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Understanding  that  you  have  in  process  of  publication  a  work 
entitled  the  *^' General  Navy  Register  for  One  Hundred  Years/'  com- 
piled from  the  Original  Manuscript  Records  of  this  Department,  !  take 
pleasure  in  bearing  testimony  to  the  value  of  the  work  as  a  convenieni 
book  of  reference  relating  to  the  Navy. 

Very  truly,  yours, 

N.  QOFV,  J II., 

Secretary  of  the  Navy. 
T.  H.  8.  Hamersly,  Esq. 


FROM  TBE  ABMIRAIi  OF  THE  ]¥AVY  AND  THE  OFFICERS 

OF  THE  UTAVY  DEPARTMENT. 
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the  "General  Navy  Register  of  the  United  States  for  One  Hundred 
Years/'  now  comjdeted,  and  in  process  of  publication. 

It  has  been  compiled  from  the  Original  Manuscript  Records  of  the 
Navy  Department,  by  permission  of  the  Honorable  Secretary  of  th€ 


iT  OFFICIAL  COMMENDATIONS. 

Navy^  and  the  alphabetical  arrangement  of  the  names  of  OfScers^  with 
their  services,  makes  it  a  convenient  and  valuable  work  of  reference. 
The  necessity  of  such  a  work  has  long  been  felt. 

DAVID  D.  PORTER, 
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Chief  Bureau  of  Ordnance^ 

WILLIAM  H   SHOCK, 
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EARL  ENGl.lSH, 
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R.  L.  LAW, 
Chief  oj  the  Bureau  of  Yards  and  Docks. 

PHILIP   S.  WALES, 

Surgeon  General. 

GEORGE  F.  COULTER, 

Payma>8ter  General,  U.  S.  N. 

J.  W.  EASBY, 
Chief  of  the  Bureau  of  CoTistruction  and  Itepair. 

WILLIAM   B.  REMEY, 
Judge  Advocate  General    U,  S.  N, 

C.  H.  WELLS, 

Chief  Signal  Officer,  If.  S.  N. 
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JOHN   W.  HOGG, 

Chief  Clerk,  Navy  Department. 

WILLIAM  P.   MORAN, 

Navy  Department. 

W.  8.  McNARY, 

Navy  Department. 


HARTLEY  &  aHAHAM, 
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RIFLES, 
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This  Company  insures  the  lives  of  Officers  of  the 
Abmy  and  Navy  without  extra  premium  except  when 
actually  engaged  in  warfare,  which  premium  if  not  paid 
at  the  assumption  of  the  extra  risk,  will  not  invalidate  the 
policy,  hut  will  bo  a  lien  upon  it. 

The  Direc^.tors'  Annual  Report,  containing  a  detailed 
statement,  together  with  the  results  of  the  investigation  of 
the  Insurance  Commissioner  of  Massachusetts,  can  be  ob- 
tained at  the 

OFFICE  OF  THE  COIVIPANT^, 


BBNJ.  F.  SXEVENS, 


JPreHdent. 


JOS.  HI.  OIBBBXS, 

Secretary. 


PREFACE. 


The  General  Register  of  the  United  States  Navy  and  Marine 
Corps,  for  One  Hundred  Years,  (1782-1882,)  contains  in  Alphabetical 
Order,  the  names  of  all  Officers  of  the  Navy,  Commissioned,  Warranted, 
and  Appointed,  including  Volunteer  Officers  who  have  entered  the 
service  since  the  establishment  of  the  Navy  Department  in  1798,  show- 
ing  the  dates  of  their  original  entry,  of  their  progressive  rank,  and  in 

• 

what  manner  they  left  the  service  if  not  now  in  it,  thus  showing  the 
entire  official  record  of  every  one  who  has  been  or  is  an  Officer  of  the 
Navy  of  the  United  States,  whether  of  the  Regular  or  Volunteer  service; 
compiled  from  the  original  manuscript  Records  of  the  Navy  Department 
by  permission  of  the  Honorable  Secretary  of  the  Navy,  and  to  which  is 
added  a  sketch  of  the  Navy  from  1775  to  1798,  with  Lists  of  Officers  in 
service  between  those  dates. 

The  General  Navy  Register  owes  its  origin  to  the  labv)r8  of  Messrs. 
James  C.  Dulin  and  Jesse  E.  Dow,  of  the  Navy  Department-,  who  have 
carefully  transcribed  the  records  herein  contained,  and  who  have  been 
assisted  in  their  work,  so  far  as  the  Engineer  and  Medical  Corps  of  the 
Navy  are  concerned,  by  Passed  Assistant  Engineer  Harrie  Webster, 
United  States  Navy,  Assistant  to  the  Engineer-in-Chief  of  the  Navy, 
and  Mr.  Daniel  Carrigan,  Chief  Clerk  of  the  Bureau  of  Medicine  and 
Surgery.  The  work  of  editing  and  arranging  the  work  for  publication 
has  been  my  own. 

Captain  R.  S.  Cullum,  United  States  Marine  Corps,  has  furnished 
the  Register  of  said  Corps  to  date,  and  by  permission  of  Rear-Admiral 
Preble,  United  States  Navy,  the  List  of  Vessels  of  the  United  States 
Navy,  from  1798  to  1874,  which  is  brought  down  to  January  Ist,  1881, 
by  Mr.  H.  A.  Goldsborough,  Chief  Clerk  of  the  Bureau  of  Construction 
and   Repair,  is  also  appended.     In  addition,  the  work  also  contains  a 
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List  of  all  Midshipmen  of  the  Naval  Academy  since  its  establishment^ 
arranged  alphabetically  by  classes,  with  date  of  appointment  of  each 
Midshipman,  and  a  similar  List  of  all  Cadet  Engineers^  together  with 
other  important  information  relating  to  the  Navy. 

That  the  work  meets  the  hearty  approbation  of  the  Navy  Depart- 
ment is  shown  hy  tlie  letters  of  commendation  of  the  Honorable  Secre- 
tary of  the  Navy,  and  of  the  Officers  of  the  Navy  Department,  printed 
within. 

The  book  forms  a  companion  work  to  the  "  Greneral  Army  Register 
of  the  United  States  for  One  Hundred  Years,"  compiled  by  myself,  an 
advertisement  of  which  will  be  found  in  this  volume. 

From  the  period  of  the  Tlevolutionary  War,  to  the  time  of  Farra- 
gut  and  Porter,  the  Navy  of  the  United  States  has  done  its  whole 
duty,  bravely  and  well.  The  record  of  the  United  States  Navy  and 
Marine  Corps,  and  of  the  Volunteer  Navy  during  the  War  of  the  Rebel- 
lion, is  a  record  that  the  United  States  may  and  does  cherish,  with 
honest  love  and  pride,  and  is  shown  by  this  book,  for  the  History  of  the 
Navy  is  the  official  record  of  its  officers,  and  they  are  here,  both  Regular 
and  Volunteer,  complete. 

It  is  a  matter  of  gratification  to  me,  and  to  those  who  have  been 
associated  with  me,  in  the  compiling  of  this  work,  that  this  Register  is  pub- 
lished at  this  time,  when  the  condition  and  future  of  the  Navy  of  the 
United  States  is  receiving  that  large  share  of  public  attention,  that  not 
only  the  future  welfare  of  our  Navy,  but  also  of  our  country,  demands. 
That  this  is  so,  is  notably  instanced  in  the  annual  message  of  the  Presi- 
dent of  the  United  States  to  Congress,  of  December,  1881,  in  which  he 
urgently  seconds  the  recommendations  of  the  present  Honorable  Secre- 
tary of  the  Navy,  for  the  increase  of  the  number  of  vessels  twid  enlisted 
ra^n. 

That  these  recommendations  will  receive  the  earnest  attention  and 
result  in  the  favorable  action  of  Congress  there  is  no  reason  to  doubt, 
and  the  time  which  the  Navy  has  so  long  hoped  and  looked  for  seems  to 
be  at  hand,  when  the  Navy  of  the  United  States  shall  be  so  increased  as 
to  number  of  vessels  and  men,  as  to  give  us  that  rank  which  our  inte- 
rests as  a  nation  demand,  among  the  great  naval  powers  of  the  world. 


PREFACE.  Tii 

The  personnel  of  the  Navy  already  compares  most  favorably  with 
that  of  any  Navy  in  the  world.  All  that  is  necessary,  is  to  make  that 
personnel  available  by  giving  to  the  Navy  that  increase  of  men  and 
ships  recommended  Dy  -President  Arthur  and  Honorable  Secretary  of  the 
Navy  Hunt,  in  the  message  above  referred  to. 

The  preparation  of  this  book  has  been  a  labor  of  years,  and  it  has 
been  very  carefully  compiled. 

Thanks  are  due  and  are  tendered  to  the  Honorable  Secretary  of  the 
Navy  and  to  the  Chiefs  of  all  the  Bureaus  of  the  Navy  Department,  and 
to  their  predecessors  in  office,  during  the  preparation  of  this  book,  for 
tbeir  most  valuable  aid  and  their  encouragement  of  the  undertaking. 

Especial  thanks  are  also  due  John  W.  Hogg,  Esq.,  Chief  Clerk  of 
the  Navy  Department,  and  to  William  P.  Moran,  Esq.,  and  W,  S. 
McNary,  Esq.,  of  the  Navy  Department,  for  many  courtesies  and  much 
assistance,  and  for  early  encouragement  and  advice  to  Rear-Admiral  C. 
R.  P.  Kodgers,  United  States  Navy,  and  to  the  Officers  of  the  Navy  and 
Marine  Corps  in  general,  for  tne  interest  they  have  taken  in  the  book. 

It  is  now  submitted,  with  the  hope  that  it  may  prove  useful  to  the 
Navy  and  the  country,  to  whom  the  records  herein  given,  with  those  of 
their  brothers  of  the  Army,  (already  published)  belong. 

THOMAS  H.  S.   HAMERSLY. 

Pebbuart  15,  1882. 
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SECRETARIES  OF  THE  NAYY. 


Name. 


'GEORGE  CABOT.. 
BENJ.  STODDERT. 


ROBERT  SMITH 


Md. 


PAUL  HAMILTON 8.  C. 

WILLIAM  JONES IPenn. 

R.  W.  CR0WNINSHIELD...'Ma8s. 


SMITH  THOMPSON 

SAMUEL  L.  SOUTHARD... 

JOHN  BRANCH 

LEVI  WOODBURY 

MAHLON  DICKERSON 

JAMES  K.  PAULDING 

GEORGE  E.  BADGER 

ABEL  P.  UPSHUR 

tD A VID  HENSH AW 

JTHOMAS  W.  GILMER 

LEWIS  WARRINGTON 

JOHN  Y.  MASON 


GEORGE  BANCROFT 
JOHN  Y.  MASON 


WILLIAM  B.  PRESTON.... 

WILLIAM  A.  GRAHAM.... 
JOHN  P.  KENNEDY 


JAMES  C.  DOBBIN.... 
ISAAC  TOUCEY 


GIDEON  WELLES 


N.  Y. 
N.  J. 

N.  C. 
W.  H. 
N.  J. 

N.  Y. 
N.  C. 

Va. 

Mass. 

Va. 

U.  *S.  N. 

Va. 

Mass. 
Va. 

Va. 

N.  C. 
Md. 

N.  C. 
Conn. 

Conn. 


ADOLPH  E.  BORIE Penn. 


GEORGE  M.  ROBESON.... 

RICHARD  W.  THOMPSON. 
ALEXANDER  RAMSEY.... 
NATHAN  GOFF,  Jr 

WILLLAM    H.   HUNT 


N.  J. 

Ind. 
Minn. 
W.  Va. 

La. 


Date  of 
Appointment. 


By  whom  Appointed. 


8  May,  1798. 
21  May,  1708. 

26  January,  1802. 

7  January,  1809. 

12  January,  1818. 
19  December,  1814. 

30  November,  1818. 

9  December,  1823. 

7  March,  1829. 

23  May,  1831. 
80  June,  1884. 

1  July,  1888. 
5  March,  1841. 

13  September,  1841 

24  July,  1848. 

15  February,  1844. 
ad  interim. 

14  March,  1844. 

11  March,  1845. 
10  September,  1840, 

8  March,  1849. 

1  AuGjust,  1850. 
26  July,  1852. 

8  March,  1853. 
7  March,  1857. 

7  March,  1861. 

9  March,  1869. 
26  June,  1869. 

13  March,  1877. 

Acting  Secretary, 
20  December,  1880. 

7  January,  1881. 

7  March,  1881. 


>  John  Adams. 


Thomas  Jefferson. 


\ 
\ 

\ 


James  Madison. 


James  Monroe. 


Andrew  Jackson. 


Martin  Van  Buren. 
W.  H.  Harrison. 


'  John  Tyler. 


V  James  K.  Polk. 
Zachary  Taylor. 

V  Millard  Fillmore. 

Franklin  Pierce. 
James  Buchanan. 

Abraham  Lincoln. 
Andrew  Johnson. 

Ulysses  S.  Grant. 


Rutherford  B.  Hayes 


J 


Jas.  A.  Garfield. 


DediiMd.  f  Not  confirmed  by  Senate.         X  Killed  on  board  Prineeton,  28  February,  1844. 
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ASSISTANT    SECRETARIES    OF    THE    NAVY. 


Name. 


State. 


Date  of 
Appointment. 


By  whom  Appointed. 


GusTAVUs  V.  Fox Mass.        1  August,  1861. 

William  Faxon Conn,      il  June,  1866. 


Abraham  Lincoln. 
Andrew  Johnson. 


SOLICITORS    AND    JUDGE    ADVOCATES. 


Name. 


State. 


William  E.  Chandler iN.  H. 


John  A.  Bolles. 


Mass. 


Date  of 
Appointment. 


By  whom  Appointed. 


9  March,  1865. 
10  June,  1865. 


; Abraham  Lincoln. 
Andrew  Johnson. 


BOARD   OF   ISTAVY   COMMISSIONERS. 

Created  hy  the  Act  of  February  7,  1815,  and  abolished  by  the  Act  of  August  81,  1842. 


Rank  and  Name. 


Dates  of  Service. 


Commodore  John  Rodoers 

Commodore  Isaac  Hull 

Commodore  David  Porter 

Commodore  Stephen  Decatur 

Commodore  Isaac  Chauncky 

Commodore  Charles  Morris 

Commodore  William  Bainbridge 
Commodore  Jacob  Jones 

Commodore  Lewis  "Warrington.  . . 

Commodore  Thomas  Tingey 

Commodore  D.  T.  Patterson 

Commodore  Charles  Stewart.... 

Commodore  A.  8.  "W adsworth 

Commodore  J.  B.  Nicolson 

Commodore  William  M.  Crane  . 
Commodore  David  Conner 


25  April,  1815,  to  15  December,  1824. 

8  October,  1827,  to  1  Mav,  1837. 
25  April,  1815,  to  80  November,  1815. 
25  April,  1815,  to  81  December,  1822. 

80  November,  1815,  to  22  March,  1820. 

81  Dec.,  1822,  to  15  Dec,  1824. 

29  July,  1833,  to  27  January,  1840. 

3  March,  1823,  to  1  September,  1825. 
15  May,  1826,  to  1  June,  1827. 

14  July,  1832,  to  1  June,  1841. 

15  December,  1824,  to  20  June,  1827. 
15  December,  1824,  to  7  August,  1826. 

5  January,  1827,  to  20  June,  1830. 

4  November,  1840,  to  31  August,  1842 
8  October,  1827,  to  27  October,  1827. 

13  October,  1828,  to  1  July,  1832. 

3  November,  1830,  to  5  June,  1833. 
29  May,  1837,  to  9  September,  1840. 

8  June,  1840,  to  1  March,  1841. 

6  May,  1841,  to  31  August,  1842. 
29  July,  1841,  to  81  August,  1842. 


SECRETARIES    OF    NAVY    BOARD. 


James  K.  Paulding '      7  February,  1815,  to  9  November,  1S23. 

Charles  W.  Goldsborouqh 10  November,  1823,  to  31  August,  1842. 


CHAS"GE   OF   OEGANIZATION. 


The  Act  of  Congress,  approved  31  August,  1842,  abolished  the  Board  of  Navy 
Commissioners  and  established  in  lieu  thereof,  the  following  Bureaus,  viz : 

lU. — Bureau  Navy  Yards  and  Docks. 

2d. — Bureau  Construction^  Equipment  and  Bepair. 

dd. — Bureau  Provisions  and  Clothing. 
4th. — Bureau  Ordnance  and  Hydrography, 
5th. — Bureau  Medicine  and  Surgery. 

A  subsequent  Act  of  Congress,  approved  5  July,  1862,  established  the  presert 
organization,  viz : 

1st. — A  Bureau  of  Yards  and  Docks. 

2d. — A  Bureau  of  Equipment  and  liecruiting. 

Sd. — A  Bureau  of  Navigation. 
4th. — A  Bureau  of  Ordnance, 
oth. —  A  Bureau  of  Construction  and  Uepair. 
(Sth. — A  Bureau  of  Steam  Engineering. 
7th. — A  Bureau  of  Provisions  and  Clothing, 
Sth. — A  Bureau  of  Medicine  and  Surgery, 


CHIEFS  OF  BUREAUS. 


Bureau. 


Yards  and  DockSi 


Ordnance  and 

Hydrography. 

(In  the  year  1862 
"Hydrography"  was 
transferred  to  the 
Bureaa  of  Naviga- 
tion.) 


Navigation. 

(Office  of  Detail 
attached  28  April, 
1865.) 


Equipment  and 

Recruiting. 


Chief. 


Dates  of  Service. 


Commodore  Lewis  Wabrikoton. 
Rear- Admiral  Joseph  Smith. 
Rear- Admiral  Daniel  Amicek. 
Rear-Admiral  C.  R.  P.  Rodgers. 
Rear-Admiral  John  C.  Howell. 
Captain  Richard  L.  Law. 


Commodore  William  M.  Crane. 
Commodore  Lewis  Warrington. 
Commodore  Charles  Morris. 
Captain  Duncan  N.  Inoraham. 
Captain  G.  A.  Maoruder. 
Captain  A.  A.  Harwood. 
Rear-Admiral  John  A.  Dahloren. 
Commander  Henry  A.  Wise. 
Rear-Admiral  John  A.  Dahloren. 
Rear-Admiral  A.  Ludlow  Case. 
Commodore  William  N.  Jeffers. 


1  Sept,  '42,  to  24  Mav,  '46 
25  May,  '46,  to  30  April,  '69 

1  May,  '69,  to  30  Sept.,  71. 

1  Oct,  '71,  to  21  Sept,  '74. 
22  Sept,  '74,  to  30  June,  '78. 

1  July,  '78. 


1  Sept, '42,  to  18  Mar., '46. 
25  May,  '46,  to  12  Oct,  '51. 
13  Oct,  '51,  to  21  Jan.,  '56. 
10  Mar.,  '56,  to  23  Sept,  '60. 
■24  Sept,  '60,  to  23  April,  '61 . 
i24  April,  '61,  to  22  Julv,  '62. 
122  July,  '62,  to  24  June,  '63. 
]25  June,  '63,  to  1  June,  '68. 
22  July,  '68,  to  23  July,  '69. 
10  Aug.,  '69,  to  9  April,  '73. 
10  April,  '73. 


Rear-Admiral  C.  H.  Davis. 
Captain  Pbrcival  Dratton. 
Admiral  David  D.  Porter. 
Rear-Admiral  T.  A.  Jenkins. 
Rear-Admiral  James  Alden. 
Rear-Admiral  Daniel  Ammen. 
Captain  Wm.  D.  Whttino. 


Rear-Admiral  Andrew  H.  Foote. 
Commander  Albert  N.  Smith. 
Rear-Admiral  Melancton  Smith. 
Rear-Admiral  William  Reynolds. 
Commodore  Robert  W.  Shufeldt. 
Commodore  Earl  English. 


17  July,  '62,  to  27  April,  '65. 
28  April,  '65,  to  4  Aug.,  '65. 
Ad  interim. 

24  Aug.,  '65,  to  11  April,  69. 
12  April,  '69,  to  30  Sept,  '71. 
1  Oct,  '71,  to  4  June,  '78. 
11  June,  78. 


17  July,  '62,  to  3  June,  '63. 
4  June,  '63,  to  8  Sept.,  '66. 

17  Sept,  '66,  to  17  July,  '70. 

18  July,  '70,  to  31  Jan.,  '75. 
1  Feb., '75,  to  19  Nov., '78. 

20  Nov.,  '78. 


CHIEFS  OF   BVUEXVS.— Continued. 


Bureau. 


Chief. 


Dates  op  Service. 


Construction,  Equip- 
ment, and  Repair. 

(Afterwards  changed 
to  Construction  and 
Repair.) 

(For  Equipment,  see 
Bureau  Equipment 
and  Recruiting.) 


Provision  and 

Clothing. 


Medicine  and 

Surgery. 


Steam  Engineering. 


Commodore  David  Conner. 
Captain  Beverly  Eennon. 
Commodore  Charles  Morris. 
Commodore  Charles  W.  Skinner. 
Commodore  William  B.  Shubrick 
Chief  Naval  Con'r  Samuel  Hartt. 
Chief  Naval  Con'r  John  Lenthall. 
Chief  Con'r  Isaiah  Hanscom. 
Chief  Con'r  James  W.  Easly. 


Charles  W.  Qoldsborouoh. 
Commodore  William  B.  Shubrick 
Gideon  Welles. 
Purser  William  Sinclair. 
Pay  Director  Horatio  Bridge. 
Paym'r-Gen.  Edward  T.  Dunn. 
Paym'r-Gen.  John  O.  .Bradford. 
Paym'r-Gen.  James  H.  Watmough 
Paym'r-Gen.  Geo.  F.  Cutter. 


Surgeon 
Surgeon 
Surgeon 
Surgeon 
Surgeon 
Surgeon 
Surjreon 


1 
2 
10 
1 
1 
1 

17 
28 
28 


Sept.,  '42,  to  1  Mar.,  -43, 
Mar.,  '43,  to  9  April,  '44. 
April,  '44,  to  81  May,  '47. 
June,  '47,  to  28  Feb.,  '52. 
Mar.,  '52,  to  80  June,  '53. 
July,  '53,  to  16  Nov.,  '58. 
Nov.,  '58,  to  22  Jan.,  '71. 
Jan., '71,  to  27  April, '77. 
April,  '77. 


1 

31 

15 

9 

1 

12 
18 
23 
18 


Sept.,  '42,  to  80  Jan.,  '44. 
Jan.,'44,tol4  April,'46. 
April,  '46,  to  8  July,  '49. 
July, '49,  to  30  Sept., '54. 
Oct.,  '54,  to  11  July,  '69. 
July, '69,  to  17  Feb., '78. 
Feb.,  '73,  to  22  Feb.,  '77. 
Feb., '77,  to  17  Nov., '77. 
Nov.,  '77. 


William  P.  C.  Barton.  1 
Thomas  Harris.  1 

William  Whelan.  i  1 

PniNKAS  J.  IIOKWITZ.  12 

Gen.  William  M.  Wood.  1 
-Gen.  Jonathan  M.  Foltz.25 
Gen.  James  C.  Palmer.     10 


Surgeon- 
Surgeon- 
Surgeon- 


Surgeon-Gen.  .Tdseph  Beale.  5 

Gen.  Wm.  Grier.  2 

Gen.  J.WiNTHROP  Taylor  21 
Gen.  Philip  S.  Wales.     26 


Sept.,  '42,  to  81 
April,  '44,  to  30 
Oct., '53,  to  11 
June, '65,  to  30 
July,  '69,  to  24 
Oct., '71,  to  9 
June,  '72,  to  4 
July, '73,  to  30 
Feb.,  '77,  to  5 
Oct.,  '78,  to  19 
Jan.,  '80. 


Mar.,  '44. 
Sept.,  '53. 
June,  '65. 
June, '69. 
Oct., '71. 
June,  '72. 
July,  '73. 
Dec,  '76. 
Oct.,  '78. 
Aug.,  '79. 


-n     ,   .    r^-  rry         ui  T  ^  26  Mar.,'69,  to  30  Mar. '62. 

Eng'r  in  Chief  Benj.F.Isherwood  |  25Mar.,'61,tol6  July,'69. 

Eng'r  in  Chief  James  W.  King.  15  Julv,'62,to  14  Mar.,  '73. 
Eng>  in  Chief  W.  W.  W.  Wood.  31  Mar.,  '73,  to  3  Mar.,  '77. 
EngV  in  Chief  Wm.  H.  Shock.       ,  4  Mar.,  '77. 


THE  NAVY  FROM  1775  TO  1798. 


For  the  facts  connected  with  the  events  of  our  Revolutionary  war  we  are  indebted 
to  the  United  States  Naval  Chronicle  by  Charles  W.  Goldsborough.  We  give  simply 
the  essential  facts  of  the  chronologist. 

During  the  Revolutionary  war  the  superintending  direction  of  the  Navy  was  com- 
mitted, in  the  first  instance,  to  a  Committee  of  three  members  of  Congress,  viz :  Messrs. 
Deane,  Langdon  and  Gadsden,  who  were,  in  October,  1775,  required  to  fit  out  two  swift 
sailing  vessels,  the  one  of  10,  the  other  of  14  guns,  and  a  proportionate  number  of 
swivels  and  men,  to  cruise  **  ea^vsard^^'*  for  the  purpose  of  intercepting  such  transports 
as  might  be  laden  with  munitions  of  war,  and  other  supplies  for  the  British,  then  in 
possession  of  the  town  of  Boston,  and  for  such  other  purposes  as  Congress  might  direct. 
Having  resolved  to  fit  out  two  more  vessels  (80  October)  viz.,  one  of  20,  the  other  of 
86  guns,  four  members — Messrs.  Hopkins,  Hewes,  R.  H.  Lee  and  J.  Adams — were  added 
to  the  Committee;  and  when  Congress,  by  resolution  of  13  December,  1775,  deter- 
mined to  build  thirteen  additional  vessels  of  war,  they  increased  the  number  of  the 
Naval  Conmiittee,  so  as  to  make  it  consist  of  one  member  from  each  colony,  to  be  ap- 
pointed by  ballot;  and  on  the  14  December  the  following  gentlemen  were  accordingly 
thus  appointed,  viz :  Messrs.  Bartlett,  Hancock,  Hopkins,  Deane,  Lewis,  Crane,  R. 
Morris,  Read,  Chase,  R.  H.  Lee,  Hewes,  Gadsden  and  Houston. 

To  this  Committee  Naval  subjects  were  generally  referred,  with  an  instruction  to  ex- 
amine and  report  thereon,  for  the  final  decision  of  the  House.  Congress  reserved  to 
themselves  the  right  to  appoint  all  commission  officers,  as  low  as  and  includiiig  Third 
Liehtenants,  and  gave  to  the  Committee  the  power  of  appointing  all  officers  of  subor- 
dinate rank.  The  Committee  were  authorized  to  give  such  instructions  for  the  employ- 
ment of  the  ships  as  might  appear  to  them  **  most  conducive  to  the  defence  of  the 
United  Colonies,  and  to  the  distress  of  the  enemy's  naval  forces  and  vessels  bringing 
supplies  to  their  fleets  and  armies.^'  ^ 

Li  performing  the  duties  assigned  to  them,  the  Committee  experienced  great  incon- 
venience for  want  of  professional  practical  information,  and  upon  the  subject  being 
brought  before  Congress  they  resolved  (fi  November,  1770,)  "  that  three  persons,  well 
skilled  in  maritime  affiiirs,  should  be  immediately  appointed  to  execute  the  business  of 
the  Navy,  under  the  direction  of  the  Marine  Committee,  and  allowed  to  each  a  salary 
of  $1,500  per  annum;  and  on  13  November,  John  Nixon,  John  Wharton  and  F. 
Hopkinson,  Esqrs.,  were  appointed.  They  were  styled  in  the  resolutions  of  Congress 
"  The  Continental  Navy  Board,  or  Board  of  Assistants  of  the  *  Marine  Committee,' " 
and  sometimes  **  Board  of  the  Middle  District"  There  was  also  an  "  Eastern  Board," 
consisting  of  three  persons,  who  executed  the  instructions  of  the  Committee  in  their 
district. 

This  system  of  administering  the  civil  department  of  the  Navy  continued,  it  is  be- 
lieved, till  October,  1779,  when  (ingress,  by  resolution,  (28)  decided  that  a  Board  of 
Admiralty  should  be  established,  * 'to  consist  of  three  Conmiissioners  not  members  of 
Congress,  and  two  members  of  Congress,  any  three  to  form  a  Board,  for  the  despatch  of 
business,"  Early  in  1781  (11  January)  we  find  that  James  Reed,  Esqr.,  was,  by  resolu- 
tion of  Congress,  invested  with  full  power  to  conduct  the  business  of  the  Navy  Board 
in  the  **  Middle  Department,"  and  soon  after  this,  (27  February)  Major  General  Alex- 
ander M'Doufrull  was  elected  Secretary  of  Marine.     In  the  same  year,  (29  August)  it 
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irafl  resolved  that  an  **  Agent  of  Marine  *'  should  be  appointed  *^  with  authority  to  di- 
rect, fit  out,  equip  and  employ,  the  ships  and  vessels  of  war  belonging  to  the  United 
States,  according  to  such  instructions  as  he  shall  from  time  to  time  receive  from  Cod- 
grcss ;  ^*  and  *^  that  as  soon  as  the  said  Agent  shall  enter  into  the  execution  of  his  office 
the  functions  and  appointments  of  the  Board  of  Admiralty,  the  several  Navy  Boards 
and  all  civil  officers  appointed  under  them  "  should  cease. 

In  September  (6)  a  resolution  was  passed,  by  which  the  duties  prescribed  to  the 
"  Agent  of  Marine,"  until  he  should  be  appointed,  devolved  on  the  Superintendent  of 
Finance,  Robert  Morris,  who,  indeed,  appears  to  have  had  the  chief  agency  in  the  Civil 
Administration  of  the  Navy  during  the  gre&teT  part  of  the  Revolutionary  war.  In  the 
earliest  periods  we  find  that  the  orders  of  the  commanders  generally,  bear  his  signa- 
ture, and  continued  to  be  most  frequently  signed  by  him,  until  a  Board  of  Admiralty 
was  established,  when  the  correspondence  was  directed  under  the  superintending  di- 
rection of  the  Board  by  Mr.  John  Brown,  their  Secretary.  After  the  Board  of  Ad- 
miralty was  abolished,  we  again  find  the  chief  duties  of  the  Department  devolving 
upon  Mr.  Morris.  It  would  seem  that  the  nation  could  not  conveniently  have  con- 
ducted either  its  naval  or  its  fiscal  operations,  without  the  agency  of  this  distinguished 
patriot. 

The  lists  of  officers,  appointed  during  the  Revolutionary  war,  are  obviously  imper- 
fect ;  they  are,  however,  as  complete  as  the  information  in  our  possession  will  enable  us 
to  make  them.  The  frequent  changes  in  the  administration  oi  the  Civil  Department  of 
the  Navy,  the  occasional  resolutions  of  Congress  conferring  sometimes  upon  one  of  the 
Boards  the  power  of  appointing;  at  others  given  to  individual  members,  in  conjunction 
with  commanders,  authority  to  appoint  subalterns,  the  destruction  of  papers  by  fires 
and  other  causes,  have  involved  this  branch  of  the  subject  in  great  imcertainty,  and  it 
is  impossible,  at  this  day,  to  present  a  perfect  list  of  the  officers.  •  Were  the  in- 
formation attainable,  it  would  be  particularly  gratifying  \o  show,  not  only  the 
names  of  those  who  served  in  the  Continental  Navy,  but  of  those  also  who  served  on 
board  the  ships  fitted  out  at  the  expense  of  the  respective  colonies  and  on  board 
privateers. 

From  the  Journals  of  Congress  and  other  sources,  we  find  the  following  Commission 
OfiScers  were  appointed  by  them  during  the  war. 


Captains 

When  appointed. 

1775, 

Dec.  22. 
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44             44 

44             44 

44             44 

AND  Commanders. 
Names, 

• 

Ezekiel  Hopkins. 
Dudley  Saltonstall. 
Abraham  Whipple. 
Nicholas  Biddle. 
John  B.  Hopkins. 
William  Manly. 
Isaac  Cozncau. 
Thomas  Thompson. 
Samuel  Tompkins. 
Christopher  Miller. 
John  Barry. 
Thomas  Read. 
Charles  Alexander. 
James  Nicholson. 
Hector  McNiel. 
Thos.  Grennall. 
Elisha  Ilinman. 
John  Hodge. 
John  Manly. 
Lambert  Wickes. 
William  Hal  lock. 
Hovsted  Hacker. 
Isaiah  Robinson. 
John  Paul  Jones. 


Captains,  &c. — Continued, 

When  appointed.  Names. 

1776,  Oct.  10.    James  Josiah. 

Joseph  Olney. 
James  Robinson. 
John  Young. 
Elisha  Warner. 
Lieutenant  Commandant 

J.  Baldwin. 
Thos.  Albertson. 
Henry  Johnson. 


44 
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44 
44 


44 
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1777,  Feb.  5. 


44 


44 


March  15.  Daniel  Waters. 


i( 


44 


1778,  May  1. 
"     June  18. 
"     Sept.  25. 

1779,  **     17. 


Samuel  Tucker. 
William  Burke. 
Peter  Landais. 
Seth  Harding. 
Silas  Talbot. 
Samuel  Nicholson. 
John  Nicholson. 
Henry  Skinner. 
Benjamin  Dunn. 
Samuel  Chew. 


Lieutenants. 


1775,  Dec.  22.       John  Paul  Jones, 
"         "      "        Rhodes  Arnold 


1st. 
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Lieutenants,  &c,— Continue. 
When  appointed.  NameM, 

Stansbury, 


1775, 
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Hoysted  Hacker, 
Jonathan  Pitcher, 
Benjamin  Seabury,  2nd 
Joseph  Olney, 
Elisha  Warner, 
Thomas  Weaver, 

McDougall, 

John  Fanning,         8rd. 
Ezekiel  Burroughs, 
Daniel  Vaughan, 
Israel  Turner,  1st. 

Joseph  Doble«         2nd. 
Mark  Dennet,  3rd. 

Peter  Shores,  " 

John  Wheelwright,      " 
Josiah  Shackford,        ** 


tt 
tt 
tt 
tt 


tt 

tt 


it 


22. 


Lieutenants,  &c. — Continued. 

When  appointed,  Namee. 

1776,  Aug.  17.     William  Barnes,        1st 

Thomas  Vaughan,  3rd. 
Jonathan  Maltby,  Ist 
David  Phipps,         2nd. 

Wilson,  1st. 

John  Nicholson,  2nd. 
Elijah  Bo  wen,  1st. 

John  Rodeg,  2nd. 

William  Molleston,  8rd. 
Richard  Dale, 
Alexander  Murray, 
Plunkett, 


tt 
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tt 
tt 
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tt 


tt 
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tt 
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1777,  Feb.  5. 
"  Aug.  6. 
tt         it  J  2. 

1781,  July  20. 
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Joshua  Barney, 
Isaac  Buck. 
John  Stevens. 
Aquilla  Johns. 


it 


With  respect  to  the  relative  rank  of  the  Officers,  Congress  by  resolution  of  17 
April,  1776,  decided  that  the  nominations  or  appointments  of  Captain  or  Commander 
should  not  **  establish  rank.^'  It  was  to  be  settled  by  Congress  before  the  Commissions 
should  be  granted,  and  we  find  that  by  a  resolution  of  10  October,  1776,  Congress, 
established  the  rank  and  command  of  Captains,  as  follows  : 


1.  James  Nicholson Virginia 28  Guns. 

2.  John  Manly Hancock 82 

8.  Hector  McNiel Boston 24 

4.  Dudley  Saltonstall  Trumbull 28 

5.  Nicholas  Biddle Randolph 82 

6.  Thomas  Thompson Raleigh 82 

7.  John  Barry Effingham 28 

8.  Thomas  Reed Washington 82 

9.  Thomas  Grennall Congress 28 

10.  Charles  Alexander Delaware 24 

11.  Lambert  Wicks Reprisal 16 

12.  Abraham  Whipple Providence 28 

13.  John  B.  Hopkins Warren 32 

14.  John  Hodge Montgomery 24 

15.  William  Hallock Lexington 16 

16.  Hoysted  Hacker Hamden — 

17.  Isaiah  Robinson Andrew  Doria 14 

18.  John  Paul  Jones Providence 12 

19.  James  Josiah — 

20.  Elisha  Hinman Alfred 28 

21.  Joseph  Olney Cabot 16 

22.  James  Robinson Sachem 10 

23.  John  Young Independence 10 

24.  Elisha  Warner Fly — 

Lieutenaiit  John  Baldwin Wasp 8 

**         Thos.  Albertson Musqueto 4 

The  Marine  Committee  were  empowered  to  regulate  the  rank  of  Lieutenants. 
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Major. 

Whm  appointed, 

1776,  Jane  25.    Samuel  Nichols. 


4i 


Captains. 

Andrew  Porter. 
Joseph  Hardy. 
Samuel  Shaw. 
Benjamin  Deane. 
Robert  MuUin. 
John  Stewart. 
July  23.    George  J.  Osborne. 
Richard  Palmer. 
William  Nicholson. 
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1781,  Sept.  6. 


Lieutenants. 

1776,  June    25.    Daniel  Henderson, 

David  Love, 


1st. 
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Lieutenants. — Continued. 

Wlien  appointeci. 

1776,  June  25.    Franklin  Reed, 

Peregrine  Brown. 
James  McClure, 
William  Gilmore, 
Abel  Morgan, 
Hugh  Montgomery, 
Thomas  Pownal, 
Richard  Harrison, 
Stephen  Meade, 
Nathaniel  Thwing, 
Benjamin  Thompson. 
Alpheus  Rice, 
Abraham  Vandyke, 
William  Nicholson, 
Louis  de  la  Valette, 
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1779,  July  24. 
1787,  "  17. 
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On  referring  to  the  list  of  Captains  and  Commanders,  and  comparing  it  with  the 
list  established  by  resolution  of  10  October,  1776,  it  will  be  seen,  that  Congress,  in 
arranging  the  rank  did  not  include  the  names  of  Ezra  Hopkins,  William  Manly,  Isaac 
Cozneau,  Samuel  Tompkins  or  Christopher  Miller. 

It  is  presumed  that  the  Commanders  appointed  after  10  October,  1776,  ranked 
Mbcording  to  the  dates  of  their  respective  appointments. 

Having  established  the  relative  rank  of  Commanders  in  the  Navy — with  each 
ptber,  Congress,  on  15  November  following,  resolved,  that  the  rank  of  Naval  Officers 
to  the  rank  of  Officers  in  the  land  service,  should  be 

Admiral as  a  General. 

Vice- Admiral as  a  Lieutenant-General. 

Rear-Admiral as  a  Major-General. 

Commodore as  a  Brigadier-General. 

Captain  of  a  ship  of  40  gun?  and  upwards as  a  Colonel. 

20  to  40  guns as  a  Lieutenant-Colonel. 

10  to  to  20  gur  s as  a  Major. 


.i 


it 


kt 


i» 


Lieutenant 


as  a  Captain. 


And  at  the  same  date  the  following  was  fixed  as  the  pay  of  the  Officers  of  the 
Kavy  :— 

Shipg  of  20  guns  and  upwards.  Ships  </  10  to  20  guns. 


Captains  per  month $60 

Lieutenants 

Master 

Surgeon 

Midshipman 

Gunner 

Chaplain 

Seaman 


ii 

ii 
it 
it 
ii 

it 
ii 


30. 
30. 
25. 
12 
15. 
20. 
8. 


$48 
24 
24 

21-2-3 
12 
13 

None. 
8 


And  that  vessels  under  10  guns,  should  be  commanded  by  Lieutenants,  and  that 
tbe  pay  in  such  vessels  should  be  Lieutenants,  $30 ;  Mate,  $15 ;  Boatswain,  Gunner, 
Ac,  $12  ;  and  the  following  allowances  were,  on  25  July,  1777,  established,  viz:  Com- 
manders of  vessels  of  10  guns  and  upwards,  $5.38  per  week  for  subsistence ;  under  10 
guns,  $4.00.  Cabin  expenses — Commanders  of  10  guns  and  upwards,  $2.66  per  week 
whilst  at  sea. 
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Lieutenants,  Surgeons,  Captains  of  Marines  and  Chaplains  $4  per  week  subsistence 
in  domestic  ports  when  the  ships  should  not  be  in  a  condition  to  receive  them. 

The  pay  of  Commander-in-Chief  was  fixed  (22  December,  1775,)  at  $125  per  month 
and  the  pay  of  Surgeons  was  increased  (16  July,  1777,)  so  as  to  be  equal  to  that  of 
Lieutenant 

On  80  September,  1776,  Congress  ^^Besolved,  That  it  be  recommended  to  the 
Legislatures  of  theUnited  States  to  appoint  gentlemen  in  their  respective  States  skill- 
ful in  physic  and  surgery,  to  examine  those  who  offer  to  serve  as  Surgeons  or  Sur- 
geons' Mates,  in  the  Army  or  Navy ;  and  that  no  Surgeon  shall  hereafter  receive  a  com- 
mission or  warrant  to  act  as  such  in  the  Army  or  Navy,  who  shall  not  produce  a  cer- 
tificate from  some  one  of  the  examiners,  so  to  be  appointed,  to  prove  that  he  is  qualified 
to  execute  his  oflUce/* 

On  29  October  it  was  '*  Beaolved,  That  no  private  ship  or  vessel  of  war,  mer- 
cant  ship  or  other  vessels  belonging  to  the  subjects  of  these  States,  be  permitted  to 
wear  pendants,  when  in  company  with  Continental  ships  or  vessels  of  war  without 
leave  from  the  commanding  vessel  thereof." 

During  the  war  Congress  authorized  the  purchasing,  or  building  and  equipping,  as 
cruisers,  the  following  description  of  vessels: 

1775.  Oct    13,    2  vessels  of  10  and  14  guns, 
ti  u      30,    2      "        "  20    "    86      " 

"        Dec.   18,18      ''       5  of  82  guns,  5  of  28  gims,  and  8  of  24  guns. 

1776.  Oct      8,    8,  viz.,  1  frigate  and  2  cutters. 

"        Nov.    9, 10,  8  of  74  guns,  5  of  86  guns,  1  of  18  guns,  and  1  packet 

1777.  Jan.   23,    2,  viz.,  1  of  86  guns  and  1  of  18  guns. 

Eight  prize  vessels  were,  during  the  years  1776  and  1777,  directed  to  be  purchased 
and  fitted  out,  and  in  the  course  of  the  war  a  number  of  cutters,  dispatch  boats,  ^dloys, 
and  fire-ships  were,  from  time  to  time,  authorized.  The  cutters  and  dispatcn  boats 
were  generally  under  the  direction  of  a  Secret  Committee,  one  of  whose  duties  was  to 
procure  munitions  of  war,  and  who,  for  that  purpose,  were  authorized  to  export  certain 
articles  of  provisions  to  the  West  Indies.  The  galleys  and  fire-ships  were  for  the 
defence  of  our  waters,  within  land-locked  navigation  and  the  lakes. 

Tbe  thirteen  ships  authorized  on  18  December,  1775,  were  directed  to  be  built — 
one  m  New  Hampshire,  two  in  Massachusetts  Bay,  one  in  Connecticut,  two  in  Rhode 
Island,  two  in  New  York,  four  in  Pennsylvania,  and  one  in  Maryland ,  and,  by  resolu- 
tion of  6  June,  1776,  they  were  named  as  follows:  The  Congress,  Randolph, 
Hancock,  "Washington,  Trumbull,  Raleigh,  Efi^gham,  Montgomery,  Warren,  Boston, 
Virginia,  Providence  and  Delaware. 

Among  those  authorized,  subsequent  to  18  December,  1775,  and  not  herein- 
before mentioned  by  name,  we  find  the  Columbus,  28 ;  the  Queen  of  France,  28 ;  the 
Ranger,  18;  the  Alliance,  82,  built  at  Salisbury,  Mass.;  the  Hornet,  brig,  General 
Gates,  frigates  Confederacy,  Deane  (afterwards  changed  to  Hague),  and  Ariel,  sloop 
Saratoga,  Due  De  Lauzun,  and  the  America,  74. 

General  letters  of  reprisal  were  authorized  on  28  March,  1776,  and  thenceforth 
the  public  and  private  cruisers  of  the  United  Colonies  were  at  liberty  to  capture  all 
vessels,  armed  or  unarmed,  belonging  to  the  Crown,  or  to  the  inhabitants  of  Great 
Britain. 

Late  in  the  month  of  December,  1775,  a  small  squadron,  consisting  of  the  Alfi'ed, 
Commodore  Ezekiel  Hopkins,  of  28  guns,  the  Columbus,  Captain  A.  Whipple,  of  14 
guns,  the  Andrew  Doria,  Captain  Nicholas  Biddle,  of  14  guns,  the  Sebastian  Cabot, 

Captain  John  D.  Hopkins,  of  16  guns,  and  the  Providence, Hazard,  of  12  guns, 

with  the  Falcon,  Scorpion  and  Cruiser,  which  were  to  join  them  at  Cape  Fear,  were 
ordered  to  New  Providence,  for  the  purpose  of  seizing  and  transporting  to  the  colo- 
nies a  large  quantity  of  ammunition,  which,  it  was  understood,  was  deposited  in  the 
Royal  Magazine  on  that  island.  After  landing  there  was  some  unaccountable  delay, 
and  the  Governor  heard  of  Commodore  Hopkins'  approach,  in  time  to  remove  the 
powder,  before  he  reached  the  town.  Thus  tbe  expedition  failed  as  to  the  principal 
object.  Tbe  Governor  and  Lieutenant-Governor,  with  about  40  cannon,  a  quantity  of 
shot  and  shell  and  a  few  brass  mortars  were  captured.  A  bomb-brig  of  8  guns  and  a 
schooner  of  6  guns  were  taken  by  the  squadron  on  its  return. 
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Ckmunodore  Hopkins'  conduct  was  inquired  into  by  Congress,  and  it  was  found 
that  he  had  not  paid  due  regard  to  the  tenor  of  his  instructions,  which  **  directed  him 
to  annoy  the  enemy^s  ships  upon  the  coast  of  the  Southern  States.'^  The  reasons  he 
assigned  for  not  going  from  Providence  to  the  Carolinas  were  not  satisfactory,  and  on 
16  Augostf  1776,  Congress  passed  a  vote  of  censure  upon  him.  Three  days  afterward 
he  was  ordered  to  Newport,  to  take  ^*  command  of  the  fleet  formerly  under  his  care/^ 
It  IS  found,  however,  that  Congress,  in  arranging  the  rank  of  the  officers  on  10  October 
following,  omitted  his  name. 

Although  in  the  earlier  periods  of  the  revolutionary  war  great  embarrassments 
were  experienced  for  want  of  an  efficient  marine  force,  still  much  was  done  by  the 
vessels  of  war  we  then  possessed,  and  by  privateers,  whose  energy,  enterprise  and  suc- 
cess were  astonishingly  great,  considering  the  overwhelming  force  by  which  they  were 
opposed.  The  number  of  captures  in  the  course  of  the  war  has  been  stated  at  803, 
of  which  there  were  either  retaken,  bumt^ ransomed,  sunk,  restored  or  lost  153,  leaving 
a  gain  to  the  nation  of  650.  If  we  estimate  these  as  averaging  250  tons,  and  compute 
their  value  at  $30  per  ton,  and  their  cargoes  at  $10,000  each,  the  amount  of  captures 
would  be  $11,375,000.  Some  English  authors  have  estimated  the  value  of  the  prizes 
taken  in  the  year  1776  by  the  American  cruisers  at  one  million  sterling. 

That  our  vessels  captured  property  worth  millions  of  dollars  is  unquestionably 
true,  but  it  appears  impossible  to  form  any  precise  estimate  as  to  their  value. 

It  is  not  in  our  power,  nor  is  it  the  purpose  of  this  paper,  to  afford  particular  infor- 
mation as  to  the  movements  of  our  national  ships  during  the  revolutionary  war,  and 
we  are  obliged  to  omit  giving  a  description  of  any  of  those  brilliant  achievements 
that  occurred  during  that  eventful  period. 

Of  the  ships  of  the  line  authorized  during  the  revolutionary  war  only  one,  the 
America,  was  built,  and  she  was  presented  (8  September,  1782,)  to  his, Most  Christian 
Majesty,  the  King  of  France,  in  testimony  of  the  sense  entertained  by  Congress 
of  his  generous  exertions  in  behalf  of  the  United  States,  and  to  replace  in  his  service 
the  Magnifique,  which,  by  accident,  was  lost  in  the  harbor  of  Boston.  Of  the  other 
ships  built  and  purchased  during  the  Revolutionary  war,  the  whole  were  either  cap- 
tured or  destroyed  by  the  enemy  or  sold  by  the  United  States.  We  find  (21  April, 
1783,)  that  the  ship  Due  de  Lauzun  was  loaned  to  the  Minister  of  France  for  the 
transportation  of  troops  from  the  United  States;  and  that,  after  performing  this 
service,  she  was  to  be  sold.  The  Alliance  was  ordered  (5  September,  1783,)  to  be 
surveyed,  with  a  view  to  her  being  repaired;  but  on  3  June,  1785,  she  was  ordered  to 
be  sold ;  and  when  she  was  sold  the  United  States  did  not,  it  is  believed,  own  a  single 
vessel  of  war. 

The  **  Agent  of  Marine,"  to  whom  was  referred  a  resolution  of  the  House  of  Del- 
egates of  the  State  of  Virginia,  of  26  June,  1783,  reported  (5  August,  1783 :) 

"  That,  although  it  is  an  object  highly  desirable,  to  establish  a  respectable  marine ; 
vet,  the  situation  of  the  public  treasury,  renders  it  not  advisable  to  purchase  ships /<^r 
itie  prestrUy  nor  until  the  several  States  shall  grant  such  funds  for  the  constructions  of 
ships,  docks  and  navcd  arsenals,  and  for  the  support  of  the  naval  service,  as  shall  enable 
the  United  States  to  establish  their  marine  upon  a  permanent  and  respectable  footing.''^ 
In  this  report  Congress  concurred. 

Upon  the  application  of  the  Delegates  of  Virginia,  Congress,  by  resolution,  (3 
October,  1783,)  authorized  that  State  to  keep,  at  its  own  expense,  two  armed  vessels 
*'for  the  defence  of  the  trade  of  that  State,"  confining  the  force  of  each  to  fourteen  six 
pounders  and  seventy-five  men. 

The  United  States  had  but  recently  achieved  their  independence  and  assumed  a 
rank  among  the  nations  of  the  earth — they  were  still  greatly  embarrassed  with  the  ex- 
penses of  a  long,  bloody,  yet  glorious  war;  when  the  Dey  of  Algiers,  tempted  by  a 
spirit  of  cupidity,  seized  some  of  their  merchant  vessels,  and  conducted  their  crews  to 
slavery.  This  perfidious  conduct  produced  the  strongest  indignation;  but  it  was  not 
in  the  power  of  the  nation  to  avenge  the  insult,  as  promptly  as  the  feelings  it  excited, 
or  as  sound  national  policy  dictated.  Negotiations  were  of  necessity,  resorted  to,  but 
such  were  the  difficulties  which  the  policy  of  the  Dey  imposed,  and  such  was  our  feeble 
condition,  with  respect  to  arms,  that  years  elapsed  before  any  favorable  result  was  pro- 
duced. 

In  this  state  of  things  we  find  the  origin  of  the  Act  of  Congress  of  27  March, 
1794,  authorizing  six  frigates  to  be  provided — which,  however,  were  to  be  suspended 
in  the  event  of  peace  with  Algiers. 
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The  resolution  of  the  House  of  Representatives  (of  2  January,  1794,)  "that  a 
n&yal  force  adequate  to  the  protection  of  the  commerce  of  the  United  States  against 
the  Algerine  corsairs  ought  to  be  provided,*'  was  passed  by  a  majority  of  two  votes 
only,  and  the  bill  founded  upon  this  resolution  (27  March,  1794)  was  passed  by 
a  majority  of  eleven,  but  it  is  understood  that  it  could  not  have  been  passed  if  the  pro- 
vision suspending  all  proceedings  in  the  event  of  peace  with  Algiers,  had  been 
omitted.  Under  these  circumstances  the  President,  General  Washington,  determined 
to  build  the  vessels  contemplated  in  the  first  section  of  the  Act,  viz :  Four  44  guns 
and  two  86  gun  frigates,  and  that  they  should  be  built  in  the  following  ports,  viz : 

At  Boston One 44 

At  New  York One 44 

At  Philadelphia One 44 

At  Portsmouth,  Va One 44 

At  Baltimore One 36 

At  Portemouth,  N.  H One 36 

No  time  was  lost  in  making  every  preparatory  arrangement  for  the  building  of 
these  vessels.  Mr.  Joshua  Humphreys,  of  Philadelphia,  a  distinguisheed  ship  builder 
of  very  extensive  practical  knowledge  in  his  profession;  Mr.  John  Hackett,  of  Salis- 
bury, Mass.,  who  had  constructed  and  built  the  Alliance  frigate,  and  others  were  con- 
sulted **  upon  the  best  properties  to  be  adopted  as  a  general  plan  for  the  vessels  now  to 
be  built,**  and  upon  the  most  advisable  means  of  procuring  the  frames  and  the  materials 
of  which  the  vessels  ought  to  be  built.  The  models  submitted  by  Mr.  Humphreys 
were,  after  much  consultation  and  consideration,  adopted ;  and  that  gentleman  was  on 
28  June,  1794,  appointed  the  constructor  and  master  builder  of  the  44  gun  ship,  to  be 
built  at  Philadelphia,  with  a  salary  of  $2,000  per  annum,  commencing  on  1  May. 

The  President,  with  the  advice  and  consent  of  the  Senate,  appointed  the  foUowin^ 
gentlemen  Captains  of  the  Navy : 

1.  John  Babrt,  3.  Silas  Talbot,  5.  Richard  Dale, 

2.  Samuel  Nicholson,        4.  Joshua  Babney,        6.  Thomas  Truxtun. 

Ranking  in  the  order  in  which  their  names  are  stated,  and  their  appointments 
were  communicated  to  them  5  June,  1794. 

Captain  Barney  declined  accepting,  not  from  any  disinclination  to  serve  his  coun- 
try, but  in  consequence  of  the  arrangement  as  to  rank.  This  produced  a  vacancy, 
which  was  tilled  on  18  July,  1794,  by  the  appointment  of  James  Sever,  to  take  rank  af- 
ter Captain  Truxtun. 

The  following  shows  the  distribution  of  the  officers  thus  appointed,  and  the  con- 
structors and  agents,  for  building  the  several  ships. 

Captain  and   Sm>«rinlendmL        Xaval  Constructorg,  Nary  Agents.  For  Ship*  to  he  BuUt  at 

John  Barry,  Joshua  Humphreys,  Isaiah  Coxe,  Philadelphia, 

Samuel  Nicholson,  George  Cleghorn,    Henry  Jackson,         Boston, 

Silas  Talbot,  Forman  Cheesbman,John  Blagge,  New  York, 

Richard  Dale,  John  Morgan,  W.  Pennock,  Norfolk, 

Thomas  Truxtun,  David  Stodder,         Jeremiah  Yellott,  Baltimore, 

James  Sever.  James  Hackett,         Jacob  Sheaffe,         Portsmouth,  N.  H. 

On  21  December,  1795,  President  Washington  communicated  to  the  Senate  a  letter 
from  the  Emperor  of  Morocco,  recognizing  the  treaty  of  peace  and  friendship  between 
the  United  States. 

Peace  with  Algiers  having  been  concluded,  no  farther  progress  could  be  made  in 
building  the  frigates ;  for,  as  we  have  before  seen,  the  law  directed  that  in  such  event 
all  proceedings  should  be  suspended. 

The  President  called  the  attention  of  Congress  to  this  subject,  and  stated  that 
serious  losses  would  result  from  a  sudden  suspension  of  the  work  and  the  discharge  of 
the  valuable  corps  of  artificers  and  men  employed  in  completing  it. 

In  January,  1796,  the  Chairman  of  the  Committee  of  the  House  of  Representatives, 
to  whom  the  subject  of  frigates  had  been  referred,  called  upon  the  Secretary  of  War, 
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(then  charged  with  the  saperintendence  of  the  Navy)  for  information  as  to  the  progress 
made  in  building  them,  the  expenses  incurred,  <&c. 

The  information  was  communicated  to  Congress,  and  on  20  April  following  "  An 
Act  supplementary  to  an  Act,  entitled  an  Act  to  provide  a  Naval  Armament "  passed, 
authorizing  the  President  to  continue  the  construction  and  equipment  of  the  frigates 
of  44  guns  and  one  frigate  of  86  guns,  appropriating  for  this  purpose  the  unexpended 
balance  of  the  $088,888.82  (which  had  been  appropriated  for  the  six  frigates  by  Act 
of  9  June,'  1794,)  and  the  sum  of  $80,000,  which  by  the  Act  of  9  June,  was  appropri- 
ated for  a  provisional  equipment  of  galleys,  but  no  part  of  which  had  been  expended 
on  that  object. 

This  Act  continued  the  construction  and  equipment  of  three  of  the  six  frigates 
and  discontinued  the  remaining  three,  notwithstanding  such  progress  had  been  made 
that  the  whole  six  might  have  been  built,  launched  and  completely  equipped  within  the 
year. 

President  Washington,  in  his  speech  to  both  Houses  of  Congress,  7  December, 
1796,  after  referring  to  the  many  delays  and  disappointments  arising  out  of  the  Euro- 
pean war  and  the  final  arrangements  made  to  the  Dey  and  regency  of  Algiers,  observes 
among  other  things,  the  following : 

*'  To  an  active  external  commerce  the  protection  of  a  naval  force  is  indispensable.*' 
**  To  secure  respect,  to  a  neutral  flag  requires  a  naval  force,  organized,  and  readv  to  vin- 
dicate it  from  insult  and  aggression ;  "  and  asks,  **  Will  it  not,  then,  be  advisable  to 
begin  without  delay  to  provide  and  lay  up  the  materials  for  the  building  and  equip- 
ping of  ships  of  war,  and  to  proceed  in  the  work  by  degrees,  in  proportion,  as  our 
resources  shall  render  it  practicable,  without  inconvenience;  so  that  a  future  war  of 
Europe,  may  not  find  our  commerce  in  the  same  unprotected  state  in  which  it  was  found 
by  the  present" 

The  depredations  committed  upon  our  commerce  by  the  cruisers  of  European 
powers,  particularly  those  of  Great  Britain  and  France,  and  the  suffering  which  ensued 
therefrom  to  our  seafaring  citizens,  were  the  causes  of  our  maritime  war  with  the  latter 
nation,  and  the  consequent  extension  of  our  naval  establishment. 

On  9  April,  1798,  the  Secretary  of  War,  who  was  charged  with  the  duty  of  super- 
intending the  concerns  of  the  Navy,  as  well  as  those  of  the  Army,  addressed  to  the 
Chairman  of  the  Committee  of  the  House  of  Representatives,  for  the  protection  of  com- 
merce and  the  defence  of  the  country,  a  letter  recommending  building  or  purchasing 
vessels,  with  estimates  for  building,  rigging  and  equipping,  tnree  ships  of  war,  to  carry 
22, 20  and  1 6  guns,  together  with  the  cost  of  manning  and  victualing  the  same  for  twelve 
months.  Said  letter  and  estimates  were  submitted  to  Congress  early  in  April,  1798, 
and  on  the  27th  of  that  month  an  Act  passed,  entitled  "  An  Act  to  provide  an  addi- 
tional armament  for  the  protection  of  the  trade  of  the  United  States  and  for  other  pur- 
poses," authorizing  the  President  to  cause  to  be  built,  purchased  or  hired,  a  number 
of  vessels,  not  exceeding  twelve,  to  carry  not  more  than  22  guns  each,  to  be  armed, 
fitted  out  and  manned,  under  his  direction ;  and  appropriating  $950,000  to  carry  these 
provisions  into  eff'ect. 

On  30  April,  1798,  the  ofllce  of  Secretary  of  the  Navy  was  established  by  law. 

On  3  May,  1798,  Hon.  George  Cabot,  of  Massachusetts,  was  nominated  and  con- 
firmed as  Secretary  of  the  Navy,  but  declined  the  appointment. 

On  4  May,  1798,  another  Act  was  passed  authorizing  the  building  or  purchasing 
of  a  number  of  small  vessels,  to  be  equipped  as  galleys  or  otherwise,  and  stationed  in 
8Qch  ports  of  the  United  States  as  the  President  might  direct.  Eighty  thousand  dol- 
lars was  appropriated  lor  this  object. 

On  21  May,  1798,  Benjamin  Stoddert,  Esq.,  of  Georgetown,  in  the  District  of  Co- 
lombia, was  appointed  to  the  ofllce  of  Secretaiy  of  the  Navy,  and  in  June,  1798,  en- 
tered upon  the  duties  of  his  ofilce  as  Secretary  of  the  Navy. 

From  this  date  we  commence  the  compilation  of  the  General  Register  of  the 
Navy. 


14  GENERAL  NAVY  REGISTER. 

niTAisraF.  of  titles. 

Admiral— Created  by  Act  of  CoiiCTess  25  July,  1866. 

Vice- Admiral — Created  by  Act  of  Congress  21  December,  1864. 

Rear  Admiral —      do.        do.  do.      16  July,  1862. 

Medical  Directors  and  Medical  Inspectors, )    — Created    by  Act  of  Congre 

Pay  Directors  and  Pay  Inspectors,  )  March,  1871. 

Purser  to  Paymaster — Act  of  Congress  22  June,  1860. 

1st  Assistant  Engineer  to  Passed  Assistant  Engineer,  )  Act  of  Conj 

2d        do.  do.     do.  Assistant  Engineer,  >   24  Febmai 

3d        do.  do.  (Abolished  Act  of  Congress  15  July,  1870.)  )  1874. 

Acting  Master^s  Mates  to  Mates— Act  of  Congress  3  March,  1865. 

Cadet  Midshipman — Act  of  Congress  15  July,  1870. 

OFFICERS  OF   THE  LDfE. 


Admiral. 

Vice- Admiral. 

Rear  AdmiraL 

Commodore. 

Captain. 

Commander. 

Lieutenant-Commander. 


Lieutenant. 

Master. 

Ensign. 

Passed  Midshipman. 

Midshipman. 

Acting  Midshipman. 

Cadet  Midshipman. 


MEDICAL  CORPS. 


Medical  Director. 

Medical  Inspector. 

Surgeon. 

Passed  Assistant  Surgeon. 


Assistant  Surgeon. 

Acting  Passed  Assistant  Surge( 

Acting  Assistant  Surgeon. 


PAY    CORPS. 


Pay  Director. 
Pay  Inspector. 
Paymaster. 


Passed  Assistant  Paymaster. 
Assistant  Paymaster. 


ENGINEER  CORPS. 


Engineer-in-Chief 

Chief  Engineer. 

Passed  Assistant  Engineer. 


Assistant  Engineer. 
Cadet  Engineer. 


NAVAL  CONSTRUCTION,  ETC. 

Naval  Constructor.  l  Chaplain. 

Assistant  Naval  Constructor.  1  Professor  of  Mathematics. 

OFFICERS  NOT  IN  LINE  OF   PROMOTION. 

Master's  Mate  and  Acting  Master's  Mate. 

WARRANT  OFFICERS. 

Boatswain.  i  Carpenter. 

Gunner.  '  Sailmaker. 
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Abbot,  Cbarles  W. 

Purser,  2  September,  1856.  Pay  Inspector,  3  March,  1871.  Pay  Director,  3  July,  1871. 
Abbot,  Francis  O. 

Acting  Ensign,  11  May,  1864.    Resigned  5  May,  1865. 

Abbot,  Joel. 

Midshipman,  18  June,  1812.  Lieutenant,  1  April,  1818.  Commander,  8  December, 
1838.  Captain,  3  October,  1850.     Died  14  December,  1855. 

Abbot,  Trevett. 

Midshipman,  13  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  16 
September,  1855.  Lieutenant,  7  January,  1856.  Lieutenant-Commander,  16 
July,  1862.  Commander,  12  December,  1867.    Died  27  October,  1869. 

Abbot,  Walter. 

Midshipman,  2  December,  1859.  Ensign,  25  November,  1862.  Lieutenant,  22  Feb- 
ruary, 1864.   Lieutenant- Commander,  25  July,  1866.    Died  3  February,  1873. 

Abbott,  Cbarles. 

Acting  Second  Assistant  Engineer,  14  August,  1864.     Resigned  5  June,  1865. 

Abbott,  Charles  F. 

Acting  Assistant  Paymaster  24  April,  1865.     Discharged  10  December,  1865. 

Abbott,  DaTid  M. 

Acting  Ensign  and  Pilot,  3  May,  1864.  Acting  Master  and  Pilot,  9  November, 
18G4.    Honorably  discharged  20  June,  1865. 

Abbott,  George  €• 

Boatswain,  31  January,    862.     Resigned  3  April,  1866. 

Abbott,  George  P. 

Mate,  17  December,  1863.    Honorably  discharged  12  August,  1865. 

Abbott,  Isaae  A. 

Mate,  2  February,  1863.  Acting  Ensign,  19  January  1864.  Honorably  discharged 
25  December,  1865. 

Abbott,  Isaac  If. 

Midshipman,  10  May,  1820.     Dropped  since  1824. 

Abbott,  James  W. 

Midshipman,  1  May,  1822.     Resigned  2\]  May,  1826. 

Abbott,  J.  Francis. 

Midshipman,  27  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  14 
October,  1850.  Lieutenant,  22  Ai)ril,  1851.  Reserved  List,  13  September,  1855. 
Commander  Reserved  List,  4  April,  1867.     Died  1870. 

Abbott,  J.  Gnrley. 

Mate.  3  December,  1863.     Honorably  discharged  V  December,  1865. 

Abbott,  John  P. 

Purser,  1  October,  1852.     Resigned  1  Sei^tember,  1856. 
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Abbott,  Jobn  H. 

Midshipman,  23  September,  1864.  Graduated  June,  1870.    Ensign,  18  July,  1871. 
Master,  8  November,  1874. 

Abbott,  Samnel  W. 

Assistant  Surgeon,  24  January,  1862.    Resigned  27  May,  1874. 
Abbott,  Stephen  A. 

Mate,  18  April,  1864.    Honorably  discharged  25  July,  1865. 
Abbott,  Thomas  €• 

Midshipman,  6  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 80  September,  1815. 

Abbott,  Walter. 

Midshipman,  1  January,  1812.   Lieutenant,  5  March,  1817.    Died  12  July,  1825. 

Abbott,  William  A. 

Midshipman  18  October,  1848.    Resigned  27  October,  1852. 

Abbott,  William  A. 

Mate.    Acting  Ensign,  18  October,  1862.    Honorably  discharged  80  October,  1865. 

Abell,  John  H. 

Acting  Assistant  Paymaster,  5  April,  1865.  Honorably  discharged  24  September, 
1865. 

Abell,  Walter  B. 

Mate,  2  February,  1865.    Honorably  discharged  10  November,  1866. 

Abercrombie,  Alexander  R« 

Midshipman,  19  October,  1841.    Dismissed  28  August,  1849. 

Abercrombie,  J.  B. 

Midshipman,  1  January,  1817.    Died  2  March,  1819. 

Abernethy,  Auffnstns  H. 

Acting  Assistant  Surgeon,  28  January,  1865.  Honorably  discharged  10  October, 
1865. 

Abernethy,  John  J. 

Assistant  Surgeon,  9  February,  1887.  Passed  Assistant  Surgeon,  11  March,  1848. 
Surgeon,  7  November,  1850.  Retired  List,  29  October,  1868.  Medical  Director 
Retired  List,  8  March,  1871.    Died,  28  October,  1879. 

Abernithe,  John. 

Midshipman,  1  September,  1811.    Resigned  20  May,  1814. 

Abjornson,  Ani^st. 

Acting  Third  Assistant  Engineer,  14  October,  1864.  Honorably  discharged  28  Octo- 
ber, 1867. 

Able,  Ani^Btns  H. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  1  December.  1864.  Chief  Engineer,  20  Novem- 
ber, 1874. 

Abrahams,  Benjamin. 

Acting  Assistant  Paymaster,  14  December,  1864.    Discharged  24  September,  1865. 

Abrames,  Isaac  S. 

Acting  Third  Assistant  Engineer,  15  November,  1861.    Resigned  11  February,  1862. 

Abrams,  James. 

Acting  Second  Assistant  Engineer,  11  August,  1864.    Resigned  6  June,  1865. 

Aby«  Charles  W. 

Midshipman,  8  February,  1840.  Passed  Midshipman,  1 1  July,  1846.  Master,  28 
September,  1854.   Lieutenant,  24  May,  1855.    Died  16  October,  1856. 

Acker,  Edward  O. 

Cadet  Engineer,  15  September,  1875.    Graduated  10  June,  1879. 

Ackerman,  Thomas  F. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Resigned  8  June,  1864. 
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Ackley,  Charles. 

Mate,  22  November,  1862.    Acting  Ensign,  81  October,  1868.    Acting  Master,  16 
July,  1864.    Honorably  discharged  27  June,  1868. 

Aekley,  Henry. 

Assistant  Surgeon,  80  July,  1861.    Retired  List,  20  June,  1864.    Died  1  Decem- 
ber, 1865.. 

Ackley,  Isaae. 

Acting  Second  Assistant  Engineer,  12  May,  1864.     Resigned  19  June,  1865. 

Ackley,  John  B. 

Assistant  Surgeon,  24  January,  1802.    Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  8  June,  1873.    Died  11  September,  1874. 

Ackley,  Seth  M. 

Midshipman,  4  October,  1862.     Graduated,  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Ackworlh,  William  F. 

Mate,  14  November,  1862.  Acting  Ensign,  5  February,  1863.    Dismissed  27  June, 
1863. 

Adair,  Robert. 

Acting  Ensign,  1  November,  1864.     Honorably  discharged  23  September,  1865. 

Adair,  WiUiam  I>. 

Acting  Second  Assistant  Engineer,  26  December,  1861.   Acting  First  Assistant  Engi- 
neer, 19  November,  1863.     Died  11  October,  1864. 

Adams,  Alexander. 

Carpenter,  18  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Adams,  Alfred  B. 

Acting  Assistant  Paymaster,  2  July,  1863.     Resigned  28  June,  1864. 

Adams,  Atkins. 

Master,  18  January,  1809.    Last  appearance  on  Records  of  Navy  Department. 

Adams,  Cassilly. 

Mate,  24  January,  1863.   Acting  Ensign,  3  October,  1863.     Honorably  discharged 
15  September,  1865. 

Adams,  Charles  A. 

Acting  Midshipman,  23  July,  1863.     Graduated  June,  1868.    Ensign,  19  April, 
1869.   Master,  12  July,  1870.    Lieutenant,  8  November,  1873. 

Adams,  Charles  C. 

Acting  Assistant  Paymaster,  6  May,  1801.     Honorably  discharged  7  October,  1865. 

Adams,  Charles  F. 

Mate,  27  Januarv,  1863.   Acting  Gunner,  25  June,  1864.    Honorably  discharged  5 
May,  1805. 

Adams,  Charles  m. 

Acting  Third  Assistant  Engineer,  4  June,  1864.    Honorably  discharged  20  March, 
1860. 

A«iams,  Charles  W. 

Mate.    Acting  Ensign,  25  September,  1862.   Acting  Master,  20  July,  1864.     Hoir- 
orably  discharged,  6  June,  1868. 

Adams,  Cyrns  B. 

Acting  Second  Assistant  Engineer,  4  January,  1864.  Acting  First  Assistant  Engi- 
neer, 12  June,  1865.     Honorably  discharged  29  October,  1865. 

Adams,  I>aTid  P. 

Chaplain,  10  May,  1811.     Died  September,  1823. 

Adams,  £nos  O. 

Mate.   ActingEusign,  21  January,  1863.    Acting  Master,  18  July,  1863.    Dismissed 
18  January,  1865. 

Adams,  Frank  G. 

Mate.    Acting  Ensign,  30  May,  1863.     Died  23  May,  1865. 
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Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  6  Aprils 
1849.   Reserved  List,  13  September,  1855.    Died  19  April,  1856. 

AdamK,  George  K. 

Midshipman,  1  August,  1864.  Graduated,  2  June,  1868.  Lost  on  board  Oneida^  24 
January,  1870.  • 

Adams,  George  W. 

Acting  Ensign,  28  January,  1863.  Acting  Master,  14  January,  1865.  Honorably 
discharged  24  February,  1866.  Acting  Master,  11  September,  1866.  Mastered 
out  November  10,  1868. 

Adams,  Henry  A. 

Midshipman,  14  March,  1814.  Lieutenant,  18  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore,  Retired  List,  16- 
July,  1802.    Died  11  May,  1869. 

Adams,  Henry  A.,  Jr. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  11  May,  1856.  Lieutenant  Commander,  16  July, 
1862.    Commander,  25  July,  1866.    Captain,  28  March,  1877.    Died  1  February, 

1878. 

Adams,  James. 

Midshipman,  16  January,  1809.    Dropped  1815. 

Adams,  James  D. 

Midshipman,  27  September,  1864.  Graduated  2  June,  1868.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.    Lieutenant,  15  September,  1873. 

Adams,  James  H. 

Master,  10  July,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Adams,  James  H. 

Midshipman,  11  December,  1799.  Discharged  20  May,  1801,  under  Peace  Es- 
tablishment Act. 

Adams,  James  HI. 

Third  Assistant  Engineer,  14  May,  1847.  Second  Assistant  Engineer,  26  February, 
1851.  First  Assistant  Engineer,  15  December,  1858.  Resigned  2  August,  1862. 
Acting  First  Assistant  Engineer,  12  Aucust,  1862.  Acting  Chief  Engineer, 
19  January,  1863.    Honorably  discharged  27  December,  1867. 

Adams,  Jeffrey  T. 

Acting  Assistant  Surgeon,  30  November,  1861.  Appointment  revoked  26  July, 
1862. 

Adams,  John. 

Boatswain,  21  May,  1803.  Last  appearance  on  Records  of  Navy  Department,  34 
July,  1840. 

Adams,  John. 

Midshipman,  5  September,  1845.    Dropped  7  October,  1851. 

Adams*  Jobn. 

Acting  Ensign,  20  July,  1863.  Acting  Master,  9  March,  1864.  Died  22  Febru- 
ary, 1867. 

/idams,  Jobn  Q. 

Midshipman,  3  July,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22 
March,  1848.    Lieutenant,  21  February,  1849.    Lost  in  Albany,  28  September, 

1854. 

Adams,  Jobn  Q. 

Gunner,  23  October,  1862.     Resigned  18  February,  1869. 

Adams,  Josepb  II. 

Midshipman,  8  December,  1831.  Passed  Midshipman,  23  June,  1888.  Lieu> 
tenant,  15  February,  1843.    Died  4  October,  1853. 

Adams,  J.  P.  B. 

Midshipman,  2  February,  1829.    Died  28  December,  1835. 
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Adams,  J.  T.  A. 

Acting  Assistant  Surgeon,  2  February,  1863.    Resigned  20  January,  1865. 

Adamfiu  J*  Warren. 

Mate,  23  June,  1868.  Acting  Ensign,  25  June,  1864.  Honorably  discharged  13 
December,  1865. 

Adams,  I^aRue  P. 

Actinff  Midshipman,  26  October,  1859.  Ensign,  16  September,  1862.  Lieutenant, 
23  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Died  11  January, 
1868. 

Adams,  K^apoleon  B. 

Acting  Midshipman,  25  January,  1849.    Dropped  12  July,  1849. 

Adams,   Newton  H. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5  March,  1866. 
Burgeon,  6  June,  1868.     Died  17  November,  1869. 

Adams,  Peter. 

Boatswain,  25  August,  1809.    Killed  in  action  1  June,  1818. 

Adams,  Riebard* 

Acting  Master,  6  September,  1861,  without  .pay.  Appointment  revoked  25  Feb- 
ruary, 1863. 

Adams,  Robert* 

Midshipman,  18  May,  1809.  Last  appearance  on  Records  of  Navy  Department, 
18  September,  1809. 

Adams,  Robert. 

Acting  Master,  24  December,  1861.    Dismissed  27  June,  1862. 

Adams,  Roderick  R. 

Midshipman,  2  May,  1815.    Drowned  August,  1819. 

Adams,  Samuel  Li. 

Acting  Assistant  Surgeon.  Resigned  31  May,  1864. 

Adams,  Samnel  W. 

Midshipman,  1  January,  1808.  Lieutenant,  24  July,  1813.  Commander,  11 
March,  1829,    Died  1  January,  1831. 

Adams,  Samnel  W. 

Master,  3  July,  1813.    Last  appearance  on  Records  of  Navy  Department. 

Adams,  8.  Wardell. 

Midshipman,  18  June,  1812.  Resigned  18  July,  1815.  Midshipman,  16  May, 
1816.    Died  1820. 

A«lams,  Sberman  W* 

Acting  Assistant  Paymaster,  10  March,  1862.     Resigned  11  October,  1804. 

Adams,  Silas. 

Acting  Third  Assistant  Engineer,  13  June,  1863.    Died  2  February,  1864. 

Adams,  W*  H. 

Midshipman,  27  April,  1832.  Passed  Midshipman,  8  July,  1839.  Died  8  No- 
vember, 1843. 

Adams,  William* 

Suilmaker,  13   July,  1836.     Last  appearance  on  Records  of  Navy   Department 

Adams,  William  Henry. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  26  July, 
1865. 

Adams,  W*  HI.  £• 

Midshipman,  7  June,  1831.  Passed  Midshipman,  23  June,  1838.  Dismissed  9 
July,  1841. 

Adamson,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  17  December, 
1862.  First  Assistant  Engineer,  1  January,  1805.  Chief  Engineer,  19  May. 
1879. 
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AdamH,  Georg^e. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  6  Aprils 
1849.    Reserved  List,  13  September,  1855.     Died  19  April,  1856. 

AdamK,  George  K. 

Midshipman,  1  August,  1864.  Graduated,  2  June,  1868.  Lost  on  board  Oneida,  24 
January,  1870.  • 

Adams,  George  W* 

Acting  Ensign,  28  January,  1863.  Acting  Master,  14  January,  1865.  Honorably 
discharged  24  February,  1866.  Acting  Master,  11  September,  1866.  Mustered 
out  November  10,  1868. 

Adams,  Henry  A* 

Midshipman,  14  March,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore,  Retired  List,  16 
July,  1862.    Died  11  May,  1869. 

Adams,  Henry  A.,  Jr. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  11  May,  1856.  Lieutenant  Commander,  16  July, 
1862.    Commander,  25  July,  1866.    Captain,  28  March,  1877.    Died  1  February, 

1878. 

Adamsy  James. 

Midshipman,  16  January,  1809.    Dropped  1815. 

Adams,  James  D« 

Midshipman,  27  September,  1864.  Graduated  2  June,  1868.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.    Lieutenant,  15  September,  1873. 

Adams,  James  H. 

Master,  10  July,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Adams,  James  H. 

Midshipman,  11  December,  1799.  Discharged  20  May,  1801,  under  Peace  Es- 
tablishment Act. 

Adams,  James  HI* 

Third  Assistant  Engineer,  14  May,  1847.  Second  Assistant  Engineer,  26  February, 
1851.  First  Assistant  Engineer,  15  December,  1853.  Resided  2  August,  1862. 
Acting  First  Assistant  Engineer,  12  August,  1862.  Acting  Chief  Engineer, 
19  January,  1863.    Honorably  discharged  27  December,  1867. 

Adams,  Jeffrey  T. 

Acting  Assistant  Surgeon,  30  November,  1861.  Appointment  revoked  26  July, 
1862. 

Adams,  Jobn* 

Boatswain,  21  May,  1803.  Last  appearance  on  Records  of  Navy  Department,  34 
July,  1840. 

Adams,  Jobn* 

Midshipman,  5  September,  1845.    Dropped  7  October,  1851. 

Adams,  John. 

Acting  Ensign,  20  July,  1863.  Acting  Master,  9  March,  1864.  Died  22  Febru- 
ary, 1807. 

/idams,  Jobu  Q. 

Midshipman,  3  July,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22 
March,  1848.  Lieutenant,  21  February,  1849.  Lost  in  Albany,  28  September, 
1854. 

Adams,  John  Q. 

Gunner,  22  October,  1862.     Resigned  18  February,  1869. 

Adams,  Joseph  II. 

Midshipman,  8  December,  1831.  Passed  Midshipman,  23  June,  1838.  Lieu> 
tenant,  15  February,  1843.    Died  4  October,  1853. 

Adams,  J*  P*  H. 

Midshipman,  2  February,  1829.    Died  28  December,  1835. 
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AdamA,  J.  T.  A. 

Acting  Assistant  Surgeon,  2  February,  1863.    Resigned  20  January,  1865. 

Adams^  J*  Warren. 

Mute,  23  June,  1863.  Acting  Ensign,  25  June,  1864.  Honorably  discharged  13 
December,  1865. 

Adams,  I^aRoe  P. 

Acting  Midshipman,  26  October,  1859.  Ensign,  16  September,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Died  11  January, 
1868. 

Adams,  K^apoleon  B. 

Acting  Midshipman,  25  January,  1849.    Dropped  12  July,  1849. 

Adams,   "Newton  H. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  6  June,  1868.     Died  17  November,  1869. 

Adams,  Peter. 

Boatswain,  25  August,  1809.    Killed  in  action  1  June,  1813. 

Adams,  Richard. 

Acting  Master,  6  September,  1861,  without  .pay.  Appointment  revoked  25  Feb- 
ruary, 1863. 

Adams,  Robert. 

Midshipman,  18  May,  1809.  Last  appearance  on  Records  of  Navy  Department, 
18  September,  1809. 

Adams,  Robert. 

Acting  Master,  24  December,  1861.    Dismissed  27  June,  1862. 

Adams,  Roderick  R. 

Midshipman,  3  May,  1815.    Drowned  August,  1819. 

Adams,  Samuel  IL. 

Acting  Assistant  Surgeon.  Resigned  31  May,  1864. 

Adams,  Samnel  W. 

Midshipman,  1  January,  1808.  Lieutenant,  24  July,  1813.  Commander,  11 
March,  1829.    Died  1  January,  1831. 

Adams,  Samnel  W. 

Master,  3  July,  1813.    Last  appearance  on  Records  of  Navy  Department. 

Adams,  S.  Wardell. 

Midshipman,  18  June,  1812.  Resigned  18  July,  1815.  Midshipman,  16  May, 
1816.    Died  1820. 

Adams,  Siierman  W. 

Acting  Assistant  Paymaster,  10  March,  1862.     Resigned  11  October,  1864. 

Adams,  Silas. 

Acting  Third  Assistant  Engineer,  13  June,  1863.    Died  2  February,  1864. 

Adams,  W.  H. 

Midshipman,  27  April,  1832.  Passed  Midshipman,  8  July,  1839.  Died  8  No- 
vember, 1842. 

Adams,  William. 

Sailmaker,  13   July,  1836.     Last  appearance  on  Records  of  Navy    Department 

Adams,  William  Henry. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  26  July, 
1865. 

Adams,  W.  HI.  £. 

Midshipman,  7  June,  1831.  Passed  Midshipman,  23  June,  1838.  Dismissed  9 
July,  1841. 

Adamson,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  17  December, 
1862.  First  Assistant  Engineer,  1  January,  1865.  Chief  Engineer,  19  May. 
1879. 
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Adanison,  Saninel  £• 

Mate,  10  Jifly,  1863.    Honorably  discharged  30  November,  1865. 

Addicks,  Joseph  T, 

Assistant  Paymaster,  23  October,  1869.  Past  Assistant  Paymaster,  4  March, 
1875. 

Addison  John. 

Chaplain,  8  March,  1825.    Resigned  25  February,  1828. 

Addison,  Joseph. 

Acting  Gunner,  7  April,  1863.    Honorably  discharged  29  November,  1865. 

Addison,  S.  Ridont. 

Assistant  Surgeon,  20  June,  1888.  Passed  Assistant  Surgeon,  25  November,  1844. 
Surgeon,  22  September,  1854.     Died  28  August,  1860. 

Adee,  Ans* 

Surgeon's  Mate,  15  July,  1824.  Surgeon,  3  January,  1828.  Died  23  February, 
1844. 

Adkins,  John. 

Acting  Third  Assistant  Engineer,  26  November,  1862.  Appointment  revoked  18 
September,  1863.  Acting  Second  Assistant  Engineer,  10  December,  1868. 
Honorably  discharged  13  July,  1865. 

Adkins,  William  £. 

Mate,  1  August,  1864.    Resigned  17  February,  1865. 

Adler,  August. 

Mate.    Acting  Ensign,  3  July,  1863.    Honorably  discharged  2  May,  1868. 

Adiington,  Francis. 

Mate,  9  June,  1862.    Died  12  November,  1862. 

Agnew,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discharged  26 
August,  1865. 

Agnew,  John  P. 

Acting  Assistant  Surgeon,  19  March,  1864.    Resigned  12  May,  1804. 

AgneWf  Richard. 

Carpenter,  12  January,  1874. 

Ahrens,  A.  S. 

Mate,  17  November,  1864.    Resigned  17  June,  1865. 

Aiken,  £duiund  C. 

Mate,  28  July,  1863.  Resigned  22  June,  1864.  Mate,  5  April,  1865.  Appointment 
revoked  8  August,  1866. 

Aiken,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  8  Decern 
ber,  1865. 

AikeUf  Josiah  B. 

Acting  Boatswain,  1  September,  1863.  Appointment  revoked  10  August,  1864. 
Actmg  Boatswain,  6  September,  1864.     Boatswain,  24  March,  1866. 

Aiken,  W.  Appleton. 

Acting  Assistant  Paymaster,  10  August,  1861.    Resigned  12  December,  1861. 

Aimee,  Jacob. 

Gunner,  5  December,  1861.    Killed  on  Mereedita^  31  January,  1863. 

Ainsworth,  Charles. 

Acting  Ensign,  3  August,  1863.    Honorably  discharged  14  July,  1866. 

Aitkeu,  Hugh. 

Surgeon's  Mate,  15  July,  1800.     Died  17  September,  1806. 

Albert,  Charles. 

Mate,  11  January,  1862.    Dismissed  3  December,  1862. 

Albert,  John  S. 

Third  Assistant  Engineer,  8  September,  1855.     Second  Assistant  Engineer,  21 
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July,  1858.     First  Assistant  Engineer,  30  August,  1859.     Chief  Entrineer,  29 
October,  1861.    Died  3  July,  1880. 

Albert,  HMney. 

Third  Assistant  Engineer,  11  April,  1859.     Second  Assistant  Engineer,  17  Decem- 
ber, 1861.    First  Assistant  Engineer,  17  March,  1863.    Chief  Engineer,  21  March 
1870.    Resigned  81  December,  1872. 

Albro,  Gardner  I>. 

Acting  Second  Assistant  Engineer,  20  December,  1862.    Honorably  discharged  19 
August,  1865. 

Albro,  George  !<• 

Gunner,  14  June,  1862. 

Albnry,  William  H. 

Acting  Master  and  Pilot,  21  November,  1864.  Honorably  discharged  14  Decem- 
ber, 1865. 

Alby,  Seth  B. 

Midshipman,  18  June,  1812.    Resigned  4  March,  1814. 

Aleorn,  James* 

Master,  29  June,  1812.    Discharged  18  April,  1814. 

Aleorn,  James  F. 

Acting  Master,  28  April,  1862.  Honorably  discharged  14  May,  1867.  Acting 
Master,  29  July,  1867.    Mustered  out  1  July,  1868. 

Alden,  Cbarles  H. 

Chaplain,  23  April,  1841.    Died  24  September,  1846. 

Alden,  Humphrey* 

Master,  3  October,  1811.    Resigned  8  June,  1812. 

Alden,  James. 

Midshipman,!  April,  1828.  Passed  Midshipman,  14  Jime,  1834.  Lieutenant,  25 
February,  1841.  Commander,  14  September,  1855.  Captain,  2  January,  1863. 
Commodore,  25  July,  1866.  Rear-Admiral,  19  June,  1871.  Retired  list,  31 
March,  1872.    Died  6  February,  1877. 

Alden,  James  M. 

Acting  Ensign,  26  August,  1863.  Acting  Master,  9  January,  1865.  Honorably 
disdiarged  31  December,  1865.     Secretary  to  Admiral  Porter,  26  July,  1866. 

Alden,  Robert  W. 

Midshipman,  1  May,  1822.     Dismissed  14  November,  1831. 

Aldrlch,  Arthur  F. 

Mate,  11  October,  1864.  Acting  Ensign,  28  June,  1865.  Honorably  discharged 
25  October,  1807. 

Aldrieh,  R.  G. 

Mate,  28  August,  1862.     Resigned  24  September,  1802. 

Aldrtek,  Samnel. 

Midshipman,  7  July,  1800.     Discharged  30  April,  1801. 

Aldrtdge,  £dmnnd  W. 

Acting  Second  Assistant  Engineer,  19  April,  1862.  Appointment  revoked  1  July, 
1862. 

Aldrtdfi^e,  John  1I« 

Acting  Assistant  Surgeon,  4  December,  1863,     Dismissed  28  December,  1803. 

Aldrtdge,  Richard. 

Acting  Third  Assistant  Engineer,  28  July.    Discharged  16  October,  1865. 

Alexander,  A.  A* 

Midshipman,  1  September,  1811.    Resigned  19  June,  1824. 

Alexander,  Adam  €. 

Acting  Midshipman,  23  November,  1859.  Ensign,  16  September,  1862.  Died  24 
February,  1864. 


22  GENERAL  NAVY  REGISTER. 

Alexander,  Alexander. 

Midshipman,  2  March,  1799.    Resigned  6  February,  1800. 

Alexander,  Cberiab  H* 

Acting  Carpenter,  2  June,  1864.    Honorably  discharged  9  November,  1865. 
Alexander,  Francis. 

Midshipman,  27  May,  1825.  Passed  Midshipman,  22  June,  1841.  Lieutenant,  7 
March,  1849.    Died  11  May,  1849. 

Alexander,  George  W. 

Third  Assistant  Engineer,  81  October,  1848.  Second  Assistant  Engineer,  16  Feb- 
ruary, 1852.    First  Assistant  Engineer,  27  June,  1855.     Resigned  5  April,  1861. 

Alexander,  Gerard. 

Assistant  Surgeon,  1  May,  1850.    Resigned  8  March,  1856. 

Alexander,  Horace  £. 

Acting  Ensign,  9  June,  1863.    Appointment  revoked  24  December,  1868. 

Alexander,  John. 

First  Assistant  Engineer,  4  March,  1842.    Disrated  to  Second  Assistant  Bng^eor, 
28  July,  1845.    First  Assistant  Engineer,  26  February,  1851.    Died  26  January, 
1863. 
Alexander,  Joseph  D. 

Third  Assistant  Engineer,  13  March,  1847.    Resigned  25  August,  1847. 

Alexander,  Joseph  W. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  11  March, 
1861.    Dismissed  5  July,  1861. 

Alexander,  K^athanlel. 

Midshipman,  80  November,  1814.    Resigned  1  June,  1821. 

Alexander,  ^Teil. 

Mate,  28  October,  1861.    Deserted  20  August,  1862. 

Alexander,  Richard  H. 

Acting  Third  Assistant  Engineer,  20  August,  1863.    Resigned  17  Noyember,  1864. 

Alexander,  Samnel. 

Master,  26  November,  1814.     Resigned  15  M^rch,  1815. 

Alexander,  William  II. 

Midshipman,  1  March,  1825.    Resigned  10  November,  1827. 

Alexis,  Iionis. 

Midshipman,  15  July,  1798.  Lieutenant,  4  March,  1807.  Commander,  10  Decem- 
ber, 1814.    Resigned  17  September,  1827. 

Alford,  Edward. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  15  June,  1864.  Honorably  dis- 
charged 9  April,  1866. 

Alicer,  William  H. 

Mate,  18  August,  1863.    Honorably  discharged  30  September,  1865. 

Allan,  John  ^V. 

Acting  Third  Assistant  Engineer,  6  September,  1804.  Honorably  discharged  6 
July,  1865. 

Allderdice,  William  H. 

Cadet  Engineer,  14  September,  1876.    Graduated  10  June,  1880. 

Allderdice,  Winslow. 

Cadet  Midshipman,  17  June,  1870.  Graduated  1  June,  1874.  Ensign,  17  July,  1875. 
Resigned  31  August,  1880. 

Allee,  Presley. 

Midshipman,  18  May,  1809.    Resigned  5  November,  1810. 

Allen,  Abraham. 

Acting  Master,  29  October,  1861.    Honorably  discharged  20  September,  1866. 

Allen,  Alfred  W. 

Mate,  4  March,  1870.    Resigned  11  March,  1873. 
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Allen,  Aleck. 

Acting  Master,  17  October,  1861.    Dismissed  22  May,  1862. 

AUen,  Alexander  B. 

Mate,  4  April,  1864.    Discharged  12  September,  1865. 

Allen,  Amos  D* 

Acting  Assistant  Paymaster,  21  October,  1864.    Honorably  discharged  8  Septem- 
ber, 1865. 

Allen,  Bart*  G. 

Acting  Ensign,  6  December,  1864.    Honorably  discharged  17  September,  1865. 

Allen,  Bowen. 

Acting  Master,  11  November,  1861.    Honorably  discharged  25  November,  1865. 

Allen,  BnrffesB  P* 

Gunner,  21  November,  1851.    Retired  list  2  December,  1876. 

Allen,  Caleb. 

Midshipman,  18  November,  1799.  Discharged  20  May,  1801,  under  Peace  Estab- 
lishment Act. 

Allen,  Charles  "S. 

Acting  Third  Assistant  Engineer,  7  September,  1864.  Honorably  discharged  5 
July,  1865. 

Allen,  Brnry  K^. 

Midshipman,  11  May,  1802.    Resigned  17  September,  1808. 

Allen,  £beneaEer. 

Carpenter,  27  June,  1810.    Resigned  1  May,  1811. 

Allen,  Edward. 

Midshipman,  22  January,  1888.    Dismissed  9  August,  1845. 

Allen,  £dward. 

Acting  Third  Assistant  Engineer,  5  July,  1862.  Acting  Second  Assistant  Engineer, 
10  October,  1868.    Appointment  revoked  28  November,  1865. 

Allen,  Edward  Gray. 

Acting  Third  Assistant  Engineer,  21  February,  1865.  Honorably  discharged  8 
February,  1870.  Second  Assistant  Engineer,  1  December,  1870.  Dropped  14 
January,  1879. 

Allen,  £dwln  J. 

Mate.  Acting  Ensign,  30  July,  1862.    Dismissed  30  September,  1862. 

Allen,  Edwin  J. 

Boatswain,  8  May,  1876. 

Allen,  Francis  B. 

Third  Assistant  Engineer,  1  March,  1862.  Second  Assistant  Engineer,  15  October, 
1863.    Resigned  18  February,  1868. 

Allen,  Francis  P. 

Acting  Master,  12  October,  1861.    Died  24  May,  1868. 

Allen,  Frederick  B. 

Acting  Ensign,  18  May,  1864.    Honorably  discharged  13  August,  1865. 

Allen,  George  £. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Acting  Second  Assistant 
Engineer,  4  March,  1864.    Honorably  discharged  14  August,  1865. 

Allen,  George  91. 

Assistant  Paymaster,  8  March,  1879. 

Allen,  George  O. 

Acting  Assistant  Surgeon,  9  December,  1863.  Honorably  discharged  21  October, 
1865.   Assistant  Surgeon,  3  March,  1868.     Resigned  17  March,  1873. 

Allen,  George  W. 

Acting  Gunner,  9  May,  1862.     Appointment  revoked  30  October,  1865. 

Allen,  George  W. 

Acting  Assistant  Paymaster,  22  January,  1864.    Discharged  25  August,  1865. 
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Allen.  Henry. 

Acting  HaBter,  15  October,  1861.    DiBmissed  13  January,  1868. 

Allen,  llenrr  F. 
tow  AciingTbirdAasiBtant  Engineer,  14  November,  1864.    Honorably  dl 

Fehruarj,  1888. 

Allen,  Henry  8. 
I  _^^  Male,  26  October,  1863.    Honorably  discharged  27  August,  1886. 

Allen,  Howard 
^  .^«-  llasttr,  24  April,  1813,     Diacliarged  27  July,  1818. 

Allen,  H.  B. 
.  ^^^^  ActingTbirdAsaietant  Engineer,  20  July,  1863.    Honorably  diBcba^i 

Allen,  Ipuum;. 

Mate.    Died  24  May,  1865. 

Allen,  JamcB. 

-    ^  ^  ^^^  Acting  Third  Asaistant  Engineer,  22  April,  1868.     Acting  Second  i 

^^-  gioi-er,  19  April,  1804.    Honorably  discharged  23  September,  18C5. 

^^  _  Allen,  Jftmes  Jf. 

^^-^^^^  Acting  Asaiatant  Burgeon,  10  June,  1861.    Resigned  31  October,  1881 

'^T  ^^      Allen,  John. 

-'^    •.•■-^^^  iJoutsHftin,  12  November,  1798.    DiBcbarged  10  June,  1801,  under  Pe^ 

f^  „.n.iot 

_,  ^^^  Allen,  J«hn. 
,^^».*-^  Master,!  July,  1805,    DismiBsed  12  December,  1805. 

f.  :r^t  ^  ^^1  <l'""i  John. 

r-^::^^-  W-^  Acting  Third  Assistant  Engineer,  3  December,  1864.    Honorably  i 

e>^^ February,  1668. 

^_  ^  K  ,^Allen,  John  B.  A. 

"*"     ~~'^^f^^  Acting  Third  Asaietant  Engineer,  3   December,  1861.     Acting  Secoi 

•  -l*^"-  Engineer,  14  November,  1803.    Honorably  diBcharged  6  October,  1 

.^*^^^  Acting  Ensign,   13  December,  1863.     Acting  Uaster,  16  February,  ]! 

*^-^*'  ably  discharged  13  December,  1865. 

r«.w__^;^KK^^Ben,  John  J. 

Bfati  J^^  Mate,  18  May,  1883.    Resigned  22  August,  1884. 

,„«w^^f»K.B'..^n,llen,  John  M. 

'%ii'«  J"^:  Midshipman,!  February,  1823.    Resigned  13  February,  1824. 

,«*rp^*-^^^.^LAIIen,  John  8. 

*  _^^^^^.  Acting  Assistant  Paymaster,  17  December,  1861.    Discharged  28  Dec 
■^                 ^^     Alien,  I.onlB  J. 

Third  Assistant  Engineer,  8  May,  1850.     Second  A^ialant  Enginee 
J«  IStJ'J.     First  Assistant  Engineer,   20   May,   1863.     Chief  Euginec 

Alleu,  Merwln. 

ActingEnsign,  5  June,  1863.     Honorably  discharged  28  November,  1! 
Allen,  Moses. 
-~  purser,  15  May,  1799.     Discharged  18  November,  1801,  under  Peace  E 

Act, 
AJIcn,  :NBllianiel  P. 

Slate,  26  December,  1862.     Appointment  revoked  1  April,  1803. 
^JJen,  Oliver  P. 

Alidshipman,  28  September,  1846.    Dismissed  17  June,  1851. 
AZI«n,   JCobertW. 

Ai-tinir      A..;atjint    Pnvmnatir    «tn    .TsTiniirv    1  flIU        Pncq^r)     A.clBt»r,r   T 
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ADen,  Bainnel. 

Midshipman,  11  December,  1799.  Discharged  80  April,  1801,  under  Peace  Estab- 
lishment Act. 

Allen,  Samnel. 

Midshipman,  13  December,  1800.  Discharged  80  April,  1801,  imder  Peace  Estab- 
lishment Act. 

Allen,  Samnel. 

Gunner,  9  May,  1886.  Resigned  1  March,  1889.  Gunner,  8  December,  1841.  Died 
23  January,  1854. 

Allen,  Sherman. 

Mate,  21  March,  1862.    Appointment  revoked  6  October,  1802. 

Allen,  Theodore. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Resigned  13  June,  1865. 

Allen,  Thomas. 

Acting  Assistant  Surgeon,  19  September,  1868.    Died  10  February,  1865. 

AUen,  Weld  X. 

Acting  Midshipman,  24  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  24  Februaiy, 
1861.  Lieutenant-Commander,  2  January,  1868.  Commander,  25  July,  1871. 
Died  7  February,  1875. 

Allen,  William. 

Mate,  18  September,  1862.  Acting  Boatswain,  11  March,  1863.  Boatswain,  18 
March,  1866.    Dismissed  24  February,  1868. 

Allen,  William. 

Gimner,  20  December,  1858.    Dismissed  8  March,  1860. 

Allen,  William  A.  H. 

Third  Assistant  Engineer,  21  'April,  1868.  Second  Assistant  Engineer,  25  July, 
1864.    First  Assistant  Engineer,  22  November,  1872. 

Allen,  William  B. 

Third  Assistant  Engineer,  1  March,  1862. 

Allen,  William  B. 

Acting  Third  Assistant  Engineer,  5  February,  1864.  Appointment  revoked  10 
March,  1865. 

Allen,  William  €• 

Midshipman,  2  February,  1819.     Died  1831. 

Alien,  William  H. 

Midshipman,  28  April,  1800.  Lieutenant,  17  February,  1807.  Commander,  24 
July,  1818.    Killed  in  action  14  August,  1813. 

Allen,  William  H. 

Midshipman,  1  January,  1808.  Lieutenant,  24  July,  1813.  Killed  in  action  with 
Pirates,  November,  1822. 

Allen,  William  Henry. 

Acting  Third  Assistant  Engineer,  8  September,  1804.  Honorably  discharged  10 
January,  1867. 

Allen,  William  H. 

Cadet  Midshipman,  26  September,  1862.  Graduated  20  June,  1S70.  Ensign,  25 
November,  1877. 

Alley,  Frederick  €. 

Acting  Assistant  Paymaster,  26  September,  1863.  Discharged  25  August,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  25  January, 
1870.    Died  26  October,  1879. 

Allyn,  Gordon  li. 

Acting  Master,  24  May,  1861.    Appointment  revoked  29  October,  1862. 

Allyn,  Noah  li. 

Acting  Master,  14  August,  1861.    Appointment  revoked  5  September,  1862. 
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Alllbone,  Charles  O. 

Midshipman,  24  July,  1868.    Graduated,  SeptemDec,  186T.    Ensign,  18  December, 
1808.    Master,  21  March,  1870.    Lieutenant,  2  November,  1871. 

Alline,  Benjamin. 

Purser,  28  October,  1798.     Died  22  September,  1804. 

Ailing,  GtHirge  B. 

Mate,  1802.    Resigned  28  July,  1862. 

Alllngham,  James  J. 

Assistant  Surgeon,  21  December,  1861.    Passed  Assistant  Surgeon,  8  May,  1865. 
Died  14  October,  1865. 

Allls,  E.  H. 

Acting  Assistant  Surgeon,  25  January,  1862.    Lost  on  lialribridge,  August,  1863. 

Allison,  Bnrgess. 

Chaplain,  8  March,  1823.    Died  20  February,  1827. 

Allison,  Jacob  H. 

Midshipman,  10  May,  1820.    Resigned  10  March,  1822. 

Allison,  Oscar  W. 

Third  Assistant  Engineer,  1  February,  1862.  Second  Assistant  Engineer,  15  Octo- 
ber, 1863.    Resigned  8  December,  1869. 

Allison,  Richard. 

Midshipman,  6  June,  1886.  Passed  Midshipman,  1  July,  1842.    Died  5  May,  1847. 

Allison,  Richard  T. 

Purser,  80  October,  1849.    Dismissed  6  May,  1861. 

Allison,  Thomas. 

Midshipman,  15  November,  1810.    Resigned  19  April,  1818. 

Allison,  William  R. 

Midshipman,  1  January,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Allman,  Philip. 

Acting  Second  Assistant  Engineer,  27  November,  1863.    Discharged  23  January, 

1866. 

Allphin,  Henry  Z. 

Mate,  21  March,  1864.    Honorably  discharged  1  November,  1865. 

Allston,  MlUegan. 

Midshipman,  27  October,  1798.    Last  appearance  on  Records  of  Navy  Department. 

Allston,  Thomas  P. 

Midshipman,  15  February,  1840.    Resigned  6  October,  1840. 

Almand,  Albert. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.   Lieutenant,  15  September,  1855.    Died  31  May,  1857. 

Almeyy  Thomas  A. 

Mate,  1861.    Killed  in  action  20  May,  1862. 

Alms,  Herman. 

Mate,  5  June,  1863.    Resigned  31  December,  1864. 

Almy,  Frederick  €. 

Mate,  21  July,  1863.    Honorably  discharged  11  January,  1866. 

Almy,  George  B. 

Acting  Master,  9  October,  1861.    Appointment  revoked  7  July,  1864. 

Almy,  John  J. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  8  July,  1835.  Lieutenant,  8 
March,  1841.  Commander,  24  April,  1861.  Captain,  8  March,  1865.  Commodore, 
31   December,   1869.   Rear- Admiral,  24  August,   1873.    Retired  list,  24  April, 

1877. 

Almy,  John  W. 

Mate,  13  January,  1868.  Acting  Ensign,  24  May,  1864.  Honorably  discharged  15 
December,  1808. 
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Almy,  Thomas  €• 

Master,  26  June,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Alson,  Robert  W. 

Acting  Ensign,  22  May,  1868.    Honorably  discharged  30  November,  1865. 

AltaflTer,  Isaac  M. 

Acting  Assistant  Paymaster,  24  June,  1864.  Honorably  discharged  20  March, 
1866. 

Althan,  €(eorge« 

Acting  Third  Assistant  Engineer,  19  March,  1864.  Honorably  discharged  18  Oc- 
tober, 1865. 

▲Iwyn,  John  €• 

Master,  25  May,  1812.  Lieutenant,  24  September,  1812.  Killed  in  action  29  De- 
cember, 1812. 

Aaibler,  Edward. 

Midshipman,  2  April,  1804.    Resigned  80  June,  1804. 

ABibler,  James  M. 

Assistant  Burgeon,  1  April,  1874.    Passed  Assistant  Surgeon,  15  Juno,  1877. 

Amee,  Jacob. 

Gunner,  5  December,  1861.  Killed  on  board  Mercedita,  off  Charleston,  S.  C,  81 
January,  1868. 

Amelang,  Ilenry. 

Midshipman,  1  February,  1826.    Resigned  21  March,  1828. 

Ames,  noward  £• 

Assistant  Surgeon,  10  April,  1875.   Passed  Assistant  Surgeon,  7  June,  1878 

Ames,  Hudson  "S. 

Acting  Second  Assistant  Engineer,  8  July,  1868.  Appointment  revoked  4  June, 
1864. 

Aaies,  Jobn  II. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer^  18  December, 
1862.    Resigned  80  September,  1865. 

Ames,  Mark  B. 

Acting  Ensign,  17  May,  1864.    Honorably  discharged  29  July,  1865. 

Ames,  Pelbam  W. 

Acting  Assistant  Paymaster,  19  July,  1861.    Discharged  25  April,  1866. 

Ames,  Samuel. 

Midshipman,  23  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Resigned  8  January,  1878. 

Aaies,  SnlllTan  D. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25 
July,  1866.    Commander,  6  January,  1874.    Died  22  November,  1880. 

Amiss,  Stephen. 

Acting  Ensign,  1  October,  1862.    Dismissed  2  March,  1863. 

ABimen,  Daniel. 

Midshipman,  7  July,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  10  May, 
1849.  Lieutenant,  4  November,  1849.  Commander,  16  July,  1862.  Captain, 
25  July,  1866.  Commodore,  1  April,  1872.  Rear-Admiral,  11  December,  1877. 
Retired  list,  4  June,  1878. 

Ammerman,  Charles  H. 

Acting  Ensign,  2  January,  1863.  Acting  Master,  23  July,  1863.  Dismissed  9 
October,  1863. 

Amory,  Cdward  Ij. 

Acting  Midshipman,  1  October,  1862.  Graduated,  September,  1865.  Ensign,  1 
December,  1866.    Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Amory,  John  H. 

Midshipman,  19  August,  1823.     Resigned  10  May,  1824. 
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Amsden,  Charles  H« 

Cadet  Midshipman,  21  September,  1871.  Graduated,  June,  1875.  Ensign,  IS 
July,  1876. 

Amsden,  C^eorge  W. 

Acting  Third  Assistant  Engineer,  5  June,  1868.  Honorably  discharged  8  Novem^ 
ber,  1865. 

Anderson,  Addison  D. 

Midshipman,  19  August,  1828.    Resigned  17  January,  1825. 

Anderson,  Antoni. 

Acting  Third  Assistant  Engineer,  17  October,  1864.  Honorably  discharge  18 
October,  1865.  Acting  Third  Assistant  Engineer,  9  March,  1867.  Mustered 
out  6  March,  1868. 

Anderson,  Asa. 

Acting  Third  Assistant  Engineer,  6  January,  1865.    Resigned  6  June,  1865. 

Anderson,  Benjamin  F. 

Midshipman,  8  March,  1881.    Resigned  23  June,  183S. 

Anderson,  Cameron. 

Purser,  29  February,  1848.    Died  25  June,  1852. 

Anderson,  Edward  €• 

Midshipman,  25  November,  1884.  Passed  Midshipman,  16  July,  1840.  Master,  80 
November,  1846.    Lieutenant,  27  February,  1847.    Resigned  25  October,  1849. 

Anderson,  Frank. 

Assistant  Surgeon,  24  May,  1875. 

Anderson,  Oeor^e. 

Acting  Ensign,  14  August,  1868.    Resigned  17  April,  1865. 

Anderson,  George. 

Acting  Third  Assistant  Engineer.    Lost  on  J^arcisgus,^  January,  1866. 

Anderson,  George  €• 

Mate,  27  January,  1862.    Deserted  2  July,  1862. 

Anderson,  George  E. 

Carpenter,  14  June,  1861. 

Anderson,  JameA. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  July,  1885.  Died  28  De- 
cember, 1840. 

Anderson,  James. 

Gunner,  19  October,  1799.    Discharged. 

Anderson,  James  F. 

Acting  Master,  10  February,  1862.    Appointment  revoked  21  November,  1868. 

Anderson,  John. 

Midshipman,  22  September,  1859.    Killed  in  action  24  April,  1862. 

Anderson,  John  D. 

Gunner,  7  August,  1837.    Resigned  10  April,  1840. 

Anderson,  John  W. 

Acting  Second  Assistant  Engineer,  26  October,  1861.  Resigned  25  November 
1862.  Acting  Second  Assistant  Engineer,  4  June,  1804.  Dismissed  5  Novem- 
ber, 1864. 

Anderson,  Joseph. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 10  August,  1864.     Honorably  discharged  4  December,  1865. 

Anderson,  Justus  D. 

Acting  Ensign,  6  May,  1864.     Honorably  discharged  28  June,  1865. 

Anderson,  Mark  T. 

Midshipman,  1  January,  1825.    Dismissed  31  December,  1828. 

Anderson,  Nicholas. 

Mate,  7  April,  1865.    Mustered  out  23  July,  1870. 
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inderson,  Peter. 

Acting  Second  Assistant  Engineer,  28  May,  J1863.  Honorably  discharged  7  De- 
cember, 1868. 

Anderson,  Richard. 

Acting  Tliird  Assistant  Engineer,  IG-  October,  18G1.  Acting  Second  Assistant 
Engineer,  6  February,  18G3.     Dismissed  0  March,  1865. 

Anderson,  Robert. 

Mate,  4  Angost,  1863.    Resigned  5  December,  1864. 

Anderson,  Robert. 

Boatswain,  16  June,  1862. 

Anderson,  Samuel. 

Surgeon's  Mate,  13  July,  1799.  Surgeon,  25  August,  1800.  Discharged  23  July, 
1801,  under  Peace  Establishment  Act. 

Anderson,  Samuel. 

Acting  Assistant  Paymaster,  11  August,  1862.  Honorably  discharged  8  July, 
1865. 

Anderson,  S.  J. 

Mate,  3  September,  1863.    Died  27  January,  1864. 

Anderson,  Thomas. 

Midshipman,  14  January,  1818.    Resigned  3  March,  1819. 

Anderson,  Thomas  O. 

Midshipman,  14  April,  1800.  Lieutenant,  24  March,  1807.  Resig^ned  21  August, 
1807. 

Anderson,  W.  O. 

Midshipman,  2  March,  1803.  Lieutenant,  9  December,  1814.  Died  November, 
1822. 

Anderson,  William. 

Midshipman,  18  June,  1812.    Resigned  15  May,  1813. 

Anderson,  William  £• 

Mate.    Resigned  30  June,  1803. 

Anderson  W.  Henry. 

Acting  Assistant  Paymaster,  4  June,  1862.  Assistant  Paymaster,  30  June,  1864. 
Paymaster,  4  May,  1866.     Resigned  16  February,  1869. 

Anderson,  William  H. 

Acting  Ensign,  31  October,  1863.    Honorably  discharged  3  July,  1865. 

Anderson,  William  H. 

Acting  Third  Assistant  Engineer,  27  August,  1862.  Acting  Second  Assistant 
Engineer,  10  June,  1864.  Honorably  discharged  20  September,  1865.  Acting 
Second  Assistant  Engineer,  8  June,  1866.     Mustered  out  20  January,  1868. 

Andrade,  Cipriano. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1^02.     First  Assistant  Engineer,  13  January,  1865. 

Andress,  William  A. 

Acting  Second  Assistant  Engineer,  3  January,  1863.  Honorably  discharged  15 
October,  1865. 

Andrew,  Jackson. 

Acting  Third  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  12 
August,  1865. 

Andrews.  A.  BI. 

Midshipman,  13  April,  1814.    Furloughed  15  August,  1819.     Dead. 

Andrews,  Collin  J. 

Mate,  29  October,  1864.     Honorably  discharged  21  March,  1867. 

Andrews,  Daniel  W. 

Mate,  9  August,  1864.  Acting  Ensign,  19  November,  1864.  Honorably  discharged 
13  May,  1868. 
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Amsden,  Charles  H« 

Cadet  Midshipman,  21  September,  1871.  Graduated,  Jmie,  1875.  Ensign,  19 
July,  1876. 

AmisideB,  George  W. 

Acting  Third  Assistant  Engineer,  5  June,  1863.  Honorably  discharged  8  Noyem^ 
ber,  1865. 

Anderson,  Addison  D. 

Midshipman,  19  August,  1828.    Resigned  17  January,  1825. 

Anderson,  Antoni. 

Acting  Third  Assistant  Engineer,  17  October,  1864.  Honorably  discharged  18 
October,  1865.  Acting  Tiiird  Assistant  Engineer,  9  March,  1867.  Mustered 
out  6  March,  1868. 

Anderson,  Asa. 

Acting  Third  Assistant  Engineer,  6  January,  1865.    Resigned  6  June,  1865. 

Anderson,  Benjamin  F. 

Midshipman,  8  March,  1881.    Resigned  23  June,  183S. 

Anderson,  Cameron. 

Purser,  29  February,  1848.    Died  25  June,  1852. 

Anderson,  Edward  €• 

Midshipman,  25  November,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  80 
November,  1846.    Lieutenant,  27  February,  1847.    Resigned  25  October,  1849. 

Anderson,  Frank. 

Assistant  Surgeon,  24  May,  1875. 

Anderson,  George. 

Acting  Ensign,  14  August,  1863.    Resigned  17  April,  1865. 

Anderson,  George. 

Acting  Third  Assistant  Engineer.    Lost  on  Narcis9U8,4  January,  1866. 

Anderson,  George  €• 

Mate,  27  January,  1862.    Deserted  2  July,  1862. 

Anderson,  George  £. 

Carpenter,  14  June,  1861. 

Anderson,  James. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  July,  1835.  Died  28  De- 
cember, 1840. 

Anderson,  James. 

Gunner,  19  October,  1799.    Discharged. 

Anderson,  James  F. 

Acting  Master,  10  February,  1862.    Appointment  revoked  21  November,  1868. 

Anderson,  John. 

Midshipman,  22  September,  1859.    Killed  in  action  24  April,  1862. 

Anderson,  John  D. 

Gunner,  7  August,  1837.    Resigned  10  April,  1840. 

Anderson,  John  W. 

Acting  Second  Assistant  Engineer,  26  October,  1861.  Resigned  25  November 
1862.  Acting  Second  Assistant  Engineer,  4  June,  1864.  Dismissed  5  Novem- 
ber, 1864. 

Anderson,  Joseph. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 10  August,  1864.     Honorably  discharged  4  December,  1865. 

Anderson,  Justus  D. 

Acting  Ensign,  6  May,  1864.    Honorably  discharged  28  June,  1865. 

Anderson,  Mark  T. 

Midshipman,  1  January,  1825.    Dismissed  31  December,  1828. 

Anderson,  Nicholas. 

Mate,  7  April,  1865.    Mustered  out  23  July,  1870. 
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inderson,  Peter. 

Acting  Second  Assistant  Engineer,  28  May,  J1868.  Honorably  discbarged  7  De- 
cember, 1868. 

Anderson,  Richard. 

Acting  Third  Assistant  Engineer,  16-  October,  1861.  Acting  Second  Assistant 
Engineer,  6  February,  1868.     Dismissed  0  March,  1865. 

Anderson  9  Robert. 

Mate,  4  August,  1868.    Resigned  5  December,  1864. 

Anderson,  Robert. 

Boatswain,  16  June,  1862. 

Anderson,  Samnel. 

Surgeon's  Mate,  13  July,  1799.  Surgeon,  25  August,  1800.  Discharged  23  July, 
1801,  under  Peace  Establishment  Act. 

Anderson,  Samuel. 

Acting  Assistant  Paymaster,  11  August,  1862.  Honorably  discharged  8  July, 
1865. 

Anderson,  H.  J. 

Mate,  8  September,  1868.    Died  27  January,  1864. 

Anderson,  Thomas. 

Midshipman,  14  January,  1818.    Resigned  8  March,  1819. 

Anderson,  Thomas  O. 

Midshipman,  14  April,  1800.  Lieutenant,  24  March,  1807.  Resig^ned  21  August, 
1807. 

Anderson,  W.  G. 

Midshipman,  2  March,  1808.  Lieutenant,  9  December,  1814.  Died  November, 
1822. 

Anderson,  William. 

Midshipman,  18  June,  1812.    Resigned  15  May,  1818. 

Anderson,  William  £• 

Mate.    Resigned  80  June,  1863. 

Anderson  W.  Henry. 

Acting  Assistant  Paymaster,  4  June,  1862.  Assistant  Paymaster,  80  June,  1864. 
Paymaster,  4  May,  1866.    Resigned  16  February,  1869. 

Anderson,  William  H. 

Acting  Ensign,  81  October,  1863.    Honorably  discharged  8  July,  1865. 

Anderson,  William  II. 

Acting  Third  Assistant  Engineer,  27  August,  1862.  Acting  Second  Assistant 
Engineer,  10  June,  1864.  Honorably  discharged  20  September,  1865.  Acting 
Second  Assistant  Engineer,  8  June,  1866.    Mustered  out  20  January,  1868. 

Andrade,  Cipriano. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1«G2.     First  Assistant  Engineer,  13  January,  1865. 

Andress,  William  A. 

Acting  Second  Assistant  Engineer,  8  January,  1863.  Honorably  discharged  15 
October,  1865. 

Andrew,  Jackson. 

Acting  Third  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  12 
August,  1865. 

Andrews.  A.  M. 

Midshipman,  18  April,  1814.     Furloughed  15  August,  1819.    Dead. 

Andrews,  Collin  J. 

Mate,  29  October,  1864.     Honorably  discharged  21  March,  1867. 

Andrews,  Daniel  W. 

Mate,  9  August,  1864.  Acting  Ensign,  19  November,  1864.  Honorably  discharged 
18  May,  1868. 
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Andrews,  Elijah  T. 

Midshipman,  19  October,  1841«    Died  22  January,  1849. 

Andrews^  Francis  S. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  18  Octo- 
ber, 1865.  Acting  Second  Assistant  Engineer,  19  December,  1866.  Mustered 
out  21  July,  1869. 

Andrews,  John. 

Midshipman,  28  June,  1799.  Discharged  8  June,  1801,  under  Peace  Establishment 
Act 

Andrews,  Joseph. 

Gunner,  24  November,  1823.    Died  19  October,  1832. 

Andrews,  Moses  It. 

Acting  Third  Assistant  Engineer,  28  February,  1863.  Acting  Second  Assistant 
Engineer,  9  July,  1864.    Honorably  discharged  7  August,  1865. 

Andrews,  N. 

Chaplain,  16  August,  1816.     Died  1826. 

Andrews,  S.  €. 

Acting  Master,  9  October,  1861.    Resigned  27  November,  1861. 

Andrews,  Thomas. 

Acting  Master,  29  October,  1861.  Appointment  revoked  4  February,  1864. 
Actmg  Master,  19  December,  1864.    Died  27  February,  1865. 

Andrews,  William  B. 

Mate,  2  December,  1862.    Resigned  7  August,  1863. 

Anri^ell,  Nathan  S. 

Sailmaker,  1  June,  1822.    Resigned  3  May,  1826. 

Anri^ier,  Charles. 

Midshipman,  8  September,  1800.    Discharged  6  July,  1801. 

Angus,  €9eorge  W. 

Mate,  21  November,  1867.    Resigned  21  May,  1869. 

Anfi^s,  Samuel. 

Midshipman,  6  November,  1799.  Lieutenant,  4  February,  1807.  Commander,  24 
July,  1813.    Captain,  27  April,  1816.     Dismissed  21  June,  1824. 

Ankers,  John  H. 

Mate.  Resided  17  July,  1862.  Acting  Ensign,  27  October,  1862.  Honorably 
discharged  28  October,  1865. 

Annan,  John  W. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 

Anson,  R.  C 

Mate,  22  October,  1862.    Acting  Ensign,  31  July,  1863.     Acting  Master,  8  May, 

1865.  Honorably  discharged  30  November,  1865.    Acting  Master,  4  January, 

1866.  Resigned  13  June,  1868. 

Anthon,  George. 

Midshipman,  20  June,  1806.    Warrant  returned  7  July,  1811. 

Anthony,  Charles  IT. 

Acting  Ensign,  18  December,  1863.  Acting  Master,  27  July,  1865.  Master,  12 
March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Conmiander,  26 
April,  1878. 

Anthony,  John  G. 

Midshipman,  1  July,  1830.    Resigned  14  June,  1837. 

Anthony,  Joseph. 

Surgeon,  20  June,  1798.  Discharged  1  May,  1801,  under  Peace  Establishment 
Act. 

Apgar,  Allen  8. 

Acting  Assistant  Paymaster,  1  September,  1863.  Honorably  discharged  19  Octo- 
ber,^ 1865. 
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Apperby,  William. 

Acting  First  Assistant  Engineer,  17  December,  1862.    Resigned  28  June,  1864. 

^PPl^A^^9  Reuben. 

Acting  Gunner.    Resigned  3  June,  1864. 

Appleton,  George  H. 

Mate,  2  April,  1864.    Resigned  18  January,  1867. 

Appold,  Samuel  A. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En- 
gineer, 14  October,  1864.     Honorably  discharged  1  July,  1868. 

Arbeeam,  Henry  P. 

Mate,  2  January,  1864.  Acting  Ensign,  3  November,  1864.  Appointment  re- 
voked 29  July,  1865. 

Arbona,  John  G. 

Mate.    Resigned  6  March,  1863. 

Arbuthnot,  C  E. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  20 
November,  1865. 

Archbold,  Samuel. 

Third  Assistant  Engineer,  27  May,  1843.  Second  Assistant  Engineer,  28  July, 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  11  March, 
1851.    Engineer-in-chief,  16  October,  1857.     Resigned  25  March,  1861. 

Archer,  Carson. 

Assistant  Surgeon,  23  July,  1850.     Declined  13  August,  1850. 

Archer,  £dward  K. 

Third  Assistant  Engineer,  26  June,  1856.     Resigned  3  November,  1860. 

Archer,  George  W. 

Midshipman,  1  May,  1822.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Archer*  John. 

Lieutenant,  8  November,  1798.  Discharged  80  April,  1801,  under  Peace  Estab- 
lishmeut  Act 

Archer,  Richard  €. 

Purser,  25  April,  1812.    Died  24  June,  1824. 

Archer,  Sterling. 

Surgeon's  Mate,  18  April,  1800.  Surgeon,  11  April,  1803.  Last  appearance  on 
Records  of  Navy  Department,  November,  1805. 

Archer,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En- 
gineer, 29  September,  1864.     Honorably  discharged  7  November,  1865. 

Arey,  Albert  R. 

Mate,  19  June,  1863.     Appointment  revoked  19  November,  1864. 

Arey,  Arthur  B. 

Mate,  13  September,  1864.     Honorably  discharged  23  January,  1867. 

Arejr,  Da¥id  B. 

Acting  Ensign,  3  May,  1864.     Resigned  29  May,  1865. 

Arey,  Henry. 

Acting  Ensign,  7  July,  1862.  Acting  Master,  9  August,  1864.  Acting  Volunteer 
Lieutenant,  5  September,  1864.    Honorably  discharged  11  October,  1867. 

Arey,  Thomas  S. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  29  July,  1865. 

Arey,  William  R. 

Acting  Ensign,  7  September,  1864.     Resigned  21  April,  1865. 

Arkins,  William. 

Mate,  5  August,  1863.    Honorably  discharged  21  December,  1865. 
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Armani,  Terrenee. 

Midshipman,  19 December,  1889.    Resigned  18  July,  1840. 

Armandty  Paul. 

Mate,  5  March,  1868.  Acting  Ensign,  27  July,  1808.  Honorably  diacharged  27 
February,  1866.    Mate,  8  July,  1867.    Mustered  out  12  March,  1868. 

Armberg,  Charles. 

Acting  Second  Assistant  Engineer,  1  September,  1863.  Honorably  discharged  24 
January,  1866. 

Armentrout,  George  W. 

Acting  Midshipman,  23  November,  1861.  Graduated  22  November,  1864.  En- 
sign, 1  November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March, 
1868.    Lieutenant-Conmiander,  26  March,  1869.    Died  18  August,  1875. 

Armlstead,  Robert. 

Carpenter,  14  March,  1800.    Discharged  18  July,  1801. 

Armistead,  Robert. 

Midshipman,  18  July,  1814.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Armour,  Samuel  D. 

Midshipman,  15  November,  1809.    Dismissed  19  November,  1812. 

Arms,  Frank  II. 

Acting  Assistant  Paymaster,  14  April,  1864.  Passed  Assistant  Paymaster,  28 
July,  1866.    Paymaster,  14  October,  1871.   . 

Arms,  ILyinan. 

Cadet  Midshipman,  24  September,  1870.  Graduated  1  June,  1874.  Ensign,  17 
July,  1875. 

Armstronrj^,  Aaron  II. 

Acting  First  Assistant  Engineer,  10  December,  1863.  Honorably  discharged  18 
November,  1865. 

Armstronri^,  Aeneas. 

Midshipman,  2  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  20  September,  18U0.  Resigned  21  November,  1800. 
Armstrong,  Caleb  II. 

Mate,  29  Dcceml)er,  1862.  Acting  Ensign,  9  September,  1863.  Honorably  dis- 
charged 15  December,  1868. 

Armstrong,  Charles  W. 

Midshipman,  4  March,  1828.  Passed  Midshipman,  28  March,  1829.  Lieutenant, 
8  March,  1881.    Died  27  February,  1850. 

Armstrong,  C.  W. 

Acting  Assistant  Paymaster,  80  March,  1865.    Discharged  7  October,  1865. 

Armstrong,  Franeis. 

Midshipman,  2  May,  1815.    Furloughed  17  July,  1821.    Dead. 

Armstrong,  George. 

Acting  Second  Assistant  Engineer,  22  June,  1803.    Resigned  7  September,  1868. 

Armstrong,  G.  N. 

Acting  Ensign,  15  July,  1863.    Appointment  revoked  20  November,  1868. 

Armstrong,  G.  W. 

Acting  Carpenter,  6  December,  1862.    Resigned  2  October,  1863. 

Armstrong,  Henry. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Acting  Second  Assistant 
Engineer,  26  November,  1862.     Dismissed  26  May,  1863. 

Armstrong,  James. 

Midshi])man,  15  November,  1809.    Lieutenant,  27  April,  1816.    Commander,  8 
March,  lb25.    Captain,  8  September,  1841.    Commodore,  Retired  list,  4  April 
1867.    Died  25  August,  1868. 

Armstrong,  James. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  18 
September,  1854. 
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^i^niigtroiig,  James  F. 

Midshipman,  7  March,  1832.  Passed  Midshipman,  23  June,  1888.  Lieutenant,  8 
December,  1842.  Commander,  8  June,  1861.  Captain,  Retired  list,  4  April, 
1867.  Captain,  Active  list,  from  27  September,  1866.  Retired  list,  2  Septem- 
ber, 1872.    Died  19  April,  1873. 

limstrong,  J.  D. 

Assistant  Surgeon,  27  May,  1812.  Last  appearance  on  Records  of  Nayy  Depart- 
ment, 1824.    Dead. 

irmstronri^,  John. 

Boatswain,  14  May,  1800.    Resigned  3  December,  1800. 

Armstrong,  Joseph  E. 

Acting  Ensign,  80  January,  1865.    Honorably  discharged  7  August,  1865. 

Armstrong,  Ij.  II. 

Acting  Assistant  Surgeon,  28  March,  1873. 

Armstrong,  Thomas. 

Carpenter  17  June,  1822.    Died  6  September,  1886. 

Armstrong   Thomas. 

Acting  Third  Assistant  Engineer,  6  July,  1864.  Honorably  discharged  1  March, 
1866 

Armstrong,  William  €. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  10 
December,  1865. 

Armstrong,  IVilliam  M. 

Midshipman,  80  November,  1814.  Lieutenant,  8  March,  1821.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Captain,  Active  list, from 
24  March,  1835.    Died  28  June,  1861. 

Armstrong,  William  lit. 

Acting  Ensign,  23  January,  1864.    Honorably  discharged  17  August,  1865. 

Armstrong,  William  MeN. 

Midshipman,  20  November,  1848.    Resigned  4  October,  1854. 

Amand,  William  H. 

Mate,  19  November,  1862.    Honorably  discharged  29  August,  1866. 

Arnett,  John  P. 

Mate,  30  January,  1862.  Resigned  9  September,  1863.  Mate,  16  October,  1863. 
Acting  Ensign,  22  March,  1«G4.     Honorably  discharged  20  October,  1865. 

Arnold,  A.  €. 

Acting  Third  Assistant  Engineer,  8  December,  1864.  Honorably  discharged  9 
June,  1866. 

Arnold,  Charles  F. 

Midshipman,  14  October,  1862.  Graduated  June,  1806.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Dismissed  19  October, 
1875. 

Arnold,  Conway  II. 

Acting  Midshipman,  80  September,  1863.  Graduated  June,  1867.  Ensign,  18  De- 
cember, 1868.    Master,  21  March,  1870.     Lieutenant,  22  June,  1871. 

Arnold,  £dward  A. 

Acting  Assistant  Surgeon,  5  November,  1862.     Resigned  22  August,  1803. 

Arnold,  Cdward  G. 

Mate,  23  December,  1862.    Dismissed  9  June,  1863. 

Arnold,  Cdward  R. 

Third  Assistant  Engineer,  1  July,  1861.    Resigned  13  April,  1864. 

Arnold,  Henry  N.  T. 

Midshipman,  13  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  6  Feb- 
ruary, 1854.  Lieutenant,  12  September,  1854.  Lieutenant-Commander,  16  July, 
1862.    Commander,  8  March,  1865.    Retired  list,  80  October,  1871. 

8 


34  GENERAL  NAVY  REGISTER. 

Arnold,  John. 

Master,  8  July,  1813.    Last  appearance  on  Records  of  Navy  Department. 

Arnold,  Joseph. 

Midshipman,  4  March,  1823.     Lust  appearance  on  Records  of  Navy  Department^ 
October,  1828.    Dead. 

Arnold,  I^eroy. 

Third  Assistant  Engineer,  16  February,  1852.    Resigned  18  February,  1856. 

Arnold,  Thomas. 

Midshipman,  11  November,  1850.    Resigned  21  September,  1855. 

Arnold,  William. 

Gunner,  21  April,  1845.    Died  21  March,  1863. 

Arnold,  William. 

Mate,  21  October,  1863.    Honorably  discharged  19  September,  1865. 

Arrants,  Richard  B. 

Mate,  1861.    Acting  Master,  21  April,  1862.    Resigned  16  August,  1865. 

ArrantH,  William  B. 

Mate,  4  March,  1801.     Acting  Ensign,  14  September,  1803.    Ensign,  12  Mait^ 
1868.    Master,  18  December,  1868.    Retired  list,  23  May,  1870. 

Arthur,  Charles  O. 

Mate,  27  December,  1861.     Acting   Volunteer  Lieutenant,  18  May,  1864.      Dis- 
missed 29  September,  1864. 

Arthur,  Charles  W. 

Acting  Ensign,  8  November,   1862.     Honorably  discharged  23  October,  1865. 
Actmg  Ensign,  18  May,  1866.    Discharged  31  December,  1867. 

Arthur,  Elliott  J. 

Midshipman,  27  September,  1865.     Graduated  4  June,  1869.    Ensign,  12  July, 
lt570.    Master,  12  December,  1872.    Lieutenant,  1  July,  1876. 

Arthur,  Oeorice. 

Assistant  Surgeon,  13  February,  1877. 

Arthur,  Henry  H. 

Acting  Third  Assistant  Engineer,  15  December,  1863.    Acting  Second  Assistant 
Engineer,  18  March,  1865.    Honorably  discharged  24  January,  1868. 

Arthur,  William  A. 

Acting  Master,  25  March,  1862.    Honorably  discharged  1  March,  1866. 

JLrthur,  William  S. 

Acting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  8  Feb- 
ruary, 1870. 

Arundel,  Robert. 

Master,  20  May,  1812.    Died  10  November,  1812. 

Ashbridge,  J.  H. 

Sailing  Master,  14  August,  1818.    Midshipman,  1  February,  1814.    Resigned  6 
November,  1819. 

Ashbridge,  Richard. 

Assistant  Surgeon,  3  July,  1876. 

Ashbury,  George. 

Acting  Master,  28  August,  1861.    Honorably  discharged  8  December,  1865. 

Ashby,  George  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.    Resigned  28  October,  1864. 

Ashcroft,  Richard. 

Acting  Second  Assistant  Engineer.    Dismissed  22  May,  1862. 

Ashcrof  t,  Robert  €• 

Acting  Second  Assistant  Engineer,  8  December,  1864.     Honorably  discharged  27 
September,  1865. 

Asher,  Allen. 

Midshipman,  1  April,  1828.    Resigned  1  November,  1828. 
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•Acbmeady  James  J. 

Acting  Third  Assistant  Engineer,  18  November,  18C8.  Honorably  discharged  8 
July,  1865. 

Athmead,  Ij.  P. 

Kidshipman,  19  October,  1841.    Resigned  5  November,  1845. 

iihmead,  Tbomas  £• 

Hate,  12  Hay,  1863.  Acting  Ensign,  25  January,  1865.  Honorably  discharged  21 
October,  1865. 

IshmuB,  Ijewls. 

Purser,  1  February,  1851.    Died  1  March,  1852. 

Ashton,  Francis  H. 

Third  Assistant  Engineer,  20  May,  1863.  Retired  list,  22  January,  1866.  Active 
list,  19  July,  1867.  Second  Assistant,  25  July,  1806.  Resigned  4  January,  IbTl. 
Second  Assistant  Engineer,  19  April,  1878.  Passed  Assistant  Engineer,  14  De- 
cember, 1878. 

Asbton,  Gnrdon  €• 

Midshipman,  9  December,  1823.  Passed  Midshipman,  23  May,  1829.  Lieutenant, 
21  June,  1832.    Died  11  October,  1840. 

Aslitoiiy  Henry. 

Midshipman,  10  February,  1888.    Died  81  January,  1846. 

Ashwortta,  Daniel. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged  20 
December,  1865. 

Asliwortta)  John. 

Actinff  Third  Assistant  Engineer,  27  April,  1865.  Honorably  discharged  20  De- 
ceniber,  1865. 

Askins,  William  £. 

Acting  Ensign,  9  November,  1866.    Discharged  20  May,  1867. 

Aspold,  Edward. 

Acting  Third  Assistant  Engineer,  8  December,  1802.  Acting  Second  Assistant 
Engineer,  18  October,  1864.    Honorably  discharged  5  October,  1865. 

Asplnwall,  John. 

Mate,  9  June,  1862.  Acting  Ensign,  28  July,  18G4.  Honorably  discharged  4  Jan- 
uary, 1866. 

Asplnwall,  John  S.  O. 

Acting  Second  Assistant  Engineer,  16  November,  1861.  Appointment  revoked  1 
April,  1862.  Acting  Second  Assistant  Engineer,  4  February,  1803.  Honorably 
discharged  21  November,  1865. 

Asserson,  Peter  C. 

Mate,  27  May,  1862.  Acting  Ensign,  24  November,  1862.  Honorably  discharged 
28  February,  1869.    Civil  Engineer,  0  March,  1874. 

Aston,  Albert. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  8  De- 
cember, 1802.  First  Assistant  Engineer,  1  December,  1804.  First  Assistant 
Engineer,  25  July,  1866.     Chief  Engineer,  12  June,  1873. 

Aston,  Ralph. 

Third  Assistant  Engineer,  9  December,  1801.  Second  Assistant  Engineer,  8  Sep- 
tember, 1803.    First  Assistant  Engineer,  1  January,  1808. 

Athearn,  Ira. 

Mate,  24  January,  1803.     Honorably  discharged  5  January,  1806. 

AtkinH,  Francis  II. 

Acting  Assistant  Surgeon,  9  March,  1864.     Resigned  28  November,  1864. 

Atkins,  Isaac  F. 

Mate,  2  January,  1864.  Acting  Ensign,  5  October,  1864.  Honorably  discharged 
24  October,  1865. 
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Atkins,  James. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  21  Octo- 
ber, 1861.     First  Assistant  Engineer,  1    October,  1863.     Resigned  1  August, 

1865. 

Atkins,  John  R.  P. 

Mate,  11  January,  1864.  Acting  Ensign,  19  January,  1865.  Honorably  discharged 
11  November,  1865. 

Atkins,  Thomas  II. 

Acting  Assistant  Surgeon,  10  March,  1863.    Resigned,  28  November,  1864. 

Atkinson,  Arthur  H. 

Acting  Master,  24  August,  1862.    Honorably  discharged  11  May,  1865.  , 

Atkinson,  George  H. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Acting  Chief  Engineer,  80 
June,  1864.    Honorably  discharged  20  November,  1865. 

Atkinson,  Frith  B. 

Mate,  5  April,  1868.    Honorably  discharged  13  May,  1868. 

Atl£inson,  James. 

First  Assistant  Engineer,  26  May,  1889.  Disrated  to  Second  Assistant  Engineer, 
28  July,  1845.    Dropped  18  January,  1848. 

Atkinson,  John  W. 

Acting  Master,  10  October,  1862.  Acting  Volunteer  Lieutenant,  7  October,  1864. 
Honorably  discharged  28  October,  1865. 

Atkinson,  Panl. 

Boatswain,  5  January,  1856.     Died  2  December,  1868. 

Atkinson,  William  B. 

Midshipman,  16  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 
23  April,  1799.    Dead. 

Atlee,  Henry  €. 

Mate,  4  March,  1864.    Honorably  discharged  10  June,  1865. 

Attmore,  Charles. 

Mate,  1862.    Resigned  18  March,  1865. 

Atwater,  Charles. 

Mate,  19  March,  1862.    Dismissed  23  May,  1862. 

Atwater,  Norman. 

Acting  Ensign,  12  September,  1862.     Lost  on  **  MoniloT^''  30  December,  1862. 

Atwood,  A.  P. 

Mate,  1861.    Acting  Ensign,  4  May,  1864.    Resigned  17  May,  1865. 

Atwood,  Benjamin. 

Mate,  21  November,  1862.  Resigned  5  May,  1863.  Mate,  26  May,  1863.  Ap- 
pointment revoked  7  April,  1864.  Mate,  9  May,  1870.  Appointment  revoked 
31  July,  1871. 

Atwood,  Edward. 

Midshipman,  17  May,  1800.    Warrant  returned. 

Atwood,  Joseph  B. 

Acting  Second  Assistant  Engineer,  19  January,  1864.  Honorably  discharged  4 
September,  1865. 

Atwood,  lieonard. 

Acting  Third  Assistant  Engineer,  31  December,  1862.  Appointment  revoked  31 
May,  1864. 

Atwood,  HI.  C 

Midshipman,  17  December,  1810.    Purser,  26  March,  1814.    Died  12  May,  1823. 

Atwood,  Robert  IV. 

Acting  Assistant  Surgeon,  13  August,  1861.     Resigned  24  September,  1863. 

Atwood,  Samnel. 

Acting  Ensign,  12  April,  1865.    Honorably  discharged  3  December,  1865. 
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Anble,  James  IL. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Resigned  28  March,  1863. 

Aachinleck,  Alexander. 

Second  Assistant  Engineer,  22  March,  1848.  Dismissed  28  July,  1848.  Acting 
First  Assistant  Engineer,  18  January,  1862.  Acting  Chief  Engineer,  15  Sep- 
tember, 1863.    Resigned  31  May,  1865. 

Anehmnty,  H.  J. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.    Died  8  October,  1835. 

Angler,  John  P.  J. 

Midshipman,  25  September,  1866.  Graduated  June,  1870.  Ensign,  18  July,  1871. 
Master,  22  July,  1874. 

Aoldy  Jamcg. 

Mate,  21  September,  1863.  Acting  Ensign,  16  August,  1864.  Honorably  dis- 
charged 20  October,  1865. 

Anllck,  Hampton. 

Assistant  Surgeon,  8  February,  1870.    Passed  Assistant  Surgeon,  8  February,. 1870. 

Aulick,  Jobn  H. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.  Captain,  8  September,  1841.  Commodore,  Retired  list,  4  April, 
1867.    Died  27  April,  1873. 

Anlleky  Ricliinond. 

Midshipman,  19  October,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  28 
April,  1854.  Lieutenant,  24  November,  1854.  Lieutenant-Commander,  16  July, 
1862.  Retired  list,  27  January,  1865.  Commander,  3  March,  1865.  Died  8 
June,  1868. 

AuAty  Josepli  €• 

Acting  Second  Assistant  Engineer,  6  January,  1865.    Resigned  27  June,  1865. 

Austin,  AlTin  A. 

Assistant  Surgeon,  6  October,  1874. 

Austin,  Benjamin. 

Surgeon's  Mate,  24  July,  1813.     Resigned  22  November,  1824. 

Austin,  Benjamin  B. 

Mate,  4  February,  1862.    Dismissed  28  June,  18C2. 

Austin,  Cbarles  A. 

Acting  Master,  28  October,  1861.     Resigned  4  March,  1862. 

Austin,  £dward  A. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Dismissed   15  January,  1864. 

Austin,  £dward  8. 

Mate,  14  October,  1862.     Honorably  discharged  22  March,  1866. 

Austin,  John. 

Acting  Second  Assistant  Engineer,  13  January,  1864.  Appointment  revoked  19 
March,  1864. 

Austin,  John  H. 

Acting  Assistant  Surgeon,  10  March,  1864.  Assistant  Surgeon,  18  May,  1864. 
Resigned  14  January,  1865. 

Austin,  William  B. 

Midshipman,  3  November,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  21 
June,  1854.    Lieutenant,  5  February,  1855.     Resigned  13  May,  1857. 

Anze,  Charles  A. 

Midshipman,  13  December,  1831.     Resigned  3  September,  1836. 

ATant,  Joseph* 

Mate,  7  January,  1862.  Acting  Ensign,  22  October,  1862.  Acting  Master,  8  May 
1805.    Died  3  November,  1866. 

ATeretly  Samuel  W. 

Acting  Midshipman,  8  November,  1855.  Midshipman,  9  June,  1859.  Dismissed 
5  June,  1861. 
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ATerlll,  James  D. 

Acting  Third  Assistant  Engineer,  11  November,  1863.  Honorably  discharged  21 
August,  1865. 

ATery,  Edward  D. 

Acting  Assistant  Borg^n,  80  May,  1864.  Honorably  discharged  10  October, 
1865. 

ATery,  Ctoorse. 

Midshipman,  28  June,  1812.  Last  appearance  on  Records  of  Navy  Department,  7 
December,  1812.    Dead. 

ATery,  George  II. 

Acting  Ensign,  12  September,  1862.  Acting  Master,  27  May,  1864.  Dismissed  14 
November,  1865. 

ATery,  George  R« 

Mate,  21  November,  1868.    Resigned  15  December,  1864. 

ATery,  Gny  II. 

Acting  Master,  14  October,  1861.    Dismissed  7  August,  1862. 

ATery,  Henry. 

Acting  Ensign,  26  December,  1862.    Appointment  revoked  6  July,  1868. 

ATery,  Josepb  Ij. 

Acting  Master,  1  October,  1862.    Resigned  25  May,  1868. 

ATery,  liatham  B. 

Midshipman,  19  December,  1881.  Passed  Midshipman,  15  June,  1887.  Lieutenant, 
8  September,  1841.    Dropped  28  September,  1855. 

ATery,  Tbomais. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  12  Sep- 
tember, 1865. 

ATery,  William  B. 

Acting  Ensign,  10  June,  1868.    Honorably  discharged  10  August,  1865. 

Axe,  DaTid. 

Mate,  13  December,  1862.    Dismissed  22  February,  1864. 

Axford,  William. 

Midshipman,  28  February,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 80  March,  1799. 

Axtell,  A.  B. 

Mate,  1862.    Resigned  2  December,  1862. 

Axtell,  Cnos  A. 

Acting  Third  Assistant  Engineer,  HO  September,  1864.  Honorably  discharged  18 
October,  1866. 

Ayers,  Josepb  G. 

Acting  Assistant  Surgeon,  17  December,  1864.  Honorably  discharged  24  Septem- 
ber, 1866.  Assistant  Surgeon,  18  October,  1866.  Passed  Assistant  Surgeon,  12 
October,  1869.    Surgeon,  7  January,  1878. 

Aydelot,  Benjamin. 

Master,  8  May,  1812.    Dismissed  2  April,  1814. 

Ayre,  (Samnel. 

Surgeon,  29  December,  1812.    Resigned  17  April,  1817. 

Ayre«9  (Samuel  Li.  P. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.    First  Assistant  Engineer,  21  April,  18C3.    Chief  Engineer,  21  March,  1870. 

Ayres,  Stephen  T. 

Mate,  22  September,  1864.    Honorably  discharged  14  July,  1865. 

Ayres,  William  P. 

Acting  Third  Assistant  Engineer,  8  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 22  October,  1863.    Honorably  discharged  29  December,  1865. 
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Saas,  William. 

Acting  Third  Assistant  Engineer,  8  December,  1868.    Honorably  discharged  2 
September,  1865. 

Babb,  Thomas  B. 

Mate,  21  November,  1861.    Acting  Master,  11  July,  1862.    Honorably  discharged 
28  October,  1865. 

Babb,  William  T. 

Assistant  Surgeon,  26  April,  1847.    Resigned  15  July,  1850. 

Babbett,  Charles  W. 

Midshipman,  25  March,  1814.    Resigned  0  June,  1814. 

Babbidse,  J.  P. 

Midshipman,  80  November,  1814.    Struck  off  24  June,  1819. 

Babbitt,  Charles  W. 

Carpenter,  2  July,  1847.    Died  28  September,  1865. 

Babbitt,  El»enezer. 

Acting  Third  Assistant  Engineer,  5  November,  1868.    Resigned  27  May,  1865. 

Babbitt,  Edward  B. 

Midshipman,  15  November,  1809.  Lieutenant,  1  May,  1815.  Commander,  8  March, 
1835.    Died  9  September,  1840. 

Babbitt,  Fitz  Henry. 

Midshipman,  2  April,  1804.  Lieutenant,  5  June,  1810.  Killed  in  action  15  Jan- 
uary, 1815. 

Babbitt,  George  II.  T. 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

Babbitt,  SylTester  €. 

Acting  Third  Assistant  Engineer,  1 8  April,  1 868.  Honorably  discharged  7  Novem- 
ber, 1865. 

Babbitt,  Tbomas. 

Surgeon,  21  April,  1804.    Resigned  25  April,  1810. 

Babbitt,  W.  B. 

Surgeon's  Mate,  28  March,  1820.     Surgeon,  4  May,  1825.    Died  24  May,  1826. 

Babbitt,  W.  K. 

Mate,  11  March,  1865.    Resigned,  8  September,  18G5. 

Babeocl£,  Cbarles  A. 

Midshipman,  8  April,  1850.  Passed  Midshipman,  20  June,  185C.  Master,  22  Jan- 
uary, 1858.  Lieutenant,  2  October,  1859.  Lieutenant-Commander,  16  July, 
1802.    Commander,  28  October,  1869.     Died  29  June,  187C. 

BalM^ooii,  Claude. 

Acting  First  Assistant  Engineer,  9  March,  1863.     Resigned  18  March,  1865. 

BalKM^eli,  ConTerse  A. 

Acting  Ensign,  18  July,  1864.    Honorably  discharged  23  May,  1865. 

Babeoeli,  Franliliii. 

Acting  Third  Assistant  Engineer,  8  November,  1868.  Honorably  discharged  28 
October,  1865. 

Babeocli,  Henry. 

Acting  Master,  4  November,  1861.    Resigned  28  June,  1862. 

Babeocli,  Herman. 

Assistant  Surgeon,  24  September,  1862.  Passed  Assistant  Surgeon,  80  October, 
1865.    Resigned  28  November,  1868. 

Babeoel£,  Jampf^  D. 

Acting  Ensign,  16  August,  1864.    Honorably  discharged  29  July,  18C5. 

Babeocic,  William  €. 

Midshipman,  24  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  9  October,  1875. 
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ATerill,  James  I>* 

Acting  Third  AssiBtant  Engineer,  11  November,  1863.  Honorably  discbarged  21 
August,  1865. 

ATery,  £dward  I>. 

Acting  Assistant  Burgeon,  80  May,  1864.  Honorably  discharged  10  October, 
1865. 

ATery,  Ctoorge. 

Midshipman,  28  June,  1812.  Last  appearance  on  Records  of  Navy  Department,  7 
December,  1812.    Dead. 

ATer jr,  George  H. 

Acting  Ensign,  12  September,  1862.  Acting  Master,  27  May,  1864.  Dismissed  14 
November,  1865. 

ATery,  George  R. 

Mate,  21  November,  1868.    Resigned  15  December,  1864. 

ATery,  Gay  II. 

Acting  Master,  14  October,  1861.    Dismissed  7  August,  1862. 

ATery,  Henry. 

Acting  Ensign,  26  December,  1862.    Appointment  revoked  6  July,  1868. 

ATery,  Joseph  !<• 

Acting  Master,  1  October,  1862.    Resigned  25  May,  1868. 

ATery,  Ijathain  B. 

Midshipman,  19  December,  1881.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.    Dropped  28  September,  1855. 

ATery,  Thomas. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  12  Sep- 
tember, 1865. 

ATery,  William  B. 

Acting  Ensign,  10  June,  1868.    Honorably  discharged  10  August,  1865. 

Axe,  I>aTid. 

Mate,  18  December,  1862.    Dismissed  22  February,  1864. 

Axford,  William. 

Midshipman,  28  February,  1709.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 80  March,  1799. 

Axtell,  A.  B. 

Mate,  1862.    Resigned  2  December,  1862. 

Axtell,  Enos  A. 

Acting  Third  Assistant  Engineer,  M  September,  1864.  Honorably  discharged  18 
October,  1866. 

Ayers,  Josepli  O. 

Acting  Assistant  Surgeon,  17  December,  1864.  Honorably  discharged  24  Septem- 
ber, 1866.  Assistant  Surgeon,  18  October,  1866.  Passed  Assistant  Surgeon,  12 
October,  1869.    Surgeon,  7  January,  1878. 

Aydelot,  Benjamin. 

Master,  8  May,  1812.    Dismissed  2  April,  1814. 

Ayre,  Samuel. 

Surgeon,  29  December,  1812.    Resigned  17  April,  1817. 

Ayres,  Samuel  !<.  P. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.    First  Assistant  Engineer,  21  April,  1863.    Chief  Engineer,  21  March,  1870. 

Ayres,  Stephen  T. 

Mate,  22  September,  1864.    Honorably  discharged  14  July,  1865. 

Ayres,  William  P. 

Acting  Third  Assistant  Engineer,  8  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 22  October,  1868.    Honorably  discharged  29  December,  1865. 
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Bmm,  William. 

Acting  Third  Assistant  Engineer,  8  December,  1868.    Honorably  discharged  2 
September,  1865. 

Babli,  Thomas  B. 

Mate,  21  November,  1861.    Acting  Master,  11  July,  1862.    Honorably  discharged 
26  October,  1865. 

Rabb,  William  T. 

Assistant  Surgeon,  26  April,  1847.    Resigned  15  July,  1850. 

Babbett,  Charles  W. 

Midshipman,  25  March,  1814.    Resigned  0  June,  1814. 

Babbidge,  J.  P. 

Midshipman,  80  November,  1814.    Struck  off  24  June,  1819. 

BabbitI,  Charles  W. 

Carpenter,  2  July,  1847.    Died  28  September,  1865. 

Babbitt,  Ebenezer. 

Acting  Third  Assistant  Engineer,  5  November,  1868.    Resigned  27  May,  1865. 

Babbitt,  Edward  B. 

Midshipman,  15  November,  1809.  Lieutenant,  1  May,  1815.  Commander,  8  March, 
1885.    Died  9  September,  1840. 

Babbitt,  Fitz  Henry- 
Midshipman,  2  April,  1804.    Lieutenant,  5  June,  1810.     Killed  in  action  15  Jan- 
uary, 1815. 

Babbitt,  George  II.  T. 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

Babbitt,  SylTester  €• 

Acting  Third  Assistant  Engineer,  18  April,  1868.  Honorably  discharged  7  Novem- 
ber, 1865. 

Babbitt,  Tbomas* 

Surgeon,  21  April,  1804.     Resigned  25  April,  1810. 

Babbitt,  W.  D. 

Surgeon's  Mate,  28  March,  1820.     Surgeon,  4  May,  1825.     Died  24  May,  1826. 

Babbitt,  W.  K. 

Mate,  11  March,  1865.    Resigned,  8  September,  18C5. 

Babeoel£,  Cbarles  A. 

Midshipman,  8  April,  1850.  Passed  Midshipman,  20  June,  185C.  Master,  22  Jan- 
uary, 1858.  Lieutenant,  2  October,  1859.  Lieutenant-Commander,  16  July, 
1862.    Commander,  28  October,  1809.     Died  29  June,  1876. 

BalM^ooii,  Claude* 

Acting  First  Assistant  Engineer,  9  March,  1868.     Resigned  18  March,  1865. 

Babeoeli,  CooTerse  A. 

Acting  Ensign,  18  July,  1864.    Honorably  discharged  23  May,  1865. 

BalM^oelK,  Franiclin. 

Acting  Third  Assistant  Engineer,  8  November,  1863.  Honorably  discharged  28 
October,  1865. 

Babeoei£,  Henry* 

Acting  Master,  4  November,  1861.    Resigned  28  June,  1862. 

Babeoeli,  Herman* 

Assistant  Surgeon,  24  September,  1862.  Passed  Assistant  Surgeon,  80  October, 
1865.    Resigned  28  November,  1868. 

Babeoci£,  James  D* 

Acting  Ensign,  16  August,  1864.    Honorably  discharged  29  July,  1865. 

Babeoeic,  William  €. 

Midshipman,  24  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  9  October,  1875. 
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Babcoek,  Wllllain  !«• 

Mate,  22  January,  1862.    Acting  Master,  10  May,  1862.    Honorably  discharged  1$ 
January,  1866. 

Baber,  George  F.  B. 

Midshipman,  24  April,  1850.  Lost  on  "  Piirpom^'^  last  intelligence  from  ship;  21 
September,  1854. 

Babln,  B[o«ea  J. 

Acting  Assistant  Surgeon,  10  February,  1865.  Assistant  Surgeon,  18  May,  1865. 
Passed  Assistant  Surgeon,  23  June,  1869.    Surgeon,  17  March,  1876. 

Babson,  Edwin. 

Mate,  11  November,  1861.  Acting  Master,  14  June,  1862.  Honorably  discharged 
1  Noyember,  1865.  Acting  Master,  11  December,  1866.  Mustered  out  26  March,. 
1869. 

Baebe,  Albert  B. 

Acting  Assistant  Paymaster,  19  November,  1862.  Passed  Assistant  Paymaster,  23- 
July,  1866.    Paymaster,  11  June,  1868. 

Baebe,  Bei^Amin  F. 

Midshipman,  1  January,  1817.    Resigned  22  July,  1824. 

Baebe,  Benjamin  F. 

Surgeon's  Mate,  9  July,  1824.  Surgeon,  3  January,  1828.  Retired  list,  7  February^ 
1863.    Medical  Director,  Retired  list,  3  March,  1871. 

Baebe,  Oeorge  IfL. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
3  May,  1835.    Drowned  8  September,  1846.* 

Baebe,  George  HL. 

Acting  Midshipman,  19  November,  1857.  Midshipman,  1  June,  1861.  Lieutenant^ 
16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  5  April, 
1875.    Retired  list,  5  April,  1875. 

Baebe,  J*  O. 

Mate,  6  December,  1862.    Resigned  11  January,  1865. 

Baebe,  Riebard. 

Midshipman,  3  June,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant,  25 
February,  1841.    Drowned  27  March,  1850. 

•Baebelder,  George  G. 

Mate,  14  November,  1862.    Appointment  revoked  29  August,  1864. 

Bael£,  William. 

Acting  Gunner,  2  May,  1864.    Resigned  10  May,  1865. 

Baekus,  SylTanus* 

Acting  Midshipman,  28  September,  1857.  Midshipman,  22  August,  1861.  Lieu> 
tenant,  16  July,  1862.    Wholly  retired  31  July,  1866. 

Baeon,  Albert  W. 

Acting  Assistant  Paymaster,  7  November,  1863.  Passed  Assistant  Paymaster,  1 
August,  186a     Paymaster,  25  October,  1874. 

Baeon,  Franeis  H. 

Acting  Ensign,  13  September,  1862.  Honorably  discharged  10  September,  1865. 
Acting  Ensign,  29  March,  1666.     Appointment  revoked  2  December,  1868. 

Baeon,  Frank  A. 

Midshipman,  25  May,  1832.  Passed  Midshipman,  23  June,  1888.  Lost  on  Ex- 
ploring Expedition  1  May,  1839. 

Baeon,  Frederick  A.  G* 

Acting  Ensign,  6  November,  1863.    Honorably  discharged  10  March,  1867. 

Bacon,  George- 
Midshipman,  1  October,  1850.    Passed  Midshipman,  20  June,  1856.    Master,  22 
January,   1858.      Lieutenant,  26    October,   1858.      Lieutenant-Commander,   16^ 
July,  1862.    Resigned  6  June,  1865. 
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Bacon*  GranTllle. 

Acting  ABBifitant  Paymaster,  14  December,  1864.    Discharged  15  November,  1865. 
Bmcon*  Henry. 

Sailmaker,  26  February,  1833.    Appointment  revoked  27  March,  1847. 

Bacon,  James  G. 

Acting  Assistant  Burgeon,  21  February,  1862.    Resigned  25  November,  1868. 

Bacon,  J.  K. 

Acting  Assistant  Surgeon,  12  March,  1864.  Honorably  discharged  11  October, 
1865. 

Bacon,  William  T. 

Actinff  Ensign,  20  January,  1863.  Acting  Master,  10  August,  1864.  Honorably 
discharged  28  October,  1865. 

Badeoek,  George. 

Purser.    Discharged  29  October,  1801. 

Badi^r,  Charles  J. 

Midshipman,  22  June,  1869.  Graduated  81  May,  1878.  Ensign,  16  July,  1874. 
Master,  1  November,  1879. 

Badi^r,  Oscar  €• 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master^ 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant -Commander^ 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  25  November,  1872. 

Badgley,  Morion. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Resigned  19  November, 
1862. 

Badlam,  William  H. 

Third  Assistant  Engineer,  8  May,  1859.  Second  Assistant  Engineer,  8  October, 
1861.    Resigned  10  March,  1866. 

Bacr,  W.  H. 

Acting  Assistant  Paymaster,  7  September,  1864.  Honorably  discharged  11  Octo- 
ber, 1665. 

Baglej,  Andrew  H* 

Acting  First  Assistant  Engineer,  22  May,  1868.  Honorably  discharged  4  Novem- 
ber, 1865. 

Bags*  Jobn  S. 

Assistant  Surgeon,  7  January,  1875.    Passed  Assistant  Surgeon,  29  May,  1878. 

Bagnell,  Benjamin. 

Boatswain,  26  November,  1799.    Discharged  23  May,  1801. 

Ballot,  William. 

Master,  8  June,  1804.    Dismissed  10  November,  1810. 

Bailej,  Alfred. 

Midshipman,  28  January,  1841.    Resigned  7  July,  1845. 

Bailej,  Frederick  €. 

Mate,  28  November,  1864.  Honorably  discharged  28  August,  1866.  Mate,  29 
August,  1866.    Mustered  out  27  November,  1868. 

Baiiej,  Frank  H. 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

Bailey,  G.  R. 

Acting  Ensign,  10  September,  1862.    Honorably  discharged  4  November,  1865. 

Bailey,  James. 

Gunner,  1  August,  1803.     Last  appearance  on  Records  of  Navy  Department 

Bailey,  James. 

Midshipman,  16  January,  1809.    Resigned  25  February,  1810. 

Bailey,  James  H. 

Acting  First  Assistant  Engineer,  22  June,  1863.    Dismissed  8  August,  1863. 
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Bailey,  James  HI. 

Acting  Ensign  10  April,  1863.    Honorably  discbarged  14  Norember,  1865 

Bailey,  John  R* 

Mate,  27  July,  1863.    Dismissed  26  July,  1864. 

Bailey,  Jobn  T. 

Sailmaker,  22  December,  1875. 

Bailey,  Joseph  H* 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2  A  ugosty 
1859.    First  Assistant  Engineer,  17  March,  1863.    Dropped  11  July,  1878. 

Bailey,  I^ewls  €• 

Midshipman,  23  August,  1798.  Lieutenant,  1  November,  1800.  Discharged  30 
October,  1801,  under  Peace  Establishment  Act 

Bailey,  l<ondon. 

Master,  11  September,  1799.  Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act 

Bailey,  Mahlon  G. 

Mate,  7  August,  1863.  Acting  Ensign,  18  January,  1864.  Honorably  discharged 
28  October,  1865. 

Bailey,  Theodoras- 
Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Commander.  6  March, 
1849.    Captain,  15  December,  1855.    Commodore,  16  July,  1862.     Rear- Admiral, 
25  July,  1866.    Retired  list,  10  October,  1866.    Died  10  February,  1877. 

Bailey,  William. 

Acting  Master,  12  August,  1861.  Appointment  revoked  2  July,  1863.  Acting 
Ensign,  7  December,  1863.  Acting  Master,  24  May,  1864.  Honorably  dis- 
charged 19  September,  1865. 

Bailie,  William  Ii. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.    First  Assistant  Engineer,  31  January,  1874. 

Bain,  Bohert  II. 

Carpenter,  8  July,  1849.    Dismissed  4  June,  1861. 

Balnbrldire,  Arthur. 

Midshipman,  22  February,  1815.  Last  appearance  on  Records  of  Navy  Depart- 
partment,  80  December,  1822.    Dead. 

Balnbrldge,  Joseph. 

Midshipman,  8  April  1799.  Lieutenant,  16  January,  1807.  Comnumder,  8  March, 
1818.    Captain,  23  November,  1814.    Died  18  November,  1824. 

Balnbrldge,  William. 

Lieutenant,  3  August,  1798.  Commander,  29  March,  1799.  Captain,  20  May,  1800. 
Thanks  of  Congress  for  gallantry,  good  conduct  and  services  in  the  capture  of 
British  frigate  Java,    Died  27  July,  1833. 

Balrd,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.    Third  Assistant  Engineer, 

8  September,  1863.    Second  Assistant  Engineer,  25  July,  1866.    First  Assistant 
Engineer,  17  June,  1874. 

Balrd,  Marens. 

Mate,  1  November,  1862.  Resigned  9  July,  1863.  Mate,  31  August,  1863.  Acting 
Ensign,  5  November,  1863.     Resigned  4  January,  1865. 

Balrd,  Samuel  P. 

Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869.    Resigned 

9  September,  1873. 

Balrd,  William  P. 

Acting  Assistant  Surgeon,  1  October,  1862.  Assistant  Surgeon,  21  April,  1864. 
Resigned  19  June,  1867. 

Bakeman,  Georfi^  B. 

Mate,  1  December,  1863.    Resigned  17  October,  1864. 
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Baker,  Abner. 

Midshipman,  17  June,  1888.     Resigned  17  September,  1834. 

Baker,  Anthony  W. 

Midshipman,  1  January,  1825.     Resigned  13  September,  1825. 

Baker,  Asher  €• 

Midshipman,  80  September,  18G7.  Graduated  0  June,  1871.  Ensign,  14  July, 
1872.    Master,  6  December,  1876. 

Baker,  Charles* 

Mate.    Dismissed  23  July,  1862. 

Baker,  Benjamin  R. 

Mate,  2  January,  1864.    Died  16  June,  1865. 

Baker,  Charles  H. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  8  August,  1859.  Chief  Engineer,  20  October, 
1861. 

Baker.  Charles  T. 

Acting  Ensign,  24  October,  1864.    Honorably  discharged  14  August,  1865. 

Baker,  Banlel  F. 

Midshipman,  28  June,  1868.     Graduated  1  June,  1872.    Died  15  August,  1874. 

Baker,  £dward. 

Acting  Master,  27  May,  1861.  Acting  Volunteer  Lieutenant,  31  May,  1864. 
Honorably  discharged  7  November,  1865. 

Baker,  £dward. 

Mid^ipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Baker,  llzra. 

Surgeon,  8  July,  1809.    Resigned  19  May,  1810. 

Baker,  Francis  E. 

Midshipman,  17  July,  1832.  Passed  Midshipman,  23  June,  1888.  Lieutenant,  11 
April,  1844.    Died  16  May,  1844. 

Baker,  Francis  H. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  24  July,  1867.  Captain,  18  November,  1878.  Died  8 
March,  1880. 

Baker,  Frederick  W. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Resigned  19  July,  1864. 

Baker,  George. 

Mate,  10  October,  1862.    Resigned  26  March,  1863. 

Baker,  George  A. 

Third  Assistant  Engineer,  16  January,  1868.     Died  6  June,  1864. 

Baker,  George  H 

Gunner,  8  November,  1851.     Dismissed  16  November,  1855. 

Baker,  George  H. 

Acting  Gunner,  12  November,  1864.    Honorably  discharged  12  October,  1865. 

Baker,  George  HI* 

Acting  Second  Assistant  Engineer,  27  July,  1868.  Honorably  discharged  30  No- 
vember, 1865. 

Baker,  Qeorge  S. 

Acting  Third  Assistant  Engineer,  6  January,  1862.     Deserted  20  January,  1863. 

Baker,  George  W. 

Acting  Ensign,  28  September,  1862.     Honorably  discharged  15  February,  1868. 

Baker,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Appointment  revoked  8  Octo- 
berri868. 

Baker,  Henry. 

Acting  Ensign,  28  December,  1868.    Honorably  discharged  8  November,  1865. 
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Baker,  Henry. 

Mate,  1  October,  1862.  Acting  Ensign,  28  April,  1868.  Acting  Master,  17  Jiily» 
1864.    Honorably  discharg^  5  November,  1865. 

Baker*  Henry. 

Mate,  20  November,  1862.  Died  from  wounds  received  in  action  28  February,. 
1868. 

Baker,  Henry  B. 

Acting  Ensign,  11  August,  1862.  Acting  Master,  6  July,  1864.  Ensign,  12  March^ 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870.  Retired  list^ 
2  December,  1876. 

Baker,  James. 

Mate,  20  January,  1862.    Dismissed  29  November,  1862. 

Baker,  John. 

Acting  Master,  26  August,  1861.    Honorably  discharged  4  November,  1865. 

Baker,  John. 

Gunner,  16  June,  1814.    Died  81  December,  1819. 

Baker,  John  €. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  Depart^ 
ment,  25  June,  1812.    Dead. 

Baker,  John    F. 

Mate,  24  February,  1864.    Resigned  6  June,  1865. 

Baker,  John  H. 

Cadet  Engineer,  15  September,  1875.    Graduated  10  June,  1879. 

Baker,  John  M. 

Mate,  18  May,  1868.    Appointment  revoked  9  July,  1868. 

Baker,  John  O. 

Acting  Carpenter,  24  November,  1868.    Resigned  8  November,  1864. 

Baker,  John  P. 

Midshipman,  11  February,  1847.    Resigned  21  March,  1851. 

Baker,  Jonathan. 

Mate,  15  November,  1861.  Acting  Master,  18  June,  1862.  Honorably  discharged 
24  May,  1868. 

Baker,  Iiorenzo. 

Acting  Master  and  Pilot,  1  April,  1865.     Appointment  revoked  0  June,  1865. 

Baker,  Iiothrop. 

Acting  Master,  1  April,  1862.    Resigned  80  March,  1SG4. 

Baker,  Matthias  W. 

Acting  Third  Assistant  Engineer,  26  November,  18C1.  Appointment  revoked  8 
January,  1863. 

Baker,  Ifathan. 

Purser,  20  May,  1803.    Resigned  4  May,  1805. 

Baker,  Ifehemlah  M. 

Mate,  14  October,  1862.    Resigned  80  May,  1865. 

Baker,  Ifelson  B. 

Midshipman,  26  November,  1828.    Died  22  June,  1880. 

Baker,  Philemon. 

Assistant  Surgeon,  7  March,  1888.    Died  22  March,  1839. 

Baker,  Blohard  B. 

Midshipman,  15  January,  1801.    Discharged  12  October,  1801. 
Baker,  Hoswell  F. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  18  Sep- 
tember, 1868. 

Baker,  Samuel  H. 

Midshipman,  24  September,  1861.  Graduated  November,  1864.  Ensign,  1  Novem- 
ber, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  "^Lieutenant- 
Commander,  26  March,  1869 
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Baker,  Thomas. 

Lieutenant,  25  May,  1708.    Captain,  13  July,  1799.    Discharged  13  April,  1801. 
Baker,  Thomas  H. 

Miite,  8  January,  1862.  Acting  Ensign,  28  October,  1862.  Honorably  discharged  22 
November,  1865. 

Baker,  William. 

Surgeon's  Mate,  2  April,  1804.    Resigned  11  October,  1805. 

Baker,  William  I.. 

Mate,  81  August,  1868.  Acting  Ensign,  15  September,  1864.  Honorably  dis- 
charged 27  Noyember,  1865. 

Baker,  Wlnfleld  S. 

Midshipman,  80  July,  1866.    Graduated  June,  1870.     Resigned  25  August,  1870. 

Baker,  Torlck. 

Midshipman,  18  June,  1812.    Cashiered,  80  December,  1819. 

Baleh,  Edward. 

Acting  Ensign,  18  June,  1863.    Appointment  revoked  17  November,  1864. 

Baleh,  Frank  I<. 

Acting  Assistant  Paymaster,  29  March,  1865.    Discharged  17  October,  1866. 

Baleh,  George  B. 

Midshipman,  80  December,  1837.  Passed  Midshipman,  29  June,  1843.  Lieu- 
tenant, 16  August,  1850.  Conmiander,  16  July,  1862.  Captain,  25  July,  1866. 
Commodore,  18  August,  1872.    Rear-Admiral,  5  June,  1878. 

Baleh,  John  W. 

Acting  Master,  4  September,  1861.  Acting  Volunteer  Lieutenant,  80  July,  1864. 
Honorably  discharged  20  October,  1865. 

Baleh,  William. 

Chaplain,  80  October  1799.    Dischargea  ^0  May,  1801. 

Baldwin,  Aug.  8. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  4  June,  1836.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Commander,  24  April, 
1861      Captain,  Retired  list,  4  April,  1867.    Died  1  February,  1876. 

Baldwin,  Charles  £. 

Mate,  15  September,  1862.    Resigned  2  May,  1863. 

Baldwin,  Charles  H. 

Midshipman,  24  April,  1880.  Passed  Midshipman,  2  July,  1845.  Master,  17 
January,  1853.  Lieutenant,  2  December,  1853.  Resigned  28  February,  1854. 
Acting  Lieutenant,  27  December,  1861.  Commander,  18  November,  1862. 
Captam,  12  June,  1869.    Commodore,  8  August,  1876. 

Baldwin,  Charles  H. 

Actinj?  Master,  22  November,  1861.  Honorably  discharged  10  December,  1865. 
Acting  Master,  23  April,  1867.    Resigned  4  September,  1868. 

Baldwin,  E.  M. 

Mate,  1  October,  1861.  Acting  Master,  24  February,  1862.  Honorably  dis- 
charged 12  March,  1866. 

Baldwin,  Franels  T. 

Mate,  28  July,  1863.    Resigned  25  March,  1865. 

Baldwin,  Frederick  P. 

Midshipman,  30  September,  1841.     Dismissed  6  June,  1845. 

Baldwin,  Henry  D. 

Mate,  11  September,  18C2.    Honorably  discharged  29  May,  1865 

Baldwin.  Isaac. 

Surgeon's  Mate,  24  July,  1818.    Last  appearance  on  Records  of  Navy  Department, 
1815. 
Baldwin,  James  F.  P. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 1  July,  1864.    Honorably  discharged  25  November,  1865. 
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Baldwin,  J*  II. 

Midshipman,  80  November,  1814.    Died  22  July,  1815. 

Baldwin,  Joseph  F. 

Mate.    Resigned  7  July,  1862. 

Baldwin,  John  B* 

Acting  Third  Assistant  Engineer,  2  July,  1863.  Honorably  discharged  16  Novem- 
ber, 1865. 

Baldwin,  L.loyd  B. 

Assistant  Surgeon,  1  May,  1875. 

Baldwin,  N.  P. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  7  December,  1865. 

Baldwin,  O.  P. 

Midshipman,  8  January,  1834.     Resigned  8  August,  1835. 

Baldwin,  Busscll. 

^lidshipman,  7  May,  1813.     Lieutenant,  13  January,  1825.    Died  25  April,  1882. 

Balflwin,  Thomas* 

Midshipman,  80  May,  1803.     Resigned. 

Baldwin,  Thomas. 

Acting  Master,  1  October,  1862.    Honorably  discharged  8  December,  1865 

Baldwin,  Thomas  £• 

Mate,  19  June,  1862.  Acting  Ensign,  9  August,  1862.  Acting  Master,  10  July 
1863.  Acting  Volunteer  Lieutenant,  19  July,  1864.  Honorably  discharged  5 
December,  1865. 

Baldwin,  W.  H. 

Midshipman,  1  January,  1812.    Resigned  14  July,  1816. 

Baldwin,  W.  H. 

Saibnaker,  21  May,  1817.    Resigned  21  April,  1826. 

Baldwin,  William. 

Surgeon's  Mate,  10  March,  1812.    Surgeon,  24  July,  1813.    Died  31  August,  1819 

Baldwin,  William  H. 

Acting  Master,  29  October,  1861.    Appointment  revoked  15  July,  1865. 

Baldwin,  W.  S. 

Mate,  9  July,  1863.  Honorably  discharged  3  August,  1865.  Mate,  12  June,  1866. 
Resigned  18  September,  1871. 

Baldjr,  €leorire  A. 

Acting  Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned 
7  April,  1874. 

Balestler,  B*  S* 

Mate,  22  October,  1803.    Appointment  revoked  6  May,  1865. 

Balfour,  George* 

Surgeon,  9  March,  1798.    Resigned  12  April,  1804. 

Balfour,  Gilbert. 

Acting  Assistant  Surgeon,  22  March,  1865.  Honorably  discharged  10  October, 
1865. 

Ball,  Charles  II. 

Second  Assistant  Engineer,  19  July,  1861.    Resigned  81  August,  1865. 

Ball,  George  W. 

Mate,  30  August,  1864.    Honorably  discharged  21  October,  1865. 

Ball,  John. 

Boatswain,  14  October,  1824.  Resigned  11  November,  1833.  Boatswain,  16  June, 
1837.    Died  8  March,  1839. 

Ball,  John  L. 

Midshipman,  4  December,  1822.  Lieutenant,  27  May,  1830.  Cashiered  17  Janu- 
ary, 1840. 


GENERAL  NAVY  REGISTER.  47 

Ball,  liysander  €• 

Mate,  26  October,  1863.  Acting  Ensign,  16  March,  1865.  Honorably  discharged 
1  November,  1865. 

Ball,  Richard  T.  HI. 

Assistant  Paymaster,  16  June,  1880. 

Ball,  Hilliam  H. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenant,  25 
February,  1841.    Died  18  September,  1861. 

Ballantine,  BaTid  W. 

Assistant  Surgeon,  22  May,  1862.    Died  10  September,  1863. 

Ballard,  Edward. 

Master,  28  February,  1800.    Last  appearance  on  Records  of  Navy  Department. 

Ballard,  Edward  J* 

Midshipman,  24  February,  1809.  Lieutenant,  2  June,  1813.  Killed  in  action  1 
June,  1813.    (Commission  issued  before  news  of  the  action  was  received.) 

Ballard,  Henrj  E. 

Midshipman,  1  November,  1804.  Lieutenant,  26  April,  1810.  Commander,  27 
April,  1816.    Captain,  3  March,  1825.    Died  28  May,  1855. 

Ballard,  John. 

Lieutenant,  2  October,  1798.    Resigned  15  August,  1801 . 

Ballard,  Jonathan  HI. 

Master's  Mate,  14  June,  1842.    Gunner,  23  November,  1847. 

Ballard,  Ullllam. 

Midshipman,  2  March,  1803.  Lieutenant,  28  March,  1807.  Last  appearance  on 
Records  of  Navy  Department.    Dead. 

Ballean^  Thomas. 

Midshipman,  1  January,  1825.  Last  appearance  on  Records  of  Navy  Department, 
80  August,  1825.    Dead. 

Balls,  John  G. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Honorably  discharged  14  Feb- 
uary, 1868. 

Balthls,  DaTid  T. 

Mate,  21  October,  1864.    Discharged  5  October,  1865. 

Baltcer,  Robert  HI* 

Assistant  Surgeon,  8  February,  1832.  Passed  Assistant  Surgeon,  8  November, 
1836.    Died  4  January,  1838. 

Bamford,  Charles  €• 

Mate,  30  December,  1863.    Resigned  29  May,  1865. 

Bampton,  Benjamin  €• 

Third  Assistant  Engineer,  21  May,  1857.    Second  Assistant  Engineer,  2  August,  1859. 
First  Assistant  Engineer,  17  December,  1862.     Retired  list,  6  September,  1873. 

Bancroft,  Kirk  H. 

Acting  Assistant  Surgeon,  27  January,  1864.  Honorably  discharged  9  November, 
1865. 

BancroO,  John. 

Acting  Boatswain,  11  September,  1852.    Resigned  26  January,  1853. 

Bandel,  Decatur  A. 

Acting  Third  Assistant  Engineer,  6  May,  1864.  Honorably  discharged  11  Decem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  10  May,  1866.  Discharged  81 
August,  1867. 

Banfc,  TieiU  C. 

Master,  23  August,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Baniss,  £li  A. 

Mate,  26  September,  1863.    Resigned  19  August,  1864. 
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Bankhead,  J*  HI. 

Midshipman,  28  February,  1834.    Resigned  28  May,  1887. 

Bankhead,  John  P. 

Midshipman,  10  August,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  8 
May,  1851.  Lieutenant,  7  April,  1852.  Commander,  16  July,  1862.  Captain, 
25  July,  1866.    Died  27  April,  1867. 

Banks,  Harrison. 

Acting  Ensign,  24  September,  1863.    Resigned  80  Noyember,  1864. 

Banks,  James. 

Boatswain,  21  July,  1817.    Died  10  Noyember,  1841. 

Bannan,  Bouglas  B. 

Assistant  Surgeon,  22  October,  1861.  Passed  Assistant  Surgeon,  24  April,  1865. 
Surgeon,  7  Noyember,  1869.    Died  18  Noyember,  1871. 

Banning,  Freeborn. 

Midshipman,  80  April,  1798.  Lieutenant,  1  June,  1799.  Resigned  9  February, 
1802. 

Bannister,  John. 

Midshipman,  2  February,  1829.    Died  8  June,  1885. 

Bannister,  R.  B. 

Assistant  Surgeon,  28  June,  1838.    Died  12  July,  1844. 

Bannister,  S.  B. 

Sailmaker,  17  July,  1826.    Resigned  10  July,  1844. 

Bannister,  W.  €. 

Midshipman,  1  April,  1828.     Resigned  6  June,  1888. 

Banten,  Clinton. 

Acting  Ensign,  24  January,  1863.    Resigned  7  July,  1868. 

Barber,  Franels  HI. 

Acting  Midshipman,  27  December,  1861.  Graduated  September,  1865.  Enngn, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  13  January,  1879. 

Barber,  James  E* 

Acting  Assistant  Surgeon,  6  May,  1868.    Resigned  21  March,  1864. 

Barber,  Joel  A. 

Midshipman,  22  June,  1867.  Graduated  6  Juno,  1871.  Ensign,  14  July,  1872. 
Master,  8  August,  1876. 

Barbot,  Alphonse. 

Midshipman,  26  February,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  10 
June,  1852.    Lieutenant,  22  March,  1858.    Dismissed  10  June,  1861. 

,  Alexander  J. 

Midshipman,  14  May,  1846.    Resigned  26  July,  1850. 

Barclay,  Charles  James. 

Acting  Midslnpman,  21  September,  1860.  Acting  Ensign,  6  October,  1868. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Barclay,  J.  O. 

Acting  Master,  24  May,  1861.    Resigned  28  April,  1864. 

Barclay,  J.  O.  €. 

Assistant  Surgeon,  17  October,  1889.  Passed  Assistant  Surgeon,  25  November, 
1844.    Surgeon,  4  April,  1854.     Died  7  December,  1865. 

Barclay,  John  B. 

Acting  Master,  9  November,  1861.  Resigned  22  August,  1862.  Acting  Ensign, 
18  October,  1862.    Resigned  28  January,  1865. 

Barclay,  Peter. 

Mate,  20  November,  1868.    Honorably  discharged  8  February,  1866. 
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Barelaj,  Richard  R. 

Acting  Ensign,  22  September,  1864.    Honorably  discharged  5  October,  1865. 

Barclay,  Wllllain  H. 

Acting  Third  Assistant  Engineer,  8  June,  1863.  Honorably  discharged  28  Octo- 
ber, 1865. 

Barden,  IjCtI. 

Master,  17  March,  1800.    Relieved  25  April,  1805. 

Barken  bile,  €• 

Carpenter,  18  August,  1819.     Discharged  July,  1820. 

Barker,  A.  J.  !<• 

Mate,  12  Noyembcr,  1861.  Acting  Ensign,  14  April,  1864.  Honorably  dis- 
charged 1  November,  1865. 

Barker,  Albert  S. 

Acting  litidsbipman,  25  October,  1850.  Ensign,  25  November,  1862.  Lieutenant, 
27  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  28 
March,  1877. 

Barker,  Edward  T* 

Acting  Assistant  Paymaster,  26  December,  1863.    Discharged  4  February,  1866. 

Barker,  Oeorge  F. 

Acting  Assistant  Paymaster,  14  August,  1868.    Resigned  4  November,  1864. 

Barker,  Henry  S. 

Third  Assistant  Engineer,  26  February,  1851.    Died  25  July,  1855. 

Barker,  James  T. 

Boatswain,  27  April,  1872. 

Barker,  John  K. 

Acting  Ensign,  15  May,  1868.  Acting  Master,  31  December,  1864.  Honorably 
discharged  18  September,  1865. 

Barker,  John  R. 

Midshipman,  11  February,  1841.    Dropped  17  August,  1847.  * 

Barker,  Joseph  B. 

Acting  Ensign,  25  February,  1864.    Resigned  22  May,  1865. 

Barker,  Josiah. 

Naval  Constructor ;  date  not  known.     Dismissed  9  July,  1846. 

Barker,  J.  W. 

Midshipman,  1  July,  1828.     Resigned  20  May,  1829. 

Barker,  RIehard. 

Midshipman,  30  May,  1820.     Resigned  14  February,  1821. 

Barker,  Stephen  N. 

Mate,  23  July,  1863.    Acting  Ensign,  1  January,  1865.    Resigned  15  February,  1866. 

Barker,  Theodore. 

Acting  Assistant  Paymaster,  1  April,  1863.    Discharged  7  March,  1866. 

Barker,  William. 

3Iate,  12  November,  1861.  Appointment  revoked  25  March,  18C3.  Acting  Ensign, 
23  April,  1864.    Honorably  discharged  23  November,  1805. 

Barker,  U  llllam  S. 

Mate,  29  January,  1863.     Dismissed  23  November,  1863. 

Barker,  William  W. 

Midshipman,  26  March,  1800.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Barkman,  F.  W. 

Mate,  3  September,  1863.  Acting  Ensign,  13  May,  1865.  Honorably  discharged 
15  December,  1865. 

Barlow,  Charles  B. 

Mate,  31  October,  1861.  Acting  Ensign,  17  July,  1862.  Resigned  11  February, 
1863. 
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Barlow,  Frederick  S* 

Third  Assistant  Engineer,  23  June,  1860.  Second  Assistant  Engineer,  80  July> 
1862.    Lost  on  the  Tecumseh,  5  August,  1864. 

Barlow,  Tbomas* 

Midshipman,  9  June,  1811.    Resigned  29  December,  1813. 
Barlow,  Walter  S. 

Acting  Third  Assistant  Engineer,  9  January,  1863.  Honorably  discharged  2  De- 
cember, 1865. 

Barlow,  Waller  S* 

Acting  Second  Assistant  Engineer,  7  July,  1863.  Honorably  discharged  2  Decem> 
ber,  1865. 

Barnard*  Benjamin  H* 

Mate,  15  July,  1864.    Honorably  discharged  24  October,  1865. 

Barnard,  C^eorge  A. 

Acting  Third  Assistant  Engineer,  21  May,  1864«  Honorably  discharged  18 
August,  1865. 

Barnard,  Iiemuel* 

Third  Assistant  Engineer,  16  January,  1863.    Resigned  21  March,  1866. 

Barnard,  Robert  C. 

Acting  Boatswain,  25  April,  1863.    Appointment  revoked  11  August,  1864. 

Barnard,  Robert  €• 

Acting  Gunner,  23  August,  1851.    Dismissed  4  August,  1852. 

Barnard,  Warren. 

Carpenter,  28  June,  1867. 

Barnes,  Breasted. 

Carpenter ;  date  not  known.    Died  2  November,  1819. 

Barnes,  George  P. 

Acting  Sailmaker,  9  November,  1874.  Resigned  31  March,  1875.  Acting  Sail- 
maker,  20  February,  1878. 

Barnes  George  W. 

Mate,  24  June,  1868.    Resigned  28  November,  1864. 

Barnes,  George  W. 

Acting  Third  Assistant  Engineer,  4  June,  1864.  Appointment  revoked,  (Sick,)  6 
September,  1864. 

Barnes,  Henry  E. 

Boatswain,  4  March,  1863.    Retired  list,  19  December,  1876. 

Barnes,  Isaac  HI. 

Mate,  22  January,  1865.    Deserted  30  September,  1865. 

Barnes,  James, 

Acting  Third  Assistant  Engineer,  9  January,  1862.    Resigned  21  March,  1868. 

Barnes,  James  O. 

Mate,  11  February,  1862.    Resigned  9  June,  1862. 

Barnes,  John  S. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  10  June,  1854.  Passed  Mid- 
shipman, 22  November,  1856.  Master,  22  January,  1858.  Resigned  5  October, 
1858.    Lieutenant-Commander,  16  July,  1862.     Resigned  4  February,  1869. 

Barnes,  I^akin. 

Mate,  11  October,  1862.  Acting  Ensign,  23  August,  1863.  Honorably  discharged 
27  October,  1865.    Acting  Ensign,  9  July,  1866.    Mustered  out  2  June,  1868. 

Barnes,  iVathan,  Jr. 

Midshipman,  22  February,  1834.    Resigned  28  August,  1839. 

Barnes,  IVathan  Hale. 

Midshipman,  27  July,  1863.  Graduated,  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  12  December,  1872. 
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^^umes,  Samuel  £• 

Acting  Second  Assistant  Engineer,  0  December,  1 861.    Resigned  15  February,  1862. 

^^^mes,  Wlnslow  B 

Acting  Ensign,  8  March,  1864.     Resigned  26  April,  1865. 

^«.mett,  Albert  £• 

Mate,  26  June,  1862.  Acting  Ensign,  6  July,  1863.  Honorably  discharged  30 
September,  1865. 

Garnet,  £dward  A. 

Midshipman,  24  June,  1837.  Passed  Midshipman,  29  June,  1848.  Acting  Master, 
13  January,  1847.  Lieutenant,  4  August,  1850.  Commander,  16  July,  1862. 
Died  26  May,  1864. 

Barnett,  Jacob. 

Acting  Third  Assistant  Engineer,  15  June,  1864.    Discharged  5  February,  1865. 

Barnett,  James. 

Gunner,  27  May,  1800.    Not  in  service,  1  June,  1804 

Barnett,  Washington. 

Acting  Third  Assistant  Engineer,  9  April,  1863.  Honorably  discharged  9  Sep- 
tember, 1865. 

Barnett,  William  €. 

Acting  Third  Assistant  Engineer,  16  September,  1861.  Acting  Second  Assistant 
Engineer,  10  April,  1863.    Appointment  revoked,  (Sick,)  16  March,  1865. 

Barnette,  William  J. 

Midshipman,  27  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  28  December,  1872. 

Barnewell,  Edward. 

Midshipman,  4  July,  1817.    Died  17  September,  1823. 

Bamewell,  Kdward. 

Master,  29  January,  1814.    Lieutenant,  22  July,  1814.    Lost  in  Bpertner,  1815. 

Barney,  Charles   S. 

Acting  Ensign,  27  January,  1863.  Acting  Master,  27  June,  1864.  Honorably  dis- 
charged 13  October,  1865. 

Barnej,  Joseph  'N. 

Midshipman,  30  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22  March, 
1847.    Lieutenant,  6  August,  1847.    Dismissed  4  June,  1861. 

Barnej,  Joshna. 

Midshipman,  1  January,  1818.    Died  30  September,  1823. 

Barney,  Joshua. 

Captain,  25  April,  1814.    Flotilla  Service.    Died  1  December,  1818. 

Barney,  Samuel  C 

Midshipman,  27  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  23  June, 
1847.  Lieutenant,  12  November,  1847,  Reserved  list,  12  November,  1847.  Dis- 
missed 6  March,  1863. 

Barnhouse,  Auini^^u^* 

Midshipman,  10  May,  1820.    Resigned  12  May,  1825. 

Barn  house,  W.  li. 

Sailmaker,  2  February,  1814.     Resigned  6  July,  1815. 

Barnieoat,  £.  W. 

Carpenter,  17  December,  1841.    Retired  list,  16  November,  1873. 

Barnieoat,  J.  A. 

Carpenter,  7  June,  1836.     Resigned  14  September,  1836. 

Barnum,  Augustus. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  13  September,  1862.  Acting  First  Assistant  Engineer,  21  July,  1864. 
Honorably  discharged  25  October,  1865. 
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Barn  am,  I>aniel. 

Acting  Second  Assistant  Engineer,  4  September,  ISGo.  Dismissed  20  February, 
1864. 

Barnum,  Ricbard. 

Assistant  Surgeon,  11  March,  1829.     Resigned  23  September,  1829. 

Barnwell,  William  J. 

Surgeon's  Mate,  28  July,  1810.  Surgeon,  27  April,  1816.  Resigned  15  December, 
1823. 

Barr,  John. 

Gunner,  4  August,  1841.    Died  20  April,  1840. 

Barr,  Jobn  C 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant 
Engineer,  23  December,  1863.    Resigned  28  September,  1864. 

Barr,  Jobn  O. 

Mate,  1  October,  1862.  Acting  Ensign,  28  September,  1864.  Honorably  discharged 
28  February,  1866. 

Barr,  William  M. 

Acting  Third  Assistant  Engineer,  19  December,  1861.    Third  Assistant  Engineer, 

17  March,  1863.    Second  Assistant  Engineer,  1  September,  1864.    Resigned  16 
April,  1866. 

Barrabino,  Ji.  C 

Assistant  Surgeon,  28  February,  1833.  Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.    Died  13  April,  1852. 

Bar  rand,  Jobn  T. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

18  April,  1855.    Lieutenant,  14  September,  1855.    Died  29  August,  1860. 

Barrel!,  George. 

Midshipman,  17  August,  1799.    Resigned  17  April,  1810. 

Barrett,  £dward. 

Midshipman,  8  November,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  6  February,  1866.  Captain,  7  May,  1871.  Commo- 
dore, 11  June,  1879.    Died  81  March,  1880. 

Barrett,  George  W. 

Mate,  2  October,  1861.  Acting  Ensign,  9  April,  1863.  Acting  Master,  24  August, 
1864.    Honorably  discharged  28  October,  1865. 

Barrett. 

Mate,  16  August,  1861.  Acting  Ensign,  30  September,  1863.  Honorably  dis- 
charged 18  July,  1868. 

Barrett,  Peter. 

Gunner,  7  May,  1862.    Died  6  November,  1871. 

Barrett,  Tbomas  B. 

Midshipman,  8  May,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  11 
February,  1844.    Died  11  November,  1847. 

Barrett,  Tbomas  H. 

Acting  Third  Assistant  Engineer,  25  July,  1864.  Honorably  discharged  1 9  June, 
1865. 

Barrett,  William  H. 

Carpenter,  8  October,  1872. 

Barrett,  William  JNL. 

Mute,  22  January,  1865.    Honorably  discharged  20  December,  1865. 

Barringer,  Jeremiab. 

Acting  Third  Assistant  Engineer,  18  November,  1864.  Honorably  discharged  17 
September,  1865. 

Barrington,  fSamnel. 

Surgeon^s  Mate,  8  January,  1828.  Passed  Assistant  Surgeon,  8  March,  1885.  Sur- 
geon, 9  February,  1837.    Died  4  September,  1862. 


GENERAL  NAVY  REGISTER.  53 

Barrinston,  William  J. 

ActiDg  Third  Assistant  Engineer,  13  December,  1862.  Honorably  discliargcd  27 
March,  1868. 

JBiu*roll,  Henry  H. 

Midshipman,  28  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  20  October,  1875. 

Barron,  Jacob. 

Acting  Ensign,  12  March,  1863.  Resigned  9  November,  1863.  Acting  Ensign,  9 
March,  18G4.  Acting  Master,  20  April,  1865.  Honorably  discharged  26  De- 
cember, 1865.    Acting  Master,  11  December,  1866.    Mustered  out  31  May,  1868. 

Barron,  James. 

Lieutenant,  9  March,  1798.    Captain,  22  May,  1799.    Died  21  April,  1851. 

Harron,  Jobn. 

\.cting  Third  Assistant  Engineer,  28  December,  1861.  Acting  Second  Assistant 
Engmeer,  22  January,  1864.    Resigned  (Sick,)  2  March,  1865. 

Barron,  Samnel. 

Captain,  13  September,  1798.    Died  29  October,  1810. 

Barron,  fSamnel. 

•Midshipman,  1  January,  1812.    Lieutenant,  3  March,  1827.    Commander,  15  July, 
1847.    Captain,  14  September,  1855.    Dismis&ed  22  May,  1861. 

Barron,  William  J. 

Acting  Third  Assistant  Engineer,  19  September,  1864.     Resigned  22  June,  1865. 

Barrongbelongb,  Edward. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  20 
December,  1865. 

Barrows,  Benry  €• 

Acting  Third  Assistant  Engineer,  23  March,  1865,  Honorably  discharged  4  Jan- 
uary, 1870. 

Barry,  Edward. 

Master,  28  February,  1809.    Died  2  May,  1880. 

Barry,  Edward  B. 

Midshipman,  20  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  29  January,  1872.     Lieutenant,  6  April,  1875. 

Barry,  Erastus. 

Acting  Third  Assistant  Engineer,  16  October,  1861.  Acting  Second  Assistant 
Engineer,  23  June,  1864.    Honorably  discharged  26  November,  1865. 

Barry,  Franeis  E. 

Midshipman,  29  June,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant,  25 
February,  1841.    Died  19  August,  1844. 

Barry,  Garrett. 

Chaplain,  30  May,  1809.  Last  appearance  on  Records  of  Navy  Department,  3  May, 
1813. 

Barry,  Garrett  B. 

Purser,  3  March,  1825.  Pay  Director  on  Retired  list,  3  Marcli,  1871.  Died  26 
February,  1876. 

Barry,  Gerard  II. 

Acting  Ensign,  14  May,  1863.    Appointment  revoked  (Sick,)  3  October,  1864. 

Barry,  George  J. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  3  August, 
1859.    First  Assistant  Engineer,  1  July,  1801.     Chief  Enprineer,  10  November, 

1863.  Retired  list,  24  March,  1874.     Died  10  Novembar,  1877. 

Barry,  James  B. 

Mate,  15  November,  1861.  Acting  Ensign,  24  Januar}*,  1804.  Honorably  dis- 
charged 16  September,  1865. 

Barry,  James  J. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April, 

1864.  First  Assistant  P^ngineer,  1  .January,  1808. 
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Barry,  James  J. 

Midshipman,  20  December,  1837.    Resigned  20  September,  1842. 

Barry,  Jobn. 

Captain,  0  June,  1794.    Died  13  September,  1803. 

Barry,  Jobn. 

Midshipman,  28  September,  1798.    Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Barry,  John. 

Master,  3  August,  1831.    Resigned  9  July,.  1833. 

Barry,  Jonathan. 

Gunner,  8  July,  1837.    Resigned  5  August,  1837. 

Barry,  Patrick  H. 

Third  Assistant  Engineer,  3  May,  1862.    Died  1  August,  1868. 

Barry,  Robert  T. 

Assistant  Surgeon,  26  March,  1834.    Passed  Assistant  Surgeon,  12  July,  1839. 
Surgeon,  23  February,  1844.    Died  14  August,  1857. 

Barry,  Tbomas. 

Gunner,  2  July,  1814.    Resigned  19  November,  1826.    Master,  19  February,  1841. 
Killed  by  accident,  27  June,  1842. 

Barry,  William. 

Boatswain,  7  May,  1804.    Last  appearance  on  Records  of  Navy  Department,  3 
July,  1807. 

Barry,  William  A. 

Carpenter,  1  May,  1878. 

Barry,  William  W. 

Acting  Assistant  Paymaster,  80  July,  1863.    Discharged  13  September,  1866. 

Barry,  William  W. 

Assistant  Paymaster,  15  March,  1870.    Passed  Assistant  Paymaster,  12  April,  1877. 

Barrjrmore,  Josepb  II. 

Midshipman,  16  August,  1806.    Resigned  5  December,  1808. 

Barrymorey  William. 

Mate,  4  November,  1861.    Acting  Ensign,  28  January,  1863.    Acting  Master,  23 
July,  1863.    Honorably  discharged  13  December,  1865. 

Barston,  HaTiland. 

Third  Assistant  Engineer,  1  July,  1861.   Second  Assistant  Engineer,  18  December, 

1862.  First  Assistant  Engineer,  11  October,  1866.     Lost  on  "  One'tda;'  24  Janu- 
ary, 1870. 

Barstow,  Robert. 

Mate,  22  May,  1861.    Acting  Ensign,  1  December,  1862.     Acting  Master,  9  June, 

1863.  Honorably  discharged  18  February,  1867. 

Barstow,  Solomon. 

Mate,  15  March,  1864.    Honorably  discharged  30  September,  1865. 

Barstow,  Sidney. 

Mate,  16  June,  1865.    Appointment  revoked  4  August,  1865. 

Bartbolomew,  B. 

Midshipman,  80  November,  1814.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1819. 

Bartbolomew,  Henry  I«. 

Acting  Assistant  Surgeon,  6  November,  1863.    Honorably  discharged  28  Novem- 
ber, 1865. 

Bartbolomew,  I^.  S. 

First  Assistant  Engineer,  1  September,  1845.    Resigned  20  April,  1847. 

Bartbolomew,  layman. 

Mate,  21  November,  1861.    Acting  Master,  11  April,  1862.     Died  20  December,  1864. 
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Bartfemaii,  Ricbard  HI. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  0  May, 
1857.  First  Assistant  Engineer,  2  August,  1859.  Chief  Engineer,  28  October, 
1861. 

Bartlet,  Francis. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  10  June,  1833.  Resigned  5 
December,  1838. 

Bartlett,  Cbarles  H. 

Assistant  Paymaster,  4  December,  1869.  Passed  Assistant  Paymaster,  25  Septem- 
ber, 1875. 

Bartlett,  Charles  Ward. 

Midshipman,  2  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  17  March,  1875. 

Bartlett,  Cornelins. 

Acting  Ensign,  23  September.  1862.     Honorably  discharged  22  November,  18G5. 

Bartlett,  Elisha  P. 

Acting  Second  Assistant  Engineer,  4  September,  1863.  Acting  First  Assistant 
Engineer,  14  February,  1864.     Honorably  discharged  19  November,  1807. 

Bartlett,  £zra. 

Mate,  23  January,  1862.  Acting  Ensign,  23  November,  1804.  Honorably  dis- 
charged 21  March,  1866. 

Bartlett,  Frank  W. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 

Bartlett,  Henry  E. 

Acting  Master,  23  June,  1863.     Appointment  revoked  8  February,  1868. 

Bartlett,  John  K. 

Boatswain,  4  September,  1858.  Resigned  9  August,  1859.  Re-appointed  5  Octo- 
ber, 1859.    Resigned  21  March,  1873. 

Bartlett,  John  R. 

Acting  Midshipman,  28  November,  1859.  Ensign,  8  September,  1863.  Lieutenant, 
27  February,  1864.  Lieutenant-Conunander,  25  July,  1866.  Commander,  25 
April,  1877. 

Bartlett,  Joseph  T. 

Midshipman,  9  September,  1841.     Drowned  30  March,  1846. 

Bartlett,  Stephen  €. 

Acting  Assistant  Surgeon,  31  December,  1864.  Honorably  discharged  31  Decem- 
ber 1865. 

Bartlett,  Washing^ton  A. 

Midshipman,  23  January,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant, 
22  November,  1844.     Dropped  28  September,  1855. 

BartlinK   Charles  €• 

Sailmaker,  9  October,  1844.     Resigned  18  July,  1845. 

Bartol    John. 

Mate,  January,  1862.  Acting  Ensign,  20  July,  1863.  Honorably  discharged  12 
October,  1865. 

Barton,  Charles  C. 

Midshipman,  1  December,  1824.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.    Died  28  August,  1851. 

Barton,  Charles  F. 

Acting  Ensign,  15  February,  1865.     Honorably  discharged  28  October,  1865. 

Barton,  £dward  I>. 

Acting  Assistant  Paymaster,  22  July,  1861.     Died  1  September,  1862. 

Barton,  G.  I>e  F. 

Acting  Assistant  Paymaster,  5  December,  1862.  Assistant  Paymaster,  2  July, 
1864.    Paymaster,  4  May,  1866.     Resigned  12  April,  1869. 
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Barton,  C^eorge  F. 

Third  Assistant  EDgiseer,  26  February,  1851.  Second  Assistant  Engineer,  21  Hay» 
1858.    Died  4  September,  1853. 

Barton,  James  A. 

Third  Assistant  Engineer,  16  January,  1863.    Resigned  5  March,  1868. 

Barton,  Jeremiah. 

Lieutenant,  8  June,  1708.    Resigned  14  September,  1800. 

Barton,  John  K. 

Cadet  Engineer,  1  October,  1871.  Graduated  31  May,  1873.  Assistant  Engineer,  2S 
January,  1874.    Passed  Assistant  Engineer,  1  November,  1879. 

Barton,  John  T. 

Assistant  Surgeon,  80  May,  1844.    Died  22  August,  1846. 

Barton,  Jonahan  Q,. 

Acting  Assistant  Paymaster,  30  January,  1864.  Assistant  Paymaster,  2  March,. 
1867.    Passed  Assistant  Pajrmaster,  10  February,  1870. 

Barton,  Philip  H. 

Acting  Assistant  Surgeon,  5  April,  1864.    Honorably  discharged  9  October,  1865^ 

Barton,  Robert  R. 

Surgeon,  24  July,  1818.    Resigned  24  February,  1824. 

Barton,  Thomas  €• 

Mate,  25  October,  1862.    Resigned  14  April,  1864. 

Barton,  William  Henry. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master,. 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  2^ 
July,  1866.    Resigned  17  June,  1867. 

Barton,  William  H. 

Acting  Gunner,  18  April,  1868.    Honorably  discharged  28  November,  1865. 

Barton,  W.  P.  €• 

Surgeon,  28  June,  1809.  Died  29  February,  1856. 

Bartow,  Theodore  B. 

Chaplain,  8  September,  1841.    Died  18  May,  1869. 

Bartram,  Charles  II. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Appointment  revoked  % 
June,  1865. 

Bartram,  William  H. 

Acting  Third  Assistant  Engineer,  12  July,  1864.  Honorably  discharged  1  Novem- 
ber, 1865. 

Bashford,  Andrew  P. 

Mate,  4  April,  1862.  Acting  Ensign,  10  September,  1868.  Honorably  discharged 
2  June,  1868.    Mate,  4  November,  1869. 

Bass,  £•  €• 

Acting  Ensign,  1  October,  1862.    Resigned  19  February,  1864. 

Bassett,  BaTid  I^. 

Acting  Assistant  Surgeon,  18  December,  1861.    Resigned  24  September,  1868. 

Bassett,  Ezra. 

Acting  Ensign,  1  June,  1864.    Honorably  discharged  28  October,  1865. 

Bassett,  Fletcher  S. 

Midshipman,  21  September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  13  April,  1872.    Lieutenant,  16  June,  1875. 

Bassett,  H.  W. 

Assistant  Surgeon,  26  May,  1824.  Surgeon,  25  May,  1826.  Killed  in  a  duel,  20- 
August,  1830. 

Bassett,  James. 

Master,  18  April,  1814.  Last  appearance  on  Records  of  Navy  Department,  Brig 
**  Enterpnse;'  22  April,  1815. 
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BmatteiU  James  €• 

Acting  AsBistant  Sturgeon,  18  January,  1865.  Honorably  discharged  10  October, 
1865. 

Bamett,  Orrille. 

Acting  Third  Aaaistant  Engineer,  15  December,  1862.  Honorably  discharged  9 
August,  1865. 

Bamett,  Simeon  S. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  6  May,  1859. 

Bassett,  Wesley  W. 

Midshipman,  9  March,  1838.  Passed  Midshipman,  2  July,  1845.  Master,  20  Feb- 
ruary, 1854.  Dismissed  22  September,  1854.  Acting  Assistant  Paymaster,  24 
Manth,  1862.  Resigned  14  January,  1865.  Master  on  Retired  list,  8  June,  1872. 
Lieutenant- Commander,  Retired  list,  22  March,  1875. 

Batehelder,  Andrew  J. 

Acting  Third  Assistant  Engineer,  24  November,  1862.  Appointment  revoked 
(Sick,)  6  April,  1868. 

Batehelder,  Joseph  €• 

Acting  Third  Assistant  Engineer,  20  December,  1868.  Honorably  discharged  15 
February,  1866. 

Bateheller,  OliTer  A. 

Acting  Midshipman,  28  November,  1859.  Ensign,  25  November,  1862.  Master,  15 
April,  1863.  Lieutenant,  22  February,  1864.  .Lieutenant-Commander,  25  July» 
1866.    Commander,  25  June,  1877. 

Bateman,  Arthur  £• 

Mate,  9  October,  1867.    Resigned  18  September,  1871. 

BateSf  Adna  A. 

Mate,  81  July,  1868.  Acting  Ensign,  16  August,  1864.  Honorably  discharged  18 
August,  1865. 

Bates,  Alexander  B. 

Third  Assistant  Engineer,  16  January,  1868.  Second  Assistant  Engineer,  28  May, 
1864.    First  Assistant  Engineer,  1  January,  1874. 

Bates,  Charles  J. 

Assistant  Surgeon,  7  March,  1888.  Passed  Assistant  Surgeon,  22  November,  1843. 
Died  26  August,  1847. 

Bates,  Frank. 

Acting  Ensign,  16  February,  1863.  Appointment  revoked  (Sick,)  28  August,  1863. 
Acting  Ensign,  31  March,  1863.    Resigned  13  April,  1864. 

Bates,  Harry  V. 

Mate,  28  July,  1864.    Honorably  discharged  1  November,  1865. 

Bates,  John. 

Boatswain,  20  October,  1845.    Dismissed  29  July,  1857. 

Bates,  John. 

Boatswain,  5  June,  1861.    Dismissed  28  October,  1864. 

Bates,  John  A. 

Purser,  2  March,  1831.    Retired  21  December,  1861.    Died  26  August,  1871. 

Bates,  John  A.,  Jr. 

Assistant  Paymaster,  19  March,  1862.  Paymaster,  3  August,  1865.  Died  4  March, 
1867. 

Bates,  Moses  in. 

Midshipman,  9  August,  1799.     Resigned  and  entered  the  Army  in  1800. 

Bates,  I¥athan  B. 

Acting  First  Assistant  Engineer,  3  October,  1861.    Dismissed  16  September,  1863. 

Bates,  Newton  Ij. 

Assistant  Surgeon,  24  June,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 16  September,  1865. 
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Bates,  Nicholas  B. 

Acting  Second  Assistant  Engineer,  18  December,  1861.     Resigned  6  August,  1862. 

Bates,  Phineas  R. 

Acting  Master,  12  April,  1862.    Appointment  revoked  18  April,  1862. 

Bates,  Riebard. 

Acting  Ensign,  20  December,  1868.  Acting  Master,  20  June,  1865.  Honorably 
discharged  81  October,  1865. 

Bates,  Thomas. 

Acting  Master,  1  October,  1862.    Dismissed  19  March,  1864. 

Bates,  William. 

Acting  Master,  7  December,  1861. '  Honorably  discharged  14  November,  1865. 

Bates,  William  H. 

Acting  Assistant  Surgeon,  15  April,  1868.  Honorably  discharged  6  November, 
1865. 

Bath,  John. 

Mute,  3  May,  1862.  Acting  Ensign,  24  January,  1863.  Dismissed  9  October, 
1863. 

Batione,  Bominick  B. 

Acting  Assistant  Paymaster,  15  March,  1865.  Discharged  18  October,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  26  August,  1868. 
Died  5  September,  1878. 

Battelle,  ETerett. 

Third  Assistant  Engineer,  2?  June,  1862.    Resigned  29  June,  1S65. 

Batten,  James  M. 

Acting  Third  Assistant  Engineer,  22  August,  1862.  Acting  Second  Assistant 
Engineer,  27  July,  1863.    Honorably  discharged  30  December,  1865. 

Battiu,  John  M. 

Acting  Assistant  Surgeon,  22  March,  1864.  Honorably  discharged  20  March, 
1866. 

Battle,  fSamnel  W. 

Assistant  Surgeon,  1  October,  1875. 

Baner,  Henry  €. 

Acting  Second  Assistant  Engineer,  3  August,  1864.  Honorably  discharged  26  De- 
cember, 1865. 

Bangh,  Riehard. 

Midshipman,  16  January,  1809.    Resigned  15  September,  1810. 

Banghmau^  C^eorge  £. 

Assistant  Paymaster,  14  July,  1870.  Passed  Assistant  Paymaster,  8  March,  1879. 
Died  4  August,  1880. 

Banghman,  Henry  €• 

Assistant  Engineer,  13  October,  1875. 

Baulsir,  William  J. 

Acting  Master,  27  November,  1861.    Resigned  12  March,  1862. 

Baumgarten,  G.  H.  E. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  5  May,  1865. 

Banry,  Frederiek. 

Midshipman,  18  May,  1809.  Lieutenant,  9  December,  1814.  Lost  in  the  Sloop 
"  TToap,"  1815. 

Banry,  Frederiek  F. 

Mate,  1861.  Acting  Master,  14  May,  1862.  Acting  Volunteer  Lieutenant,  85 
August,  1864.    Honorably  discharged  8  February,  1869. 

Baxter,  Alfred. 

Mate,  21  August,  1862.  Acting  Gunner,  17  December,  1862.  Appointment  re- 
voked 20  June,  1864.    Mate,  26  May,  1866.    Resigned  11  April,  1867. 
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Baxter,  Charles  H. 

Acting  Ensign,  22  October,  1862,  Acting  Master,  29  March,  18C4.  Honorably 
discharged  3  November,  1865. 

Baxter,  J.  B. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Honorably  discharged  27  Decem- 
ber, 1865. 

Baxter,  Jamefi  W. 

Mate,  19  February,  1864. 

Baxter,  Oscar  F. 

Assistant  Surgeon,  25  January,  1842.    Resigned  17  April,  1848. 

Baxter,  Rodney. 

Acting  Master,  13  May,  1861.     Resigned  3  October,  1861. 

Baxter,  William  T* 

Acting  Third  Assistant  Engineer,  10  July,  1863.  Honorably  discharged  3  Janu- 
ary, 1866. 

Bay,  JVathaniel  G. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant,  1 
May,  1841.    Cashiered  14  October,  1842. 

Bayard,  A.  W.  W. 

Midshipman,  5  August,  1805.     Dismissed  30  October,  1805. 

Bayard,  Cliarles  €• 

Midshipman,  9  December,  1841.  Passed  Midshipman,  10  August,  1847.  Died  19 
February,  1850. 

Bayley,  Warner  B. 

Acting  Third  Assistant  Engineer,  4  August,  1864.  Mustered  out  28  April,  1869. 
Second  Assistant  Engineer,  2  September,  1870.  First  Assistant  Engineer,  21 
September,  1877. 

Baylor,  Adam  K. 

Mate,  31  August,  1864.  Honorably  discharged  30  July,  1868.  Mate,  81  December, 
1869.    Resigned  5  September,  1873. 

Baynton,  £dward. 

Midshipman,  18  May,  1809.     Dismissed  24  August,  1810. 

Bays,  George. 

Acting  Second  Assistant  Engineer,  11  March,  1863.     Resigned  25  August,  1865. 

Beacham,  Elisha  J. 

Gunner,  7  September,  1861. 

Beadel,  £dward  N. 

Midshipman,  19  October,  1841.     Lost  in  the  Orampvs,  March,  1843. 

Beale,  £dward  F. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  1 
August,  1849.     Lieutenant,  28  February,  1850.     Resigned  5  March,  1852. 

Beale,  Georp^e. 

Parser,  24  July,  1813.     Died  4  April,  1835. 

Beale,  Joseph. 

Midshipman,  1  April,  1799.  Lieutenant,  19  April,  1800.  Last  appearance  on 
Records  of  Navy  Department. 

Beale,  Joseph. 

Assistant  Surgeon,  6  September,  1837.  Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  19  April,  1848  Medical  Director,  3  March,  1871.  Surgeon-General,  8 
July,  1873.    Retired  list,  30  December,  1876. 

Beale,  Riehard  €. 

Lieutenant,  9  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Beale,  Robert. 

Midshipman,  1  January,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment 
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Beale,  Tbomas  T. 

Midshipman,  17  February,  ISOO.    Resigned  2  June,  1803. 

Beall,  Charles. 

Acting  Third  Assistant  Engineer,  20  October,  1863.    Honorably  discharged  27 
September,  1865. 

Beall,  Charles  F. 

Mate,  12  January,  1864.    Honorably  discharged  27  September,  1865. 

Beall,  John  H. 

Surgeon's  Mate,  28  April,  1804.    Resigned  15  October,  1807. 

Beam,  Peter  M. 

Mate,  23  December,  1864.    Honorably  discharged  14  September,  1865. 

Beaman,  £zra« 

Acting  Ensign,  9  April,  1863.    Acting  Master,  for  gallant  conduct,  19  March^ 
1864.    Honorably  discharged  81  December,  1865. 

Beaman,  Oeorge  W. 

Acting  Assistant  Paymaster,  5  March,  1862.    Assistant  Paymaster,  11  June,  1868. 
Paymaster,  28  March,  1866. 

Bean,  George  F. 

Mate,  12  February,  1864.    Honorably  discharged  31  October,  1865. 

Bean,  William  H. 

Third  Assistant  Engineer.  15  April,  1847.    Resigned  23  October,  1847. 

Beane,  John  W. 

Midshipman,  23  June,  1869.    Graduated  31  May,  1873.    Ensign,  16  July,  1875. 
Resigned  80  June,  1878. 

Beans,  fSamnel  S. 

Acting  Ensign,  5  October,  1864.    Honorably  discharged  17  January,  1866. 

Beard,  Alexander. 

Master,  1  March,  1814.    Discharged  15  April,  1815. 

Beard,  Oeorge  HI. 

Acting  Assistant  Surgeon,  5  March,  1864.    Resigned  18  October,  1865. 

Beard,  George  W. 

Third  Assistant  Engineer,  25  March,  1862.    Retired  list,  1  February,  1866.     As- 
sistant Engineer,  lietired  list,  24  July,  1867. 

Beard,  George  W. 

Acting  Third  Assistant  Engineer,  11  June,  1864.    Honorably  discharged  30  Octo- 
ber, 1865. 

Beard,  I«ewis. 

Midshipman,  10  January,  1840.    Resigned  23  July,  1844. 

Beard,  William  €• 

3Iidshipman,4  July,  1805.    Resigned  15  September,  1810. 

Beardslee,  I«ester  A. 

Midshipman,  5  March,  1850.    Passed  Midshipman,  20  June,  1856.    Master,  22 
January,  1858.    Lieutenant,  23  July,  1859.    Lieutenant-Commander,  16   July 
1862.    Commander,  12  June,  1869.  * 

Beardsley,  Edward  T. 

Acting  Third  Assistant  Engineer,  1  September,  1864.    Honorably  discharged  19 
May,  1866. 

Beardsley,  GroTe  S. 

Assistant  Surgeon,  1  July,  1861.    Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 25  July,  1866. 

Beardsley,  Bichard. 

Acting  Assistant  Paymaster,  17  December,  1861.    Resigned  27  June,  1864. 

Beardsley,  Bobert. 

Mate,  31  October,  1861.    Acting  Ensign,  3  November,  1863.   Honorably  discharged 
20  January,  1866. 
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BeMley,  C^eorge  F. 

Acting  AsslBtant  Surgeon,  5  March,  1864.  Honorably  discharged  15  September, 
1805. 

Beatde,  Frederick  A. 

Mate,  80  September,  18G4.  Honorably  discharged  12  October,  18G5.  Mate,  12 
May,  18G6.    Appointment  revoked  20  October,  1866. 

Beatde,  liucias  H. 

Acting  Master,  1  August,  1861.    Honorably  discharged  7  December,  1865. 

Beatde,  William  A. 

Mute,  5  June,  1862.  Acting  Ensign,  17  October,  1864.  Honorably  discharged  12 
May,  1865. 

Beatty,  F.  S. 

Surgeon's  Mate,  27  July,  1819.    Resigned  18  December,  1828. 

Beattjr,  Francis  G. 

Midshipman,  1  March,  1825.    Dismissed  10  December,  1880. 

Beatty,  Franlc  E. 

Midshipman,  21  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July,  1876. 

Beattjr,  Horatio. 

Midshipman,  1  January,  1812.    Resigned  6  September,  1822. 

Beatty,  John  T. 

Midshipman,  21  October,  1848.    Resigned  16  September,  1850. 

Beatty,  Thomas  A. 

Midshipman,.16  January,  1819.  Lieutenant,  24  July,  1818.  Resigned  29  Noyem- 
ber,  1814. 

Beanchamp,  Hiram. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  7  December,  1864. 

Beanchamp,  Joseph. 

Acting  Ensign,  8  September,  1868.    Resigned  17  November,  1864. 

Beaufort,  Franeis. 

Acting  Gunner,  1  October,  1862.    Resigned  5  June,  1868. 

Beaumart,  Horatio  IJ. 

Assistant  Surgeon,  29  April,  1864.  Passed  Assistant  Surgeon,  26  October,  1868. 
Surgeon,  5  April,  1875. 

Beanmont,  John  C 

Midshipman,  1  March,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  80 
August,  1851.  Lieutenant,  29  August,  1852.  Commander,  16  July,  1862.  Re- 
tired list,  27  April,  1868.  Captain,  Active  list,  10  June,  1872.  Commodore,  14 
June,  1874. 

Beck,  Alfred  HI. 

Mate,  4  February,  1863.  Resigned  9  October,  1868.  Mate,  81  December,  1868. 
Honorably  discharged  25  July,  1865. 

Beck,  €.  E. 

Acting  Ensign,  29  June,  1863.    Honorably  discharged  2  December,  1865. 

Beck,  Daniel. 

Midshipman,  24  November,  1800.    Resigned  8  January,  1801. 

Beck,  Francis  W. 

Mate,  29  April,  1863.    Appointment  revoked  16  January,  1864. 

Beck,  John  H. 

Midshipman,  18  May,  1809.     Resigned  16  September,  1810. 

Beck,  Morris  B« 

Assistant  Surgeon,  2  December,  1841.  Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  10  May,  1861. 

Beck,  8amuel. 

Midshipman,  12  April,  1818.  Last  appearance  on  Records  of  Navy  Department, 
**  Neptune^'^  25  September,  1815. 
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Beck,  Sydney  S. 

Mate.    Acting  Ensign,  28  October,  1862.    Resigned  3  February,  1864. 

Beck,  William  W. 

Mate,  27  May,  1864.  Acting  Ensign,  8  December,  1864.  Honorably  discbarge' 
7  October,  1868.     Mate,  24  January,  1870. 

Becker,  Jamefi. 

Mate,  20  January,  1862.     Dismissed  29  November,  1862. 

Beckett,  B.  F. 

Acting  Second  Assistant  Engineer,  1861.  Appointment  revoked  12  Februaxji 
1862.  Actir^g  Second  Assistant  Engineer,  20  June,  1862.  Actins  First  Assistant 
Engineer,  25  February,  1868.     Honorably  discharged  17  November,  1867. 

Beckett,  llattliew. 

Mate,  16  September,  1861.    Resigned  17  May,  1864. 

Beckham,  J.  B. 

Midshipman,  1  December,  1824.    Died  11  September,  1825. 

Beckley,  Noah. 

Acting  Third  Assistant  Engineer,  2  July,  1862.    Died  Magnolia,  10  October,  1862. 

Beckwith,  Edward  J. 

Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Beckwith,  Henry  €• 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  November 
18G3.    First  Assistant  Engineer,  1  January,  1868.  Retired  list,  2  December,  187i 

Beckwith,  I.  L,.  H. 

Midshipman,  16  January,  1840.    Dismissed  23  September,  1844. 

Beckwith,  S.  M. 

Gunner,  14  March,  1843.    Resigned  80  September,  1853. 

Bedford,  Joseph. 

Midshipman,  1  April,  1804.    Resigned  80  June,  1804. 

Bee,  B.  F. 

Acting  Second  Assistant  Engineer,  12  February,  1862.  Appointment  revoked  21 
July,  1862.  Acting  Second  Assistant  Engineer,  27  October,  1862.  Acting  FiiH 
Assistant  Engineer,  1  March,  1864.    Honorably  discharged  12  September,  1866 

Bee,  Ephraim  J. 

Assistant  Surgeon,  9  May,  1844.     Died  7  March,  1850. 

Beecher,  Mark  !!• 

Professor,  14  June,  1841.     Retired  list,  27  March,  1869. 

Beecher,  William  P. 

Acting  Assistant  Paymaster,  4  November,  1862.     Drowned  24  June,  1863. 

Beehler,  William  H. 

Midshipman,  28  July,  1864.  Graduated,  2  June,  1868.  Ensign,  19  April,  1869 
Master,  12  July,  1870.     Lieutenant,  10  September,  1874. 

Beers,  Angnst  P. 

Surgeon's  Mate,  10  November,  1824.  Surgeon,  4  December,  1828.  Died  8  June 
1831. 

Beers,  Frank  H. 

Mate,  21  November,  1861.  Acting  Ensign,  22  December,  1862.  Resigned  10  May 
1865. 

Beers,  James  R. 

Mate,  14  November,  1861.  Acting  Master,  15  February,  1862.  Acting  Yolunteei 
Lieutenant,  24  June,  1863.    Honorably  discharged  19  December,  1865. 

Beetle,  BaTid  S. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  28  August,  1865. 

Besi^,  John. 

Sailmaker,  20  August,  1835.     Died  27  September,  1840. 
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Belum,  C.  F.  W. 

A^cting  Volunteer  Lieutenant,  26  August,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  22  December,  1864.    Honorably  discharged  28  November,  1865. 

Belofaer,  James  A. 

Mate,  25  April,  1864.    Honorably  discharged  19  November,  1867. 

Beleher,  J.  H. 

Professor  Mathematics,  26  September,  1887.     (See  Henshaw.) 

Beleher,  John  A. 

Ididsbipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Last  appearance  on 
Records  of  Navy  Department,  7  December,  1819.     Dead.  , 

Bel«her,  Tliomas  £• 

Acting  Third  Assistant  Engineer,  5  November,  1863.    Resigned  8  June,  1^65. 

Bel€len,  Frederick. 

:Mate,  19  November,  1862.     Died  80  September,  1868. 

Bel^en,  Samael. 

Acting  Ensign,  8  September,  1862.  Acting  Master,  19  February,  1864.  Acting 
Volunteer  Lieutenant,  18  May,  1865.  Honorably  discharged  21  March,  1866. 
Acting  Master,  5  April,  1867.  Ensign,  12  March,  1868.  Master,  18  December, 
1868.    Lieutenant,  21  March,  1870. 

Beldingr^  Nicholas  H. 

Acting  Assistant  Paymaster,  18  April,  1865.  Honorably  discharged  15  October, 
1866. 

Belknap,  Alfred  A. 

Purser,  11  March,  1851.  Dismissed  2  August,  1865.  Dismissal  annulled,  and 
commissioned  Pay  Director,  8  March,  1871.    Retired  list,  27  January,  1878. 

Belknap,  Charles. 

Midshipman,  20  July,  1864.  Ensign,  18  December,  1868.  Master,  21  March,  1870. 
Lieutenant,  21  March,  1871. 

Belknap,  George  E. 

Midshipman,  7  October,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.    Commander,  25  July,  1866.     Captain,  25  January,  1875. 

Bell,  A.  kelson. 

Assistant  Surgeon,  5  March,  1847.  Passed  Assistant  Surgeon,  1  May,  1855.  Re- 
signed 80  October,  1855. 

Bell,  Charles  H. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commodore,  10  Sep- 
tember, 1840.  Captain,  12  August,  1854.  Commodore,  Retired  list,  16  July, 
1862.    Rear-Admiral,  25  July,  1806.     Died  19  February,  1875. 

1^11,  Charles  H. 

Midshipman,  9  September,  1841.     Dismissed  28  August,  1849. 

Bell,  DaTid  Ji. 

Midshipman,  28  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Retired  list,  10  July,  1868.  Lieutenant  on  Retired  list,  26 
March,  1869.    Died  25  March,  1870. 

Bell,  Edward  B. 

Boatswain,  15  December,  1852.     Died  12  January,  1875, 
Bell,  George. 

Gunner,  25  June,  1838.    Died  7  September,  1845. 

Bell,  George  R. 

Acting  Third  Assistant  Engineer,  3  July,  1863.  Honorably  discharged  80  Novem- 
ber, 1865. 

^11,  Hamilton. 

Acting  Gunner,  22  November,  1851.    Deserted  in  August,  1854. 

Ifell,  Henry  H. 

Midshipman,  4  August,  1828.    Passed  Midshipman,  28  March,  1829.    Lieutenant, 
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3  March,  1831.  Commander,  12  August,  1854.  Commodore,  16  July,  1868. 
Rear- Admiral,  25  July,  1866.  Retired  list,  12  April,  1867.  Drowned  11  Jan- 
uary, 1868. 

Bell,  James. 

Master,  16  January,  1809.    Resigned  19  December,  1809. 

Bell,  James. 

Master's  Mate,  22  July,  1816.    Last  appearance  on  Records  of  Navy  Department 

Bell,  JeflTerson. 

Acting  Second  Assistant  Engineer,  25  November,  1862.    Dismissed  9  September, 
1863. 

Bell,  John. 

Acting  Boatswain,  16  September,  1873.    Resigned  19  August^  1874. 

Bell,  John  H. 

Midshipman,  16  January,  1809.    Lieutenant,  9  December,  1814.    Commander,  S 
March,  1831.    Died  14  August,  1838 

Bell,  John  B. 

Acting  Ensign,  7  January,  1863.    Honorably  discharged  27  October,  1865. 

Bell,  Joseph  G. 

Acting  Assistant  Surgeon,  5  April,  1864.    Honorably  discharged  19  September, 
1865. 

Bell,  J.  Snowden. 

Acting  Third  Assistant   Engineer,  10    August,   1864.     Appointment  reroked, 
(Sick,)  8  December,  1864. 

Bell,  Bohert  B. 

Midshipman,  1  August,  1820.    Dismissed  19  July,  1824. 

Bell,  Thaddens. 

Acting  Assistant  Paymaster,  17  January,  1865.    Discharged  15  October,!  1866. 

Bell,  Thomas. 

Acting  Second  Assistant  Engineer,  10  December,  1S62.     Resigned  17  MaioIi, 

1864. 

Bell,  Thomas  G. 

Boatswain,  18  June,  1838.    Retired  list,  3  July,  1872. 

Bell,  Thomas  W. 

Actinff  Ensign,  15  September,  1862.    Honorably  discharged  24  September,  1865. 
Actmg  Ensign,  29  January,  1867.    Mustered  out  80  December,  1868. 

Bell,  Walter  B. 

Mate,  5  July,  1862.    Resigned  6  July,  1863. 

Bell,  William. 

ActiDg  Third  Assistant  Engineer,  1   October,   1862.    Acting  Second  Assistant 
Engineer,  16  January,  1S65.    Honorably  discharged  25  November,  1865. 

Bell,  Wilson  F. 

Acting  Assistant  Surgeon,  21  October,  1861.    Resigned  17  June,  1862. 

Bellaudi,  E. 

Acting  Ensign  and  Pilot,  1  October,  1864.    Honorably  discharged  19  February, 
1866. 

Bellows,  Charles  S. 

Mate,  23  January,  1862.    Honorably  discharged  2  August,  1868. 

Bellows,  £dward. 

Assistant  Paymaster,  11  June,  1862.    Paymaster,  20  February,  1866. 

Bellows,  George. 

Acting  Master,  28  December,  1861.     Resigned  21  November,  1868. 

Belrose,  I«onis. 

Midshipman,  20  September,  1861.    Graduated  September,  1865.    Ensign,  1  De- 
cember, 1866.    Resigned  80  January,  1867. 
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:Belt,  urniiam. 

Surgeon^s  Mate,  28  September,  1811.    Dismissed  7  April,  1829. 

Belt,  William  J. 

Midshipman,  1  September,  1811.  Lieutenant,  8  March,  1817.  Commander,  9  Feb- 
ruary, 1887.    Dismissed  2  November,  1842. 

Belton,  Solomon  !>• 

Midshipman,  1  January,  1825.     Resigned  10  February,  1827. 

Bcnicnt,  Oscar  W. 

Mate,  23  October,  1861.    Resigned  20  July,  1864. 

Bemifi,  George  F. 

Acting  Assistant  Paymaster,  26  September,  1803.  Discharged  25  October,  1865. 
Assistant  Paymaster,  27  February,  1867.  Passed  Assistant  Paymaster,  2  July, 
1869.    Dismissed  12  May,  1875. 

Benbridge,  Richard  If. 

Midshipman,  20  November,  1828.  Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 

Benckert,  James  M. 

Third  Assistant  Engineer,  8  October,  1861.    Died  28  June,  1862. 

Benedict,  George  S. 

Acting  Assistant  Paymaster,  20  August,  1862.  Assistant  Paymaster,  80  June,  1864. 
Resigned  11  August,  1865. 

Benedict,  William  B. 

Professor,  81  May  1841.    Died  20  June,  1853. 

Benham,  Andrew  £•  K. 

Midshipman,  24  November,  1847.    Passed  Midshipman,  10  June,  1858.    Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.    Commander,  25  July,  1866.    Captain,  12  March,  1875. 

Bentaam,  diaries  A. 

Mate,  16  April,  1864.    Appointment  revoked  25  January,  1865. 

Benham,  Conrtlandt. 

Midshipman,  31  March,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  21 
September,  1850.    Lieutenant,  9  April,  1851.     Died  30  October,  1852. 

Benbam,  Timotby  G. 

Midshipman,  30  November,  1814.  Lieutenant,  3  March,  1827.  Commander,  5 
February,  1848.    Reserved  list,  14  September,  1855.    Died  17  June,  1860. 

Benham,  T.  W. 

Mate,  81  January,  1870.     Resigned  12  February,  1876. 

Benham,  W.  O. 

Midshipman,  26  February,  1833.     Resigned  14  November,  1837. 

Benliam,  W.  O. 

Midshipman,  5  May,  1838.     Resigned  23  August,  1838. 

Benjamin,  fTcrard. 

Midshipman,  1  January,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Benjamin,  J.  H. 

Mate,  7  June,  1862.    Acting  Ensign,  20  August,  1863.    Resigned  8  November,  1864. 

Benjamin,  lHyron  F. 

Mate,  1  October,  1862.  Acting  Ensign,  18  December,  1862.  Resigned  5  June, 
1S03. 

^njamln,  Park,  Jr. 

Midshipman,  23  September,  1863.  Ensign,  18  December,  1868.  Resigned  19 
January,  1869. 

Benkhard,  J.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.    Resigned  15  May,  1862. 
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Bennesou,  Robert  II. 

Acting  Second  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  4  No* 
vember,  1805. 

Bennet,  Cornelius. 

Master,  9  December,  1812.    Died  18  August,  1840. 

Beunet,  J.  W.  A. 

Acting  Ensign,  20  February,  1865.    Honorably  discharged  12  October,  1866. 
Bennett,  A.  J. 

Midshipman,  4  July,  1817.    Dismissed  31  December,  1828. 

Bennett,  Charles. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Acting  Second  Aasistant 
Engineer,  15  February,  1864.    Resigned  5  August,  1865. 

Bennett,  C.  W. 

Midshipman,  29  March,  1839.    Dismissed  6  August,  1839. 

Bennett,  C.  W.  B. 

Midshipman,  5  April,  1887.    Resigned  8  November,  1838. 

Bennett,  £dward. 

Midshipman,  8  January,  1800.  Lieutenant,  5  February,  1807.  Died  20  December^ 
1810. 

Bennett,  Franeis  M. 

Cadet  Engineer,  1  October,  1874.    Graduated  10  June,  1879. 

Bennett,  George. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  6  No- 
vember, 1865. 

Bennett,  George  11. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Acting  First  Assistant 
Engineer,  15  December,  1862.    Honorably  discharged  5  December,  1865. 

Bennett,  George  B« 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Assistant 
Engineer,  8  July,  1862.  Acting  First  Assistant  Engineer,  16  July,  1863.  Hon> 
orably  discharged  21  November,  1865. 

Bennett,  J.  A. 

Acting  Ensign,  10  December,  1864.    Honorably  discharged  21  October,  1865. 

Bennett,  Jeremiab  H. 

Acting  Ensign,  11  October,  1862.    Honorably  discharged  12  August,  1865. 

Bennett,  John  F. 

Mate,  31  July,  1863.    Appointment  revoked  25  April,  1864. 

Bennett,  John  W. 

Midshipman,  10  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.    Lieutenant,  14  September,  1855.    Dismissed  19  April,  1861. 

Bennett,  John  W. 

Acting  Ensign,  12  January,  1863.  Appointment  revoked  4  March,  1864.  Acting 
Ensign,  17  May,  1864.    Honorably  discharged  15  September,  1865. 

Bennett,  liOrey. 

Acting  Third  Assistant  Engineer,  15  August,  1862.    Resigned  28  February,  1865. 

Bennett,  I«.  T. 

Midshipman,  7  December,  1825.  Passed  Midshipman,  4  Jime,  1831.  Resigned  18 
October,  1833. 

Bennett,  Budolph  T. 

Third  Assistant  Engineer,  25  March,  1862.  Second  Assistant  Engineer,  2  Feb- 
ruary, 1865.  First  Assistant  Engineer,  1  January,  1868.  Retired  list,  21  May^ 
1880. 

Bennett,  Thomas. 

Boatswain,  19  March,  1858. 

Bennett,  Thomas  W. 

Acting  Assistant  Surgeon,  23  September,  1863.  Honorably  discharged  24  Feb- 
ruaiy,  1869. 
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ennett,  irilliam. 

Sailmaker,  23  August,  1883.    Resigned  18  April,  1836.    Sailmaker,  6  July,  1839. 
Resigned  15  May,  1861. 

ennett,  William  €• 

Acting  Ensign,  1  October,  1862.    Resigned  18  February,  1864. 

nnis,  Spiro  T. 

Acting  Master,  26  August,  1861.    Honorably  discharged  10  May,  1865. 

enRon,  Charles. 

Midshipman,  21  February,  1802.    Cashiered  6  June,  1808. 

.■lenson,  George  ST. 

Mate,  27  May,  1862.    Died  9  October,  1863. 

JBenfuon,  John  €• 

Midshipman,  22  August,  1812.    Last  appearance  on  Records  of  Navy  Department, 
(furloughed)  7  June,  1815. 

JBenson,  irilliam  S. 

Cadet  Midshipman,  21  September,  1872.    Graduated  18  June,  1879. 

JBenl,  Silas. 

Midshipman,  1  July,  1836.    Passed  Midshipman,  1  July,  1842.    Master,  7  January, 

1849.  Lieutenant,  1  August,  1849.    Dismissed  25  April,  1861. 

Senthall,  John  I>. 

Gunner,  18  October,  1889.    Appointment  revoked  27  March,  1847. 

Benlley,  John  ST. 

Mate,  26  September,  1864.    Honorably  discharged  24  July,  1865. 

Bentley,  John  W. 

Acting  Master,  10  June,  1861.    Died  27  May,  1864. 

BentlejTf  Peter  E. 

Midshipman,  12  April,  1800.    Resigned  4  March,  1802. 

Bentlejr,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1861.    Acting  First  Assistant  En- 
gineer, 6  January,  1865.    Honorably  discharged  6  July,  1806. 

Bently,  J*  £• 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  5  February,  1863. 

Benton,  Josiah  ST. 

Acting  Assistant  Paymaster,  11  September,  1802.    Honorably  discharged  25  Sep- 
tember, 1865. 

Benton,  Theodore  HI. 

Acting  Gunner,  28  January,  1864.    Honorably  discharged  27  November,  1805. 

Bentriek,  Charles. 

Mate.    Dismissed  1  May,  1862. 

Bentson,  Rasmns. 

Acting  Ensign,  7  January,  1863.     Lost  at  Sea,  4  April,  1868. 

Berliner,  A.  HI. 

Mate,  17  June,  1864.     Resigned  8  October,  1870. 

Bernard,  Henry,  Jr. 

Assistant  Surgeon,  27  November,  1844.    Passed  Assistant  Surgeon,  12  February, 

1850.  Resigned  11  October,  1850. 

Bernard,  Stephen. 

Master,  7  March,  1811.    Resigned  3  August,  1813. 

Bernard,  liemnel. 

Third  Assistant  Engineer,  16  January,  1803.     Resigned  21  March,  1800. 

Bernbanni*  Ole  K. 

Acting  Ensign,  30  May,  1804.    Acting  Master,  0  April,  1805.     Appointment  iv, 
voked  31  August,  1867. 

Bemlce,  Oeorge. 

Acting  Third  Assistant  Engineer,  3  December,  1801.    Dismissed  19  July,  1802. 
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Bernard*  STenry. 

Midshipman,  12  November,  1800.  Lieutenant,  23  February,  1807.  Resigned  19 
May,  1812.  Captain,  24  December,  1814.  Last  appearance  on  Records  of  Navy 
Department. 

Berretl,  Ullliam  II. 

Acting  Assistant  Surgeon,  17  May,  1864.    Honorably  discharged  10  October,  1865. 

Berrlan,  William  li. 

Mate,  22  August,  1864.    Appointment  revoked  15  June,  1865. 

Berrien,  John  HI* 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
February,  1837.  Conmiander,  14  September,  1855.  Captain,  16  July,  1863. 
Commodore,  26  September,  1866.    Retired  list,  28  December,  1866. 

Berry,  Abraham  II. 

Mate,  27  May,  1862.  Acting  Ensign,  14  May,  18b3.  Honorably  discharged  6 
July,  1867. 

Berry,  Albert  G. 

Midshipman,  24  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  27  September,  1872.    Lieutenant,  20  October,  1875. 

Berry,  Charles. 

Midshipman,  1  September,  1811.  Furloughed  17  October,  1815.  Last  appearance 
on  Records  of  Navy  Department. 

Berry,  Baniel  B. 

Acting  Second  Assistant  Engineer,  20  December,  1864.  Honorably  discharged  29 
July,  1865. 

Berry,  G.  H. 

Acting  Ensign,  19  January,  1865.     Honoralily  discharged  3  May,  1866. 

Berry,  James  B. 

Acting  Ensign,  13  February,  1864.    Honorably  discharged  19  September,  1865. 

Berry 9  J.  Applelon. 

Acting  Assistant  Paymaster,  9  September,  1861.  Assistant  Paymaster,  23  July, 
1866.    Appointment  revoked  10  April,  1877. 

Berry,  John  B. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Honorably  discharged  8 
October,  1868. 

Berry,  Bark. 

Acting  Third  Assistant  Engineer,  31  March,  1864.  Appointment  revoked  8 
August,  1864. 

Berry,  B.  B. 

Carpenter,  12  October,  1833.     Dismissed  8  March,  1836. 

Berry,  Bichard* 

Carpenter,  1  July,  1818.    Resigned  16  January,  1824. 

Berry,  Bichard. 

Sailmaker,  4  November,  1852.     Died  10  April,  1861. 

Berry,  Bichard. 

Mate,  2  October,  1861.    Resigned  29  May,  1802. 

Berry,  Bobert  M. 

Acting  Midshipman,  31  January,  1802.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Berr^s  Thomas. 

Carpenter,  18  December,  1816.    Last  appearance  on  Records  of  Navy  Department. 

Berry,  Thomas  €• 

Boatswain,  29  September,  1854.    Dismissed  11  January,  1859. 

Berry,  irilliam. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1816.     Died  17  July,  1824. 

Berry,  William. 

Boatswain,  20  February,  1812.     Died  26  March,  1819. 
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BenT.9  William  €• 

Acting  Master,  without  pay,  22  November,  1862.    Appointment  revoked  20  Jan- 
uai7,  1863. 

Berry  man,  £•  €• 

Acting  Second  Assistant  Engineer,  13  September,  1861.    Resigned  7  October,  1862. 

Berryman,  Otway  H. 

Midsliipman,  2  February,  1829.    Passed  Midshipman,  3  July,  1835.    Lieutenant, 
8  September,  1841.    Died  2  April,  1861. 

Berryman*  Roliert. 

Acting  Third  Assistant  Engineer,  25  November,  1863.    Honorably  discharged  27 
July,  1865. 

Bert,  GnstaTe  W. 

Acting  Third  Assistant  Engineer  19  April,  1864.    Appointment  revoked  2  Feb- 
ruary, 1865. 

Bertody,  Charles. 

Midshipman,  3  March,  1838.    Resigned  31  July,  1842. 

Bertollelte,  Baniel  N. 

Assistant  Surgeon,  23  June,  1873.    Passed  Assistant  Surgeon,  20  April,  1877. 

Bertolelte,  J.  €• 

Assistant  Surgeon,  4  July,  1858.     Surgeon,  22  May,  1862.    Retired  list,  Septem- 
ber 15,  1865.    Died  1  May,  1868. 

Bertram,  George. 

Acting  Third  Assistant  Engineer,  4  February,  1863.    Honorably  discharged  12 
September,  1865. 

Bertseh,  Ijeo. 

Acting  Third  Assistant  Engineer,  11  March,  1866.    Honorably  discharged  14  Feb- 
ruary, 1868. 

Berwind,  £dward  J. 

Midshipman,  20  July,   1865.    Graduated  4  June,  1869.    Ensign,  12  July,  1870. 
Master,  24  March,  1872.     Retired  list,  14  Muy,  1875. 

Bess,  John. 

Gunner,  28  May,  1798.     Last  appearaoce  on  Records  of  Navy  Department. 

Besse,  Ansel  B. 

Acting  Third  Assistant  Engineer,  28  July,  1862.     Acting  Second  Assistant  Engi- 
neer, 9  January,  1864.    Honorably  discharged  12  December,  1865. 

Besse,  Clande. 

Master,  16  September,  1813.     Discharged,  15  April,  1815. 

Bessett,  Rnssell. 

Master,  24  August,  1812.    Acting  Lieutenant,  1  March,  1814.     Last  appearance  on 
Records  of  Navy  Department.    Dead. 

Best,  Henry. 

Acting  Second  Assistant  Engineer,  14  September,  1861.    Dismissed  10  November, 
1862. 

Best,  H  illiam. 

Acting  Ensign  and  Pilot,  21  June,  1865.     Honorably  discharged  4  August,  1866. 

Best,  William  H. 

Acting  Second  Assistant  Engineer,  20  August,  1861.  Acting  First  Assistant  Engi- 
neer, 17  June,  1863.    Honorably  discharged  0  March,  1866. 

Best,  W.  J. 

Mate,  25  August,  1866.     Appointment  revoked  31  March,  1872. 

Bettner,  Henry. 

Midshipman,  14  April,  1800.    Discharged  6  August,  1801. 

Betts,  Barzella  €. 

Acting  Gunner,  9  January,  1863.     Resigned  1  September,  1864. 

Betts,  Charles  R. 

Mate,  22  June,  1863.    Deserted  4  July,  1803. 
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Betis,  Charles  T. 

Acting  Ensign,  19  Angost,  1864.    Dismissed  5  May,  1865. 

Betis,  William. 

Mate,  17  September,  1861.     Resigned  8  April,  1862.     Mate,  12  August,  1862. 
Acting  Ensign,  24  September,  1862.    Resigned  11  October,  1864. 

Bengless,  John  I>. 

Chaplain,  2  July,  1864. 

Bererley,  W.  B. 

Midshipman,  9  June,  1882.    Passed  Midshipman,  28  June,  1888.    Lieutenant,  28 
June,  18^13.    Died  80  October,  1846. 

Bererly,  €•  B. 

Midshipman,  1  August,  1827.    Dismissed  16  June,  1884. 

Beverly,  George  W. 

Acting  Ensign,  19  January,  1865.    Honorably  discharged  8  November,  1868. 

Beverly,  MeKenzie. 

Midshipman,  19  October  1841.    Struck  off  17  March,  1848. 

BeTington,  martin. 

Cadet  Engineer,  15  September,  1875.    Graduated  10  June,  1879. 

BeriiiB,  Seth. 

Acting  Third  Assistant  Engineer,  5  April,  1865.    Honorably  discharged  22  Sep- 
tember, 18G5. 

BOTins,  8.  H. 

Mate,  81  December,  1861.    Acting  Ensign,  81  July,  1868.    Honorably  discharged 
1  January,  1866. 

Beyer,  Jnlins  F. 

Acting  Ensign,  9  October,  1862.    Acting  Master,  14  November,  1864.    Honorably 
discharged  26  October,  1865. 

Beyer,  Henry  G. 

Assistant  Surgeon,  19  May,  1876.     Passed  Assistant  Surgeon,  7  August,  1870. 

Beyersdorff,  Ij. 

Mate,  81  October,  1861.      Resigned  25  March,  1865.     Mate,  1  February,  1870. 
Died  1877. 

Beyse,  Alhert  F. 

Acting  Third  Assistant  Engineer,  6  February,  1864.    Resigned  12  May,  1865. 

Bianchini,  Ij.  A. 

Teacher,  date  not  known.    Resigned  27  July,  1846. 

Bihh,  Peyton  P. 

Cadet  Midshipman,  12  June,  1874.    Graduated  4  June,  1880. 

Bihher,  Charles  J. 

Mate,  1  March,  1865. 

Bihles,  Frank  P. 

Mate,  5  April,  1862.    Acting  Ensign,  27  January,  1868.    Dismissed  14  November, 
1865. 

Biekerstaff,  Samnel. 

Acting  Chief  Engineer,  1   October,  1862.    Acting  Fleet  Engineer   Mississippi 
Squadron,  1  June,  1864.    Jlonorably  discharged  8  September,  1866. 

Bieknell,  George  A. 

Acting  Midshipman,  2  December,  1861.    Graduated  June,  1866,  Ensign,  12  March, 
1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Biekshafft,  €•  H. 

Acting  Ensign,  12  December,  1868.    Honorably  discharged  1  October,  1867. 

Biddle,  dement. 

Midshipman,  12  February,  1709.    Resigned  80  March,  1804. 

Biddle,  Clement. 

Assistant  Surgeon,  18  June,  1878. 
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Siddle,  Edward. 

Midshipman,  Ti  February,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 

Viddle,  Jameti. 

Midshipman,  12  February,  1800.  Lieutenant,  11  February,  1807.  Commander,  5 
March,  1813.    Captain  28  February,  1815.    Died  1  October,  1848. 

Siddle,  James  S. 

Midshipman,  18  October,  1838.  Passed  Midshipman,  8  July,  1830.  Lieutenant, 
20  August,  1844.    Resigned  25  September,  1856. 

Blddle,  Samnel. 

Surgeon's  Mate,  10  July,  1824.     Died  14  February,  1826. 

Blddle,  Spencer  F.  B. 

Cadet  Midshipman,  13  June,  1874.     Graduated  4  June,  1880. 

Bledleman,  Daniel. 

Mate,  7  June,  1862.    Resigned  14  July,  1862. 

Bieg,  Frederick  €. 

Cadet  Engineer,  1  October,  1874.    Graduated  20  June,  1878. 

Blelbjr,  Porlens  P. 

Assistant  Surgeon,  81  March,  1868.  Retired  list,  8  July,  1873.  Died  1  August, 
1880. 

Bier,  George  H. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  14 
September,  1855.    Lieutenant,  15  September,  1855.     Resigned  23  April,  1861. 

Blgelow,  Abraham. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  23  Janu- 
ary, 1841.    Captain,  12  September,  1854.    Resigned  1  March,  1857. 

BlgeloWf  Alpbens. 

Acting  Third  Assistant  Engineer,  20  October,  1864.  Honorably  discharged  6 
August,  1866. 

Blgelow,  B.  F. 

Acting  Assistant  Engineer,  12  December,  1863.    Resigned  5  May,  1805. 

Bli^elow,  George  A. 

Acting  Midshipman,  26  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  19  December, 
1860.    Lieutenant-Commander,  16  July,  1862.    Resigned  19  March,  1867. 

Bindley,  Jofiepb  J. 

Mate,  9  September,  1862.    Dismissed  17  April,  1863. 

AlK^gH,  James. 

Midshipman,  28  May,  1800.     Resigned  21  June,  1803. 

Alinr'S  Jof^epb  I^. 

3Iidshipman,  16  January,  1809.     Drowned  15  April,  1813. 

Biker,  Nieliolas. 

Master,  8  July,  1813.     Last  appearance  on  Records  of  Navy  Department. 

BlllfMiIy,  Joseph. 

Third  Assistant  Engineer,  2  August,  1855.     Died  3  September,  1855. 

BlUard,  Jnle«  F. 

Acting  Assistant  Surgeon,  15  October,  1863.  Honorably  discharged  10  Octo])er,  1865. 

BlllliiKer,  F. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Doi)artuient, 
30  September,  1815. 

Billings,  €•  €• 

Midshipman,  18  May,  1809.     Resigned  9  May,  1814. 

BlUlnipi,  Henry  R. 

Acting  Master,  26  ^lay,  18G2.    Honorably  discharged  21  December,  1865. 
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BIlliiiSBf  liQther  G. 

Acting  Assistant  Paymaster,  24  October,   1862.    Assistant  Paymaster,  8  Harch^ 
1865.    Paymaster,  20  October,  1864. 

Bills,  George. 

Boatswain,  7  August,  1801.    Resigned  24  December,  1808. 

Bills,  J.  Bowland. 

Acting  Assistant  Paymaster,  19  April,  1861.    Naval  Storekeeper,  1  Angost,  1868. 
Resigned  6  February,  1866. 

Bills,  John  G. 

Gunner,  20  June,  1862.    Drowned  16  May,  1868. 

Binder,  George. 

Carpenter,  6  July,  1798.    Master,  11  July,  1812.    Dismissed  6  March,  1818.    Mas- 
ter, 12  April,  1818.    Last  appearance  on  Records  of  Navy  Department 

Bingham,  !Edward  B. 

Acting  Assistant  Surgeon,  15  March,  1864.    Assistant  Surgeon,   1   April,   1864» 
Passed  Assistant  Surgeon,  23  April,  1868.    Died  24  February,  1872. 

Bingham*  Hamilton. 

Acting  Ensign,  18  December,  1862.    Acting  Mi.ster,  27  June,  1864.    Honorably 
discharged,  15  August,  1865. 

Bingham,  John  F. 

Third  Assistant  Engineer,  25  August,  1862.    Second  Assistant  Engineer,  20  Feb 
ruary,  1864.    First  Assistant  Engineer,  1  January,  1868. 

Bingley,  W.  B. 

Sailmaker,  16  November,  1821.    Resigned  11  September,  1824. 

Binnix,  George. 

Acting  Gunner,  25  June,  1868.    Resigned  10  May,  1865. 

Bion<li,  Engene. 

Mate,  20  November,  1861.  Acting  Ensign,  5  December,  1868.  Acting  Master,  2S 
March,  1865.  Honorably  discharged  2  November,  1868.  Mate,  18  July,  1869. 
Resigned  14  August,  1869. 

Bireh,  Be  Will. 

Surgeon's  Mate,  14  July,  1824.    Died  1  May,  1826. 

Blreh,  Warren. 

Acting  Ensign,  16  April,  1868.    Appointment  revoked  (sick)  22  June,  1864. 

Bird,  Charles  M. 

Mate,  19  October,  1861.  Acting  Ensign,  8  September,  1862.  Honorably  dis- 
charged 21  October,  1865. 

Bird,  Edward. 

Mate.    Honorably  discharged  5  October,  1865. 

Bird,  John  H. 

Midshipman,  17  December,  1810.    Killed  in  action,  23  August,  1812. 

Bird,  John  B. 

Midshipman,  16  April,  1814.     Resigned  15  June,  1814. 

Birehmore,  William. 

Surgeon's  Mate,  10  January,  1815.  Surgeon,  10  July,  1824.  Lost  in  the  "  Bomdt^'* 
10  September,  1829. 

Birdsall,  John  A. 

Sailmaker,  7  March,  1848. 

Birdsall,  W.  A. 

Mate,  7  March,  1867.    Mustered  out  30  April,  1868. 

Birkbeek,  Alexander,  Jr. 

First  Assistant  Engineer,  8  June,  1844.  Chief  Engineer,  2  March,  1847.  Resigned 
23  December,  1 847. 

Birkey,  Henry  W. 

Assistant  Surgeon,  10  January,  1863.    Resigned  16  July,  1874. 
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Kimejr,  Frank  €• 

Midshipman,  24  July,  1865.    Graduated  June,  1860.    Died  18  July,  1871. 

Birale,  £dward  A. 

Acting  Assistant  Paymaster,  16  December,  1861.    Resigned  81  March,  1868. 

Urtwislle,  James. 

Mate,  4  November,  1861.  Acting  Ensign,  37  April,  1868.  Acting  Master,  28 
June,  1865.    Honorably  discharged  6  January,  1868. 

Steel,  Amofli  T. 

Mate,  14  February,  1864.  Acting  Ensign.  80  March,  1865.  Honorably  discharged 
22  April,  1866. 

3to1iop«  Alexander  me. 

Assistant  Paymaster,  19  March,  1862.  Paymaster,  22  November,  1865.  Retired 
list,  9  March,  1870. 

Bialiop,  Charles  W. 

Mate,  80  April,  1870.    Died  81  July,  1870. 

Bteliop,  £dward  G. 

Acting  Assistant  Paymaster,  22  August,  1868.    Discharged  19  October,  1865. 

Bteliop,  John. 

Midshipman,  18  March,  1827.    Died  20  June,  1827. 

Btetaop,  John. 

Mate,  23  December,  1861.  Acting  Ensign,  1  October,  1868.  Honorably  discharged 
12  December,  1866.  Acting  Ensign,  26  Februair,  1867.  Resigned  8  July,  1868. 
Mate,  28  May,  1870.    Appointment  revoked  19  September,  1871. 

Btetaopt  Jostana. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  .  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  19 
April,  1861.  Lieutenant-Commander,  8  March,  1865.  Dismissed  8  February^ 
1868.    Commissioned  Lieutenant-Commander,  1  March,  1871. 

Sistaopf  Samnel  €• 

Mate,  81  October,  1862.    Resigned  26  March,  1868. 

'Bishop,  Theodore  H. 

Carpenter,  8  September,  1862.    Dismissed  18  December,  1867. 

Btohop,  William  H. 

Acting  Third  Assistant  Engineer,  10  July,  1861.  Acting  Second  Assistant  Engi- 
neer, I  October,  1862.  Acting  First  Assistant  Engineer,  17  April,  1863.  Hon- 
orably discharged  81  August,  1865. 

Bishop,  William  8. 

Assistant  Surgeon,  11  April,  1843.  Passed  Assistant  Surgeon,  11  May,  1845. 
Retired  8  May,  1861.  Surgeon  on  Retired  list,  27  March,  1806.  Died  28  De- 
cember, 1868. 

Blspham,  John  E. 

Midshipman,  13  December,  1819.  Lieutenant,  17  May,  1828.  Died  24  March, 
1849. 

Blasell,  £dwarcl. 

Purser,  80  December,  1839.     Resigned  11  January,  1847. 

BUwell,  E.  IS. 

Kate,  18  November,  1862.    Deserted  16  December,  1862. 

Blssell,  Franli. 

Acting  Assistant  Paymaster,  14  April,  1864.  Assistant  Paymaster,  27  February, 
1867.    Passed  Assistant  Paymaster,  13  April,  1869.     Dismissed  29  April,  1874. 

BiMell,  Fredericic  W. 

Third  Assistant  Engineer,  21  April,  1803.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.    Resigned  23  October,  1807. 

BiMell,  George  B. 

Midshipman,  13  March,  1838.  Passed  3Iidshipman,  20  May,  1844.  Acting  Mas- 
ter, 21  August,  1848.     Died  10  September,  1848. 
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BlBsell,  C^eorge  £• 

Acting  Assistant  Paymaster,  17  October,  1863.  Honorably  discharged  18  Octo- 
ber, 1865. 

Bissell,  O.  J. 

Acting  Assistant  Surgeon,  7  May,  1862.    Appointment  revoked  1 3  November,  1862. 

Bissell,  Simon  B. 

Acting  Midshipman,  1  March,  1825.  Midshipman,  4  June,  1831.  Passed  Mid- 
shipman, 9  February,  1837.  Commissioned  Lieutenant  from  9  February,  1887. 
Reserved  list,  13  September,  1855.  Commander  on  Active  list,  14  September, 
1855.  Captain,  16  July,  1865.  Commodore,  10  October,  1866.  Retired  list,  1 
March,  1870. 

BisHell,  IS.  IS. 

Mate,  17  October,  1862.  Acting  Ensign,  12  August,  1868.  Resigned  27  April, 
1865. 

BIssetl,  Frederick  W. 

Third  Assistant  Engineer,  21  April,  1S63.  Second  Assistant  Engineer,  28  Septem- 
ber, 1804.    Resigned  22  October,  1867. 

Bissett,  John  J. 

Third  Assistant  Engineer,  12  August,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.    First  Assistant  Engineer,  1  January,  1868. 

Bittinger,  Edmund  C. 

Chaplain,  30  September,  1850. 

Bixby,  George  H. 

Acting  Assistant  Surgeon,  7  November,  1862.  Honorably  discharged  26  Septem- 
ber, 1865. 

Bixler,  I«ewi8  E. 

Midshipman,  26  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  29  September,  1871.    Lieutenant,  1  December,  1874. 

Blaek,  Charles  E. 

Acting  Third  Assistant  Engineer,  12  January,  1864.  Resigned  30  NoYember, 
1864. 

Blaek,  Charles  H. 

Midshipman,  21  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 5  February,  1879. 

Blaek,  Ciarenee  E. 

Assistant  Surgeon,  14  November,  1871.  Passed  Assistant  Surgeon,  24  November, 
1875. 

Blaek,  John. 

Mate,  24  June,  1864.    Resigned  18  February,  1870. 

Blaek,  Nathan  J¥. 

Mate,  25  January,  1862.  Acting  Ensign,  11  December,  1862.  Honorably  dis- 
charged 12  November,  1865.  Acting  Ensign,  12  September,  1866.  Mustered 
out  11  January,  1868. 

Blaek,  William. 

Boatswain,  30  March,  1835.    Died  8  June,  1874. 

Blaek,  William  W. 

Mate,  23  September,  1862.     Resigned  14  June,  1864. 

Blaekford,  G.  B. 

Sailmaker,  19  February,  1838.  Resigned  20  September,  1838.  Sailmaker,  IS 
April,  1842.    Dismissed  5  July,  1861. 

Blaekmer,  John. 

Acting  Assistant  Surgeon,  7  December,  1863.  Resigned  23  September,  1868.  Re- 
appointed 14  November,  1864.    Honorably  discharged  18  August,  1865. 

Blaeknall,  Georf^e. 

Surgeon's  Mate,  3  January,  1828.  Passed  Assistant  Surgeon,  3  March,  1885.  Sur- 
geon, 9  February,  1837.    Resigned  7  May,  1861. 


GENERAL  NAVY  REGISTER.  75 

Blackwellt  ErnesI  €• 

Acting  Third  AssistaDt  Engineer,  28  Febraary,  1865.  Honorably  discharged  19 
July,  1866. 

Blackwell,  William  €• 

Acting  Assistant  Paymaster,  22  September,  1862.     Discharged  1   September,  1865, 

Blagden,  Thomas. 

Acting  Ensign,  21  July,  1863.    Resigned  5  October,  1863. 

Blainiie,  £dward  P. 

Mate,  23  January,  1862.    Honorably  discharged  27  October,  1865. 

Elaine,  Ephralui  R. 

Midshipman,  7  March,  1800.  Resigned  21  August,  1801.  Midshipman,  9  Sep- 
tember, 1801.     Broken  by  Court-martial,  10  November,  1804. 

ftlalne,  James  II. 

Mate,  22  February,  1865.    Resigned  3  May,  1865. 

^lalr,  Andrew  Alexander. 

Acting  Midshipman,  20  November,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.    Resigned  31  August,  1869. 

^^lair,  Benjamin  F. 

Acting  Ensign,  13  September,  1864.    Honorably  discharged  3  July,  1865. 

^^lair,  George. 

Lieutenant,  13  March,  1799.    Resigned  14  March,  1800. 

^ftlair,  James* 

Midshipman,  8  January,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  2  Octo- 
ber, 1848.    Lieutenant,  2  June,  1849.    Resigned  7  May,  1851. 

^^lair,  Samnel. 

Surgeon's  Mate,  9  March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

^^lalr,  Thomas. 

Midshipman,  18  May,  1809.    Resigned  8  July,  1810. 

:Blalr9  Thomas  W 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  24  April,  1808. 

Vlalsdell,  Hi.  J. 

Acting  Ensign,  25  June,  1863.    Honorably  discharged  30  September,  1865. 

Slake*  Charles. 

Surgeon's  Mate,  9  March,  1798.    Resigned  1  September,  1799. 

Blake,  Charles  A. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Honorably  discharged  29 
March,  1866. 

BUke,  Charles  F. 

Acting  Midshipman,  26  October,  1859.  Ensign,  26  June,  1863.  Master,  23  Feb- 
ruary, 1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  18  January, 
1871.    Died  20  February,  1879. 

Blake,  Elliott  C.  Y. 

Actins^  Midshipman,  28  September,  1858.  Acting  Master,  24  April,  1862.  Lieu- 
tenant, 1  August,  1862.    Resigned  10  June,  1865. 

Blake,  Franels  B. 

Acting  Midshipman,  30  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  4  March, 
1801.     Lieutenant-Commander,  2  January,  1803.    Resigned  15  June,  1870. 

Blake,  Franels  O. 

Mate,  14  January,  1863.    Drowned  25  June,  1863. 

Blake,  George  IS. 

Midshipman.  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  27  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Died 
24  June,  1871. 
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Blake,  Gortaam  B. 

Acting  Third  Assistant  Engineer,  5  July,  1864.     February,  1865,  discharged  aaa 
Fireman. 

Blake,  Henry  J. 

Acting  Midshipman,  29  September,  1858.    Ensign,  24  February,  1863.  Lieotenant:^ 
22  February,  1864.    Resigned  21  April,  1866. 

Blake,  Henry  T. 

Acting  Ensign,  29  October,  1868.    Resigned  1  April,  1865. 

Blake,  Homer  €• 

Midshipman,  2  March,  1840.     Passed  Midshipman,  11  July,  1846.     Master, -r 
March,  1855.      Lieutenant,  14  September,  1855.      Lieutenant- Commander,  1»  . 
July,  1862.    Commander,  8  March,  1866.    Captain,  25  May,   1871.     Commoflc 
dore,  27  October,  1879.    Died  21  January,  1880. 

Blake,  J.  Bayldson. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  15  June,  1854.    Master,  1    _ 
September,  1855.    Lieutenant,  16  September,  1855.     Resigned  5  February,  188^5 

Blake,  Jeremiah. 

Mate,  11  October,  1861.    Acting  Ensign,  2  December,  1862.    Dismissed  24  MardcB 

1864. 

Blake,  John. 

Chaplain,  27  February,  1847.    Retired  list,  20  June,  1878. 

Blake,  John  S. 

Midshipman,  16  January,  1809.    Resigned  1  December,  1809. 

Blake,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Honorably  discharged  8  8^ 
tember,  1865. 

Blake,  Joseph  R. 

Midshipman,  1  January,  1818.    Lieutenant,  8  March,  1827.    Died  11  May,  1881. 

Blake,  Jofliephns. 

Acting  Third  Assistant  Engineer,  28  January,  1868.  Acting  Second  Aasistaiit 
Engineer,  81  August,  1868.  Acting  First  Assistant  Engineer,  21  Noyembefy 
1864.    Honorably  discharged  5  December,  1865. 

Blake,  Joshna. 

Midshipman,  6  April,  1799.    Lieutenant,  4  July,  1800.    Resigned  7  April,  1809. 

Blake,  J.  W. 

Mate.    Resigned  21  December,  1863. 

Blake,  Marshall  W. 

Acting  Assistant  Paymaster,  1  September,  1861.    Resigned  18  August,  1863. 

Blake,  Philemon  €• 

Midshipman,  16  May,  1800.     Resigned  10  September,  1804. 

Blake,  William. 

Midshipman,  81  October,  1799.  Last  appearance  on  Records  of  Navy  Department| 
14  February,  1802. 

Blakely,  Johnston. 

Midshipman,  5  February,  1800.  Lieutenant,  10  February,  1807.  Commander,  84 
July,  1818.    Captain,  24  November,  1814.     Lost  in  Sloop  *^  Wasp,''  1815. 

Blakeman,  A.  Noel. 

Acting  Assistant  Paymaster,  8  August,  1861.    Resigned  26  September,  1864. 

Blakemore,  William  F. 

Acting  Third  Assistant  .Engineer,  14  May,  1864.  Honorably  discharged  16  Octo* 
ber,  1865.  Acting  Third  Assistant  Engineer,  27  August,  1866.  Mustered  oat 
17  November,  1868. 

Blaklston,  Henry  R. 

Acting  Master,  18  November,  1861.     Resigned  22  April,  1863. 

Blanch,  Henry. 

Acting  Third  Assistant  Engineer,  22  July,  1864.  Honorably  discharged  7  Jnly, 
1865. 
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i        Blanch,  William  A. 

'  Acting  Third  Assistant  Engineer,  21  July,  1864.    Honorably  discharged  80  De- 

cember, 1865. 

Blanchard,  A.  S. 

Mate,  13  May,  1861.  Acting  Master,  22  March,  1862.  Honorably  discharged  18 
February,  1866. 

Hlancliard,  Charles  A. 

Mate,  16  September,  1862.  Acting  Ensign,  1  December,  1862.  Honorably  dis- 
charged 4  December,  1865.  Acting  Ensign,  29  August,  1866.  Mustered  out,  8 
October,  1868. 

Blanchard,  Charles  A. 

Mate,  8  April,  1864.  Acting  Ensign,  6  May,  1865.  Honorably  discharged  4  No- 
vember, 1865. 

^lanchard,  £•  G. 

Acting  Ensign,  8  January,  1864.    Honorably  discharged  1  May,  1867. 

^^lanchard,  £•  O. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Resigned  31  December, 
1885. 

^^lanchard,  Francis  £• 

Acting  Master,  21  January,  1862.     Dismissed  27  July,  1863. 

^^lanchard,  George. 

Boatswain,  10  May^  1832.     Resigned  4  May,  1835. 

Rlanchard,  G^eorge. 

Mate.     Resigned  4  November,  1862. 

Blanchard,  STollis  H. 

Acting  Master,  1  May,  1862.    Appointment  revoked  10  February,  1863. 

Blanehard,  Horace  A. 

Midshipman,  25  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870.  Re- 
tired list,  14  July,  1874.    Died  15  January,  1876. 

Blanchard,  Horatio  S. 

Acting  Master,  22  November,  1861.     Honorably  discharged  20  October,  1865. 

Blanchard,  Jeremiah  F. 

Mate,  23  March,  1864.  Acting  Ensign,  11  August,  1864.  Honorably  discharged 
18  January,  1868. 

Blanchard,  liucieii  J. 

Acting  Third  Assistant  Engineer,  1861.     Died  25  July,  1863. 

Blanchard,  Thomas. 

Acting  First  Assistant  Engineer,  4  September,  1863.  Honorably  discharged  20 
October,  1865. 

Bland,  Theodore,  Jr. 

Midshipman,  16  July,  1821.     Died  13  September,  1825. 

Blaney,  flilliam. 

Master,  3  February,  1814.     Resigned  25  April,  1815. 

Blanton,  William  Ij. 

Midshipman,  2  January,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  26 
August,  1846.    Lieutenant,  25  February,  1847.     Dismissed  1  December,  1853. 

Blatchford,  John  T. 

Acting  Master,  29  May,  1861.  Dismissed  4  August,  1862.  Acting  Ensign,  2  Sep- 
tember, 1802.    Resigned  22  April,  1864. 

BlanTclt,  James  li. 

Mate,  0  February,  18<.2.    Appointment  revoked  1  December,  1868. 

Blealiie,  John  H. 

Acting  Third  Assistant  Engineer,  6  October,  1864.  Honorably  discharged  7  De- 
cember, 1865.  Acting  Third  Assistant  Engineer,  1  December,  1806.  Mustered 
out  23  October,  1869. 
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Bleecker,  G.  T. 

Midshipman,  IG  January,  1809.    Resigned  23  September,  1810. 

Bleecker,  G.  W. 

Master,  10  May,  1820.    Resigned  2  August,  1828. 

Bleecker,  John  Tan  B. 

Purser,  16  January,  1847.     Died  8  November,  1864. 

Bleecker,  John  Tan  B. 

Acting  Midshipman,  10  October,  1868.  Ensign,  18  December,  1868.  Master  21 
March,  1870.    Lieutenant,  21  March,  1871. 

Bleecker,  William  W. 

Midshipman,  1  May,  1827.  Passed  Midshipman,  10  June,  1838.  Lieutenant,  28 
February,  1838.  Lost  on  the  ^^ Albany ;^^  last  intelligence  from  ship,  28  Septem- 
ber, 1854. 

Blemm,  Tan  Bnren. 

Mate.    Appointment  revoked  25  April,  1864. 

BlenklnBop,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1862.  Acting  Second  Assistant  Enjn- 
necr,  12  February,  1863.  Acting  First  Assistant  Engineer,  7  October,  1868.  Re- 
signed 10  February,  1865. 

Blessing,  James  H. 

Acting  Third  Assistant  Engineer,  26  March,  1864.    Resigned  16  March,  1865. 

Blight,  John. 

Gunner,  8  May,  1821.    Died  15  September,  1854. 

Bliss,  £dward  Hi. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  27 
October,  1865. 

Bliss,  James, 

Midshipman,  16  January,  1809.    Resigned  31  March,  1814. 

Bllss«  Joel. 

Carpenter,  21  October,  1837.    Resigned  26  May,  1841. 

Bliss.  Samnel  T. 

Acting  Ensign,  14  October,  1862.    Honorably  discharged  26  October,  1865. 

Bliss,  SylTanns  J. 

Midshipman,  10  October,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  11  December,  1852.  Lost  in  Brig  '^Porpoise;"  last  intelligence  fit>in 
ship,  21  September,  1854. 

Blitz,  John. 

Acting  Ensign,  22  February,  1863.    Resigned  12  May,  1865. 

Blizzard,  James  €• 

Acting  Master,  17  December,  1861.    Resigned   12  November,  1862. 

Bloeker,  fSmllh  B. 

Midshipman,  2  October,  1850.    Dropped  24  January,  1851. 

Bloekl,  Franz. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  8 
July,  1865. 

Bloekllnger,  Gottfried. 

Acting  Midshipman,  22  July,  1863.  Graduated  2  June,  1868.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.    Lieutenant,  2  April,  1874. 

Blodget,  Samnel  G. 

Midshipman,  24  June,  1799.  Lieutenant,  17  March,  1807.  Drowned  29  Septem- 
ber, 1812. 

Blodgett,  Thomas  S. 

Midshipman,  15  November,  1809.    Resigned  15  November,  1814. 

Blodfi^ett,  Georfi^e  HI. 

Acting  Midshipman,  3  October,  1851.    Midshipman,  30  June,  1856.    Passed  Mid- 
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shipman,  20  April,  1859.    Master,  5  September,  1859.    Lieutenant,  3  February, 
1861.    Died  6  November,  1862. 

^lodgett,  John  II. 

Acting  Assistant  Surgeon,  10  September,  1864.  Honorably  discharged  5  Septem- 
ber, 1865. 

3ilodfcelt,  S.  S. 

Mate,  18  February,  1867.    Died  20  June,  1869. 

Slonk«  Benjamin  Ij. 

Acting  Master,  25  January,  1862.     Dismissed  7  February,  1862. 

Blood,  Saninel  G. 

Acting  Ensign,  23  October,  1868.    Honorably  discharged  4  October,  1866. 

Bloodfcood,  Abram  B. 

Master,  25  June,  1812.    Died  12  June,  1851. 

Bloodi^ood,  Belavan. 

Assistant  Surgeon,  13  March,  1857.  Surgeon,  24  January,  1862.  Medical  Inspec- 
tor, 3  February,  1875. 

BliMMli^ood,  W.  A. 

Purser,  2  May,  1834.    Resigned  26  November,  1852. 

Bloomer,  Samnel  J¥. 

Acting  Third  Assistant  Engineer,  10  December,  1861.    Resigned  16  April,  1862. 

Bloomsbnrs,  John. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Honorably  discharged  5 
August,  1865. 

Bloomsbnrg,  Joseph  Q,. 

Acting  Second  Assistant  Engineer,  7  September,  1864.  Honorably  discharged  30 
June,  1865. 

Blonnt,  A.  €• 

Midshipman,  12  April,  1834.    Resigned  19  October,  1835. 

Blonnt,  Benjamin. 

Midshipman,  15  November,  1810.    Resigned  7  May,  1811. 

Blonnt,  Charles  H. 

Mate,  21  November,  1862.  Acting  Ensign,  18  June,  1864.  Honorably  discharged 
12  August,  1865. 

BlonnI,  Jof^eph. 

Midshipman,  20  December,  1804.    Resigned  24  April,  1805. 

Blonnt,  BIchard  B. 

Midshipman,  10  January,  1807.    Resigned  16  July,  1807. 

Blonnt,  Silas. 

Acting  Master  and  Pilot,  1  October,  1864.    Appointment  revoked  9  June,  1865. 

Bloxsom,  Woodman,  Jr. 

Mate.    Resigned  30  January,  1862. 

Bine,  Henry  HI. 

Acting  Midsliipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  9  February,  1861.  Master,  28  February,  1861.  Lieutenant,  20 
April,  1861.    Lieutenant-Commander,  24  March,  1865.*  Died  22  August,  1866. 

Blnme,  N.  A. 

Acting  Ensign,  1  May,  1863.  Acting  Master,  13  March,  1865.  Appointment  re- 
voked 24  February',  18G9. 

Blnnt,  Nimon  F. 

3Ii<lshipman,  7  September,  1831.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
28  July,  1842.    Died  27  April,  1854. 

Blnnt,  William  H. 

Acting  Assistant  Paymaster,  1  October,  1862.     Resigned  7  April,  1866. 

Blydenbnrgh,  Benjamin  B. 

8ailmaker,  4  November,  1858.    Retired  list,  5  November,  1872. 
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Blydenbnrgh,  liuelns  B. 

Acting  Assistant  Paymaster,  26  August,  18G2.     Resigned  10  October,  1863. 

Blye,  Henry  €• 

Third  Assistant  Eng^ineer,  18  November,  1862.  Second  Assistant  Engineer,  23 
March,  1864.  First  Assistant  Engineer,  1  January,  1868.  Retired  list,  28  Octo- 
ber, 1874. 

Blythe,  Andrew. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.    Died  19  April,  1870 

Boardley,  J.  HI. 

Midshipman,  7  March,  1815.  Last  appearance  on  Records  of  Navy  Department, 
Killed  in  a  duel. 

Boardman,  Charles. 

Carpenter,  23  August,  1833.  Dismissed  6  April,  1838.  Carpenter,  7  January, 
1842.    Retired  list. 

Boardman,  Charles  H. 

Acting  Assistant  Paymaster,  14  December,  1864.  Honorably  discharged  4  Sep- 
tember, 1865. 

Boardman,  Frederick  A. 

Midshipman,  20  October,  1849.    Resigned  19  June,  1856. 

Boardman,  George  C. 

Acting  Assistant  Paymaster,  23  July,  1862.    Died  12  November,  1865. 

Boarman,  Charles. 

Midshipman,  9  June,  1811.  Lieutenant,  5  March,  1817.  Commander,  9  February, 
1837.  Captain,  24  March,  1844.  Reserved  list,  14  September,  1855.  Commo- 
dore, Retired  list,  4  April,  1867.  Rear- Admiral,  Retired  list,  15  August,  1876. 
Died  13  September,  1879. 

Boek,  William  Hi. 

Mate,  7  January,  1864.     Resigned  5  June,  1865. 

Boeking,  Adolph  H. 

Acting  Ensign,  17  June,  1864.    Honorably  discharged  25  January,  1866. 

Bodden,  Darid. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  19 
July,  1865. 

Boden,  William. 

Midshipman,  18  June,  1812.     Drowned  6  March,  1820. 

Bodman,  H.  A. 

Acting  Assistant  Surgeon,  30  January,  1863.    Resigned  21  April,  1865. 

Boernm,  Geori^e  C. 

Sailmaker,  4  September,  1852. 

Boerum,  William. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander,  9 
February,  1837.     Drowned  2  November,  1842. 

Bogardn8,  A.  R. 

Midshipman,  26  December,  1815.  Lieutenant,  28  April,  1816.  Resigned  21  Octo- 
ber, 1828. 

Bogardn8,  Peter  C. 

Third  Assistant  Engineer,  27  January,  1848.     Resigned  6  February,  1852. 

Bogarl,  m. 

Acting  Ensign,  28  September,  1863.    Honorably  discharged  20  October,  1865. 

Bogarl,  Robert  B. 

Acting  Ensign,  27  June,  1864.     Resigned  29  August,  1864. 

Bogert,  Edward  S. 

Assistant  Surgeon,  10  June,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Bur* 
geon,  6  April,  1866. 
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Gtmner,  14  May,  1870.    Resigned  19  June,  1878. 

Bosert,  J.  W. 

Acting  Ma8ter,6  July,  1861.    Resigned  7  March,  1862. 

Aoggins^  martin. 

Acting  Third  Assistant  Engineer,  8  November,  1868.    Resigned  27  April,  1864. 

Boi^an,  James. 

Gunner,  14  December,  1815.    Resigned  17  October,  1826. 

Bosi^s,  Archibald  G. 

Mate,  12  September,  1814.    Honorably  discharged  5  August,  1865. 

^Bosi^s,  Charles  E. 

Acting  Assistant  Paymaster,  19  December,  1862.  Discharged  4  November,  1866. 
Assistant  Paymaster,  27  February,  1867.  Retired  list,  7  May,  1869.  Died  1 
October,  1880. 

Boggs,  Charles  S. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  28  April,  1882.  Lieuten- 
ant, 6  September,  1887.  Commander,  14  September,  1855.  Captain,  16  July, 
1862.  Commodore,  25  Jujy,  1866.  Rear-Admiral,  1  July,  1870.  Retired  list, 
28  January,  1872. 

Boggs,  Ely  HI. 

Mate,  7  November,  1863.  Acting  Ensign,  17  March,  1864.  Honorably  discharged 
15  September,  1865. 

Hoggs,  George  B. 

Acting  Third  Assistant  Engineer,  2  September,  1864.  Honorably  discharged  15 
September,  1868. 

Boggs,  Ijawrenee  G. 

Assistant  Paymaster,  24  September,  1869.  Passed  Assistant  Paymaster,  25  Octo- 
ber, 1874. 

Boggs,  William  Brenlon. 

Purser,  80  November,  1852.  Pay  Director,  8  March,  1871.  Retired  list,  2  July, 
1871.    Died  11  March,  1875. 

BoSS<^9  William  Brenlon. 

Cadet  Engineer,  1  October,  1871.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

Bogne,  George  W. 

Mate.    Acting  Ensign,  7  November,  1862.    Dismissed  28  April,  1863. 

Bohrer,  George. 

Surgeon's  Mate,  24  July,  1813.    Resigned  20  January,  1814. 

Bohrer,  Julius  IS. 

Midshipman,  31  December,  1889.  Passed  Midshipman,  2  July,  1845.  Master,  1 
March,  1854.     Retired  list,  24  February,  1858. 

Boles,  Bavld  A. 

Mate,  11  October,  1864.    Honorably  discharged  22  June,  1865. 

Bowie,  Adam  H.  1j. 

Mate,  21  January,  1868.  Acting  Ensign,  17  March,  1864.  Honorably  discharged 
28  November,  1865. 

Boland,  Andrew. 

Acting  Third  Assistant  Engineer,  26  February,  1826.  Honorably  discharged  11 
January,  1866. 

Boland,  W.  F. 

Acting  Carpenter,  1  October,  1862.    Resigned  6  November,  1868. 

Bolander,  Amos. 

Acting  Ensign,  1  October,  1862.    Resigned  19  February,  1863. 

Bolander,  John  G. 

Acting  Third  Assistant  Engineer,  19  September,  1861.  Dismissed  25  February, 
1862. 

6 


82  GENERAL  NAVY  REGISTER. 

Bolejaek,  James* 

Acting  Third  Assistant  Engineer,  2  November,  1802.    Acting  First  Assistant  En- 
gineer, 7  December,  1863.    Honorably  discharged  7  November,  1865. 

Bolles,  Henry  8* 

Mate.    Resigned  18  October,  1804.     Mate,  23  December,  1804.  Resigned  IC  March, 
1805. 

Bolles,  John  H* 

Acting  Master  and  Pilot,  28  October,  1804.    Honorably  discharged  17  September, 
1805. 

Bolles,  Mattliew,  Jr. 

Acting  Midshipman,  80  July,   1803.    Ensign,   18  December,   1868.    Master,  21 
March,  1870.    Lieutenant,  29  December,  1871.    Died  2  May,  1875. 

Bolles,  Stephen. 

Acting  Ensign,  1  October,  1802.     Resigned  23  January,  1804. 

Bolles,  Timothy  BIx. 

Midshipman,  1   October,  1804.    Graduated  June,   1809.     Ensign,  12  July,  1870. 
Master,  24  May,  1872.    Lieutenant,  27  June,  1875. 

Bollman,  T.  W. 

Acting  Third  Assistant  Engineer,  19  September,  1802.    Resigned   13  June,   1863. 

Bolson,  Naninel. 

Acting  Second  Assistant  Engineer,  5  November,  1803.     Resigned  30  May,  1865. 

Bolton,  Samuel  Ij. 

Acting  Assistant  Surgeon,  1  October,  1802.    Resigned  1  December,  1803. 

Bolton,  William  Compton. 

Captain,  21  February,  1831.  Died  22  February,  1849. 

Bolton,  William  H. 

Mate,  23  December,  1803.    Honorably  discharged  21  March,  1808.    Mate,  26  Octo- 
ber, 1809.    Resigned  20  December,  1870. 

Bond,  BaTid  B. 

Mate,  1  October,  1802.    Acting  Ensign,  5  June,  1803.    Honorably  discharged  10 
October,  1805. 

Bond,  Edwin. 

Acting  Third  Assistant  Engineer,  5    January,  1804.      Honorablv  discharged   1 
July,  1865. 

Bond,  Samnel. 

Midshipman,  20  June,  1800.    Last  appearance  on  Records  of  Navy  Department, 
17  April,  1811. 

Bond,  William. 

Third  Assistant  Engineer,  23  June,  1803.     Resigned  25  May,  1807. 

Bond,  William  €. 

Acting  Third  Assistant  Engineer,  0  August,  1804.     Honorably  discharged  26 
December,  1805. 

Bond,  William  8. 

Acting  Boatswain,  7  January,  1805.    Boatswain,  22  August,  1800.    Resigned  15 
September,  1873. 

Bone,  George  W. 

Acting  Ensign,  10  April,  1803.     Acting  Master,  25  July,  1804.    Appointment 
revoked  21  February,  1805. 

Bonefonse,  Antolne. 

Master,  12  October,  1812.    Dismissed  25  September,  1813. 

Bonnell,  William. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Drowned. 

Bonner,  James  €. 

Acting  Master,  1  October,  1802.    Honorably  discharged  10  January,  1806. 
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BonneTille,  T.  X. 

Midshipman,  1  January,  1812.     Resigned  13  March,  1816. 

Bonuey,  Henry  II. 

Acting  Master,  9  October,  1861.     Resigned  21  August,  1863. 

Bonsall,  A.  O. 

Third  Assistant  Engineer,  19  February,  1863.    Appointment  revoked  12  January, 
1866. 

Ronsall,  JBdward. 

Boatswain,  1  June,  1869. 

Bonsall,  Thomas  W. 

Mate,  27  April,  1865.    Honorably  discharged  24  December,  1868.    Mate,  6  No- 
vember, 1869. 

Bonsall,  William  R. 

Acting  Assistant  Surgeon,  7  August,  1861.     Resigned  5  February,  1863. 

Booby,  Henry. 

Mate,  1  October,  1862.    Acting  Ensign,  16  February,  1863.     Honorably  discharged 
24  November,  1865. 

Book,  Gkeorge  H* 

Acting  Ensign,  5  December,  1864.    Honorably  discharged  26  January,  1866. 

Book,  Georg^e  Milton. 

Acting  Midshipman,  28  November,  1861.    Graduated  September,  1865.    Ensign,  1 
December,  1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 

Boom,  Francis. 

Sailmaker,  3  January,  1851. 

Boomer,  £pliralm* 

Acting  Master,  5  June,  1862.     Honorably  discharged  27  September,  1865. 

Boone.  William  €• 

Acting  Third  Assistant  Engineer,  26  May,  1863.     Resigned  12  May,  1865. 

Booream,  Henry. 

Midshipman,  1  November,  1826.     Resigned  14  June,  1833. 

Boorom,  Jared  I>. 

Gunner,  24  September,  1853.     Killed   15  May,  1862,  in  an  engagement  on  tho 
James  River. 

Boorom,  8ylTe8ter  I>. 

Chaplain,  9  July,  1875. 

Booth,  Alonzo  G. 

Acting  Third  Assistant  Engineer,  25  February,  1864.     Resigned  15  May,  1865. 
Bootli,  Benjamin  W. 

Midshipman,  20  June,  1806.     Lieutenant,  7  January,  1813.    Commander,  28  March 
1820.    Died  26  July,  1828. 

Bootli,  Eden. 

Mate,  19  November,  rt61.    Resigned  2  May,  1802. 

Booth,  Jonas. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  12  September,  1865. 

Booth,  J.  8taaw. 

Midshipman,  27  May,  1829.     Dismissed  G  June,  1836. 

Booth,  li.  M. 

Midshipman,  1  June,  1815.     Lost  at  sea,  October,  1824. 

Bopp,  James  A. 

Acting  Third  Assistant  Engineer,  28   December,  1801.     Honorably  discharged  19 
September,  18G5. 

Borehert,  Geor|;e  A. 

Acting  Midshipman,  20  September,  1855.     Midshipman,  9  June,  1859.    Dismissed 
24  July,  1861. 
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Boreum,  William  H. 

Acting  Third  Assistant  Engineer,  28  December,  1861.    Dismissed  18  November, 

1863. 

Bordeu,  Henry  8. 

Acting  Ensign,  17  October,  1862.  Acting  Master,  28  October,  1864.  Resigned 
16  March,  1865. 

Borden,  Hiram  C* 

Mate,  2  December,  1861.    Resigned  17  May,  1865. 

Borden,  Isaac  H« 

Acting  Third  Assistant  Engineer,  17  Febmary,  1864.     Resigned  9  May,  1865. 

Borden,  J.  F. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  4  June,  1834.  Lieutenant,  25 
February,  1841.    Drowned  5  April,  1842. 

Borden,  Xelson  €• 

Acting  Ensign,  6  November,  1863.    Honorably  discharged  20  September,  1865. 

Borden,  Prince  8. 

Acting  Master,  2  January,  1862.    Honorably  discharged  4  November,  1865. 

Borden,  William  €• 

Mate,  12  November,  1863.  Acting  Ensign,  29  August,  1864.  Honorably  discharged 
15  July,  1865. 

Bordley,  Thomas  H. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engineer,  1  October,  1863.  Died  10  December, 
1865. 

Borilman,  Charles* 

Carpenter,  23  August,  1833.  Dismissed  6  April,  1838.  Carpenter,  7  January,  1842. 
Retired  list,  23  September,  1868. 

Borland,  JBnelld. 

Assistant  Surgeon,  4  April,  1831.    Cashiered  22  October,  1834. 

Borner,  Paul. 

Mate,  31  August,  1861.  Acting  Ensign,  14  March,  1863.  Honorably  dischargee) 
3  February,  1866. 

Borthwiek,  John  Ij.  B. 

Third  Assistant  Engineer,  8  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.    First  Assistant  Engineer,  11  October,  1866. 

Borton,  James  I>* 

Gunner,  30  March,  1861.  Dismissed  18  April,  1866.  Boatswain,  5  November, 
1866.    Died  27  January,  1867. 

Bosqne,  Aicenor* 

Midshipman,  1  November,  1826.     Discontinued  15  July,  1833. 

Boss,  Edward* 

Lieutenant,  27  June,  1799.  Discharged  30  April,  1801,  under  Peace  Establishment 
Act 

Bo«8,  £dwln* 

Acting  Assistant  Paymaster,  25  November,  1804.     Discharged  11  October,  1865. 

Bobs,  Joseph. 

Midshipman,  2  March,  1799.     Delivered  up  Warrant  29  July,  1800. 

Boss,  Bobert  P. 

Mate,  4  January,  1862.  Resigned  14  May,  1864.  Acting  Ensign,  27  May,  1864. 
Honorably  discharged  22  January,  1866. 

Bostiek,  £dward  B. 

Midshipman,  24  September,  1870.  Graduated  21  June,  1875.  Ensign,  21  Septem- 
ber, 1876. 

Bostwiek,  Charles* 

Mate,  27  May,  1862.    Dismissed  5  June,  1863. 


GENERAL  NAVY  REGISTER.  86 

Bostwiek,  I>«  Ii« 

Acting  Assistant  Paymaster,  17  November,  1863.    Discharged  1  October,  1865. 

Bostwiek,  Frank  M* 

Cadet  Midshipman,  26  September,  1873.     Graduated  18  June,  1879. 

Bostwlek,  M.  W. 

Purser,  16  July,  1814.    Lost  in  the  '' Epermer;'  in  1815. 

Bostwick,  Richard* 

Lieutenant,  21  March,  1799.  Discharged  2  September,  1801,  under  Peace  Estab- 
lishment Act. 

Bostwick,  Robert  €• 

Mate,  8  January,  1862.    Dismissed  5  June,  1863. 

BoBworth,  Daniel. 

Acting  Assistant  Paymaster,  5  April,  1864.    Discharged  18  October,  1865. 

BoBworth,  Daniel  P. 

Mate,  13  May,  1863.    Acting  Ensign,  80  November,  1868.    Honorably  discharged  • 
20  October,  1865. 

Boswortb,  Harlan  P. 

Mate,  9  November,  1864.    Resigned  30  May,  1865. 

Boswortb,  Xatbanlel. 

Midshipman,  5  December,  1798.  Lieutenant,  30  November,  1799.  Last  appear- 
ance on  Records  of  Navy  Department. 

Boteler,  Josepta  €• 

Mate,  5  October,  1866.    Deserted  8  October,  1866. 

Botoford,  Jerard  H* 

Third  Assistant  Engineer,  3  October,  1861.  Second  Assistant  Engineer,  8  August, 
1863.    Died  25  July,  1864. 

Botten,  €•  II. 

Mate,  26  July,  1863.    Honorably  discharged  27  July,  1865. 

Rottletaer,  Morris. 

Acting  First  Assistant  Engineer,  27  September,  1864.    Dismissed  12  April,  1865. 

Bouchard,  €.  Ij. 

Acting  Second  Assistant  Engineer,  9  June,  1803.  Appointment  revoked  (Sick,) 
26  May,  1865. 

Bondlnot,  W.  £. 

Midshipman,  1  February,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  7 
March,  1849.     Lieutenant,  5  September,  1849.     Resigned  17  November,  l.SoH. 

BouKhan,  J.  G* 

Midshipman,  11  January,  1815.  Lieutenant,  13  January,  1825.  Died  0  Novem- 
ber, 1832. 

Bonghton,  Napoleon* 

Acting  Ensign,  31  October,  1862.     Honorably  discharged  30  November,  1805. 

Bonlton,  8.  Ij. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  1  Dec^ember,  1803. 

Bonntbean,  Peter* 

Midshipman,  1  March,  1799.    Last  appearance  on  Records  of  Navy  Department. 

Bonrne,  Benjamin  €. 

Acting  Third  Assistant  Engineer,  25  July,  1862.  Resigned  13  June,  1863. 
Acting  Second  Assistant  Engineer,  14  March,  1864.  Acting  First  Assistant 
Engineer,  29  December,  1864.     Honorably  discharged  16  August,  1805. 

Bourne,  Benjamin  F* 

Purser,  26  March,  1814.    Died  10  November,  1823. 

Bonrne,  £dmund  Ij. 

Mate,  4  November,  1862.  Acting  Ensign,  11  December,  1863.  Honorably  dis- 
charged 30  September,  1865. 
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Bowman,  Charles  G. 

Midshipman,  29  July,  1865.    Graduated  June,  1869.    Ensign,  12  July,  1870. 
ter,  12  July,  1871.    Lieutenant,  9  August,  1874. 

Bowman,  Edward  €• 

Acting  Assistant  Paymaster,  30  June,  1862.    Died  October,  1864. 

Bowman,  John. 

Mate,  81  August,  1868.  Acting  Ensign,  21  September,  1864.  Honorably  dis- 
charged 2  October,  1865. 

Bowman,  Joseph* 

Midshipman,  8  July,  1815.    Died  24  October,  1825. 

Bowne,  lionls* 

Mate,  17  June,  1863.  Acting  Ensign,  12  August,  1864.  Appointment  revoked  24 
July,  1865. 

Bowyer,  John  II. 

Midshipman,  28  September,  1870.  Graduated  15  October,  1874.  Ensign,  17  July^ 
1875. 

Bowyer,  Tbomas  H. 

Midshipman,  1  January,  1802.    Lieutenant,  5  March,  1817.    Died  in  1822. 

Boyee,  Edwin. 

Mate,  20  November,  1863.    Resigned  31  May,  1864. 

Boyee,  James  B* 

Surgeon's  Mate,  22  April,  1816.    Dismissed  7  April,  1829. 

Boyee,  li*  P. 

Acting  Assistant  Surgeon,  26  September,  1862.    Resigned  19  June,  1865. 

Boyee,  Thomas  J. 

Sailmaker,  12  October,  1833.    Died  25  March,  1853. 

Boyd,  Arthur  A. 

Acting  Midshipman,  10  October,  1862.  Ensign,  18  December,  1868.  Master,  31 
March,  1870.  Lieutenant,  21  March,  1871.  Resigned,  to  take  effect  1  January^ 
1881. 

Boyd,  £dward* 

Midshipman,  19  August,  1823.  Passed  Midshipman,  20  February,  1830.  Dis- 
missed 5  December,  1831. 

Boyd,  Geori^e. 

Midshipman,  13  January,  1799.    Resigned  5  February^  1800. 

Boyd,  Henry  A. 

Acting  Second  Assistant  Engineer,  28  December,  1861.     Resigned  16  May,  1862. 

Boyd,  James. 

Surgeon's  Mate,  10  October,  1799.  Surgeon,  1  July,  1803.  Died  at  Sea  about 
September,  1803. 

Boyd,  James. 

Acting  Third  Assistant  Engineer,  24  February,  1864.  Appointment  revoked 
(Sick)  18  June,  1864.  Acting  Third  Assistant  Engineer,  22  August,  1864.  Hon- 
orably discharged  17  July,  1865 

Boyd,  James  T* 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  31 
July,  1805. 

Boyd,  Jobn  €• 

Assistant  Surgeon,  3  April,  1873.    Passed  Assistant  Surgeon,  18  April,  1877. 

Boyd,  John  ^.  A. 

Midshipman,  13  December,  1819.     Dismissed  5  November,  1827. 

Boyd,  Jo8hna  J* 

Midshipman,  1  January,  1825.     Left  off,  25  November,  1827. 

Boyd,  liOnls  J*  M. 

Acting  Third  Assistant  Engineer,  6  March,  1862.     Resigned  8  August,  1868. 
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Boyd,  Robert,  Jr. 

HidshipmaD,  14  January,  1850.  Passed  Midshipman,  20  June,  1859.  Master,  2^ 
January,  1858.  Lieutenant,  28  January,  1858.  Lieutenant-Commander,  16  July, 
1862.    Commander,  20  March,  1871. 

Bojrd,  Thomas  J. 

Burgeon's  Mate,  28  March,  1820.    Surgeon,  10  July,  1824.    Died  26  March,  1839. 

Bojrd,  Walter. 

Midshipman,  4  August,  1800.  Last  appearance  on  Records  of  Navy  Department, 
%7  October,  1808. 

Royd,  William. 

Acting  Ensign,  28  August,  1863.  Honorably  discharged  1  June,  1865.  Mate,  20 
April,  1870. 

Boyd,  William  B. 

Acting  Third  Assistant  Engineer,  10  August,  1864.    Resigned  31  May,  1865. 

B^i^yden,  Jeremilali  W. 

Acting  Assistant  Surgeon,  5  March,  1864.  Assistant  Surgeon,  20  August,  1864. 
Died  17  August,  1866. 

Boyden,  John. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
18  August,  1812. 

Boyden,  J.  Wesley. 

Acting  Assistant  Surgeon,  8  March,  1864.  Assistant  Surgeon,  20  August,  1864. 
Died  on  '' Mutcoota,''  17  August,  1866. 

Boyden,  Panl. 

Mate,  26  May,  1863.  Acting  Ensign,  81  December,  1864.  Honorably  discharged 
16  December,  1868. 

Boyer,  Charles. 

Acting  Ensign,  2  July,  1863.    Honorably  discharged  10  February,  1868. 

Boyer,  Samnel  P. 

Acting  Assistant  Surgeon,  21  June,  1862.  Acting  Passed  Assistant  Surgeon,  19 
May,  1865.    Honorably  discharged  8  April,  1870. 

Boyle,  £ni;ene* 

Midshipman,  10  May,  1831.    Resigned  14  July,  1838. 

Boyle,  Jobn* 

Mate,  15  April,  1862.  Acting  Ensign,  28  July,  18C3.  Honorably  discharged  27 
November,  1869. 

Boyle,  Junlns  J. 

Midshipman,  27  August,  1823.  Passed  Midsliipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Reserved  list,  13  Scprcniber,  1855.  Commodore  on  Reserved 
list,  4  April,  1832.     Died  11  August,  1870. 

Boyle,  Stiles  E. 

Mute,  3  October,  1864.    Dismissed  15  June,  1866. 

Boyle,  Thomns. 

Muster,  16  Ai)ril,  1813.    Resigned  8  September,  1813. 

Boyle,  William. 

Actini^  Third  Assistant  Engineer,  23  May,  1804.  Honorably  discharged  1  Octo- 
ber, 1«G5. 

Boynton,  Edward  8. 

Third  Assistant  Engineer,  26  August,  1859.  Resigned  15  October,  1860.  Re- 
appointed 24  April,  1861.  Second  Assistant  Engineer,  28  October,  1862.  Re- 
signed 7  November,  1863. 

Boynton,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,  1864.  Honorably  discharged  10 
October,  1865. 

Boynton,  James  W. 

Acting  Third  Assistant  Engineer,  22  May,  1862.  Appointment  revoked  (Sick,)  16 
AprU,  1868. 
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Box,  Philip  M. 

Midshipman,  1  November,  1826.    Dismissed  21  June,  1833. 

Brackett,  Frank  £• 

Mate,  19  December,  1861.  Acting  Ensign,  24  Jane,  1864.  Honorably  discharged 
3  November,  1865. 

Brackett,  Horace  W. 

Acting  Ensign,  21  January,  1864.     Honorably  discharged  6  September,  1865. 

Brackett,  Joseph  W. 

Master,  14  March,  1833.     Resigned  1  August,  1836. 

Bradhnrn,  W.  P. 

Midshipman,  31  December,  1831.    Resigned  2  June,  1886. 

Bradbnry,  Charles  A. 

Midshipman,  26  July,  1865.  Graduated  4  June,  1860.  Ensign,  12  July,  1870. 
Master,  6  February,  1872.    Lieutenant,  1  May,  1875. 

Bradbnry,  JEdward  £• 

Mate,  20  August,  1864.    Master  on  Retired  list,  20  March,  1871. 

Bradbnry*  George  H* 

Acting  Master,  5  June,  18C1.    Resigned  28  February,  1862. 

Bradbnry,  Isaac  H. 

Mate,  2  February,  1863.  Acting  Ensign,  29  August,  1864.  Lost  on  Ifareis$u$^  i 
January,  1866. 

Bradbnry,  W.  F. 

Surgeon's  Mate,  10  December,  1814.  Last  appearance  on  Records  of  Navy  De- 
partment, 1816.    Resigned. 

Bradford,  I>nncan* 

Professor,  4  March,  1835.    Dropped  4  September,  1848. 

Bradford,  Georg^e. 

Master,  17  July,  1812.    Discharged  7  May,  1813. 

Bradford,  Henry  F. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    First  Assistant  Engineer,  11  October,  1866.  Died  16  September,  1878. 

Bradford,  Horace  8* 

Acting  Assistant  Paymaster,  24  February,  1862.     Resigned  1  December,  1863. 

Bradford,  James. 

Midshipman,  4  March,  1819.    Resigned  25  June,  1827. 

Bradford,  James  H. 

Surgeon's  Mate,  23  August,  1800.    Resigned  9  July,  1803. 

Bradford,  John  O. 

Purser,  14  March,  1845.  Pay  Director,  3  March,  1871.  Paymaster-General,  18 
February,  1873.    Retired  list,  22  February,  1877.    Died  27  June,  1879. 

Bradford,  Joseph  €• 

Sailmaker,  21  July,  1846.     Retired  list,  6  June,  1878. 

Bradford,  Joseph  M. 

Midshipman,  10  January,  1840.  Passed  Midshi'pman,  11  July,  1846.  Master,! 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Retired  list,  5  February,  1872.  Cap. 
tain.  Retired  list,  16  March,  1872.    Died  14  April,  1872. 

Bradford,  Ijawrence. 

Mate,  2  May,  1862.    Honorably  discharged  12  July,  1865. 

Bradford,  Robert  F. 

Acting  Midshipman,  21  May,  1852.  Midshipman,  30  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  22  Decem- 
ber, 1860.    Lieutenant-Commander,  5  August,  1862.    Commander,  8  July,  1870. 

Bradford,  Royal  B. 

Acting  Midshipman,  28  November,  1861.     Graduated  September,  1865,  Ensign,  1 
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December,  1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869.    Lieu- 
tenant-Commander, 80  November,  1878. 
Bradford,  William. 

Midshipman,  24  July,  1807.     Resigned  11  May,  1809. 

Bnulford,  William  H. 

Mate*,  7  August,  1863.    Died  on  Roebuck,  29  July,  1804. 

Bradford,  William  li. 

Midshipman,  1  October,  1850.    Passed  Midshipman,  20  June,  1856.    Master,  22 
January,  1858.    Lieutenant,  20  August,  1859.     Resigned  17  April,  1861. 

Bradlee,  B.  F. 

Midshipman,  1  September,  1822.    Discharged  4  April,  1829. 

Bradley,  Ciiarlen. 

Acting  Third  Assistant  Engineer,  1   February,  1865.     Honorably  discharged  24 
September,  1865. 

Bradley,  £•  B. 

Mate,  8  September,  1863.    Resigned  6  May,  1866. 

Bradley,  Franklin. 

Mate,  17  October,  1864.    Honorably  discharged  21  September,  1865. 

Bradley,  Oeorice  H. 

Mate,  5  June,  1862.    Resigned  26  May,  1863. 

Bradley,  George  P. 

Assistant  Surgeon,  7  September,  1870.  Passed  Assistant  Surgeon,  21  January,  1874. 

Bradley,  John  B. 

Acting  Midshipman,  21  September,  1858.    Killed  on  board  Richmond,  below  New 
Orleans,  24  April,  1862. 

Bradley,  I«eander  I>* 

Acting  Assistant  Paymaster,  25  September,  1868.    Discharged  20  September,  1865. 

Bradley,  Bfiehael. 

Assistant  Surgeon,  1  July,  1861.     Dismissed  3  December,  1863.    Restored  18  May, 
1864.    Passed  Assistant  Surgeon,  22  June,  1864.     Surgeon,  12  June,  1865. 

Bradley,  Walter. 

Acting  Third  Assistant  Engineer,  4  November,  18G1.     Acting  Second  Assistant 
Engineer,  2  January,  1863.     Resigned  23  March,  18G3. 

Bradley,  William. 

Assistant  Surgeon,  20  May,  1859.     Lost  in  the  Levant,  18G0. 

Bradley,  William  J. 

Acting  Third  Assistant  Engineer,  29  March,  1864.     Resigned  8  May,  1865. 

Bradley,  W.  W. 

Acting  Gunner,  8  October,  1864.     Resigned  27  April,  1805. 

Bradner,  Thomas  J. 

Surgeon's  Mate,  26  May,  1824.     Killed  (Duel,)  23  August,  1827. 

Bradfitreet,  Nathaniel. 

Surgeon,  23  September,  1798.     Resigned  23  December,  1799. 

Brady,  Edward. 

Acting  Boatswain,  13  August,  1853.     Resigned  7  April,  1854. 

Brady,  Edward. 

Acting  Boatswain,  11  February,  1863.    Appointment  revoked  2  November,  18G3. 
Acting  Boatswain,  2  February,  1865.     Dismissed  7  February,  18G6. 

Brady,  John. 

Acting  Boatswain,  12  April,  1876.     Appointment  revoked  5  February,  1878. 

Brady,  Thomas  F. 

Carpenter,  24  October,  1829.     Last  appearance  on  Records  of  Navy  Department. 
1831. 
Brady,  William  X. 

Boatswain,  7  September,  1836.    Master,  1  July,  1843.    Reserved  list,  14  Septem- 
ber, 1855. 


92  GENERAL  NAVY  REGISTER. 

Bragden,  Charles  A* 

Boatswain,  4  June,  1858.    Disgracefully  discharged  10  October,  1866. 

JBragg,  CalTln  II. 

Mate,  8  September,  1868.  Acting  Ensign,  4  December,  1868.  Honorably  difl 
charged  14  October,  1865. 

Bragg,  Charles  P. 

Acting  Ensign,  11  June,  1863.    Honorably  discharged  20  February,  1866. 

Bragg,  Ira  W. 

Assistant  Surgeon,  24  January,  1862.    Died  21  October,  1864. 

Braldwood,  William. 

Acting  Second  Assistant  Engineer.  Acting  First  Assistant  Engineer,  27  Decen 
ber,  1864.    Dismissed  18  March,  1865. 

Brallsford,  Joseph. 

Midshipman,  15  November,  1809.    Drowned  30  June,  1814. 

Brallsford,  W.  H. 

Midshipman,  1  December,  1809.  Lieutenant,  4  February,  1815.  Last  appearana 
on  Records  of  Navy  Department 

Bralne,  Daniel  Ij. 

Midshipman,  80  May,  1846.  Passed  Midshipman,  6  June,  1852.  Master,  16  8«b< 
tember,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  ". 
July,  1862.    Commander,  25  July,  1860.    Captain,  11  December,  1874. 

Braisted,  J.  M. 

Mate,  24  September,  1861.    Dismissed  13  August,  1863. 

Braley,  George  F. 

Acting  Ensign,  21  October,  1864.    Honorably  discharged  1  October,  18C16. 

Braley,  Isaae  Y. 

Acting  Ensign,  2  February,  1865.    Honorably  discharged  22  July,  1865. 

Brame,  Charles  £• 

Midshipman,  25  January,  1840.    Dropped. 

Braneh,  Cyras  A. 

Midshipman,  30  November,  1814.    Killed  (Duel)  May,  1826. 

Brand,  Frederick  B. 

Midshipman,  17  July,  1840.  Passed  Midshipman,  11  July,  1846.  Acting  Master, 
6  November,  1847.    Resigned  1  May,  1849. 

Brandt,  John  B. 

Gunner,  7  July,  1849.    Resigned  12  January,  1853. 

Brandt,  William  W. 

Mate.    Resigned  7  December,  1864. 

Brann, John. 

Mate,  January,  1863.  Acting  Ensign,  22  February,  1865.  Honorably  discbaiged 
21  November,  1865.    Acting  Ensign,  5  April,  1867.     Mustered  out  2  October, 

1868. 

Brannan,  James  A. 

Acting  Ensign,  17  March,  1863.    Honorably  discharged  22  December.  1868. 

Brannen,  James. 

Acting  Third  Assistant  Engineer,  7  September,  1864.  Honorably  discharged  1(J 
June,  1865. 

Brannon,  James. 

Acting  Third  Assistant  Engineer,  11  December,  1862.     Resigned  13  March,  186^ 

Bransford,  John  F. 

Assistant  Surgeon,  26  June,  1872.    Passed  Assistant  Surgeon,  21  December,  1875. 

Branson,  Ware,  Jr. 

Acting  Sailmaker,  23  November,  1857.     Resigned  27  June,  1859. 

Brant,  BIchard  B. 

Midshipman,  3  August,  1798.    Master,  16  May,  1800.     Resigned  22  March,  1804. 
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Brantlngliaiii,  Charles  H. 

Mate,  10  March,  1862.  Acting  Ensign,  13  July,  1863.  Acting  Master,  3  July, 
1865.    Honorably  discharged  18  April,  1867. 

Brasher,  Thomas  II* 

Midshipman,  6  June,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Commander,  24  April,  1861.  Retired  list,  2  August,  1864. 
Captain,  Retired  list,  4  April,  1867. 

Brashers,  W.  €• 

Midshipman,  15  May,  1837.    Resigned  20  December,  1839. 

JBrashlers,  Richard* 

Midshipman,  1  January,  1812.     Died  4  September,  1817. 

Bratt,  Carlos. 

Midshipman,  12  October,  1848.    Resigned  5  July,  1850. 

Braonersrenther,  William. 

Cadet  Midshipman,  23  September,  1871.  Graduated  23  September,  1876.  Ensign, 
22  January,  1880. 

Brawley,  Richard  R* 

Acting  Assistant  Paymaster,  4  June,  1862.    Discharged  12  January,  1866. 

Bray,  €harle»  I>* 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  2 
June,  1868.     Resigned  18  March,  1869. 

Bray,  Gnilford  P. 

Mate,  18  December,  1862.    Dismissed  27  May,  1863. 

Bray,  OliTer. 

Acting  Second  Assistant  Engineer,  25  March,  1863.  Honorably  discharged  28 
November,  1865. 

Brayton,  I>anlel  €• 

Sailmaker,  30  Aucrust,  1851. 

Brayton,  J.  B. 

Acting  Assistant  Paymaster,  27  September,  1863.    Resigned  23  October,  1863. 

Brayton,  Samuel  'N. 

Assistant  Surgeon,  24  November,  1861.    Resigned  8  June,  1865. 

Brayton,   W.  H. 

Sailmaker,  21  September,  1837.    Dismissed  6  November,  1847. 

Brayton,  W.  8.  Jj. 

Sailmaker,  4  November,  1852.  Taken  prisoner  and  died  at  Charleston,  South 
Carolina,  22  April,  1864. 

Breadin,  James. 

Midshipman,  27  July,  1846.    Resigned  16  October,  1840. 

Breaker,  Charles  W. 

Third  Assistant  Engineer,  17  December,  1802.  Second  Assistant  Engineer,  8 
April,  1S64.    Died  9  February,  1871. 

Brecht,  Frederick  £• 

Mate,  29  October,  1862.    Resigned  23  September,  1863. 

Brcclit,  Theodore  €• 

Third  Assistant  Engineer,  28  May,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  18  January,  1865.  Acting  First  Assistant  Engineer,  19 
January,  1865.    Honorably  discharged  1  October,  1868. 

Breck,  Joseph  B. 

Acting  Ensign,  27  February,  1863.  Acting  Master,  8  August,  1863.  Acting 
Volunteer  Lieutenant,  16  November,  1863.  Acting  Volunteer  Lieutenant- Com- 
mander, 25  November,  1864.    Died  26  July,  1865. 

Breck,  I^owell  M. 

Acting  Ensign,  19  March,  1863.    Appointment  revoked  2  June,  1863. 
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JBreck,  Richard  A. 

Midshipman,  80  September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1370. 
Master,  6  March,  1872.    Drowned  22  September,  1874. 

Breekenrldge,  H*  UK. 

Midshipman,  15  December,  1819.    Lieutenant,  17  May,  1828.    Died  4  June,  1S^9, 

Bredln,  James. 

Midshipman,  27  July,  1846.    Resigned  16  October,  1849. 

Breed,  Cyrus  W. 

Acting  Midshipman,  26  November,  1861.  Graduated  3eptember,  1865.  Ens^g^ 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  t**" 
signed  80  April,  1875. 

Breese,  £•  Marshall. 

Third  Assistant  Engineer,  25  March,  1862.    Second  Assistant  Engineer,  1  Noyc^^^--''^" 
ber,  1868.    Resigned  2  March,  1868. 

Breese,  John. 

Assistant  Paymaster,  1  September,  1869.    Resigned  14  June,  1878. 

Breese,  K.  Randolph. 

Midshipman,  6  November,  1846.  Passed  Midshipman,  8  June,  1852.  Master, 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 
July,  1862.    Commander,  25  July,  1866.    Captain,  9  August,  1874. 

Breese,  Samuel  li. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Commander, 
December,  1885.    Captain,  8  September,  1841.    Commodore,  Retired  list,  16  Jul* 

1862.  Rear- Admiral,  Retired  list,  8  September,  1862.    Died  17  December,  187« 

Breese,  S.  lilTlngston. 

Midshipman,  14  May,  1846.    Passed  Midshipman,  8  June,  1852.    Master,  15      

tember,  1855.    Lieutenant,  16  September,   1855.     Lieutenant-Commander,  0— ^ 
July,  1862.    Commander,  14  April,  1867.    Captain,  26  April,  1878. 

Breese,  Thomas. 

Purser,  8  July,  1815.    Died  12  October,  1846. 

Master,  12  October,  1813.    Discharged  15  April,  1815. 

Breeze,  Theodore. 

Acting  Third  Assistant  Engineer,  28  September,  1868.    Resigned  2  June,  1865. 

Bremon,  Charles. 

Acting  Second  Assistant  Engineer,  21  July,  1864.    Resigned  15  May,  1865. 

Bremon,  Frank  A. 

Acting  First  Assistant  Engineer,  5  August,  1861.     Resigned  21   February,  1( 
Acting  Second  Assistant  Engineer,  21  May,  1862.    Acting  First  Assistant 
gineer,  81  October,  1862.    Resigned  19  December,  1864. 

Brennard,  £•  C. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Killed  (accidentally,)  14  Novft 
ber,  1863. 

Brennen,  E.  C 

Mate,  1  October,  1862.    Acting  Ensign,  7  February,  1868.    Acting  Master,  7 

1863.  Dismissed  12  November,  1864. 

Brennen,  Christopher. 

Mate,  25  November,  1863.    Deserted  19  August,  1864. 

Brennen,  John. 

Mate,  21   January,  1864.     Acting  Ensign,  9  November,  1864.    Honorably  <15* 

charged  6  April,  1868. 

Brent,  Alexander. 

Midshipman,  2  April,  1804.    Last  appearance  on  Records  of  Navy  Department,  ^® 
May,  1804. 

Brent,  Thomas  W. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1881.  Lieutenant^  ^ 
March,  1835.    Conmiander,  14  September,  1855.    Resigned  19  January,  1861. 
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JBrentley,  H.  J. 

Mate,  2  November,  1864.    Deserted  4  November,  1864. 

Srentnall,  John  H*  H. 

Acting  Assistant  Surgeon,  18  December,  1861.    Resigned  2  November,  1868. 

Brenton,  Francis  J. 

Acting  Ensign,  80  August,  1862.     Resigned  6  June,  1865. 

Brereton,  John  A. 

Surgeon^s  Mate,  1  September,  1808.    Surgeon,  4  March,  1811.    Resigned  11  July, 
1815. 
Brereton,  Thomas. 

Midshipman,  20  June,  1806.    Resigned  21  August,  1811. 

Breslyn,  Jeremiah  €• 

Acting  Gunner,  2  December,  1863.    Appointment  revoked  8  May,  1865. 

Brewer,  Thomas. 

Mate,  20  January,  1868.    Resigned  19  August,  1863.    Acting  Ensign,  17  October, 
1864.    Honorably  discharged  12  July,  1865. 

Brewster,  Benjamin. 

Midshipman,  80  November,  1814.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 16  February,  1816. 

Brewster,  Charles  W. 

Acting  Ensign,  18  August,  1864.    Honorably  discharged  4  December,  1865. 

Brewster,  X. 

Acting  Assistant  Surgeon,  12  March,  1868.    Honorably  discharged  19  December, 
1865. 

Brewster,  Patrick. 

Acting  First  Assistant  Engineer,  20  June,  1868.    Resigned  27  March,  1865. 

Brian,  €•  T. 

Mate,  9  October,  1867.    Resigned  13  October,  1871. 

Briard,  George. 

Midshipman,  4  March,  1823.     Died  15  December,  1829. 

Brioe,  John. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  4  Sep- 
tember, 1865. 

Brice,  John  J. 

Acting  Ensign,  18  September,  1862.  Acting  Master,  23  March,  1865.  Ensign,  12 
March,  1868.    Master,  18  December,  1868.    Lieutenant,  21  March,  1870. 

Brice,  John  W. 

Midshipman,  2  March,  1883.    Resigned  1  September,  1888. 

Brlee,  Jonathan  K. 

Cadet  Midshipman,  13  June,  1873.     Graduated  18  June,  1879. 

Brice,  William  H. 

Mate,  lo  September,  1861.  Acting  Ensign,  3  September,  1862.  Acting  Master,  16 
July,  1864.  Ensign,  12  March,  1868.  Master,  21  December,  1868.  Lieutenant, 
21  March,  1870.    Died  6  July,  1874. 

Briceland,  Isaac  ]V. 

Midshipman,  23  December,  1837.  Passed  Midshipman,  29  June,  1843.  Acting 
Master,  8  June,  1846.     Resigned  21  January,  1850. 

Bricicell,  B.  Warren. 

Assistant  Surgeon,  8  November,  1847.    Declined  9  December,  1847. 

^Hcicell,  Zaehary. 

Acting  Second  Assistant  Engineer,  25  July,  1864.     Resigned  5  June,  1866. 

Briclcett,  George  T. 

Acting  Assistant  Surgeon,  19  January,  1865.  Honorably  discharged  1  February, 
1866. 
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Brlckly. 

Acting  Third  Assistant  Engineer,  21  September,  1863.     Resigned  18  January, 

1864. 

JBrlcknell,  I>.  Warreu* 

Assistant  Surgeon,  17  November,  1847.     Resigned  6  January,  1848. 

Brldi^c,  £dward  W. 

Acting  Midshipman,  21  September,  1863.  Ensign,  18  December,  1868.  Master, 
21  March,  1870.    Lieutenant,  21  March,  1871. 

Brld|;e,  Horatio. 

Purser,  16  February,  1838.  Retired  list,  8  April,  1868.  Pay  Director,  Retired 
list,  8  March,  1871. 

Bridge,  William  K. 

Midshipman,  14  January,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  1 
March,  1855.     Lost  in  Brig  ''Porpoise;'  21  September,  1854. 

Brldger,  J. 

Carpenter,  12  June,  1827.     Last  appearance  on  Records  of  Navy  Department,  1829. 

Bridges,  €,  P. 

Mate,  G  January,  1863.    Resigned  13  May,  1865. 

Bridges,  Ellfnha  H. 

Acting  Assistant  Surgeon,  23  June,  1864.    Honorably  discharged  10  October,  1865. 

Bridges,  Isaae  W. 

Mate,  9  January,  1862.     Resigned  21  January,  1862. 

Bridges,  Jobn  B. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged  17 
July,  1865. 

Bridges,  Rnfns* 

Sailmaker,  28  Mav,  1836.  Last  appearance  on  Records  of  Navy  Department,  10 
November,  1836. 

Bridges,  William  £• 

Mate,  22  October,  1861.    Deserted  7  June,  1865. 

Bridgman,  William  K. 

Acting  Midshipman,  2  December,  1859.  Ensign,  16  September,  1862.  Master,  28 
February,  1864.  Lieutcnant-Conmiander,  25  July,  1866.  Conamander,  21  Sep- 
ber,  1876. 

Briggs,  Charles. 

Midshipman,  30  July,  1866.    Graduated  June,  1870.     Resigned  24  August,  1871. 

Briggs,  Charles  O* 

Acting  Ensign,  1  August,  1863.    Resigned  16  March,  1865. 

Briggs,  BaTid  Ta. 

Acting  Gunner,  8  December,  1862.     Appointment  revoked  22  March,  1865. 

Briggs,  F.  li. 

Acting  Ensign,  28  June,  1864.    Honorably  discharged  21  September,  1865. 

Briggs,  George  W* 

Mute,  2  September,  1864.    Honorably  discharged  27  January,  1866. 

Briggs,  James  G. 

Acting  Boatswain,  25  October,  1855.    Appointment  revoked  14  August,  1858. 

Briggs,  James  G* 

Acting  Boatswain,  1  November,  1864.     Honorably  discharged  21  September,  1866. 

Briggs,  John. 

Boatswain.    Last  appearance  on  Records  of  Navy  Department,  1815. 

Briggs,  John. 

Acting  First  Assistant  Engineer,  4  September,  1861.  Appointment  revoked  6 
September,  1864. 

Briggs*  John  B. 

Midshipman,  28  September,  1865.  Graduated  4  June,  1869.  Ensign,  13  July, 
1870.    Master,  12  July,  1871.    Lieutenant,  24  October,  1874. 
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Srlggfik,  John  G. 

Acting  Third  Assistant  Engineer,  9  July,  1862.  Acting  Second  Assistant  Engi- 
neer, 20  January,  1S68.    Honorably  discharged  4  November,  1865. 

Srlgi^9  John  W. 

Acting  Tliird  Assistant  Engineer,  17  May,  1864.     Resigned  30  April,  1867. 

Srlsgs,  Samnel  R. 

Master,  3  July,  1813.    Last  appearance  on  Records  of  Navy  Department. 

IBrlsham,  Franklin  W. 

Acting  Assistant  Burgeon,  7  May,  1863.     Resigned  20  January,  1865. 

IBrlgham,  Oeorfi^e  H. 

Acting  Assistant  Paymaster,  9  June,  1864.     Resigned  21  July,  1864. 

Brlfi^hani,  I^e  Orand  JB. 

Mate,  4  October,  1862.  Acting  Ensign,  21  October,  1868.  Honorably  discharged 
13  January,  1866. 

Brigham,  lievi  Ij. 

Acting  Assistant  Paymaster,  14  November,  1862.     Discharged  13  March,  1800. 

BriKht,  George  A* 

Acting  Assistant  Surgeon,  18  May,  1861.  Assistant  Surgeon,  8  August,  1864. 
Passed  Assistant  Surgeon,  81  December,  1867.     Surgeon,  12  September,  1874. 

Brli^ht,  Georfi^e  H. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.  First  Assistant  Engineer,  1  July,  1801.  Chief  Engineer,  10  November, 
1863.    Retired  list,  5  June,  1873.     Died  29  May,  1875. 

Brli^ht,  Henry. 

Acting  Boatswain,  20  December,  1852.     Resigned  11  September,  1855. 

Bright*  Jaeoh  Ij. 

Third  Assistant  Engineer,  20  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.    Resigned  18  October,  1870. 

Bright,  Washington. 

Gunner,  25  July,  1838.    Died  17  October,  1846. 

Brightman,  Perez  O* 

Acting  Third  Assistant  Engineer,  19  December,  1861.  Acting  Second  Assistant 
Engineer,  19  September,  1802.  Acting  First  Assistant  Engineer,  1  February, 
1865.    Honorably  discharged  27  January,  1800. 

Brightman,  Sheffield. 

Acting  Second  Assistant  Engineer,  6  January,  1803.     Resigned  9  February,  1808. 

Brill,  Conrad. 

Acting  Third  Assistant  Engineer,  18  February,  1805.  Honorably  discharged  10 
June,  1866. 

BrlQckerhoflT,  Charles  C. 

Acting  Assistant  Paymaster,  10  December,  1804.     Resigned  22  M:iy,  1805. 

BriQdley,  John  T. 

Acting  Third  Assistant  Engineer,  1  June,  1804.     Resigned  20  June.  1805. 

Brink,  Benjamin  II. 

Acting  Carpenter,  21  February,  1804.     Honorably  discharged  1  November,  1S05. 

Brink,  £dward  H. 

Acting  Assistant  Paymaster,  8  August,  1803.     Resigned  18  November,  1804. 

BrinkerhoflT,  iHaac. 

Assist;int  Surgeon,  1  July,  1829.  Passed  Assistant  Surgeon,  3  Murcli,  1835.  Sur- 
ge<m,  20  February,  1838.  Retired  list,  28  May,  1804.  Medical  Director,  Retired 
list,  3  March,  1871.    Died  28  September,  1874. 

Brinley,  £dward,  Jr, 

Midshipman,  14  September,  1840.  Passed  Midshipman,  11  July,  1840.  Master, 
30  Juno,  1854.     Lieutenant,  0  February,  1835.     Resigned  25  June,  1850. 

BriDtnall^  John  H.  H. 

Acting  Assistant  Surgeon,  18  December,  1801.     Resigned  5  November,  1802. 
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Brlntnall,  John  P. 

Midshipman,  21  December,  1848.     Resigned  21  June,  1854. 

Briseo,  Joliii  A. 

Boatswain,  24  Marcli,  1858. 

JBrlscoe,  Warner  L. 

Midsbipniuu,  20  November,  1849.    Dropped  3  September,  1850. 

Briscoe,  W.  II. 

Chaplain,  30  May,  1809.  Last  appearance  on  Records  of  Navy  Department,  1 
Furloughed. 

Brlttaln,  George. 

Acting  Second  Assistant  Engineer,  17  November,  18G2.  Appointment  revoke 
May,  1864. 

Brlttaln,  M.  Cookman* 

Chaplain,  31  May,  1869.     Resigned  1  March,  1871. 

Brlttln,  filamnel. 

Midshipman,  1  January,  1808.    Dismissed  26  June,  1809. 

Brlttlngham,  John  P. 

Mate,  8  November,  1862.  Acting  Gunner,  17  February,  1863.  Resignec 
August,  1864. 

Britton,  Salter. 

Midshipman,  16  January,  1809.    Resigned  13  December,  1809. 

Broadnix,  Amos. 

Third  Assistant  Engineer,  13  December,  1850.  Second  Assistant  Enginee 
February,  1851.     Resigned  14  February,  1856. 

Brock,  Edward. 

Master,  25  June,  1799.     Lieutenant,  18  August,  1800.    Dismissed  26  February,  ] 

Brock,  OllTcr  8. 

Acting  Master,  22  November,  1861.  Appointment  revoked  19  March,  1862.  1^ 
30  October,  1863.  Acting  Ensign,  30  August,  1864.  Honorably  discharges 
September,  1865. 

Br€»ekway,  James  H. 

Mate,  2  February,  1863.  Acting  Ensign,  27  January,  1864.  Killed  accidental 
Decembw,  1864. 

Brcidliead,  £dgar. 

Midshipman,  9  July,  1846.  Passed  Midshipman,  8  June,  1852.  Resignec 
January,  1853.  Acting  Lieutenant,  13  May,  1861.  Acting  Volunteer  Liei 
ant  Commander,  22  October,  1864.    Resigned  2  March,  1865. 

Brodhead,  Thomas  W. 

Midshipman,  3  March,  1841.  Passed  Midshipman,  10  August,  1847.  Ac 
Master,  2  December,  1854.     Died  20  February,  1855. 

Brodle,  Charles  B. 

Naval  Constructor,  13  January,  1826.     Died  14  October,  1845. 

Broe,  John. 

Mate,  10  January,  1863.     Resigned  20  July,  1864. 

Brofey,  William  J. 

Acting  Assistant  Surgeon,  25  March,  1805.     Resigned  20  May,  1865. 

Broi^au,  Samuel  H. 

Acting  Third  Assistant  Engineer,  20  April,  1^04.     Resigned  6  June,  1865. 

Brouangh,  William  Y. 

Cadet  Midshipman,  5  June,  1873.     Graduated  IS  June,  1879. 

Brook.  Li.  M. 

Miii8hii)niun,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Departi 

Brook,  Philip  H. 

Midshipman,  1  May,  1804.  Last  appearance  on  Records  of  Navj  Departi 
May,  1800.     Lost. 
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Brooke,  O.  B.  A. 

Midshipman,  1  November,  1828.    Lost  in  the  Hornet^  10  September,  1829. 

Brooke,  John  F. 

Surgeon's  Mate,  16  May,  1825.    Surgeon,  4  November,  1834.    Died  17  October, 
1849. 

Brooke,  John  HI. 

Midshipman,  3  March,  1841.    Passed  Midshipman,  10  August,  1847.     Master,  14 
September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  20  April,  1801. 

Brooke,  Samuel. 

Master,  17  October,  1803.    Last  appearance  on  Records  of  Navy  Department,  81 
August,  1810. 

Brooks,  Benjamin  J. 

Acting  Third  Assistant  Engineer.    Died  25  August,  1865. 

Brooks,  Edward  W. 

Acting  Third  Assistant  Engineer,  10  March,  1864.    Resigned,  6  June,  1865. 

Brooks,  £dwin  €• 

Acting  Third  Assistant  Engineer,   12  January,  1865.    Honorably  discharged  11 
December,  1868. 

BriKiks,  £dwin  F. 

Acting  Ensign,  21  November,  1862.    Acting  Master,  6  July,  1864.    Honorably 
discharged  20  November,  1865. 

Brooks,  Emorjr  J. 

Third  Assistant  Engineer,  8  May,  1859.    Second  Assistant  Engineer,  3  October, 
1861.    First  Assistant  Engineer,  20  May,  1863.    Resigned  7  December,  1868. 

Brooks,  £noeh. 

Acting  Master,  18  October,  1861.    Resigned  7  February,  1863. 

Brooks,  Ererett  W. 

Acting  Assistant  Paymaster,  12  June,  1863.    Honorably  discharged  25  October, 
1865. 

Brooks,  O.  H. 

Gunner,  29  October,  1861. 

Brooks,  Henry. 

Boatswain,  20  May,  1847.    Died  29  June,  1858. 

Brooks,  Horace. 

Mate,  30  March,  1863.    Acting  Ensign,  12  October,  1864.    Honorably  discharged 
20  August,  1865. 

Brooks,  James. 

Chaplain,  28  December,  1818.     Resigned  7  January,  1828, 

Brooks,  James. 

Purser,  7  January,  1828.     Dismissed  21  July,  1840. 

Brooks,  John. 

Midshipman,  2  May,  1836.     Passed  Midshipman,  1  July,  1842.     Died  4  June,  1843. 

Brooks,  John. 

Actinic  Third.  Assistant  Engineer,  17  October,  1801.      Resigned  18  November, 
1800. 

brooks,  John  A.  J. 

Acting  Master,  17  February,  1862.    Honorably  discharged  7  October,  18C5. 

^'ooks,  Nelson  J. 

Acting  Third  Assistant  Engineer,  5  February,  18G3.     Honorably  discharged  27 
September,  1865. 

brooks,  R.  F. 

Acting  Assistant  Surgeon,  23  March,  1864.    Acting  Passed  Assistant  Surgeon,  i:^ 
October,  1866.    Honorably  discharged  25  August,  1869. 

brooks,  Samuel. 

Lieutenant,  13  July,  1799.    Discharged  under  Peace  Establishment  Act,  8  July, 
1801. 
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Brooks,  Samnel  A. 

Mate,  12  January,  18G3.  Acting  Ensign,  4  December,  1863.  Honorably  dischai^ed 
16  December,  1865.  Acting  Master,  15  August,  1866.  Resigned  26  Aairust, 
1867. 

Brooks,  Samnel  B. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  21 
Apiil,  1863.    Resigned  13  December,  1865. 

Brooks,  Thomas. 

Acting  Third  Assistant  Engineer,  8  April,  1863.    Resigned  19  August,  1863. 

Brooks,  Thomas  HI. 

Carpenter,  27  May,  1800.    Last  appearance  on  Records  of  Navy  Department. 

Brooks,  William. 

Acting  Master,  29  October,  1861.    Died  May  16, 1863. 

Brooks,  William  B. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Eng^eer,31  July, 
1856.    First  Assistant  Engineer,  21  July,  1858.    Chief  Engineer,  1  August,  1861. 

Brooks,  William  M. 

Midshipman,  1  January,  1808.    Dismissed  72April,  1814 

Br€M>m,  James  HI. 

Midshipman,  24  July,  1807.    (See  Marine  Corps.) 

Brose,  Frederick  F. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  10  June,  1858.  Died  8 
December,  1854. 

Brosnahan,  John  O. 

Third  Assistant  Engineer,  11  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.    First  Assistant  Engineer,  1  January,  1868. 

Bronghton,  C.  H* 

Assistant  Surgeon,  8  September,  1841.    Died  22  December,  1843. 

Brongtaton,  Benben. 

Midshipman,  23  October,  1799.  Discharged  under  Peace  Establishment  Act,  10 
June,  1801. 

Brow,  William. 

Midshipman,  20  June,  1799.    Resigned  12  September,  1800. 

Brow,  William  H. 

Acting  Third  Assistant  Engineer,  28  November,  1862.  Acting  Second  Assistant 
Engineer,  14  January,  1863.    Appointment  revoked  4  December,  1868. 

Browen,  John. 

Gunner,  24  Mayi  1804.  Last  appearance  on  Records  of  Navy  Department,  17  Oc- 
tober, 1808.    Dead. 

Brower,  A.  J. 

Mate,  14  November,  1861.    Appointment  revoked  21  February,  1862. 

Brown,  Alfred  S. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.     Died  17  January,  1867. 

Brower,  Edward  T. 

Acting  Midshipman,  28  September,  1858.  Lieutenant,  1  August,  1862.  Lieu- 
tenant-Commander, 25  July,  1866.     Died  14  September,  1869. 

Brower,  Marens. 

Acting  Mast<jr  and  Pilot,  1  October,  1864.    Honorably  discharged  17  June,  1865. 

Brower,  T.  M. 

Acting  Assistant  Paymaster,  9  December,  1801.    Died  26  December,  1864. 

Brown,  Abraham. 

Acting  Third  Assistant  Engineer,  24  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.    Honorably  discharged  5  January,  1866. 
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Brown*  A.  J.  D. 

Hidshipman,  17  December,  1810.    Lieutenant,  13  January,  1825.     (See  Dallas.) 

Brown,  Alexander. 

Gunner,  27  January,  1820.  Last  appearance  on  Records  of  Navy  Department,  9 
May,  1820.    Dead. 

Brown,  Allan  B. 

Acting  Midshipman,  29  September,  1860.  Ensign,  28  May,  1868.  Master,  10  No- 
yember,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868.    Commander,  22  January,  1880. 

Brown,  Andrew  J. 

Mate,  14  November,  1861.    Dismissed  21  February,  1862. 

Brown,  Amos. 

Mate,  14  November,  1861.  Resigned  11  March,  1862.  Acting  Ensign,  4  Decem- 
ber, 1862.    Resigned  11  November,  1863. 

Brown,  Arthur  K. 

Mate,  18  December,  1861.  Acting  Ensign,  9  February,  1865.  Honorably  dis- 
charged 17  August,  1867. 

Brown,  Benjamin  F* 

Acting  Assistant  Surgeon,  8  August,  1864.    Resigned  28  April,  1865. 

Brown,  CalTln. 

Civil  Enj^ineer,  6  April,  1852.  Resigned  8  September,  1804.  Re-appointed  13 
May,  1869. 

Brown,  Charles  A. 

Mate,  25  January,  1864.    Died  5  March,  1867. 

Brown,  Charles  £aton. 

Acting  Midshipman,  25  July,  1863.  Ensign,  18  December,  1868.  Lost  on  board 
the  Oneida^  24  January,  1870. 

Brown,  Charles  F. 

Mate,  25  May,  1870.    Resigned  7  September,  1871. 

Brown,  Charles  H. 

Acting  Assistant  Paymaster,  23  July,  18G2.     Dismissed  23  June,  1863. 

Brown,  Charles  H. 

Acting  Master,  4  November,  1801.  Acting  Volunteer  Lieutenant,  13  May,  1863. 
Honorably  discharged  3  December,  1805. 

Brown,  Charles  B. 

Midshipman,  22  September,  1805.  Graduated  4  Juno,  ISdO.  Ensign,  12  July, 
1870.     Master,  26  October,  1871.     Resigned  23  May,  1«75. 

Brown,  Charles  William. 

Acting  Third  Assistant  Engineer,  5  April,  180o.  Honorably  discharged  19  Feb- 
rury,  1806. 

Brown,  Daniel. 

Midshipman,  31  January,  1800.     Discharge<l  30  April,  1801.     . 

Brown,  Dixon*. 

Master,  0  February,  1809.     Resigned  25  July,  1810. 

Brown,  D.  Bodney. 

Mate,  14  October,  1862.  Acting  Ensign,  10  May,  1803.  Acting  Master,  9  Jan- 
uary, 1805.     Honorably  discharged  15  September,  1^00. 

Brown,  Eli. 

Midshipman,  9  November,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Brown,  Eli. 

Master,  25  April,  1812.     Died  in  1820. 

Brown,  Elipholet. 

Acting  Ensign,  15  September,  1802.  Acting  Master,  3  May,  1864.  Honorably 
discharged  17  February,  1866. 
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Brown,  Enoch* 

Midshipman,  10  July,  1799.  Discharged  under  Peace  Establishment  Act,  l! 
July,  1801. 

Brown,  Francis  H. 

Mate,  29  December,  1863.  •  Acting  Ensign,  13  January,  1864.     Resigned  15  Majr 

1865. 

Brown,  Francis  S. 

Acting  Midshipman,  24  September,  1856.  Midshipman,  15  June,  ISGO.  Hastei 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  2J 
July,  1866.    Resigned  12  October,  1869. 

Brown,  Frank  O. 

Acting  Third  Assistant  Engineer,  3  March,  1864.  Honorably  discharged  2! 
August,  1865. 

Brown,  Frederick  £• 

Third  Assistant  Engineer,  21  November,  1857.  Resigned  24  October,  1859.  Sec 
ond  Assistant  Engineer,  14  June,  1861.    Died  12  December,  1864. 

Brown,  George. 

Midshipman,  5  February,  1849.  Passed  Midshii)man,  12  June,  1855.  Master,  V 
September,  1855.  Lieutenant,  2  June,  1856.  Lieutenant-Commander,  16  July 
1862.    Commander,  25  July,  1866.    Captain,  25  April,  1877. 

Brown,  George  €• 

Acting  Third  Assistant  Engineer,  30  November,  1863.  Honorably  discharged  i 
July,  1865. 

Brown,  George  H. 

Gunner,  14  February,  1800.    Discharged  8  June,  1801. 

Brown,  George  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  2! 
August,  1865. 

Brown,  George  HI. 

Acting  Midshipman,  25  November,  1859.  Ensign,  16  September,  1862.  Lieu 
tenant,  22  February,  1864.  Lieutenant -Commander,  25  July,  1866.  Dismissec 
22  September,  1866. 

Brown,  George  W. 

Acting  Master,  18  July,  1861.  Acting  Volunteer  Lieutenant,  29  January,  1868 
Honorably  discharged  3  September,  1865. 

Brown,  G€M>rge  W. 

Acting  Assistant  Paymaster,  20  March,  1865.  Passed  Assistant  Paymaster,  2\ 
July,  1866.     Died  30  July,  1873. 

Brown,  GustaTns. 

Midshipman,  2  April,  1804.    Resigned  25  March,  1806. 

Brown,  GustaTU8  R. 

Surgeon's  Mate,  1  March,  1809.  Last  appearance  on  Records  of  Navy  Department 
1818.     Furloughed. 

Brown,  Hawley. 

Acting  Third  Assistant  Engineer,  22  January,  1863.  Honorably  discharged  2^ 
September,  1869. 

Brown,  Henry. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  1  No- 
vember, 1861.  First  Assistant  Engineer,  1  March,  1864.  Resigned  3  March 
1869. 

Brown,  Henry. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  6  January,  1804 
Honorably  discharged  28  February,  1860. 

Brown,  Henry  A. 

Acting  Third  Assistant  Engineer,  27  February,  1864.     Resigned  13  May,  1864. 
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Brown,  Henry  B. 

Acting  Assistant  Paymaster,  15  May,  1863.  Honorably  discharged  27  October, 
1865. 

Brown,  Herbert  A. 

Acting  Third  Assistant  Engineer,  8  June.  1864.  Honorably  discharged  16 
August,  1865. 

Brown,  Hezekiah  O.  D. 

Midshipman,  19  February,  1841.    Resigned  28  December,  1847. 

Brown,  Horace  F. 

Acting  Third  Assistant  Engineer,  80  September,  12562.  Acting  Second  Assistant 
Engineer,  7  March,  1865.    Honorably  discharged  14  November,  1865. 

Brown,  H.  O.  B. 

Midshipman,  19  February,  1841.    Resigned  28  December,  1847. 

Brown,  Horace  S. 

Acting  Third  Assistant  Engineer,  10  September,  1863.  Honorably  discharged  11 
October,  1865. 

Brown,  Isaac  H. 

Mate,  8  March,  1864.    Honorably  discharged  30  September,  1865. 

Brown,  Isaac  'N» 

Midshipman,  15  March,  1834.  Passed  Midshipman,  6  July,  1^40.  Master,  15 
August,  1846.    Lieutenant,  31  October,  1846.    Dismissed  25  April,  1861. 

Brown  Isaac  T. 

Mate,  21  October,  1861.    Resigned  28  September,  1864. 

Brown,  James. 

Acting  Master,  28  February,  1862.    Resigned  5  August,  1863. 

Brown,  James. 

Mate,  26  June,  1863.  Acting  Ensign,  1  May,  1864.  Honorably  discharged  21 
September,  1865. 

Brown,  James. 

Acting  Ensign,  30  September,  1864.    Honorably  discharged  7  November,  1865. 

Brown,  James. 

Boatswain,  4  January,  1862.     Retired  list,  22  October,  1872.    Died  6  June,  1879. 

Brown,  James  A. 

Acting  Third  Assistant  Engineer,  2  November,  1861.  Acting  Second  Assistant 
Engineer,  25  August,  1862.  Acting  First  Assistant  Engineer,  6  January,  1865. 
Honorably  discharged  10  December,  1865. 

Brown,  James  £. 

Midshipman,  1  December,  1827.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.    Died  3  September,  1844. 

Brown,  James  O. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Resigned  13  April,  1865. 

Brown,  James  H.  H. 

Chaplain,  23  January,  1874. 

Brown,  James  W. 

Mate,25  May,  1863.  Acting  Ensign,  8  March,  1864.  Honorably  discharged  27 
October,  1865. 

Brown,  Jason  P. 

Acting  Third  Assistant  Engineer,  12  April,  1865.  Honorably  discharged  10  June, 
1866. 

Brown,  Jefferson, 

Third  Assistant  Engineer,  17  December,  1862.  Second  Assistant  Engineer,  8  April, 
1864.     First  Assistant  Engineer,  1  January,  1868. 

Brown,  John. 

Midshipman,  13  December,  1800.     Discharged  30  April,  1801. 
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Brown,  John. 

Surgeon's  Mate,  1 1  August,  1807.    Surgeon,  3  March,  1809.    Resigned  4  July,  1 809^ 

Brown,  John. 

Master,  24  January,  1809.    Last  appearance  on  Records  of  Navy  Department,  23 
Manrh,  1809.    Lost 

Brown,  John. 

Acting  Carpenter,  29  July,  1848.    Died  30  September,  1849. 

Brown,  John. 

Acting  Gunner.    Appointment  revoked  23  September,  1864. 

Brown,  John. 

Acting  Ensign  and  Pilot,  1  January,  1865.    Honorably  discharged  14  September, 
1865. 

Brown,  John  O. 

Mate,  14  April,  1862.    Died  at  Rockland,  Maine,  27  November,  1864. 

Brown,  John  II. 

Mate,  24  February,  1865.    Boatswain,  25  May,  1877. 

Brown,  John  Hogan. 

Midshipman,  1  July,  1836.    Passed   Midshipman,  1  July,  1842.    Master,  24  July, 
1849.    Lieutenant,  19  February,  1850.    Died  10  May,  1861. 

Brown,  Jolfn  Ij. 

Carpenter,  28  September,  1816.     Died  28  March,  1824. 

Brown,  John  Ij. 

Acting  Ensign,  17  December,  1863.    Honorably  discharged  21  December,  1868. 

Brown,  John  W. 

Acting  Master,  29  June,  1861.    Appointment  revoked  12  July,  1862. 

Brown,  Joseph. 

Midshipman,  25  September,  1798.     Resigned  12  December,  1799. 

Brown,  Joseph. 

Mate,  24  January,  1863.     Resigned  8  April,  1803. 

Brown,  Joseph. 

Mate,  25  April,  1864.    Appointment  revoked  (Sick)  8  October,  1864. 

Brown,  Joseph  B. 

Midshipman,  10  July,  1819.    Passed  Midshipman,  14  June,  1834.    Died  25  August, 
1836. 

Brown,  Joseph  S. 

Acting  Ensign,  23  March,  1864.     Resigned  16  June,  1865. 

Brown,  liai'ayette  J. 

Purser,  26  March,  1860.     Retired  list,  15  September,  1863.     Died  29  July,  1864. 

Brown,  liatham  A. 

Acting  Master,  22  January,  1862.     Honorably  discharged  19  September,  1865. 

Brown,  Ijewis  A. 

Acting  Master,  13  Sejitember,  1861.    Honorably  discharged  18  February,  1866. 

Brown,  liOnis  II. 

Mate,  21  January,  1864.    Honorably  discharged  2G  September,  1865. 

Brown,  Matthew. 

Carpenter,  14  Ai)ril,  1800.    Last  appearance  on  Records  of  Navy  Department,  1 
June,  1803. 

Brown,  Moses. 

Captain,  15  September,  1798.     Discharged   under  Peace  Establishment  Act,  8 
April,  1801. 

Brown,  ]¥athan. 

Acting  Third  Assistant  Engineer,  20  October,  18G3.    Resigned  1  March,  1865. 

Brown,  ]Vathan. 

Mate,  10  November,  1804.    Deserted  2  July,  1806. 
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Brown,  UTathan  T. 

Mate,  10  December,  1863.    Honorably  discharged  5  November,  18G5. 

Brown,  Hfewell  W. 

Acting  Third  Assistant  Engineer,  2   February,  1865.    Honorably  discharged  27 
October,  1865. 

Brown^  Peter. 

Gunner,  80  October,  1812.    Dismissed  20  February,  1818. 

Brown,  Robert  £• 

Acting  Second  Assistant  Engineer,  21  December,  1861.    Resigned  5  July,  1862. 

Brown,  Robert  James. 

Midshipman,  20  November,  1850.    Resigned  6  November,  1855. 

Brown,  Robert  in.  O. 

Midshipman,  22  July,  1864.    Graduated  2  June,   1868.    Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  13  April,  1872. 

Brown,  Robert  R. 

Master,  24  April,  1812.    Resigned  27  January,  1813. 

Brown,  Robert  W. 

Mate,  22  April,  1863.    Acting  Ensign,  1  January,  1864.    Honorably  discharged  22 
November,  1865. 

Brown,  Rowland  B. 

Acting  Ensign,  18  April,   1864.    Acting  Master,  5  April,  1865.    Honorably  dis- 
charged 13  July,  1867. 

Brown,  Samuel. 

Carpenter,  18  December,  1816.    Dismissed  10  November,  1824. 

Brown,  Samuel  A. 

Assistant  Surgeon,  21  November,  1871.    Passed  Assistant  Surgeon,  19  June,  1875. 

Brown,  Samuel  T. 

Acting  Assistant  Paymaster,  80  September,  1862.    Assistant  Paymaster,  9  March, 
1865.    Passed  Assistant  Paymaster,  4  May,  1866.    Paymaster,  22  March,  1867. 

Brown,  S.  H. 

Acting  Assistant  Surgeon,  18  December,  1861.     Dismissed  23  July,  1863. 

Brown,  Stephen  T. 

Acting  Assistant  Paymaster,  17  March,  1803.     liesigned  20  December,  1864. 

Brown,  Stinison  J. 

Midshipman,  21  September,  1872.     Graduated  20  June,  187(5.     Ensign,  25  Novem- 
ber, 1877. 

Brown,  T.  Kenton. 

.Vctinj^  Third  Assistant  Engineer,  24  December,  1863.    Honorably  discharged  16 
August,  1800. 

Brown,  Theodore  £. 

Mute,  4  April,  1802.     Resigned  13  June,  1803 

Brown,  Th€M>dore  J. 

Acting  Third  Assistant  Eogineer,  3  December,  1801.     Deserted  13  February,  1803. 

Brown,  Thomas. 

Midshipman,  27  April,  1801.     Lieutenant,  27  March,  1807.     Commander,  1  March, 
1815.     Captain,  3  March,  1825.     Died  28  November,  1828. 

^>^wn,  Thomas. 

Mate,  4  March,  1863.    Acting  Ensign,  17  January,  1805.     Honorably  discharged 
15  December,  1805. 

^■"own,  Thomas  If. 

Midshipman,  7  November,  1813.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 12  September,  1815. 

^'own,  Thomas  II. 

Mate,  4  December,  1862.     Deserted  20  December,  1802. 
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Brown,  Thomas  R. 

Assistant  Surgeon,  27  April,  186G.     Resigned  22  June,  1870. 

Brown,  Tliomas  S. 

Midshipman,  27  December,  1810.    Lieutenant,  13  January,  1825.    Died  G  Septem- 
ber, 1826. 

Brown,  Thomas  W. 

Boatswain,  21  November,  1873. 

Brown,  William. 

Midshipman,  9  July,  1811.    Resigned  3  November,  1813. 

Brown,  William. 

Gunner,  4  February,  1809.    Last  appearance  on  Records  oi"  Navy  Department. 

Brown,  ll'illiam. 

Boatswain,  27  June,  1810.     Resigned  in  January,  1811. 

Brown,  William. 

Boatswain,  ti9  August,  1831.    Dismissed  3  November,  15540. 

Brown,  William. 

Acting  Third  Assistant  Engineer,  23  Sei)tembor,  1801.     Dismissed  4  June,  1862. 

Brown,  William. 

Mate,  21  November,  1861.    Appointment  revoked  22  Januarj-,  1862. 

Brown,  W  illiam. 

Acting  Third  Assistant  Engineer.     Died  17  October,  1863. 

Brown,  William. 

Honorary  Acting  Ensign,  without  pay,  28  August,  1863.    Resigned  16  June,  1865. 

Brown,  William. 

Acting  Third  Assistant  Engineer,  14  October,  1864.    Honorably  discharged  8  De- 
cember, 1865. 

Brown,  William  B. 

Gunner,  9  December,  1825.    Died  25  October,  1851. 

Brown,  William  B. 

Midshipman,  19  October,  1841.    Died  11  August,  1843. 

Brown,  William  O. 

Acting  Third  Assistant  Engineer,  19  January,  1864.    Honorably  discharged  18 
July,  1865. 

Brown,  William  If. 

Midshi))man,  1  January,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.    Resigned  25  February,  1851. 

Brown,  William  H. 

Midshipman,  1  April,  1826.     Resigned  4  April,  1831. 

Brown,  William  H. 

Acting  Third  Assistant  Engineer,  8  January,  1863.     Resigned  16  January,  1865. 

Brown,  William  H. 

Acting  Third  Assistant  Engineer,  5  February,  1863.    Acting  Second  Assistant 
Engineer,  17  March,  1864.    Dismissed  6  September,  1865. 

Brown,  William  If. 

Mate,  8  December,  1863.    Acting  Ensign,  11  January,  1865.    Honorably  discharged 
29  November,  1865. 

Brown,  W.  Roberts. 

Acting  Third  Assistant  Engineer,  August,  1864.    Appointment  revoked  (Sick  J 
14  February,  1865. 

Brown,  William  S. 

Acting  Third  Assistant  Engineer,  5  Januarv,  1864.     Honorably  discharged  15 
May,  1865. 

Brown,  Wyatt  M. 

Assistant  Surgeon,  27  November,  1854.    Resigned  11  November,  1858. 
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Brown,  Zacharlah  Taylor. 

Assistant  Paymaster,  18  July,  1870.    Passed  Assistunt  Paymaster,  15  June,  1878. 

ISrowne,  B*  Frank. 

Acting  Assistant  Paymaster,  4  September,  1868.     Died  6  June,  1864. 

Browne,  George  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Disrated  14  May,  1862,  to  Acting 
Master.    Appointment  revoked  (Sick,)  18  April,  1864. 

Browne,  John  M. 

Assistant  Surgeon,  26  March,  1858.  Passed  Assistant  Surgeon,  18  May,  1858. 
Surgeon,  19  June,  1861.  Medical  Inspector,  1  December,  1871.  Medical  Direc- 
tor, 6  October,  1878. 

Browne,  P.  H. 

Mate,  26  November,  1862.    Resigned  10  March,  1868. 

^rowne^  Samuel  T. 

Acting  Assistant  Paymaster,  80  September,  1862.  Assistant  Paymaster,  9  March, 
1865.    Passed  Assistant  Paymaster,  4  May,  1866.    Paymaster,  22  March,  1867. 

irowne,  Symnies  E. 

Acting  Ensign,  1  October,  1862.    Resigned  81  May,  1864. 

Irowne,  W.  B* 

Acting  Ensign,  2  December,  1864.    Honorably  discharged  27  September,  1865. 

Browne,  William  F. 

Acting  Assistant  Surgeon,  25  November,  1861.  Appointment  revoked  6  October, 
1863. 

:Browne,  William  R. 

Acting  Master,  18  May,  1861.  Resigned  20  November,  1861.  Acting  Volunteer 
Lieutenant,  5  February,  1864.    Honorably  discharged  16  September,  1865. 

Brownell,  Gideon  T. 

Mate,  20  January,  1865.    Honorably  discharged  6  March,  1868. 

Brownell,  Henry  II. 

Mate,  29  December,  1868.  Acting  Ensign,  1  March,  1864.  Acting  Ensign,  7  May, 
1867.    Mustered  out  18  November,  1808. 

Brownell,  Thomas. 

Master,  30  October,  1840.  Lieutenant,  26  December,  1843.  Reserved  list,  26  De- 
cember, 1843.     Captain  on  Retired  list,  4  April,  1807.     Died  5  January,  1872. 

Brownell,  William  P. 

Mate,  14  July,  1864.     Resigned  21  Februar}%  1805. 

BrowninsT^  Owen  F. 

Acting  Assistant  Paymaster,  4  November,  1802.     Resigned  20  February,  1805. 

Browning,  R.  Ij.,  Jr. 

Midshipman,  8  February,  1834.     Resigned  26  August,  1830. 

Browning,  Robert  Ij. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.     Drowned  27  March,  1850. 

Browning,  William  A. 

Surgeon's  Mate,  24  January,  1825.     Dropped  in  1826. 

Brownlee,  James  J. 

.Assistant  Surgeon,  20  June,  1838.  Passed  Assistant  Surgeon,  22  November,  1840. 
Surgeon,  19  October,  1852.     Resigned  31  August,  1855. 

Brownlee,  J.  J. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  27  April,  1864. 

Brownlee,  John  J. 

Acting  Assistant  Surgeon,  30  October,  1801,     Resigned  29  April,  1864. 

Browning,  J.  D. 

Surgeon's  Mate,  13  March,  1805.    Resigned  10  September,  1807. 


108  GENERAL  NAVY  REGISTER. 

Brownson,  Willard  If. 

Acting  Midshipman,  29  November,  1801.  Graduated  September,  1865.  Ensign^ 
1  December,  1800.    Master,  12  March,  1808.     Lieutenant,  20  March,  1869. 

Bruce,  Da¥id. 

Sailmaker,  25  October,  1844.    Retired  list,  9  August,  1870. 

Brnce,  Ifenrjr. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Commodore,  Retired  li«t> 
4  April,  1807. 

Brnce,  Jamefii. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Dropped  28 
September,  1855. 

Brnce,  W.  G. 

Acting  Assistant  Surgeon,  6  April,  1863.     Resigned  29  September,  1864. 

Brnff;  Thomas  O. 

Midshipman,  30  November, '181 8.    Died  9  January,  1822. 

Brnm,  Pbilip. 

Master,  15  February,  1813.    Dismissed  29  April,  1817. 

Brnmbaek,  Benjamin  H. 

Mate,  21  May,  1864.    Honorably  discharged  24  October,  1865. 

Brnmby,  Thomas  HI. 

Cadet  Midshipman,  27  September,  1873.     Graduated  18  June,  1879. 

Brnmnia|i:e,  Samnel  B. 

Acting  First  Assistant  Engineer,  4  February,  1864.  Honorably  discharged  5  No- 
vember, 1865. 

Brnner,  Ellas  B. 

Acting  Master,  25  July,  1861.  Acting  Volunteer  Lieutenant,  29  March,  1864. 
Honorably  discharged  25  January,  1866.  Acting  Master,  15  August,  1866.  Re- 
signed 26  April,  1869. 

Brnns,  Christopher  Ij. 

Midshipman,  1  July,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  30  September,  1876. 

Brush,  George  B. 

Assistant  Surgeon,  3  September,  1861.  Passed  Assistant  Surgeon,  24  January, 
1862.    Surgeon,  10  February,  1872. 

Bryan,  Benjamin. 

Midshipman,  1  January,  1812.     Last  appearance  on  Kc(M)rds  of  Navy  Dej)artment. 

Bryan,  Benjamin  €. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1870. 

Bryan,  Banlel  Li, 

Assistant  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  12  Februarv, 
1850.     Died  14  September,  1853. 

Br>'an,  T.  K. 

Mate.    Appointment  revoked  29  January,  1802. 

Bryt%n,  F.  Li* 

Mate,  25  January,  1870.     Died  on  board  "  Colorado,"''  6  January,  1871. 

Bryan,  Henry  W. 

Mate,  22  April,  1803.     Resigned  25  August,  1803. 

Bryan,  John  B. 

Midshipman,  4  October,  1823.  Passed  Midshipman,  23  March,  1829.  Resigned  6 
September,  1831. 

Bryan,  Joseph. 

Purser,  1  September,  1836.    Resigned  31  May,  1854. 

Bryan,  Joseph  If. 

Assistant  Surgeon,  6  July,  1880. 
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Aryan,  I^loyd  J. 

Midshipman,  1  January,  1828.  Passed  Midshipman,  14  June,  1834.  Cashiered  4 
December,  1838. 

JBryAut,  Benjamin. 

Master,  15  April,  1812.    Resigned  20  July,  1813. 

Bryant,  Charles  B. 

Acting  Ensign,  8  November,  1862.    Resigned  18  August,  1863. 

Bryant,  Charles  W. 

Mate,  25  July,  1864.    Resigned  20  August,  1866. 

Bryant,  John  I^. 

Acting  Ensign,  17  December,  1862.    Acting  Master,  19  February,  1864.    Honorably 
discharged  5  February,  1868. 

Bryant,  John  ¥• 

Acting  Master,  21  December,  1861.    Appointment  revoked  22  January,  1862. 

Bryant,  Joshna. 

Boatswain,  7  March,  1886.    Appointment  revoked  18  February,  1846. 

Bryant,  I^eon. 

Mate,  19  February,  1868.    Honorably  discharged  10  March,  1866. 

Bryant,  Nathaniel  C. 

Midshipman,  28  December,  1887.  Passed  Midshipman,  29  June,  1843.  Acting 
Master,  18  June,  1850.  Lieutenant,  7  August,  1850.  Commander,  16  July,  1862. 
Retired  list.    Died  19  September,  1874. 

Bryant,  Robert. 

Midshipman,  11  December,  1847.    Resigned  6  May,  1850. 

Bryant,  Seth  H. 

Mate,  29  December,  1868.    Resigned  18  May,  1865. 

Bryant,  Solon  A. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Honorably  discharged  2  Dc- 
ceniber,  1865. 

Bryant,  William  If. 

Mate,  11  October,  1861.  Acting  Ensign,  4  September,  1863.  Honorably  discharged 
8  October,  1868. 

Bryden,  James. 

Midshipman,  9  July,  1800.     Lost  in  the  ^^ Insurgent,''^ 

Bryer,  S.  O. 

Acting  Ensign,  2  June,  1864.    Resigned  12  April,  1865. 

Bryson,  Andrew. 

Midshipman,  1  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  30 
January,  1851.  Lieutenant,  30  August,  1851.  Commander,  16  July,  1862.  Cap- 
tain, 25  July,  1866.  Commodore,  14  February,  1873.  Rcar-Adrairal,  25  March, 
1880. 

Bnbier,  John. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.     Resigned  3  June,  1850. 

Bnbier,  H.  €.  T. 

Mate,  11  April,  1865.    Died  1  November,  1865. 

Buchanan,  Franklin. 

Midshipman  28  January,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.    Captain,  14  September,  1855.     Dismissed  22  May,  1861. 

Buchanan,  J.  Ij. 

Midshipman,  30  December,  1820.    Resigned  2  November,  1821. 

Buchanan,  John. 

Midshipman,  1  July,  1828.    Resigned  19  October,  1832. 

Buchanan,  Ij.  A. 

Midshipman,  1  March,  1825.    Died  27  July,  1825. 
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Bnchanan,  IUcKcan. 

'   Purser,  21  August,  1820.    Died  18  March,  1871. 

Hnchanan,  Thomas  HIcK. 

ActiDg  Midshipman,  1  October,  1851.    Midshipman,  9  June,  1855.    Passed  M:S><I- 
shipman,  15  April,  1858.    Master,  4  November,  1858.     Lieutenant,  18  July,  1 
Lieutenant-Commander,  5  August,  1862. 

Bnchanan,  T.  in. 

Midshipman,  3  November,  1818.    Lieutenant,  8  March,  1827.    Dismissed  20 
ber,  1832. 

Bnchanan,  W.  W.  _ 

Surgeon,  6  October,  1800.    Discharged  4  August,  1801,  under  Peace  Establia^^' 
ment  Act. 

Bnchanan,  W.  W* 

Surgeon,  2A  July,  1818.    Resigned  8  December,  1827. 

Bnck,  Alonzo  P. 

Midshipman,  2  February,  1829.    Resigned  26  September,  1881. 

Bnck,  Charles  If. 

Acting  Ensign,  12  October,  1864.    Honorably  discharged  15  September,  1866. 
Bnck,  Charles  W. 

Acting  Master,  5  July,  1862.    Honorably  discharged  18  February,  186G. 
Bnck,  Isaac. 

Acting  Third  Assistant  Engineer,  9  June,  1862.    Acting  Second  Assistant  Engi 
neer,  11  May,  1865.    Honorably  discharged  21  August,  1865. 

Bnck,  James. 

Mate,  30  July,  1862.    Died  1  November,  1865. 

Bnck,  Joseph  W. 

Mate,  6  December,  1862.    Deserted  29  February,  1864. 

Bnck,  Joshna  W« 

Acting  Third  Assistant  Engineer,  10  October,  1862.    Dismissed  14  October,  18( 

Bnck,  Nicholas. 

Acting  Sailmaker,  6  September,  1839.    Died  16  June,  1848. 

Bnck,  Richardson. 

Midshipman,  1  January,  1812.    Resigned  25  January,  1815. 

Bnck,  William  F. 

Acting  Third  Assistant  Engineer,  4  June,  1864.    Appointment  revoked  1  Septem- 
ber, 1804. 

Bnck,  William  T. 

Mate,  22  March,  1862.    Acting  Master,  26  May,  1862.    Ensisrn,  12  March,  1868. 
Master,  18  December,  1868.    Lieutenant,  21   March,  1870.     Died  20  July,  1874 

Bnckelew,  Charles  H. 

Acting  Second  Assistant  Engineer,  17  August,   1864.     Honorably  discharged  32 
Septem})er,  1865. 

Bnckholdt,  W. 

Acting  Master,  26  August,  1861.    Appointment  revoked  31  July,  1863. 

Bnckhont,  Xathau  W. 

Third  Assistant  Engineer,  28  October,  1862.    Second  Assistant  Engineer,  15  March, 
1804.    Resigned  29  June,  1865. 

Bnckingham,  Benjamin  H. 

Midshipman,  21  July,  1865.    Graduated  4  June,   1869.    Ensign  12  July,  1870. 
Master,  1 2  July,  1871.    Lieutenant,  23  July,  1874. 

Bnckingham,  X.  X. 

Acting  Second  Assistant  Engineer,  17  May,  1861.    Died  29  June,  1864. 

Bnckless.  Henry- 
Acting  Master  and  Pilot,  1  February,  1865.    Ai)pointment  revoked  2  Jime,  1865. 
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Buckley,  James. 

Acting  Third  Assistant  Engineer,  20  September,  1863.    Dismissed  80  April,  1864. 

Buckley,  John  T. 

Acting  Third  Assistant  Engineer,  23  November,  1861.  Honorably  discharged  81 
March,  1868. 

Buckley,  Joseph  D. 

Acting  Ensign,  10  December,  1862.    Honorably  discharged  25  November,  1865. 

ISvckley,  Thomas. 

Mate,  2  November,  1862.    Dismissed  9  May,  1864. 

ISnckley,  William  ^. 

Acting  Third  Assistant  Engineer,  19  October,  1864.  Honorably  discharged  31 
July,  1865. 

^nckman,  Albion. 

Acting  Third  Assistant  Engineer,  8  November,  1863.  Acting  Second  Assistant 
Engineer,  6  January,  1865.  Honorably  discharged  8  August,  1865.  Acting 
Second  Assistant  Engineer,  20  November,  1866.    Mustered  out  14  May,  1868. 

^uckner,  G.  D. 

Acting  Assistant  Surgeon,  5  April,  1 864.  Honorably  discharged  20  December, 
1865. 

^Qckner,  William  P. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Retired  list,  4  September, 
1862.    Commander,  Retired  list,  4  April,  1867. 

%iidd,  diaries  A. 

Midshipman,  22  November,  1805.  Lieutenant,  18  June,  1814.  Died  15  March, 
1827. 

Kudd,  George. 

Midshipman,  22  November,  1805.  Lieutenant,  23  May,  1812.  Commander,  28 
March,  1820.    Died  3  September,  1837. 

Biidd,  Samnel  P. 

Third  Assistant  Engineer,  8  September,  1863.    Resigned  10  August,  1867. 

Budd,  Thomas  A. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant,  8 
September,  1841.  Resigned  29  April,  1853.  Acting  Lieutenant,  13  May,  1861. 
Killed  in  action,  22  March,  1862. 

^Udd,  William. 

Acting  Master,  17  May,  1861.  Acting  Volunteer  Lieutenant,  9  May,  1802.  Acting 
Volunteer  Lieutenant-Commander,  5  November,  1864.  Honorably  discharged  6 
January,  1866.  Acting  Master,  14  November,  1867.  Mustered  out  25  June, 
1868. 

^^dson,  Joseph. 

Mate,  16  March,  1865.    Honorably  discharged  4  October,  18C5. 

^^ehler,  H  illiam  G. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  8  Octo- 
ber, 1861.  First  Assistant  Engineer,  6  October,  1862.  Chief  Engineer,  10  No- 
vember, 1863. 

^^el,  Richard  II. 

Third  Assistant  Engineer,  8  July,  1862.  Second  Assistant  Engineer,  15  February, 
1864.    liesigned  8  July,  1867. 

^^el,  W.  F. 

Mate.    Appointment  revoked  2  February,  1864. 

^nell,  James  W. 

Acting  Third  Assistant  Engineer,  18  June,  1864.    Dismissed  31  May,  1865. 

^Qell,  James  W. 

Assistant  Surgeon,  20  November,  1872.    Resigned  1  September,  1876. 
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Bnell,  Jeremiah. 

Gunner,  16  August,  1841.    Dismissed  G  July,  1842. 

Bnell,  Salmon  A. 

Midshipman,  1  February,  1847.    Resigned  5  August,  1850. 

Hnfflngton,  William  J. 

Acting  First  Assistant  Engineer,  28  October,  1862.    Acting  Chief  EngineeTv     25 
June,  1864.    Honorably  discharged  4  December,  1865. 

Buford,  Marens  H. 

Acting  Midsliipman,  9  October,  1861.    Graduated  September,  1865.    EoBign,  '^ 
December,  1866.    Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Bnhner,  Albert.  ^ 

Mate,  20  November,  1861.     Acting  Ensign,  8  April,  1863.     Acting  Master,    ^"^ 
August,  1865.    Honorably  discharged  13  July,  1866. 

Bnlkley^  Cbarles* 

Midshipman,  81  October,  1799.    Discharged  under  Peace  Establishment  Act,  I 
July,  1801. 

Bnlkley,  Henry  W. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary,  1864.    Resigned  14  October,  1865. 

Bulkley,  J.  Henry. 

Acting  Assistant  Paymaster,  4  November,  1862.  Discharged  29  October,  1865. 
Passed  Assistant  Paymaster,  28  July,  1866.  Paymaster,  18  April,  1869.  Died  17 
January,  1873. 

Bnlkley,  Jonathan. 

Midshipman,  2  January,  1800.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 

Bulkley,  William  F. 

Midshipman,  25  July,  1865.  Graduated  4  June,  1860.  Ensign,  12  July,  1871. 
Master,  2  July,  1878.    Resigned  80  June,  1878. 

Bnll,  Benjamin  S. 

Acting  Third  Assistant  Engineer,  23  Februar>'.  1863.  Acting  Second  Assistant 
Engineer,  26  October,  1868.    Honorably  discharged  1  December,  1865. 

Bnll,  Cornelius  W. 

Acting  Assistant  Paymaster,  15  April,  1864.    Discharged  18  October,  1865. 

Bnll,  Frederick,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  20  May, 
1803.    Died  9  August,  1863. 

Bnll,  Geori^e  II. 

Acting  Assistant  Surgeon,  17  April,  1865.    Resigned  30  June,  1865,. 

Bnll,  Goold  II. 

Cadet  Engineer,  1  October,  1874.    Graduated  20  June,  1878. 

Bnll,  James  II. 

^lidshipman,  25  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  3  October,  1874. 

Bnll,  William  B. 

Gunner,  11  May,  1799.    Resigned  20  January,  1800. 

Bnllard,  Albert  F. 

Acting  Third  Assistant  Engineer,  6  July,  1863.  Honorably  discharged  6  January, 
1860. 

Bnllard,  Joel  A. 

Third  Assistant  Engineer,  22  July,  1862.  Second  Assistant  Engineer,  15  Fobruarv, 
1864.    Died  22  March,  1866. 

Bnllard,  Joseph  A. 

Mate,  30  January,  1863.  Acting  Ensign,  31  August,  1803.  Acting  Master,  15  De- 
cember, 1864.     Honorably  discharged  26  August,  1805. 
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SullajTy  Henry  J. 

Acting  Assistant  Paymaster,  18  October,  1861.     Resigned  14  December,  1864. 

IBullen,  Samnel. 

Midshipman,  8  July,  1779.  Discharged  under  Peace  Establishment  Act,  12  Octo- 
ber, 1801. 

BiiUi8,  William  H. 

Acting  Ensign,  15  October,  1862.  Acting  Master,  10  September,  1868.  Appoint- 
ment revoked  26  January,  1864.  Acting  Ensign,  18  June,  1864.  Honorably  dis- 
charged 27  September,  1865. 

Balloeh,  James  D. 

Midshipman,  21  June,  1889.  Passed  Midshipman,  2  July,  1845.  Master,  7  Janu- 
ary, 1858.    Lieutenant,  18  October,  1853.     Resigned  5  October,  1854. 

Bnllis,  Joiiii. 

Surgeon^B  Mate,  9  March,  1798.  Surgeon,  20  July,  1799.  Last  appearance  on 
Records  of  Navy  Department. 

BnlluS)  Osear. 

Midshipman,  1  January,  1817.  Lieutenant,  8  March,  1827.  Commander,  16  May, 
1848.  Reserved  list,  18  September,  1855.  Captain,  Reserved  list,  11  July,  1861. 
Commodore,  Reserved  list,  4  April,  1867.    Died  29  September,  1871. 

Bnllns,  Robert  S. 

Midshipman,  1  January,  1818.    Resigned  18  May,  1825. 

Bnlliuu  Samuel  H. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1818.  Resigned  28  April, 
1815. 

Balson,  Samnel. 

Acting  Second  Assistant  Engineer,  5  November,  1868.  Honorably  discharged  12 
August,  1865. 

Bamgarner,  Jaeob. 

Mate,  22  April,  1868.    Honorably  discharged  80  November,  1865. 

Bompus,  JElisha  HI. 

Acting  Third  Assistant  Engineer,  25  November,  1862.    Resigned  17  October,  1864. 

BnmpiM,  Samuel  H. 

Mate,  8  March,  1864.    Honorably  discharged  30  July,  1805. 

Banberrjry  K*  ^* 

Lieutenant,  4  August,  1798.    Discharged  under  Peace  Establishment  Act,  10  July, 

.  1801.    Master,  15  September,  1818.    Resigned  7  October,  1813. 

Bonce,  Benjamin. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Resigned  17  July,  1865. 

Bimce,  Francis  H. 

Acting  Midshipman,  28  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  24  October,  1800.  Lieutenant,  11  April,  18C1. 
Lieutenant-Commander,  16  January,  1863.     Commander,  2  November,  1871. 

KQnce,  Israel  S, 

Mate,  18  November,  1861.  Acting  Ensign,  11  September,  1862.  Died  1  Novem- 
ber, 1862. 

Biiiiee,  Richard  G. 

Acting  Assistant  Paymaster,  24  July,  1868.     Resigned  8  February,  1864. 

Bunker,  Benjamin* 

Qunner,  21  November,  1888.    Dead. 

Bunker,  Charles  €• 

Acting  Master,  26  April,  1862.  Acting  Volunteer  Lieutenant,  28  April,  1865. 
Honorably  discharged  8  November,  1865.  Acting  Master,  26  June,  1866.  Mus- 
tered out  7  December,  1868. 
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Bunker,  Horace  O. 

Mate,  26  January,  18C3.  Acting  Ensign,  29  October,  1864.  Honorably  di 
25  November,  1865. 

Banker,  William. 

Boatswain,  26  August,  1861.     Died  20  March,  1865. 

Banner,  John  €• 

Midshipman,  1  May,  1822.     Resigned  26  March,  1827. 
Banting,  James  H. 

Mate,  28  December,  1861.  Acting  Ensign,  12  March,  1868.  Honorably  di 
4  November,  1865.    Acting  Ensign,  5  July,  1866.    Discharged  12  Octol 

Barbage,  John  H. 

Acting  Second  Assistant  Engineer.    Resigned  8  March,  1868. 

Barbank,  Charles  Bf. 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  Octob 
Surgeon,  24  August,  1864.    Medical  Inspector,  2  April,  1870. 

Barbier,  J.  A. 

Assistant  Surgeon,  8  December,  1861.    Resigned  11  June,  1865. 

Bareh,  BeWitt. 

Surgeon's  Mate,  14  July,  1824.    Died  1  May,  1826. 

Bareham,  George  £• 

Carpenter,  10  August,  1861.    Died  6  February,  1872. 

Borchard,  Charles  M. 

Third  Assistant  Engineer,  1:7  December,  1861.  Second  Assistant  Engineei 
tember,  1868.  Resigned  26  July,  1865.  Acting  Second  Assistant  Engi 
December,  1866.    Mustered  out  28  October,  1869. 

Barehard,  Francis  C. 

Third  Assistant  Engineer,  8  September,  1863.  Second  Assistant  Enj 
August,  1866.    Retired  list,  24  April,  1877. 

Borchard,  Jabez. 

Acting  Third  Assistant  Engineer,  14  March,  1865.  Honorably  discharged 
ary,  1868.  Second  Assistant  Engineer,  1  September,  1870.  Retired 
October,  1874. 

Barehard,  William  A. 

Mate,  19  March,  1868.  Acting  Ensign,  26  June,  1864.  Honorably  dischi 
November,  1865. 

Banchmore,  John  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  dischi 
October,  1865.  Acting  Third  Assistant  Engineer,  27  December,  1866.  1 
out  28  April,  1869. 

Barchstead,  B.  B. 

Sailmaker,  5  April,  1821.    Died  11  December,  1833. 

Barchstead,  Benjamin  B.  (2nd.) 

Sailmaker,  28  April,  1838.    Dismissed  7  May,  1855. 

Bard,  Georice  £• 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 

Bardett,  Charles. 

Midshipman,  16  May,  1832.    Resigned  25  February,  1835. 

Bardick,  William  I.. 

Cadet  Midshipman,  26  September,  1873.     Graduated  18  Juue,  1879. 

Bardine,  John. 

Acting  Sailmaker,  4  March,  1836.     Appointment  revoked  6  July,  1846. 

Bnrditt,  Henry  B. 

Mate,  5  June,  1862.  Acting  Ensign,  22  September,  1863.  Honorably  dif 
13  January,  1866.  Acting  Ensign,  12  December,  18GC.  Mustered  out  21 
bar,  1868. 
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^vrtlftty  irilliam. 

Acting  Boatswain,  7  January,  1850.  Gunner,  21  November,  1858.  Resigned  26  July, 
1864.  Acting  Master,  27  July,  1864.  Honorably  discharged  21  December,  1866. 
Re -instated  as  Gunner  from  21  November,  1858. 

ntarKdorflr,  Theodore  F. 

Cadet  Engineer,  1  October,  1878.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

M^uriire*  W.  J. 

Acting  Assistant  Surgeon,  25  January,  1862.  Honorably  discharged  14  January, 
1866. 

B^iirii^er,  Albert. 

Mate,  5  March,  1862.    Dismissed  14  November,  1862. 

^Riirf^er,  James  D. 

Midshipman,  24  April,  1812.    Dismissed  16  August,  1818. 

Barker,  Theodore  W. 

Acting  Assistant  Paymaster,  81  July,  1863.    Resigned  6  April,  1864. 

Rurseci,  W.  H. 

Midshipman,  1  April,  1828.    Resigned  11  December,  1834. 

Rursess,  Francis. 

Acting  Master,  21  April,  1862.    Honorably  discharged  18  November,  1865. 

Rargess,  George  O. 

Acting  Assistant  Surgeon,  2  February,  1865.  Honorably  discharged  81  March, 
1866. 

Bursess,  Henry  €.  « 

Acting  Assistant  Paymaster,  81  January,  1862.  Honorably  discharged  81  January, 
1866. 

Bursess,  William  B. 

Mate,  28  March,  1864.    Honorably  discharged  9  August,  1865. 

Bargoyne,  John  R. 

Acting  Third  Assistant  Engineer,  5  February,  1863.    Dismissed  17  November,  1868. 

Bnrgoyne,  I^eonidas  R. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.  Honorably  discharged  25  March,  1866.  Acting  Second  As- 
sistant Engineer,  19  December,  1866.    Mustered  out  22  August,  1869. 

IBiirlianSy  Andrew. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Resigned  5  August,  1861. 

Kurhans,  I^orenzo. 

Acting  Second  Assistant  Engineer,  17  May,  1861.    Resigned  27  June,  1861. 

Siirk,  Michael. 

Carpenter,  7  August,  1798.    Resigned  22  January,  1799. 

Biirk,  Thomas. 

Sailmaker,  9  November,  1798.    Last  appearance  on  Records  of  Navy  Department. 

Bark,  William. 

Acting  Third  Assistant  Engineer,  16  December,  1803.    Honorably  discharged  4 
October,  1865. 

^ttrke*  DaTid. 

Acting  Third  Assistant  Engineer,  20  January,  1865.  Honorably  discharged  14 
April,  1868. 

^Urke,  Edmund. 

Midshipman,  1  March,  1827.    Dismissed  17  June,  1830. 

^Urke,  £dmnnd  €. 

Midshipman,  20  October,  1847.    Resigned  5  December,  1850. 

^irke,  James. 

Carpenter,  26  August,  1873. 
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Burke,  Richard. 

Mate,  26  April,  18G2.    Acting  Ensign,  20  January,  1868.    Acting  Master,  2  De- 
cember, 1863.     Resigned  17  May,  1865. 

Barke,  Wflliam  P. 

Mate,  29  May,  1862.    Acting  Ensign,  26  October,  1862.    Honorably  discharged  4 
October,  1866. 

Burke,  William  P. 

Boatswain,  7  June,  1867.    Appointment  revoked  20  December,  1870. 

Burkett,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1868.    Resigned  17  December,  1864. 

Burkett,  Theodore  F. 

ActinjT  Third  Assistant  Engineer,  6  August,  1864.  Honorably  discharged  17  July, 
1805. 

Burkhead,  William  O. 

Acting  Second  Assistant  Engineer,  8  November,  1862.  Resigned  21  November, 
1862. 

Burks,  Martin. 

Carpenter,  26  April,  1818.    Last  appearance  on  Records  of  Navy  Department. 

Burland,  James  A. 

Midshipman,  19  March,  1799.    Returned  his  Warrant  19  October,  1800. 

Burleigh,  B.  €• 

Acting  Assistant  Surgeon,  11  January,  1864.  Acting  Passed  Assistant  Sureeon,  25 
May,  1866.  Honorably  discharged  23  April,  1869.  Again  appointed  4  Decem- 
ber, 1878.    Passed  Assistant  Surgeon,  Retired  list,  80  June,  1879. 

Burley,  William. 

Midshipman,  9  November,  1818.    Dismissed  7  May,  1814. 

Burlingame,  Reuben  W. 

Acting  Third  Assistant  Engineer,  5  May,  1868.  Honorably  discharged  1  Decem- 
ber, 1865. 

Bnrlingame,  Wilson  B. 

Mate,  7  June,  1864.    Resigned  17  March,  1865. 

Burlingham,  Bf.  B. 

Assistant  Surgeon,  18  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Re- 
signed 31  May,  1865. 

Burnap,  George  J. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  16  January, 
1863.  First  Assistant  Engineer,  1  January,  1865.  Chief  Engmeer,  1  November, 
1879. 

Burner,  Charles  W. 

Mate,  7  June,  1864.  Acting  Ensign,  27  March,  1865.  Honorably  discharged  29 
June,  1865. 

Burnes,  Maria  J. 

Mate,  26  January,  1864.     Appointment  revoked  2  January,  1866. 

Burnet,  James  €• 

Mate,  18  April,  1803.    Appointment  revoked  24  December,  1868. 

Burnet,  John  €• 

Assistant  Paymaster,  21  December,  1869.  Passed  Assistant  Paymaster,  28  August, 
1876. 

Burnett,  Clarence  !<• 

Acting  Assistant  Paymaster,  17  December,  1861.  Honorably  discharged  20  April, 
1806. 

Burnett,  Jamets  G. 

Mate,  18  May,  1868.    Resigned  19  September,  1864. 

Burnett,  Jeremiah  C 

Midshipman,  27  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.     Master,  2  Julv,  1875. 
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uniett,  J.  OliTer. 

Assistant  Surgeon,  2  December,  1858.    Retired  list,  21  June,  1862.    Dismissed  18 
February,  1865. 

arnett,  William  H. 

Acting  Assistant   Surgeon,   17   May,   1864.      Honorably  discharged  9  October, 
1865. 

uraliain,  Albion. 

Mate,  12  October,  1868.    Honorably  discharged  5  October,  1865. 

urataam,  John  W. 

Acting  Carpenter,  24  March,  1880. 

Bornieee,  William. 

Gunner,  20  December,  1847.    Died  21  January,  1867. 

!13iirn8,  Charles  11. 

Acting  Assistant  Paymaster,  11  April,  1863.    Resigned  17  April,  1865. 

^orns,  James. 

Lieutenant,  29  October,  1798.    Resigned  2  January,  1802. 

IBorns,  James. 

Acting  Master,  7  December,  1861.    Dismissed  23  December,  1861. 

Biirns«  Jami^  A. 

Acting  Second  Assistant  Engineer,  22  April,  1863.    Acting  First  Assistant  Engi- 
neer, 8  August,  1863.    Honorably  discharged  20  September,  1865. 

Bums,  James  W. 

Acting  Ensign  and  Pilot.    Appointment  revoked  14  June,  1865. 

Bums,  Jerome. 

Acting  Carpenter,  11  June,  1863.    Honorably  discharged  28  October,  1865. 

Burns,  John. 

Gunner,  1  November,  1826.    Lost  in  the  "fibr?i«f,"  September,  1829. 

BnmSf  John. 

Acting  Third  Assistant  Engineer,  27  February,  1862.    Deserted  1874. 

Bums,  I<ewis. 

Mate,  10  October,  1862.    Died  9  July,  1873. 

Burns,  Owen. 

Midshipman,  1  December,  1824.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 8  April,  1834.    Reyigned  30  June,  1840. 

Barns,  Patrick. 

Acting  Third  Assistant  Engineer,  3   October,    1863.     Honorably  discharged  7 
August,  1865. 

Burns,  Robert. 

Mate,  15  December,  1864.    Died  20  November,  1806. 

Barns,  Thomas. 

Acting  Boatswain,  6  July,  1853.     Resigned  1  October,  1353. 

Barns,  Thomas. 

Acting  Ensign,  1  October,  1862.    Acting  Master,  20  May,  1864.    Honorably  dis- 
charged 5  September.  1865. 

Barns,  William  €. 

Boatswain,  26  March,  1842.     Resigned  10  March,  1844. 

Burns,  William  H. 

Master's  Mate,  11  May,  1842.    Second  Master,  3  March,  1849.    Died  4  February, 
1851. 

fiamside,  Cameron. 

Assistant  Paymaster,  12  May,  1875.    Resigned  21  February,  1878. 

fiarritt,  Harrey  H. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.    Resigned  22  September,  1865. 
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BarroughSf  Alonzo  €• 

Carpenter,  0  March,  1878. 

Burrong^hs,  Daniel  W. 

Mate,  7  December,  1864.  Honorably  discharged  1  December,  1865.  Mate,  8  De- 
cember, 1869.  Resigned  8  December,  1871.  Gunner,  8  December,  1871.  Died 
16  March,  1879. 

BurronghSy  Orson. 

Acting  Second  Assistant  Engineer,  21  November,  1862.  Appointment  revoked  29 
June,  1864. 

Barrow,  Walter  P. 

Third  Assistant  Engineer,  26  June,  1856.    Dismissed  17  May,  1860. 

Barrows,  Georfpe  W. 

Acting  First  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  8  Novem- 
ber, 1865. 

Barrows,  GnstaTUS  H. 

Acting  Ensign,  10  September,  1864.    Resigned  20  April,  1865. 

Barrows^  J.  F. 

Mate,  26  June,  1862.    Appointment  revoked  19  November,  1868. 

Barrows,  John. 

Boatswain,  4  December,  1849. 

Borrows,  Stephen  H. 

Mate,  9  April,  1864.    Appointment  revoked  18  May,  1864. 

Barrows,  Thomas. 

Midshipman,  28  May,  1798.  Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 

Barrows,  Thomas. 

Purser,  29  December,  1817.    Died  18  October,  1821. 

Barrows,  William. 

Midshipman,  10  November,  1799.  Lieutenant,  19  March,  1807.  Killed  in  action 
5  September,  1818. 

Barsley,  Ira. 

Acting  Ensign,  8  March,  1864.  Acting  Master,  5  November,  1804.  Honorably  dis- 
charged 21  September,  1865. 

Bart,  Charles  H. 

Acting  Third  Assistant  Engineer,  25  March,  1863.  Acting  Second  Assistant  En- 
gineer, 2  October,  1863.    Honorably  discharged  26  October,  1865. 

Bart,  Cramer. 

Purser,  1  June,  1861.    Retired  list,  16  September,  1863.    Died  1869. 

Bart,  £.  C. 

Mate.    Resigned  7  July,  1862. 

Bart,  George  A. 

Mate,  9  September,  1864.    Resigned  27  May,  1865. 

Bart,  John  O. 

Assistant  Surgeon,  1  July,  1861.    Resigned  11  November,  1863. 

Bart,  IVelson. 

First  Assistant  Eogineer,  15  November,  1837.    Resigned  20  October,  1889. 

Bartis,  Arthar,  Jr. 

Assistant  Paymaster,  14  July,  1862.    Paymaster,  4  May,  1866. 

Barton,  Rnfas. 

Acting  Third  Assistant  Engineer,  22  October,  1862.  Honorably  discharged  19 
September,  1865. 

Barton,  William. 

Gunner,  26  July,  1837.     Died  31  May,  1853. 

Barton,  William  H. 

Mate,  10  September,  1864.     Honorably  discharged  27  August,  1865. 
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Bnrts,  Roberl. 

Midshipman,  81  May,  1833.     Died  22  December,  1839. 

Burtt,  John  !<• 

Assistant  Surgeon,  80  May,  1844.     Dismissed  2  September,  1858. 

Bnrwelly  George  £• 

Acting  Second  Assistant  Engineer,  23  November,  1864.    Honorably  discharged  1 
April,  1868. 

Bnrwell,  W.  T. 

3Iid3hipman,  27  September,  1841.     Resigned  20  May,  1843. 

Harwell,  William  T. 

Acting  Midshipman,  80  September,   1862.    Graduated  June,  1866.     Ensign,  12 
March,  1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Busbee,  Perrin. 

Midshipman,  23  September,   1867.     Graduated  6  June,   1871.    Ensign,  14  July, 
1872.    Master,  18  May,  1875. 

fiasbee,  Qnentin. 

Purser,  27  April,  1846.    Resigned  21  February,  1848. 

Basil,  Charles  O. 

Midshipman,  11  January,  1832.     Resigned  23  September,  1833. 

Buftta,  Joseph. 

Midshipman,  80  April,  1798.    Discharged  under  Peace  Establishment  Act,  12 
October,  1801. 

Bush,  Peter  A. 

Midshipman,  26  May,  1812.    Dismissed  28  December,  1813. 

Bush,  Philip  A. 

Midshipman,  16  January,  1800.    Resigned  26  May,  1810. 

Bnsher,  Hoses. 

Master,  17  July,  1812.    Dismissed  6  March,  1818. 

Kustanell,  Eben. 

Purser,  81  August,  1799.    Died  3  August,  1800. 

IBashoafp,  Israel. 

Acting  Assistant  Surgeon,  21  October,  1802.     Resigned  8  April,  1865. 

:Bashnell,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  October,  1861.    Honorably  discharged  20 
December,  1805. 

Sntlaad,  Fraacis. 

Boatswain,  11  February,  1871. 

Bailer,  Edward  A. 

Mate,  5  March,  1862.    Acting  Ensign,  8  June,  1864.     Honorably  discharged  15 
November,  1865. 

Sutler,  €}eorge  H. 

Acting  Assistant  Surgeon,  9  January,  1864.     Acting  Passed  Assistant  Surgeon,  17 
August,  1866.    Honorably  discharged  12  November,  1868. 

Antler,  Heory  S. 

Midshipman,  15  May,  1799.    Resigned  6  August,  1800. 

^^tler,  H.  Tincenl. 

Mate,  12  February,  1868.    Appointment  revoked  14  May,  1864. 

^^tler,  James. 

Baihnaker,  29  March,  1800.    Died  27  July,  1801. 

^'titter,  James  Ij. 

Midshipman,  11  April,  1848.    Resigned  18  December,  1848. 

^^tler,  Joho. 

Surgeon's  Mate,  28  April,  1804.     Resigned  1  May,  1809. 

'Htler,  Joho. 

Acting  Ensign,  14  February,  1868.     Dismissed  22  March,  1864* 
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Batler,  John  F. 

Acting  First  Assistant  Engineer,  9  January,  1868.    Honorably  dischanred  26  Oc- 
tober, 1865. 

Bailer,  John  H. 

Mate,  6  June,  1862.    Dismissed  6  February,  1868. 

Bnller,  John  J. 

Acting  Ensign,  18  December,  1862.    Acting  Master,  15  December,  1864.    Hon- 
orably discharged  18  September,  1865. 

Batler,  John  HI. 

Mate,  8  January,  1862.    Acting  Master,  8  May,  1862.    Honorably  discharced  1 
June,  1868. 

Bnller,  John  O. 

Carpenter,  5  May,  1837.    Resigned  16  February,  1839.    Carpenter,  22  October^ 
1841.    Died  29  September,  1862. 

Butler,  Jonathan  W. 

Acting  Ensign,  24  September,  1862.    Resigned  22  June,  1864. 

Butler,  Joseph  C 

Mate,  80  July,  1862.    Dropped  6  September,  1862. 

Butler,  Joseph  !<• 

Third  Assistant  Engineer,  19  March,  1858.    Second  Assistant  Engineer,  1  Decem- 
ber, 1860.    Died  14  September,  1862. 

Butler,  l.evi  T. 

Mate,  15  July,  1864.    Appointment  revoked  6  August,  1864. 

Butler,  Riehard. 

Master,  28  April,  1801.    Resigned  4  June,  1803.    Master,  24  June,  1808.    DiBmiased 
15  February,  1808. 

Butler,  Samuel. 

Gunner,  6  December,  1824.    Resigned  21  September,  1825. 

Butler,  Silas. 

Purser,  29  December,  1817.    Died  9  April,  1837. 

Butler.  S.  P. 

Acting  Ensign,  13  January,  1863.    Deserted  21  March,  1863. 

Butler,  Spraj^ie  J. 

Acting  Ensign.    Resigned  9  February,  1864. 

Butler,  William. 

Midshipman,  4  January,  1800.    Resigned  5  March,  1807. 

Butler,  William. 

Surgeon's  Mate,  10  December,  1814.    Resigned  6  June,  1820. 

Butler,  William  8. 

Midshipman,  18  February,  1802.    Lieutenant,  6  May,  1808.    Last  appearance  on 
Records  of  Navy  Department. 

Butler,  Winthrop. 

Acting  Assistant  Surgeon,  25  April,  1862.    Honorably  discharged   22  November 
1805.  ' 

Butman,  John  H. 

Acting  Ensign,  3  September,  1862.    Appointment  revoked  20  February,  1864. 
Butt,  JameH  II. 

Midshipman,  25  July,  1806.    Graduated  June,  1870.    Ensign,  13  July,  1871. 

Butt,  J.  B. 

Mate,  1  February,  1803.    Resigned  12  October,  1871. 

Butt,  ThomaA  V. 

Carpenter,  4  November,  1852.    Died  22  May,  1857. 

Butt,  Walter  R. 

Acting  Midshiimian,  20  September,  1855.    Midahi])man,  9  June,   1859.     Passed 
Midshipman,  31  August,  ISOl.     Dismissed  5  October,  1801. 
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Batterfleld,  €^eorge. 

Midshipman,  80  January,  1888.    Resigned  8  July,  1883.    Midshipman,  8  October, 
1838.    Dismissed  3  July,  188G. 

fiatterworlh,  Jamefi. 

Third  Assistant  Engineer,  28  May,  1861.    Second  Assistant  Engineer,  20  October, 
1862.    First  Assistant  Engineer,  25  July,  1866. 

fiotimaii,  Julins. 

Mate,  22  June,  1863.    Resigned  28  November,  1863. 

Baits,  Mo«es  P. 

Mate,  29  August,  1864.    Honorably  discharged  4  October,  1868. 

Baits,  William  B. 

Acting  Third  Assistant  Engineer,  25  August,  1863.    Honorably  discharged  1  Sep> 
tember,  1865. 

Rax  ton,  James  D. 

Acting  Master,  7  October,  1861.    Appointment  revoked  7  March,  1862.    Acting 
Ensign,  18  October,  1862.    Appointment  revoked  10  June,  1803. 

Raxton,  Thomas  8. 

Acting  Boatswain,  19  November,  1850.    Dismissed  26  May,  1851. 

Ryers,  DaTid. 

Midshipman,  80  April,  1800.    Resigned  14  July,  1801. 

Ryers,  Josiata  8. 

Midshipman,  19  October,  1841.    Resigned  18  August,  1849. 

Byland,  James  R. 

Acting  Third  Assistant  Engineer,  9  June,  1868.    Honorably  discharged  80  Novem- 
ber, 1865. 

IByles,  Ten  Eyek. 

Third  Assistant  Engineer,  2  August,  1855.    Second  Assistant  Engineer,  21  July, 
1858.    Resigned  25  October,  1858. 

Byram,  Sydney  W. 

Mate,  7  June,  1864.    Honorably  discharged  3  December,  18G5. 

Vyrens,  Allen  T. 

Midshipman,  26  February,  1841.    Passed  Midshipman,  10  August,  1847.    Dropped 
13  September,  1855.     Lieutenant,  15  September,  1855.     Died  14  February,  1860. 

Byrd,  John  D. 

Midshipman,  16  February,  1814.     Resigned  15  July,  1824. 

Vyrn^  William  H. 

Actinfj  Assistant  Paymaster,  31  March,  1863.     Honorably  discharged  4  December, 
1865. 

Byrne,  £dmiind. 

Midshipman,   1   February,  1814.     Lieutenant,   13  January,  1825.     Commander,  8 
September,  1841.     Died  17  October,  1850. 

Byrne,  Gerald. 

Lieutenant,  17  June,  1799.     Discharged  14  April,  1801. 

Byrne,  Jame|u 

Acting  Secona  Assistant  Engineer,   27  November,  1801.     Resigned  13  March, 
1862. 

^yrne,  John  J. 

Sailmaker,  11  January,  1875. 

^iTneHi  James  C. 

Assistant  Surgeon,  2  November,  1876. 

Byrnes,  William  A. 

Mate  4  October,  18G2.     Acting  Ensign,  31  October,  1863.    Honorably  discharged 
24  November,  1865. 
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C^abcU,  Arthur  O. 

Assistant  Surgeon,  14  February,  1876. 

Cable,  Charles  A. 

Acting  Assistant  Paymaster,  1  September,  1868.    Mustered  out  21  November,  1865b 
Assistant  Paymaster,  28  July,  1806.    Resigned  5  December,  1866. 

Cables,  George. 

Acting  Master,  18  December,  1861.    Honorably  discharged  0  ]^Iurcli,  1866. 

Cadieii,  Charles  H. 

Acting  Ensign,  8  July,  1868.    Acting  Master,  5  September,  1864.    Acting  Volun- 
teer Lieutenant,  10  July,  1865.    Honorably  discharged  18  November,  1865. 

Cadle,  John. 

Surgeon^s  Mate,  24  July,  1818.    Surgeon,  27  March,  1818.    Last  appearance  on 
Records  of  Navy  Department,  1822.    Dead. 

Cadwallader,  H. 

Appointed  Midshipman,  18  December,  1883.    Passed  Midshipman,  8  July,  1889. 
Died  27  July,  1844. 

Cadwallader,  Rowland. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  2  February,  1865. 

Cad  well,  James  D. 

Acting  Third  Assistant  Engineer,  9  January,  1802.    Honorably  discharged  4  Janu- 
ary, 1866. 

Cady,  Henry  A. 

Acting  Third  Assistant  Engineer,  1  March,  1868.    Acting  Second  Assistant  Engi- 
neer, 27  May,  1864.    Honorably  discharged  20  November,  1865. 

Cady,  Horatio  N. 

Appointed  Midshipman,  4  March,  1828.    Dismissed  8  June,  1881. 

Caflin,  I^awrenee  M. 

Acting  Third  Assistant  Engineer,  6  January,  1865.     Honorably  discbaiged   1 
November,  1865. 

Cahill,  £dward  J. 

Acting  Third  Assistant  Engineer,  14  April,   1864.     Honorably  discharged  88 
August,  1865. 

Cahill,  John. 

Carpenter,  8  July,  1887.    Died  24  July,  1858. 

Cahill,  John. 

Acting  First  Assistant  Engineer,  9  October,  1862.    Resigned  8  May,  1864. 

Cahill,  Joseph  N. 

Third  Assistant  Engineer,  21  July,  1858.    Second  Assistant  Engineer,  17  January, 
1861.    First  Assistant  Engineer,  17  March,  1863.     Killed  15  April,  1864. 

Calioon,  Hei^amin  G. 

Mate,  21   August,  1862.    Acting  Ensign,  20  July,  1868.     Appointment  revoked 
(Sick,)  26  March,  1864. 

Cahoone,  J.  Benjamin. 

Purser,  12  November,  1880.    Retired  list,  21  December,  1801.    Pay  Director  Re- 
tired List,  8  March,  1871.    Died  27  July,  1873.  ^ 

Cain,  John,  Jr. 

Acting  Midshipman,  4  October,  1851.     Midshipman,  10  June,  1854.    Died  13 
August,  1855. 

Cain,  Robert. 

Mate,  6  June,  1868.    Resigned  81  July,  1868. 

Calden,  Alvin  R. 

Acting  First  Assistant  Engineer,  22  July,  1863.    Honorably  discharged  15  Ko-^ 
vember,  1865. 

Calder.  Georice. 

Appointed  Midshipman,  29  June,  17D8.     Resigned  22  March,  180^ 
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Calder,  George. 

Appointed  Master,  7  April,  1803.    Resigned  26  November,  1804. 

Caldwell,  Alberl  Gallalin. 

Midshipman,  23  September,  1861.  Graduated  22  November,  1864.  Ensign,  1  No- 
vember, 1800.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander,      March,  1869. 

Caldwell,  C.  H. 

Appointed  Mids  masi,  September,  1811.  Lieutenant,  5  March,  1817.  Died  9 
August,  1831. 

Caldwell,  €.  H.  B. 

Midshipman,  27  February,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  13 
October,  1851.  Lieutenant,  4  September,  1852.  Commander,  16  July,  1802. 
Captain,  12  December,  1867.  Commodore,  14  June,  1874.  Died  30  November, 
1877. 

Caldwell,  George  W. 

Acting  Third  Assistant  Engineer,  7  March,  1864.  Honorably  discharged  28  Sej)- 
tember,  1865. 

Caldwell,  Henry  €. 

Assistant  Surgeon,  17  October,  1858.  Passed  Assistant  Surgeon,  13  May,  1858. 
Died  1  December,  1859. 

Caldwell,  James  R. 

Appointed  Midshipman,  22  May,  1798.  Lieutenant,  I  November,  1800.  Killed  in 
action  7  August,  1804. 

Caldwell,  Ijafayette. 

Third  Assistant  Engineer,  20  February,  1647.    Resigned  12  June,  1849. 

Caldwell,  R.  H. 

Midshipman,  9  September,  1847.    Dismissed  16  June,  1855. 

Caldwell,  Thomas. 

Appointed  Master,  23  April,  1814.    Resigned  24  July,  1815. 

Caldwell,  William,  Jr. 

Acting  Ensign,  28  August,  1863.    Honorably  discharged  1  August,  1865. 

Caldwell,  W.  M. 

Appointed  Master,  21  March,  1813.  Lieutenant,  27  April,  1810.  Died  16  Decem- 
ber, 1825. 

^Hldwell,  W.  IW. 

Midshipman,  10  October,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
26  September,  1847.     Lieutenant,  25  July,  1848.     Resigned  10  October,  1«5U. 

^^leb,  John. 

Acting  Master,  26  August,  1861.     Appointment  revoked  (Sick,)  17  February,  1862. 

^^Ihoon,  Adam  R. 

Acting  First  Assistant  Engineer,  24  February,  1864.  Honorably  discharged  4 
Oct^iber,  1865. 

^salhonn,  George  A. 

Midshipman,  31  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  8  November,  1873.     Lieutenant,  1  November,  1879. 

^^aalhoun,  Jamefi  Edward. 

Appointed  Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Resigned  11 
November,  1833. 

^^^Ihoun,  Robert  H. 

.\ppointed  Midshipman,  1  November,  1828.     Resigned  21  January,  1830. 

^^^Ihoun,  William  L.. 

Acting  Second  Assistant  Engineer,  5  August,  1804.  Honorably  discharged  3 
October,  1865. 

^^^Ikinm,  Carlos  G. 

Midshipman,  24  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  1  July,  1875. 
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Calkins,  James  B. 

Acting  Assistant  Surgeon,  7  December,  ISCl.     Kesigncd  80  June,  1868. 

Call,  William  R. 

Acting  Third  Assistant  Engineer,  5  October,  1863.     Acting  Second  Assistaiza 
Engineer,  9  January,  1865.    Resigned  20  March,  1805. 

Callahan,  Joseph, 

Acting  Third  Assistant  Engineer,  18  February,  1864.    Honorably  discharged  IS 
August,  1865. 

Callataer,  £ngene. 

Acting  Third  Assistant  Engineer,  1  October,  1862.      Acting  Second  AssistaK: 
Engineer,  16  July,  1868.    Dismissed  29  September,  1864. 

Callan,  Jerome. 

Appointed  Midshipman,  4  March,  1823.    Passed  Midshipman,  28  March,  18^9 
Lieutenant,  3  March,  1831.    Died  29  June,  1834. 

Callan,  Peter  A. 

Assistant  Surgeon,  25  March,  1868.    Resigned  1  March,  1872. 

Callander,  A.  F. 

Mate,  26  November,  1869.    In  Service. 

Callaway,  I<eopold. 

Acting  Third  Assistant  Engineer,  27  June,  1864.    Honorably  discharged  4  Febs-v 

rary,  1869. 

Callender,  £lliot. 

Assistant  Ensign,  1  October,  1862.    Resigned  18  February,  1864. 

Calliss,  Cleon. 

Appointed  Midshipman,  28  June,  1804.    Resigned  3  August,  1805. 

Calvert,  Ceeil  A. 

Acting  Ensign,  17  January,  1864.    Honorably  discharged  27  September,  1865. 

Calrert,  Thomas. 

Appointed  Lieutenant,  4  September,  1798.     Discharged  15  April,  1801,  unci^ 
Peace  Establishment  Act. 

Cambreling,  J.  P. 

Appointed  Midshipman,   18  June,   1812.       Lieutenant,  28  March,   1820.      L^-** 
appearance  on  Records  of  Navy  Department,  1821.     Frigate  *'  ComteUatian."' 

Cambridge,  W.  £• 

Appointed  Midshipman,  6  March,  1815.     Last  appearance  on  Records  of  N 
Department,  15  August,  1820. 

Cameron,  Charles. 

Mate,  7  March,  1864.     Resigned  11  May,  1865. 

Cameron,  Daniel. 

Appointed  Midshipman,  17  January,  1826.    Resigned  16  November,  1881. 

Cameron,  Robert. 

Acting  Chief  Engineer,  13  June,  1863.    Appointment  revoked,  9  October,  1868. 
Cameron,  Roberl. 

Mate,  22  April,  1863.    Died  at  Naval  Hospital,  Memphis,  Tennessee,  29  June,  18 

Cameron,  Robert  H. 

Mate,  24  January,  1868.    Acting  Ensign,  5  September,  1863.    Resigned  19  Aufrw 
1864.    Sick.  *^ 

Camlleld,  Thomas. 


Acting  Third  Assistant  Engineer,  11  February,  1865.    Honorably  discharged 
November,  1865.    Acting  Third  Assistant  Engineer,  4  March,  1867.    Muster^^ 
out  27  August,  1868. 

Cammett,  Warren  S. 

Mate,  6  July,  1863.    Appointment  revoked  9  November,  1864. 

Camp,  Jr.,  Benjamin  F. 

Assistant  Paymaster,  23  September,  1861.    Resigned  29  August,  1868. 
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CAinp,  John  O. 

Appointed  Midshipman,  15  November,  1809.     Resigned  25  May,  1811. 

CAinpbell,  Albert  B. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  26  Octo- 
ber, 1861.    Resigned  5  May,  1863. 

Campbell,  Alexander. 

Acting  Third  Assistant  Engineer,    1    October,  1862.     Acting  Second  Assistant 
Engineer,  8  July,  1864.    Honorably  discharged  6  November,  1865. 

Cmmpbell,  A.  S. 

Appointed  Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  i5 
June,  1886. 

Csumpbell,  Alexander  D. 

Acting  Ensign,  19  August,  1862.    Honorably  discharged  10  October,  1867. 

C«impbell,  Charlefi. 

Surgeon,  24  July,  1818.    Resigned  14  July,  1814. 

C^«impbell,  Charles  W. 

Mate,  17  September,  1861.    Dismissed  22  October,  1868. 

^I^«unpbell,  Daniel  A. 

Acting  Master,  21  August,  1861.    Recommendation  of  Commanding  Officer,  17 
August,  1864.    Honorably  discharged  1  December,  1865. 

^^smpbell,  £ben. 

Appointed  Midshipman,  25  June,  1814.     Last  appearance  on  Records  of  Navy 
Department,  4  March,  1815.    Drowned. 

^Dampbell,  Francis  D. 

Mate,  24  December,  1862.    Resigned  8  August,  1863.    Acting  Ensign,  14  June, 
1864.    Resigned  29  November,  1864. 

^i:«mpbell9  George  €• 

Mate,  11  October,  1861.    Acting  Ensign,  6  October,  1868.     Honorably  discharged 
9  April,  1868. 

^::ampbell9  H.  O. 

Appointed  Commander,  27  July,  1799.    Captain,    16  October,   1800.     Died    11 
November,  1820. 

C^Jampbell^  Janiefi. 

Appointed  Midshipman,  80  November,  1814.      Last  appearance  on   Records  of 
Navy  Department,  1815.     Sloop  "  Erie:' 

C^ampbell^  Jamefi. 

Appointed  Lieutenant,  20  September,  1799.    Discharged  8  July,  1801,  under  Peace 
Establishment  Act. 

Campbell,  Jameii. 

Acting  Third  Assistant  Engineer,  28  June,  1862.    Honorably  discharged  26  May, 

1868. 

^^mpbell,  Jamefi  €• 

Appointed  Midshipman,  29  December,  1840.    Resigned  7  July  -842. 

^%nipbell,  James  £• 

Mate,  29  November,  1868.    Appointment  revoked,  17  September,  1864.     Sick. 

^«%mpbell«  Joseph. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Dropped  13  August,  1864. 

^%mpbell9  I<ondon. 

Third  Assistant  Engineer,  21  July,  1858.    Second  Assistant  Engineer,  17  January, 

1861.  Resigned  6  May,  1861. 

^umpbell.  Marshal  €• 

Midshipman,  5  February,  1850.     Passed  Midshipman,  20  June,  1856.     Master,  22 
January,  1858.    Lieutenant,  28  January,  1858.     Lieutenant-Commander,  16  July, 

1862.  Died  22  February,  1865. 

Campbell,  N.  Ju. 

Acting  Assistant  Surgeon,  1  November,  1861.     Acting  Past  Assistant  Surgeon,  nO 
March,  1865.     Honorably  discharged,  22  March,  18G9. 
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Campbell,  Robert. 

Acting  Gunner,  15  June,  18(54.     Honorably  discharged  9  August,  1865. 

Campbell,  Thomas. 

Acting  Third  Assistant  Engineer,  4  September,  1868.    Honorably  discharged 
May,  1866. 

Campbell,  William. 

Appointed  Midshipman,  16  January,  1809.    Died  October,  1810. 

Campbell,  William. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Resigned  21  December, 
Acting  Second  Assistant  Engineer,  9  May,  1863.  Acting  First  Assistant 
neer,  14  February,  1865.    Honorably  discharged,  18  March,  1866. 

Campbell,  William  G. 

Mat«,  8  September,  1862.    Acting  Ensign,  18  October,  1868.    Resigned  18  J 
ary,  1866. 

Campbell,  William  H. 

Acting  Assistant  Surgeon,  10  November,  1862.    Resigned  9  June,  1864. 

Campbell,  William  H. 

Appointed  Midshipman,  30  May,  1816.    Lieutenant,  28  April,  1826.    Died  6 
tember,  1839. 

Campbell,  William  J. 

Appointed  Midshipman,  28  October,  1799.    Resigned  7  April,  1802. 

Campbell,  W.  P.  A. 

Midshipman,  14  December,  1847.  Past  Midshipman,  10  June,  1853.  Master,  'M. 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  19  September 
1861. 

Cana,  Frederick. 

Appointed  Gunner,  4  October,  1805.    Resigned  21  November,  1808. 

Canady,  Benjamin. 

Acting  Second  Assistant  Engineer,  29  November,  1862.    Resigned  28  July,  1868^ 

Canaday,  Jeremiab. 

Mate,  23  April,  1864.    Appointment  revoked  18  May,  1865.    Sick. 

Canaga,  Alfred  B. 

Cadet  Engineer,  1  October,  1872.    Graduated  80  May,  1874.    Assistant  Engineer, 
26  February,  1875.    In  service. 

Canfield,  Franeis  A. 

Third  Assistant  Engineer,  21  May,  1853.    Resigned  30  April,  1856. 

Canfield,  Jobn  P. 

Mate,  16  June,  1864.    Resigned  6  July,  1865. 

Canfield,  Biebard. 

Acting  Ensign,  11  July,  1863.    Acting  Master,  9  June,  1865.    Honorably  dis- 
charged 4  September,  1866. 

Canfield,  William  C. 

Cadet  Midshipman,  28  September,  1873.    Graduated  4  June,  1880. 

Cann,  J.  £• 

Assistant  Paymaster,  14  July,  1870.    Passed  Assistant  Paymaster,  22  October 

1878.  ' 

Cann<Mly,  P.  F. 

Appointed  Midshipman,  4  March,  1823.    Passed  Midshipman,  28  May,  1829. 
Lieutenant,  81  December,  1838.    Died  2  January,  1834. 

Cannell,  Charles  A. 

Appointed  Midshipman,  1  June,  1828.    Lost  on  **/i(?rw^^,"  10  September,  1829. 
Canninic,  JoAoph  C. 

Acting  Assistant  Paymaster,  3  August,  1861.    Ilonorably  discharged  81  May,  1866. 

Canninic,  William  P. 

Surgeon's  Mate,  7  May,  1844.    Died  7  April,  1845. 


GENERAL  NAVY  REGISTER.  127 

Cannon,  Charles  A. 

Appointed  Midshipman,  9  June,  1811.    Resigned  80  January,  1818. 

annon,  Charlefi  A. 

Acting  Ensign,  9  August,  1864.    Honorably  discharged  14  November,  1865. 

'annon,  €•  €• 

Midshipman,  7  April,  1847.     Dropped  25  July,  1853. 

^I^annon,  Charles  G. 

Appointed  Midshipman,  80  October,  1799.    Discharged  12  October,  1801,  under 
Peace  Establishment  Act 

^CTannon,  John. 

Mate,  21  August,  1868.    Acting  Ensign,  8  June,  1864.    Died  16  July,  1865,  on 
**  Oennenee^ 

^KJannon,  John  U. 

Appointed  Boatswain,  8  May,  1802.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 18  July,  1807. 

^^^annon,  John  S. 

*Appointed  Midshipman,  26  February,  1814.    Dismissed  81  December,  1828. 

^Cannon,  Joseph  S. 

Appointed  Master,  16  January,  1829.    Dismissed  81  December,  1829. 

Gannon,  liOring. 

Mate,  23  January,  1862.    Honorably  discharged  19  May,  1865. 

Cannon,  Thomas  H. 

Acting  Ensign,  21  November,  1864.    Honorably  discharged  1  August,  1865 

Cannon,  William  £• 

Mate,  20  May,  1863.    Honorably  discharged  10  January,  1866. 

€apen,  William  H. 

Acting  Third  Assistant  Engineer,  2  November,  1861.    Honorably  discharged  6 
March,  1866. 

Capers,  William  H. 

Appointed  Midshipman,  27  March,  1822.    Resigned  20  December,  1824. 

Caperton,  William  B. 

Midshipman,  13  June,  1871.    Graduated  20  June,  187(5.    Ensign,  8  August,  1877. 

Carhery,  Henry. 

Purser,  9  April,  1804.     Resigned  23  May,  1804. 

Ciardella,  R.  F. 

Acting  Ensign,  1  October,  1862.     Resigned  24  October,  1862. 

^"lurels,  Joseph  H. 

Acting  Assistant  Paymaster,  21  July,  1802.    Appointment  revoked  11  July,  180o. 
Sick. 
^^rey,  George  T. 

Hate,  28  August,  1863.    Honorably  discharged  1  November,  1808. 

^^mrey,  John. 

Acting  Third  Assistant  Engineer.  7  October,  18C4.    Ilonorablv  discharged  1  Sep- 
tember, 1865. 

^^mrey,  Joseph  W. 

Mate,  28  January,  1868.    Appointment  revoked  14  March,  1863. 

^^furey,  Miles. 

Appointed  Midshipman,  13  March,  1889.    Dropped  in  1840 

'arey,  Richard. 

Appointed  Midshipman,  2  July,  1801.    Discharged   10  November,  1801,  under 
Peace  Establishment  Act. 

-arey,  Robert  II. 

Mate,  23  Au;^u8t.  1801.    Acting  Ensign,  24  October,  1863.     Honorably  dischar^H^l 
18  December,  1808. 
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Carey,  Stephen  S/K. 

Mate,  20  July,  1863.     Accidentally  killed  on  *'  Dr.igan,''  23  April,  1864. 

Carlelon,  John. 

Appointed  Master,  4  July,  i815.    Died  12  August,  1847. 

Carley,  William  B. 

Mate,  12  September,  1864.    Honorably  discharged  24  October,  1865. 

Carlin,  JameM  W. 

Midshipman,  23  July,  1864.    Graduated  2  June,  1868.    Ensign,  19  April,  II 
Master,  12  July,  1870.    Lieutenant,  12  February,  1874. 

Carlisle,  Colnmhns  C. 

Acting  Second  Assistant  Engineer,  80  May,  1868.    Resigned  80  June,  1864. 

Carlton,  John. 

Master,  4  July,  1815.    Died  12  August  1847. 

Carlton,  Thomas  1 

Acting  Ensign,  8  June,  1864.    Resigned  80  May,  186?« 

Carman,  William  J. 

Acting  Third  Assistant  Engineer,  22  October,  1862.    Honorably  dischaigsd        ^ 
October,  1805 

Carmichael,  £•  T. 

Appointed  Midshipman,  17  September,  1841.    Died  7  August,  1847. 

Carmody,  John  R. 

Acting  Assistant  Paymaster,  27  August,  1864.    Assistant  Paymaster,  28  July,  180^- 
Passed  Assistant  Paymaster,  5  June,  1868.    Paymaster,  22  October,  1878. 

C'armody,  Robert  £mmet. 

Acting  Midshipman,  28  November,  1861.    Graduated  6  June,  1867.    Ensign,  19 
December,  1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Carnes,  £dwin  O. 

Midshipman,  24  June,  1846.    Passed  Midshipman,  8  June,  1852.    Resigned  80 
May,  1855. 

Carnell,  Thomas. 

Appointed  Midshipman,  2  April,  1804.    Resigned  2  June,  1804. 

Carnes,  James  B. 

Acting  Third  Assistant  Engineer,  29  September,  1868.  Honorably  discharged  7 
August,  1865. 

Carney,  Bei^amin  B. 

Acting  Second  Assistant  Engineer,  1  January,  1868.    Dismissed  21  May,  1868. 

earns,  William  H. 

Appointed  Midshipman,  81  December,  1833.    Resigned  8  July,  1S87. 

Carpender,  £dward  W. 

Midshipman,  10  July,  1818.  Lieutenant,  18  January,  1825.  Commander,  8  Sep- 
tember, 1841.  Reserved  List,  18  September,  1855.  Commodore  Reserved  List 
Died  16  May,  1877. 

Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1798.    Died  in  January,  1800. 

Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1818.    Drowned  25  May,  1820. 

Carpenter,  Benjamin  O. 

Mate,  29  December,  1868.    Discharged  6  July  1864. 

Carpenter,  Charles  Carroll. 

Midshipman,  1  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  S3 
January,  1858.  Lieutenant,  23  Januar}-,  1858.  Lieutenant  Commander,  16  July, 
1862.    Commander,  10  February,  1869.    Captain,  25  March,  1880. 

Carpenter,  Charles  O. 

Assistant  Surgeon,  30  July,  1861.    Resigned  27  March,  1803. 

Carpenter,  Charles  N. 

Appointed  Midshipman,  27  November,  1798.  Discharged  30  April,  1801,  under 
Peace  Establishment  Act. 
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C^^urpenter,  Jacob* 

Appointed  Gunner,  28  May,  1836.    Died  8  March,  1842. 

^flurpenter,  Jamesi  I>* 

Acting  8econd  Assistant  Engineer,  4  June,  1862.  Died  on  ^^  Prineet<m,'*^  19 
January,  1864. 

Cauihenter,  James  K. 

Mate,  17  February,  1862.    Resigned  6  December,  1862. 

C^sirpenter,  James  H* 

Acting  Midshipman,  29  November,  1862. 

Csu-penter,  James  "Sm 

Purser,  18  September,  1860.  Pay  Inspector,  8  March,  1871.  Retired  list,  7  March. 
1869. 

^^urpenter^  John  B* 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  28 
October,  1862.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer,  11 
June,  1874.    In  service. 

^^urpenter,  John  S. 

Hate,  24  December,  1868.    Discharged  27  April,  1864. 

^^rpenter,  muington  Ij. 

Acting  Master,  4  November,  1861.    Resigned  26  May,  1862. 

K^«rpenter,  Samnel* 

Mate,  24  November,  1868.  Acting  Ensign,  26  November,  1864.  Honorably  dis* 
charged  81  July,  1865. 

Carpenter,  T.  O.  H. 

Burgeon's  Mate,  18  October,  1798.    Resigned  14  June,  1799. 

V^arpenter,  William  A* 

Acting  Assistant  Paymaster,  14  January,  1865.  Honorably  discharged  4  Novem- 
ber, 1865. 

^^Danr,  Alfred  €• 

Cadet  Engineer,  15  December,  1875.    Graduated  10  June,  1879. 

'^jmrr^  Cornelins* 

Acting  Second  Assistant  Engineer,  18  November,  1861.  Acting  First  Assistant 
Engineer,  20  November,  1868.    Honorably  discharged  23  March,  1866. 

<^arr9  £dward. 

Appointed  Boatswain,  2  October,  1799.    Discharged  25  May,  1801. 

<^«rr,  Henry  P. 

Acting  Master,  8  J.une,  1861.  Died  at  Beaufort,  North  Carolina,  26  December, 
1868. 

^•rr,  James* 

Acting  Third  Assistant  Engineer,  26  November,  18G1.    Resigned  7  January,  1862. 

^^rr,  James  E. 

Appointed  Master,  4  August,  1807.    Lost  in  the  "  Wasp^^^  1815. 

^%rr9  James  £• 

Acting  Ensign,  8  June,  1864.    Honorably  discharged  15  August,  1865. 

^^rr,  Jolin  A. 

Appointed  Midshipman,  4  July,  1817.  Lieutenant,  28  April,  1826.  Died  8  May, 
1837. 

^^rr,  Jolin  H. 

Purser,  25  April,  1812.    Resigned  30  September,  1830. 

^%rr,  Jolin  P. 

Acting  Master,  3  September,  1861.    Honorably  discharged  31  August,  1865. 

^%rr,  Natlianiel  F. 

Appointed  Midshipman,  3  February,  1840.    Dropped. 

^%rr,  Oliver. 

Acting  Third  Assistant  Engineer,  29  December,  1863.  Died  at  New  Orleans,  12 
October,  1864. 
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Carr^  OTerton,  Jr. 

Appointed  Midshipman,  2  April,  1804.    Resigned  15  April,  1807. 

Carr,  OTerton. 

Midshipman,  1  March,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant.  .^  S 
December,  1838.  Commander,  14  September,  1855.  Retired  list,  8  Deceiiil^^Br« 
1861.    Captain,  Retired  list,  4  April,  1867. 

Carraway,  John. 

Appointed  Master,  20  April,  1813.    Last  appearance  on  Records  of  Navy  Depi 
ment.    Discharged  by  Captain  Cassin. 

Carriek,  George  Washington. 

Third  Assistant  Engineer,  10*June,  1862.    Resigned  18  November,  1865. 

Carrick,  Samnel  I>. 

Appointed  Midshipman,  11  April,  1800.    Resigned  26  June,  1800. 

C'arringlon,  W.  €.  G. 

Appointed  Midshipman,  6  February,  1823.    Resigned  10  December,  1829. 

C  arringlon,  William  F. 

Assistant  Surgeon,  17  June,  1848.    Resigned  11  September,  1851. 

Carroll,  BaTid  W. 

Acting  Ensign,  9  October,  1802.    Acting  Master,  5  November,  1864.    Honoi 
discharged  30  September,  1865. 

Carroll,  Dennis. 

Mate,  11  July,  1864.    Dismissed  6  January,  1865. 

Carroll,  Ferdinand, 

Midshipman,  4  October,  1850.    Dismissed  3  March,  1851. 

Carroll,  Geori^^e  R. 

Appointed  Midshipman,  2  February,  1829.    Passed  Midshipman^  4  June,  188t 
Resigned  29  May,  1837. 

Carroll,  Henry  P. 

Acting  Third  Assistant  Engineer,  23  July,  1862.    Deserted  1  October,  1862. 

Carroll,  John,  ^ 

Appointed  Midshipman,  13  December,  1831.    Passed  Midshipman,  15  June,  1887.  ^ 
Lieutenant,  8  September,  1841.    Died  31  March,  1842. 

C'arroll,  Jobn. 

Third  Assistant  Engineer,  14  May,  1847.    Died  21  December,  1852. 

C^arroll,  M.  B.  ^ 

Appointed  Midshipman,  7  September,  1798.  Lieutenant,  10  April,  1803.  Com-  ^ 
mander,  2  February,  1815.    Resigned  12  December,  1822. 

Carroll,  Blletaael  J.  g 

Acting  Third  Assistant  Engineer,  2  December,  1864.  Honorably  diachftrged  ^ 
24  September,  1865. 

Carroll,  RIehard. 

Acting  Carpenter,  31  August,  1863.    Resigned  9  December,  1864. 

Carroll,  William  H. 

Mate.    Resigned  8  May,  1865. 

Carron,  John. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  AsdBtant:^  ' 
Engineer,  17  December,  1862.  Acting  First  Assistant  Engmeer,  1  April,  1864...  =^^ 
Honorably  discharged  20  November,  1865. 

Carrothers,  John  K. 

Acting  Midshipman,  23  September,  1858.    Died  23  December,  1861. 

Carson,  John. 

Appointed  Master,  20  November,  1798.    Lieutenant,  13  June,  1799.    Last  appea 
ance  on  Records  of  Navy  Department. 

Carson,  John. 

Appointed  Master,  26  August,  1808.    Dismissed  12  December,  1809. 
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Osftrson,  martin. 

Acting  Third  Assistant  Engineer,  19  October,  18G1.  Died  on  "  Alabama;''  24  July, 
1863. 

C^^nrson,  Peter* 

Appointed  Master,  1  November,  1816.    Died  in  1828. 

trson,  RIehard. 

Appointed  Midshipman,  14  April,  1800.  Discharged  2  June,  1801,  under  Peace 
Establishment  Act. 

traon,  Richard, 

Appointed  Midshipman,  15  November,  1809.    Resigned  3  January,  1812. 

irgon,  Robert, 

Appointed  Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy 
Department,  15  March,  1815.    Dead. 

irgon,  Seott  H, 

Mate,  7.  February,  1863.    Resigned,  (Sick,)  22  August,  1863. 

^^^^mnstalrs,  Thomas. 

Acting  Assistant  Paymaster,  30  September,  1862.    Appointment  revoked  30  June, 
1866. 
^nwelK  William. 

Acting  Chief  Engineer,  1  October,  1862.    Resigned  24  November,  1862. 

artee,  Seth. 

Appointed  Master,  date  not  known.  Lieutenant,  18  May,  1804.  Last  appearance 
on  Records  of  Navy  Department,  17  April,  1805. 

CZ^arter,  Abiel  Beach. 

Midshipman,  24  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  30  Novem- 
ber, 1874. 

^I^arter,  Carey. 

Midshipman,  12  October,  1848.    Resigned  24  June,  1856. 

^^arter,  Charles. 

Assistant  Surgeon,  1  October,  1861.    Resigned  6  February,  1863. 

barter,  Daniel. 

Appointed  Midshipman,  1  August,  1826.     Died  25  March,  1832. 

9  £•  Cf 
Mate,  1  January,  1865.    Honorably  discharged  18  Sei)tember,  1805 

barter,  Edward. 

Appointed  Midshipman,  9  November,  1813.  Last  appearance  on  Records  of  Navy 
Department,  1814. 

^^rter,  Edward  C. 

Appointed  Midshipman,  1  January,  1812.     Resigned  9  July,  1814. 

^'Hrter,  Enoeh  B. 

Acting  Third  Assistant  Engineer,  22  February,  1804.  Acting  Second  Assistant 
Engineer,  11  March,  1865.    Resigned  12  May,  1865. 

^'^rter,  Fidelio  S. 

Midshipman,  30  September,  1870.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

^'^rter,  Henry  B. 

Mate,  1861.  Acting  Master,  8  February,  1802.  Appointment  revoked  (Sick,) 
21  May,  1862.  Re-appointed  Acting  Master,  21  May,  1862.  Honorably  dis- 
charged 11  May,  1865. 

^'i^rter.  Hill. 

Appointed  Midshipman,  9  November,  1813.     Resigned  11  March,  1816. 

^«^rter,  Jacob. 

Appointed  Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy 
Department 
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Carter,  John  €• 

Midshipman,  1  January,  1825.    Passed  Midshipman,  4  Jmie,  1881.    Lieutenant, 
February,  1887.    Reserved  list,  18  September,  1866.    Commander,  Active  lu 

14  September,  1856.    Commodore,  Retired  list,  4  April,  1867.    Died  24  Novec 
ber,  1870. 

Carter,  John  K. 

Appointed  Master,  9  May,  1812.    Last  appearance  on  Records  of  Navy  De] 
ment,  28  March,  1814. 

Carter,  John  WL. 

Appointed  Midshipman,  18  June,  1812.    Lieutenant,  27  April,  1816.    Died  1  F 
ruary,  1831. 

Carter,  John  II* 

Mate,  28  May,  1864.    Dismissed  19  August,  1864. 

Carter,  Johnston  B. 

Midshipman,  81  December,  1888.    Passed  Midshipman,  8  July,  1889.    Lieaten; 
22  July,  1846.    Dismissed  8  September,  1857. 

Carter,  Jonathan  II. 

Mid^ipman,  12  March,  1840.     Passed  Midshipman,  11  July,  1846.    Master^ 
March,  1856.    Lieutenant,  14  September,  1855.    Resigned  25  April,  1861. 

Carter,  Joseph  H* 

Mate,  14  May,  1864.    Honorably  discharged  11  October,  1865. 

Carter,  Joslah  P. 

Carpenter,  19  July,  1861. 

Carter,  Nathaniel,  Jr. 

Appointed  Midshipman,  18  June,  1812.     Lieutenant,  5  March,  1817.     Died    ^ 
September,  1828. 

Carter,  Richard  H. 

Acting  Third  Assistant  Engineer,  11  January,  1868.    Resigned  (Sick,)  1  JoJtf^^ 
1864. 

Carter,  Rohert. 

Assistant  Surgeon,  2  June,  1849.    Passed  Assistant  Surgeon,  24  February,  1857«<^ 
Resigned  8  July,  1858. 

Carter,  Rohert  R. 

Midshipman,  80  March,  1842.    Passed  Midshipman,  6  August,  1848.     Mastery 

15  September,  1855.    Lieutenant,  16  September,  1855.    Resigned  2  April,  IMl, 

Carter,  Rodney  F. 

Acting  Third  Assistant  Engineer,  16  December,  1868.    Acting  Second  Assistaat 
Engineer,  21  March,  1865.    Honorably  discharged  11  October,  1865. 

Carter,  Samnel  P. 

Midshipman,  14  February,  1840.    Passed  Midshipman,  11  July,  1846.    Master,  12 
September,  1854.    Lieutenant,  18  April,  1855.    Lieutenant-Commander,  16  July^ 
1862.    Commander.  25  June,  1865.    Captain,  28  October,  1870.    ComzKU>dore,  18^ 
November,  1878. 

Carter,  Thomas  F. 

Cadet  Engineer,  1  October,  1878.    Graduated  10  June,  1879. 

Carter,  Thomas  V. 

Appointed  Midshipman,  4  March,  1818.    Resigned  25  January,  1819. 

Carter,  William. 

Carpenter,  18  February,  1870.    Appointment  revoked  8  September,  1870.    Carpen^-^ 
ter,  17  June,  1874.    Died  14  March,  1880. 

Carter,  William. 

Appointed  Midshipman,  13  July,  1881.    Resigned  15  March,  1884. 

Carter,  William,  Jr. 

Appointed  Midshipman,  28  June,  1804.    Lieutenant,  28  April,  1810.    Commands  "^ 
27  April,  1816.    Cashiered  7  December,  1827. 
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E=^  carter,  William  W. 

Ouooer,  21  May,  1869.  Acting  Master,  8  October,  1862.  Honorably  discharged 
24  October,  1865.    In  service  as  Gunner. 

I^  ^rter.  Woodward. 

Mate,  12  September,  1862,  Acting  Ensign,  26  January,  1864.  Honorably  dis- 
charged 9  October,  1868.    Acting  Boatswain,  18  April,  1879. 

IT*  -artoii,  Tlionias  II* 

Acting  Second  Assistant  Engineer,  22  September,  1868.  Honorably  discharged 
20  ^tember,  1866. 

JTartwrifctal,  Thomas  G. 

Mate,  19  December,  1864.    Appointment  revoked  4  January,  1866. 

:artjr,  Charles  !<• 

Acting  First  Assistant  Engineer,  17  October,  1862.  Acting  Chief  Engineer,  19 
May,  1864.     Honorably  discharged  29  November,  1866. 

Carver,  I>.  M. 

Mate.    Acting  Ensign,  6  September,  1863.    Resigned  22  May,  1866. 

'arver,  Jesse  T. 

Acting  Ensign,  80  April,  1864.    Honorably  discharged  9  July,  1866 

^I^arwen,  Christopher. 

Acting  Ensign,  16  December,-1862.    Honorably  discharged  11  November,  18C6. 

^'ase*  Aasnstns  !<• 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  26 
February,  1841.  Commander,  14  September,  1866.  Captain,  2  January,  1868. 
Commodore,  8  December,  1867.  Rear  Admiral,  24  May,  1872.  Retired  list,  8 
February,  1876. 

Case,  Aagnstns  I<.9  Jr. 

Midshipman,  28  June,  1869.  Graduated  81  May,  1878.  Ensign,  16  July,  1874. 
Master,  1  April,  1880. 

Case,  Charles. 

Mate,  26  June,  1862.  Acting  Ensign,  26  May,  1864.  Honorably  discharged  12 
December,  1866. 

Case,  Chester  N. 

Acting  Assistant  Paymaster,  14  January,  1866.  Honorably  discharged  10  Septem- 
ber, 1866. 

C^^se,  Baniel  R. 

Midshipman,  6  June,  1872.    Graduated  20  June,  1876.     Resigned  8  January,  1879. 

^use,  Francis  A. 

Mate,  26  April,  1864.    Lost  on  ''Narcissus,''  4  January,  1866. 

Ciuie,  Frank  B.  • 

Cadet  Midshipman,  7  June,  1878.    Graduated  18  June,  1879. 

C^iMe,  C^eorg^e  F. 

Acting  Second  Assistant  Engineer*.  19  March,  1864.  Honorably  discharged  14 
August,  1866. 

C^iuse,  Henry  A. 

Mate,  27  September,  1864.    Honorably  discharged  27  SepteniDcr,  1866. 

C^«se«  J.  Madison. 

Acting  Second  Assistant  Engineer,  1  December,  1862.  Honorably  dischurejed  27 
September,  1866. 

^ase,  Robert  Ij. 

Acting  Third  Assistant  Engineer,  10  October,  1864.  Honorably  discharged  19 
April,  1866. 

^siiey,  Charles  II. 

Acting  Ensign,  8  July,  1864.    Resigned  80  May,  1866. 

^•nejr,  Henry  P. 

Appointed  Midshipman,  17  July,  1800.    Dismissed  9  December,  1806. 
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Casey,  John  A. 

Surgeon^B  Mate,  80  October,  1799.    Permitted  to  retire,  24  April,  1801. 

Casey,  Silas,*  Jr. 

Acting  Midshipman,  26  September,  1856.    Midshipman,  15  June,  1860. 
19  September,  1861.    Lieutenant,  16  July,  1802.    Lieutenant-Commander 
July,  1866.    Commander,  14  June,  1874. 

Casb,  Thomas  HI. 

Acting  Master,  17  May,  1861.    Resigned  11  June,  1861.     Re-appointed  29  Augi 
1801.    Appointment  revoked  23  November,  1861. 

Cass,  Alex.  H. 

Appointed  Midshipman,  21  July,  1835.    Died  27  May,  1889. 

Cassan,  Ijewis  P. 

Acting  Ensign,  8  June,  1864.    Resigned  16  March,  1865. 

Cassedy,  George  T. 

Acting  Master,  22  March,  1862.    Resigned  26  May,  1868.  •Acting  Ensign,  28 
cember,  1864.    Honorably  discharged  21  July,  1865. 

Cassell,  Alex.  W. 

Sailmaker,  18  February,  1847.    Resigned  27  July,  1847.    Sailmaker  7  April,  1*  SB. 

Cassell.  Charles. 

Appointed  Sailmaker,  27  September,  1813.    Resigned  11  Feoruary,  1815.    A.i>- 
pointed  Saihnaker,  24  June,  1817.     Died  30  August,  1827. 

Cassel,  Donglas. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  13  October,  1863. 
Master,  10  March,  1866.  Lieutenant,  25  July,  1866.  Lieutenant-Commander, 
12  March,  1868.    Died  15  June,  1875. 

Cassell,  Jacob  1¥. 

Acting  Third  Assistant  Engineer,  3  October,  1864.  Honorably  discharged  19 
December,  1865. 

Cassldy,  £dward. 

Mate,  8  October,  1862.    Dismissed  12  May,  1865. 

Cassidy,  £dward  A. 

Carpenter,  7  April,  1854.    Warranted,  18  June,  1857.    Died  at  Baltimore,  Mary- 
land, 19  July,  1860. 

Cassidy,  Felix. 

Acting  Gunner,  8  November,  1862.    Gunner,  22  October,  18G3. 

Cassidy,  Thomas  S. 

Gunner,  4  November,  1861.    Dismissed  18  July,  18C4.     Restored  on  probation,  15 
August,  1864.    Appointment  revoked  1  July,  1867. 

Cassin,  Charles  I<. 

Assistant  Surgeon,  31  March,  1869.    Passed  Assistant  Surgeon,  28  February,  1874. 
Died  14  January,  1878. 

Cassin,  John. 

Appointed  Lieutenant,  13  November,  1799.  Commander,  2  April,  1806.  Captain, 
3  July,  1812.    Died  24  March,  1822. 

Cassin,  John. 

Ai)pointed  Midshipman,  10  May,  1820.  Lieutenant,  7  May,  1828.  Died  10  Octo- 
ber, 1837. 

Cassin,  Joseph,  Jr. 

A])pointed  Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  80 
November,  1826. 

Cassin,  Joseph. 

Purser,  29  December,  1807.    Died  in  1821. 

Cassin,  Xicholas. 

Acting  Third  Assistant  Engineer,  11  June,  1864.  Honorably  discharged  2  Novem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  29  Januarv,  1807.  Died  on  the 
"  Tacany''  10  September,  1867.  *  ' 
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^^««(9in,  Robert  A. 

Appointed  MidBhipman,  1  November,  1826.    Resigned  9  June,  1834. 
CI^^MSln,  Stephen. 

Midshipman,  21  February,  1800.  Lieutenant,  12  February,  1807.  Commander,  11 
September,  1814.  Captain,  8  March,  1825.  Reserved  list,  13  September,  1855. 
Died  29  August,  1857. 

^^^igtano,  Domingo. 

Acting  Third  Assistant  Engineer,  15  May,  1868.  Honorably  discharged  8  July, 
1869. 

^I^Mtell,  G.  Clinton. 

Acting  Third  Assistant  Engineer,  8  August,  1863.  Acting  Second  Assistant  Engi- 
neer, 1  April,  1865.    Honorably  discharged  80  August,  1867. 

^H^astillo,  Joaqnim  I>. 

Assistant  Surgeon,  6  July,  1880. 

^I^astle,  Frederick  A. 

Acting  Assistant  Surgeon,  22  September,  1862.  Honorably  discharged  26  Septem- 
ber, 1865. 

^::agtle,  William  W. 

Acting  Assistant  Paymaster,  6  March,  1865.    Mustered  out  2  September,  1866. 

^Daswelly  Benjamin  F. 

Mate,  28  October,  1861,    Deserted  9  December,  1861. 

^^Mwell^  Daniel. 

Appointed  Carpenter,  23  August,  1886.    Died  25  February,  1842. 

Bagwell,  Flbridge  G.,  Jr. 

Mate,  4  January,  1864.    Honorably  discharged  5  September,  1865. 

Caswell,  John  W. 

M^te,  15  September,  1862.    Resigned  15  September,  1864. 

Caswell,  Riehard. 

Mate,  15  December,  1862.    Dismissed  17  February,  1868. 

Caswell,  Thomas  T. 

Assistant  Paymaster,  9  September,  1861.  Passed  Assistant  Paymaster,  6  Febru- 
ary, 1862.    Paymaster,  17  September,  1868. 

^atalano,  SalTadore. 

Appointed  Master,  9  August,  1809.     Died  5  January,  1846. 

^^tehpole,  Alfred. 

Acting  Second  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  21 
July,  1865. 

^^thcart,  William  Ii. 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877.    In  service. 

^^te,  BaTid. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Died  on  Mississippi  River,  4 
May,  1865. 

^«iUeU,  Hanson. 

Surgeon's  Mate,  3  August,  1798.  Surgeon,  14  August,  1799.  Discharged  under 
Peace  Establishment  Act,  29  April,  1801. 

^Aton,  Richard. 

Appointed  Midshipman,  9  June,  1811.    Resigned  20  May,  1816. 

^alon,  William. 

Surgeon's  Mate,  1810.    Surgeon,  24  July,  1813.    Died  19  October,  1819. 

^anlk,  John. 

Gunner,  2  September,  1841.    Died  19  May,  1873. 

Caulk,  P.  R. 

Mate,  1861.    Appointment  revoked  11  March,  1862. 
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Canllet^  Benjamin. 

Acting  Ensign,  8  August,  1863.  •  Honorably  discharged  6  September,  1865. 

Cansler,  William. 

Appointed  Master,  29  March,  1814.    Last  appearance  on  Records  of  Navv 
ment,  5  April,  1814. 

Canst  en,  Josepli  II. 

Purser,  20  December,  1817.    Died  29  June,  1822. 

Caven,  Charles  II. 

Acting  Chief  Engineer,  i  October,  1862.    Honorably  dischargea  80  NoTeml^^^ 

1805. 

CaTenay,  £dward. 

Boatswain,  8  April,  1849.  Resigned  8  October,  1863.  Acting  Master,  5  K^a. 
1861.  Acting  Volunteer  Lieutenant,  23  September,  1861.  Honorably  dischaz;^^^ 
2  October,  1865.  Acting  Master,  18  October,  1867.  Mustered  out  2  Octot>-^ 
1868.  Boatswain,  22  May,  1869.  Retired  list,  4  September,  1871.  Died  3 
January,  1880. 

Cajrey  £dninnd. 

Acting  First  Assistant  Engineer,  9  June,  1863.    Honorably  discharged  1 
ber,  1865. 

Cecily  Francis  M. 

Carpenter,  19  February,  1888.    Died  18  April,  1864. 

Cenas,  Hilary. 

Acting  Midshipman,  21  September,  1855.    Midshipman,  9  June,  1859. 
24  August,  1861. 

Center,  Frank  P. 

Acting  Ensign,  21  April,  1864.    Honorably  discharged  15  September,  1865. 

Center,  Stnrgis. 

Acting  Ensign,  5  March,  1864.    Honorably  discharged  15  September,  1866. 

Cliadsejr,  Artlinr  £. 

Acting  Midshipman,  2  October,  1861. 

Chadwick,  B.  H. 

Acting  Ensign,  22  July,  1863.    Honorably  discharged  7  October,  1868. 

Chadwick,  Charles. 

Acting  First  Assistant  Engineer,  7  May,  1864.    Honorably  discharged  2  Decern^' 
ber,  1805, 

Chadwick,  Darwin  J. 

Mate,  14  May,  1864.    Honorably  discharged  1  August,  1865. 

Cliadwick,  Fdmnnd  A. 

Acting  Assistant  Paymaster,  10  July,  1868.  Honorably  discharged  10  December, 
1865. 

Chadwick,  French  £. 

Acting  Midshipman,  28  September,  1861.  Graduated  22  November,  1864.  En- 
sign, 1  November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March, 
1868.    Lieutenant-Commander,  26  March,  1869. 

Chadwick,  Jere. 

Acting  Master,  20  February,  1862.    Honorably  discharged  22  September,  1865. 

Chadwick,  John  £. 

Acting  Second  Assistant  Engineer,  21  October,  1864.    Resigned  12  May,  1865. 
Chadwick,  John  P. 

Acting  Ensign,  3  March,  18(i4.    Honorably  discharged  31  August,  1865. 

Chadwick,  Joseph  A. 

Mate,  80  December,  1861.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
6  April,  1806. 

Chadwell,  Joseph  F. 

Acting  Master,  16  September,  1862.    Dismissed  16  May,  1868. 
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diadwiekt  Joseph  M. 

Mate,  4  November,  1862.  Acting  Ensign,  20  july,  1863.  Honorably  discharged 
31  October,  1865. 

Chadwlck,  William  W. 

Acting  Third  Assistant  Engineer,  30  July,  1864.  Honorably  dischanred  6  Decem- 
ber, 1865. 

Cliaflree,  Charles  H. 

Acting  Third  Assistant  Engineer,  6  June,  1864.  Honorably  discharged  28  Octo- 
ber, 1865. 

Chaffee,  Josiah  €. 

Acting  Third  Assistant  Engineer,  2  December,  1861.  Second  Assistant  Engineer, 
8  September,  1863.    Dropped  25  July,  1872. 

Chaille,  William  H. 

Appointed  Midshipman,  17  December,  1810.  Last  appearance  on  Records  of 
Navy  Department,  30  September,  1815. 

Chalmers,  DaTid. 

Appointed  Midshipman,  2  April,  1804.    Struck  off  8  May,  1806. 
Chalmers,  Hlalthew. 

Assistant  Surgeon,  3  December,  1861.    Resigned  3  August,  1864. 
Chamberlain,  Charles  €• 

Mate,  7  August,  1863.    Honorably  discharged  29  July,  1865. 
Cliamberlain,  £zra. 

Appointed  Boatswain,  17  December,  1841.    Dismissed  26  July,  1843.    Boatswain, 
10  February,  1851.    Dismissed  22  March,  1851. 
Cliamherlain,  George* 

Acting  Ensign,  29  April,  1864.    Honorably  discharged  13  February,  1866. 

Chamherlain,  I^eander  S. 

Acting  Assistant  Paymaster,  8  June,  1863.    Resigned  11  October,  1866. 

C^hamberlain,  Otis  €• 

Acting  Third  Assistant  Engineer,  6  May,  1864.  Honorably  discharged  28  Octo- 
ber, 1865.  Acting  Third  Assistant  Engineer,  31  July,  1866.  Mustered  out  9 
November,  1868. 

Cliamberlain,  H.  P. 

Appointed  Master,  8  January,  1814.    Died  8  February,  1822. 

^Chamberlain,  W.  D. 

Appointed  Midshipman,  4  July,  1805.    Resigned  16  Janua^,  1808. 

CChamberlin,  W.  R.  F. 

Appointed  Midshipman,  9  November,  1813.    Resigned  4  November,  1814. 

^iiambers,  Henry  A. 

Appointed  Midshipman,  1  January,  1825.    Resigned  23  June,  1826. 

Chambers,  John. 

Acting  Third  Assistant  Engineer  7  July,  1864.  Honorably  discharged  1  August, 
1865. 

diambers,  John  !<• 

Mate,  28  August,  1862.    Resigned  6  May,  1865. 

Chambers,  John  W. 

Acting  Ensign,  22  April,  1863.    Honorably  discharged  27  September,  1865. 

Chambers,  Thomas. 

Appointed  Master,  24  February,  1812.  Last  appearance  on  Records  of  Navy  De- 
partment. 

Chambers,  Washington  I. 

Midshipman,  9  June,  1871.  Graduated  20  June,  1876.  Ensign,  30  November, 
1878. 

Champion,  John  €• 

Acting  Master,  1 5  August,  1861.    Honorably  discharged  27  November,  1865. 
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Cbampion,  Newton. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  17  0€ 
cember,  1862.    Resigned  22  September,  18C3. 

Ctaampion,  Newton. 

Acting  Second  Assistant  Engineer,  7  November,  1864.     iJouorably  di8char<Ted 
March,  1866.  ** 

Clianiplin,  Jabez. 

Surgeon,  »0  November,  1799.  Discharged  under  Peace  Establishment  Act,  1 
April,  1801. 

Chaniplln,  (Stephen. 

Master,  22  May,  1812.  Lieutenant,  9  December,  1814.  Commander,  22  June,  1831 
Captain,  4  August,  1850.  Reserved  list,  13  September,  1855.  Commodore  o 
Reserved  list,  4  April,  1867.     Died  20  February.  1870. 

Clianipnejr^  Benjamin. 

Surgeon,  80  November,  1799.  Discharged  13  April,  1801,  under  Peace  Establisl 
ment  Act. 

Chance,  Franklin* 

Mate,  26  November,  1863.     Resigned  25  June,  1864. 

Ctaannoey,  Isaac. 

Lieutenant,  17  September,  1798.  Commander,  23  May,  1804.  Captain,  24  Apii 
1806.    Died  27  January,  1840. 

Ctaanncey,  Wolcott. 

Appointed  Midshipman,  28  June,  1804.  Lieutenant,  7  June,  1810.  Commandei 
5  March,  1817.    Captain,  24  April,  1828.    Died  14  October,  1835. 

Chandler,  B.  F. 

Civil  Engineer,  7  July,  1852. 

Chandler,  Isaac  4. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  11 
November,  1865. 

Chandler,  John  R. 

Surgeon's  Mate,  14  November,  1824.  Surgeon,  4  December,  1828.  Died  28  July 
1841. 

Chandler,  Joseph  W. 

Acting  Ensign,  23  January,  1863.    Honorably  discharged  27  March,  1867. 

Chandler,  Joslah  A. 

Acting  Third  Assistant  Engineer,  2  July,  1864.  Honorably  discharged  27  July 
1865. 

Chandler,  Ralph. 

Midshipman,  27  September,  1845.    Passed  Midshipman,  G  October,  1851.     Master 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Conuuander 

16  July  1862.     Commander,  25  July,  1866.     Captain,  5  June,  1874. 

Chandler,  Namnel. 

Chaplain,  date  not  known.     Discharged  9  April,  1802. 

Chandler,  Thomas  K. 

Acting  Assistant  Surgeon,  11  April,  1804.  Actinia  Passed  Assistant  Surgeon,] 
June,  1866.    Died  5  February,  1867. 

Chandler,  William. 

Midshipman,  1  August,  1820.  Passed  Midshipman,  28  April,  1^32.  Lieutenant 
23  September,  1837.  Heserved  list,  13  September,  1855.  Commander,  Activi 
list,  14  September,  1855.     Dismissed  17  October,  IbCl. 

Chandler,  William. 

Mate,  19  August,  1862.  Acting  Ensign,  8  June,  1864.  Honorably  discharged  1' 
August,  1865. 

Chaney,  James  HI. 

Acting  Third  Assistant  Engineer,  7  August,  1863.    Honorably  discharged  18  Janu 

ary,  186 
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mey*  IionUu 

Mute,  11  May,  i863.    Resigned  14  Se])tcmber,  18G3. 

^L^  ■manning,  JoHn  JH* 

Appoint^  Midehipman,  9  November,  1813.  Dismissed  by  Court  Martiul,  ^0 
August,  1819. 

^ISlEapIn,  lilngene. 

Acting  Assistant  Paymaster,  1  July,  1863.     Discharged  2.;  January,  1866. 

^i:nM«l»tn9  Tbomas  £• 

Acting  Ensign,  21  August,  1863.  Acting  Master,  10  July,  1864.  Honorably  dis- 
charged 12  August,  1865. 

^^Iinplin,  Jabez. 

Purser,  6  August,  1799.  Discharged  *3  April,  1801,  under  Peace  Establishment 
Act 

^liaplin,  James  i). 

Midshipman,  4  October,  1850.  Passed  Midshipmi.n,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  18  November,  1858.  Lieutenant-Commander,  18 
April,  1863.    Died  28  Bept^mbei.  1866. 

^liaplln,  William  €• 

Midshipman,  1  Novembet  1826.  Passed  ^lidshipman,  28  April,  1832.  Lieuten« 
ant,  8  March,  1837.     Died  80  April,  1855. 

^liapman,  Alonzo  B. 

Acting  Carpenter,  9  December,  1862.    Resigned  9  November,  1868. 

^iiapman,  Charles  Ij. 

3Iate,  18  April,  1868.    Dismissed  30  May,  1865. 

^tiapman,  Geori^  A. 

Mate,  7  January,  1862.    Dismissed  20  June,  1862. 

^iiapman,  George  H. 

Midshipman,  9  September  1847.    Resigned  14  May,  1851. 

^Iftapman,  cieorge  T. 

Midshipman,  16  October.  1849.     Appointment  revoked  15  March,  1850. 

^^Iftapman,  George  T. 

Acting  En?ign,  20  July  1863.     Honorably  discharged  10  September,  1865. 

^liapman,  George  1¥. 

Midshipman,  20  September,  1832.  Passerl  Mirlshipman,  23  June,  1838.  Lieuten- 
ant, 8  September,  1841.     Died  at  Philadelpljia,  20  P\*bruary,  1S53. 

^^apman,  John  H. 

Mate,  7  June,  1862.    Resigned  15  Novenii)er,  1862.     Acting  Ensign,  30  September, 
1864.    Honorably  discharged  17  November,  18G8. 
^^%iH^nian«  Jonathan. 

Appointed  Captain,  10  September,  1798.     Resigned  25  January,  1799, 

^^liapman,  Jonathan. 

Acting  Assistant  Paymaster,  4  November,  1862.     Resigned  0  March,  1865. 
^^liapman,  JMarcns* 

Mate,  11  May,  1864.     Honorably  discharged  7  November,  1865. 

^^liapman,  Robert  T. 

Midshipman,  7  April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15  Sep- 
tember 1855.     Lieutenant,  16  September,  1855,     Resigned  10  January,  18(51. 

^^^appel,  8.  Ellsha. 

Acting  Second  Assistant  Engineer,  1801.     Appointment  revoked   17  Marcli,  1802. 
Acting  Third  Assistant  Eni^iueer,  21   March,  lfS02.     Acting  Second  Assistant 
Engineer,  23  September,  1803.     Honorably  d  scharged  10  March,  isOO. 
^'harllion,  John  ^* 

.Vpnoijited  Midshipman,  18  June,  1812.     Resigned  31  December,  1814. 

^harlen,  Kdward  W. 

Mate,  24  January,  1863.     Resigned  25  June,  1803. 
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Charlton,  Thomas  J* 

Assistant  Surgeon,  16  August,  1857.    Resigned  18  Dicember,  1860. 
Charlton,  William. 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Honoi-ably  dischaiged 
April,  1866. 

Charlton,  William,  Jr. 

Mate,  19  December,  1868.    Honorably  discharged  26  December,  1865. 

Chase,  Anthony. 

Acting  Master,  27  August,  1861.    Supposed  killed  21  November,  1862. 

Chase,  Charles* 

Surgeon ^s  Mate,  10  December,  1814.  Surgeon,  3  May,  1825.  Retired  21  I>ec 
ber,  1861.  Medical  Director  on  Retired  list,  3  March,  1871.  Died  2  Mm 
1877. 

Chase,  Charles  H. 

Mate,  12  August,  1862.    Appointment  revoked  2S  December,  18G9. 

Chase,  Charles  T. 

Acting  Master,  14  August,  1861.    Honorably  discharged  17  September,  1865. 

Chase,  DaTid  !<• 

Mate,  22  October,  1862.    Resigned  12  December,  1862. 

Chase,  F.  B. 

Mate,  28  November,  1864.    Honorably  discharged  11  September,  1865. 

Chase,  Henry. 

Acting  Third  Assistant  Engineer,  6  December,  1862.    Resigned  24  July,  1868. 

Chase,  Henry  A. 

Acting  Third  Assistant  Engineer,  5  May,  1864.  Honorably  discharged  16  J 
1866. 

Chase,  Henry  £. 

Acting  Ensign,  18  August,  1864.  Drowned  in  New  York  Harbor,  11  Novem 
1864. 

Chase,  Henry  M. 

Acting  Assistant  Suigeon,  18  December,  1868.  Honorably  discharged  26  Sept 
ber,  1865. 

Chase,     abez  F. 

Acting  Ensign,  8  October,  1862.    Honorably  discharged  16  November,  1865. 

Chase,  John  W. 

Acting  Ensign,  18  March,  1865.    Honorably  discharged  14  August,  1865. 

Chase,  I<nke  B. 

Acting  Master,  4  November,  1861.    Dismissed  21  August,  1862. 

Chase,  Mark  S. 

Acting  Master,  80  November,  1861.    Dismissed  21  February,  1862. 

Chase,  Moses  B. 

Chaplain,  8  September,  1841.  Retired  list,  21  December,  1861.  Died  at  Cambri< 
Ma^achusetts,  21  October,  1875. 

Chase,  Philander. 

Chaplain,  29  December,  1818.    Resigned  8  August,  .820. 

Chase,  Samael. 

Appointed  Lieutenant,  21  September,  1798.    Resigned  24  December,  1799. 

Chase,  S.  H^arren. 

Mate,  21  May,  1868.  Acting  Ensign,  5  October,  1864.  Honorably  dischargee 
July,  1865. 

Chase,  Thomas. 

Third  Assistant  Engineer,  4  May,  1863.     Resigned  13  November,  1865. 

Chase,  Whitman. 

Acting  Ensign,  23  August,  1862.    Resigned  18  February,  1865. 
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U  William  F. 

Acting  Ensign,  24  January,  1863.  Acting  Master,  gallant  conduct  in  command  of 
Mayflower  in  defence  of  Fort  Powhatan,  7  June,  1864.  Honorably  discharged 
11  August,  1865.    Acting  Master,  25  May,  1866.    Mustered  out  1  August,  1867. 

^^iKssmar,  James  Henry. 

Third  Assistant  Engineer,  7  April,  1862.  Second  Assistant  Engineer,  2  February, 
1864.    First  Assistant  Engineer,  1  January,  1868. 

^^basoiit  Peter  A. 

Boatswain,  27  September,  1858.  Retired  list,  26  October,  1866.  Died  at  Balti- 
more, Maryland,  5  October,  1876. 

^^basMningy  Benjamin  I2. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  3  August, 
1859.  First  Assistant  Engineer,  21  October,  1861.  Chief  Engineer,  10  Novem- 
ber, 1868.    Resigned  12  February,  1867. 

^hatard,  Frederlek. 

Midshipman,  16  November,  1824.  Lieutenant,  29  March,  1884.  Commander,  14 
S<^tember,  1855.    Resigned  24  April,  1861. 

^liatfleld,  Thomas. 

Acting  Master,  27  March,  1862.  Acting  Volunteer  Lieutenant,  29  April,  1866. 
Honorably  discharged  8  November,  1865. 

C^atfleld,  William  F. 

Mate,  80  December,  1863.  Acting  Ensign,  28  December,  1864.  Honorably  dis- 
charged 14  November,  1865. 

Cliaiincejr,  Charles  W. 

Appointed  Midshipman,  1  May,  1822.  Lieutenant,  27  May,  1830.  Died  10  August, 
1847. 

Ohanneejr,  John  H. 

Midshipman,  1  January,  1812.  Lieutenant,  18  January,  1825.  Commander,  8 
September,  1841.  Dropped,  18  September,  1855.  Commissioned  Captaio,  14 
September,  1855.    Commodore,  Retired  list,  4  April,  1869.    Died  10  April,  1871. 

CUMftUTenet,  William. 

Professor,  8  December,  1841.  Commissioned,  8  December,  1848.  Resigned  19 
September,  1860. 

^JliATelier,  John  €• 

Sailmaker,  8  March,  1857.  Resigned  5  October,  1857.  Sailmaker,  10  August, 
1861.    Resigned  6  April,  1864.    Sailmaker,  12  November,  1869. 

^lieesboronsh,  W.  £• 

Appointed  Midshipman,  2  April,  1804.    Resigned  1^    'ebruary,  1806. 

^^lieeseman,  William  8. 

Acting  Master,  27  September,  1861.  Acting  Volunteer  Lieutenant,  good  service, 
28  November,  1868.  Acting  Volunteer  Lieutenant-Commander,  9  March,  1865. 
Honorably  discharged  80  September,  1865. 

^heever,  David  A. 

Midshipman,  19  October,  1841.    Resigned  23  December,  1847. 

C/heeTer,  William  Harrison. 

Midshipman,  19  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.    Lieutenant,  11  May,  1856. 

CheeTers,  Marshall  P. 

Acting  Second  Assistant  Engineer,  10  September,  1861.  Acting  First  Assistant 
Engineer,  9  September,  1862.  Acting  Chief  Engineer,  27  June,  1864.  Honorably 
discharged  17  July,  1865. 

Chenery,  Charles  E. 

Assistant  Paymaster,  10  March,  1863.  Paymaster,  4  May,  1866.  Dismissed  15 
September,  1868. 

Chenery,  I<eonard  £• 

Acting  Midshipman,  12  December,  1861.    Graduated  September,  1865.    Ensign 
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1  December,  1866.     Master,  12  March,  1868.      Lieutenant,  26  March,  11 
Lieutenant-Commander,  1  November,  1879. 

Cheney,  £dward. 

Third  Assistant  Engineer,  12  August,  1862.    Second  Assistant  Engineer,  15  F( 
ruary,  1864.    Resigned  81  March,  1869. 

Cbeney,  Jobn  HI. 

Acting  Thii-d  Assistant  Engineer,  4  January,  1865.     Honorably  dischaiged 
November,  1867. 

Cheney,  leather. 

Acting  Third  Assistant  Engineer,  28  January,  1865.    Honorably  dischaiged 
May,  1865. 

Cheney,  William. 

Gunner,  11  October,  1860. 

Chenoweth,  O,  D. 

Appointed  Midishipman,  19  October,  1841.    Died  in  April,  1847. 

Cherry,  William  I.. 

Third  Assistant  Engineer,  16  November,  1861.    Second  Assistant  Engineer, 
August,  1863.    Resigned  25  October,  1867. 

Cheshire,  John  B. 

Appointed  Midshipman,  23  March,  1805.    Dismissed  81  December,  1806. 

Chesley,  James  A. 

Mate,  21  October,  1861.  Acting  Ensign,  1  August,  1803.  Ensign,  12  March, 
1868.    Master,  18  December,  1868.    Lieutenant,  21  March,  1870. 

Chesney,  Jesse  H. 

Acting  Third  Assistant  Engineer,  10  September,  1864.  Honorably  dischai^ged  23 
May,  1869. 

Chester,  Benjamin. 

Acting  First  Assistant  Engineer,  4  June,  1864.  Honorably  discharged  2t  Octo- 
ber, 1865. 

Chester,  B.  IV. 

Acting  Ensign,  10  September,  1862.    Honorably  dischargad  18  September,  1865. 

Chester,  Colby  HI. 

Acting  Midshipman,  31  October,  1859.  Acting  Ensign,  21  October,  1863.  Masti^, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Chester,  Baniel  C. 

Acting  First  Assistant  Engineer,  28  March,  1863.  Honorably  discharged  15  May, 
1865. 

Chester,  John  N. 

Appointed  Midshipman,  31  October,  1799.  Discharged  10  July,  1801,  under  Peace 
Establishment  Act. 

Chester,  Tjonis  R. 

Mate,  23  December,  1862.  Acting  Ensign,  31  August,  1803.  Honorably  discharged 
9  December,  1868.  Master  on  Retired  list,  (special  Act  of  Congress,)  8  March, 
1873. 

Cliester,  Walter  M. 

Acting  Assistant  Paymaster,  2  June,  1863.    Resigned  4  June,  1864. 

Chevalier,  Franeis  li. 

Mate,  20  June,  1803.    Discharged  7  July,  1864. 

Chew,  John* 

Appointed  Midshipman,  1  December,  1809.     Cashiered  19  December,  1814. 

Chew,  Jolin,  of  Benjamin. 

Aj)pointed  Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy 
Department,  12  February,  1814. 
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^^3]iew,  Richard  8. 

Acting^ Midshipman,  25  November,  1859.  Ensign,  13  December,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  2 
February,  1876.    Died  10  April,  1875. 

Chew,  Tbomas  J. 

Purser,  25  April,  1812.    Resigned  12  March,  1832. 

Chick,  Amoei  €• 

Carpenter,  14  July,  1888.    Retired  list,  11  June,  1862. 

Chidester,  Thomas. 

Surgeon,  24  July,  1813.    Died  August,  1818. 

€hild,  A.  O. 

Mate,  September,  1861.  Acting  Ensign,  7  April,  1864.  Honorably  discharged  2 
October,  1865.    Acting  Ensign,  5  July,  1866.    Discharged  15  August,  1867. 

Cliildenl,  Thomas  B. 

Appointed  Midshipman,  6  February,  1846.    Resigned  8  December,  1847. 

Ciiilds,  CalTin  €. 

Acting  Master,  5  April,  1862.    Honorably  discharged  80  October,  1865. 

Childs,  Clharles  B. 

Appointed  Midshipman,  28  January,  1815.    Dismissed  1  May,  1828. 

Ciiilds,  £iio«  R. 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  27  April,  1816.  Resigned  1 
April,  1826. 

CliililSf  James  R* 

Sailmaker,  8  June,  1822.    Retired  list,  8  February,  1872. 

Cliilds,  John  B. 

Acting  Ensign,  15  August,  1862.  Acting  Master,  29  June,  1864,  on  recommenda- 
tion of  commanding  officer.    Honorably  discharged  23  May,  1869. 

C;iiil€lS9  John  B. 

Acting  Master,  26  December,  1861.    Dismissed  26  May,  1864. 

^:nUlds,  William  H. 

Hate,  16  November,  1863.    Honorably  discharged  28  October,  1866. 

^JltiUas,  BaTid. 

Acting  Second  Assistant  Engineer,  3  February,  1863.    Resigned  11  June,  1864. 

^^iallion,  Charles* 

Appointed  Midshipman,  5  February,  1800.  Discharged  5  June,  1801,  under  Peace 
Kstablidmient  Act 

^inhtola,  Thomas. 

Acting  Assistant  Surgeon,  13  December,  1873. 

<yhiplejr9  Charles  A. 

Acting  Third  Assistant  Engineer,  21  July,  1858.  Resigned  28  April,  1860.  Second 
Assistant  Engineer,  19  July,  1861.    Resigned  0  April,  1862. 

<liipman9  A.  S. 

Acting  Second  Assistant  Engineer,  7  February,  18C2.  Acting  First  Assistant  En- 
gineer, 16  October,  1863.    Deserted  20  June,  1864. 

<^liipman,  Baniel  W. 

Acting  Second  Assistant  Engineer,  16  December,  1863.  Acting  First  Assistant 
Engineer,  6  January,  1865.    Honorably  discharged  18  July,  1865. 

Cliipman,  Georg^e  £• 

Mate,  11  April,  1863.    Resigned  7  March,  1865. 

^ipman,  Henry  Ij. 

Appointed  Midshipman,  14  January,  1882.  Passed  Midshipman,  8  July,  1839. 
Lieutenant,  12  April,  1845.     Resigned  19  September,  1846. 

^hipman,  Bichard  H. 

Acting  Assistant  Paymaster,  9  June,  1864.  Honorably  discharged  20  October, 
1865. 
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Chlpman,  William. 

Acting  Master,  12  August,  1861.    Resigned  9  April,  18G2. 
Chipp,  Charlen  Wlnans. 

Acting  Midshipman,  23  July,  1863.    Graduated  2  June,  1868.    Ensign,  19  ApriL9 
1869.    Master,  12  July,  1870.     Lieutenant,  2  Dcceu»ber,  1672. 

Chippendale,  Alfred  £• 

Acting  Second  Assistant  Engineer,  9  Nuvembcr,  18G4.    Honorably  discharsed  S 
July,  1865. 

Chlsholm,  Thomas. 

Acting  Master,  11  June,  1861.    Resigned  17  December,  1862. 

Choaie,  Charles  M. 

Acting  Ensign,  6  January,  1868.    Honorably  discharged  24  September,  1868L 

Choaie,  Isaac  T. 

Boatswain,  27  August,  1860. 

Chrlsman,  Wlllmer  O. 

Assistant  Engineer,  18  May,  1877.    Li  service. 

Christian,  Abraham. 

Acting  Master,  21  January,  1862.  Acting  Volunteer  Lieutenant,  6  January,  1864,  for 
gallant  conduct  at  the  batte  of  Port  Hudson.  Appointment  revoked  21  Sq>- 
tember,  1864.    Sick. 

Christian,  Ferrler  C. 

Acting  Third  Assistant  Engineer,  8  July,  1868.  Honorably  discharged  15  Janu- 
ary, 1866. 

Christian,  JMareellns  P. 

Assistant  Surgeon,  8  September,  1858.    Dismissed  5  July,  1861. 

Christian,  W.  A. 

Purser,  18  September,  1841.    Died  29  August,  1852. 

Christie,  Peter 

Surgeon's  Mate,  8  July,  1812.    Burgeon,  27  April,  1816.    Died  5  March,  1858. 

Christopher,  Charles  H. 

Acting  Chief  Engineer,  1  October,  1862.  Honorably  discharged  80  November, 
1865. 

Christopher,  Charles  WlUIaui. 

Acting  Midshipman,  24  February,  1868.  Graduated  6  June,  1867.  Ensign,  18 
December,  1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Christopher,  Henry  C. 

Third  Assistant  Engineer,  17  March,  1868.  Retired  16  May,  1867.  Second  Asut- 
tant  Engineer,  Retired  list,  24  July,  1867.    Died  18  August,  1872. 

Chrystle,  T.  M.  1a. 

Acting  Ensign,  Admiral  Farragut^s  Staff,  9  September,  1*864.    Resigned  24  June, 

1865. 

Chubb,  nenry  H. 

Carpenter,  16  November,  1876.    Appointment  revoked  1  May,  1876. 

Chnreh,  George  Harlbnrt. 

Acting  Midshipman,  25  February,  1868.  Graduated  6  June,  1867.  Ensign,  18 
December,  1867.    Master,  21  March,  1870.    Resigned  9  November,  1871. 

Church,  George  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.    Appointment  revoked  (Sick,) 
8  May,  1865. 
Church,  Henry  £. 
.   Mate,  12  December,  1862.    Acting  Ensign,  15  June,  1864.    Honorably  discharged 
80  November,  1865. 

Church,  James  M. 

Acting  Ensign,  25  April,  1864.    Honorably  discharged  21  October,  1865. 

Church,  Walter  S. 

Acting  Ensign,  17  February,  1864.    Honorably  discharged  21  October,  1865. 
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SiLUrclitU^  A.   I.. 

ActiDff  Tliird  Assistant  Engineer,  18  June,  1868.  Honorably  discharged  80  No- 
<veau)er,  1865. 

BmurehlU,  Gardner  A. 

Acting  Ensign,  15  December,  1862.  Resigned  8  Jiftie,  1864.  Acting  Ensign,  7 
October,  lb64.    Resigned  4  April,  1865. 

urehill,  Oenry. 

Acting  Master,  18  May,  1861.  Acting  Volunteer  Lieutenant,  35  July,  1804. 
Honorably  discharged  10  January,  1866. 

nrclilll,  Henry. 

Mate,  23  February,  1865.    Honorably  discharged  12  April,  1866. 
^^B&nrchlU:  Henry  i,. 

Acting  Third  Assistant  Engineer,  9  September,  1862.  Resigned  9  May,  1863. 
Acting  Third  Assistant  Engineer,  3  September,  1864.    Resigned  29  April,  18Go. 

^^Imnrehlll,  James  II. 

Acting  Third  Assistant  Engineer,  14  September,  1868.  Honorably  discharged  18 
September,  1865. 

'Criftorehlll ,  John  FranUln. 

Acting  Midshipman,  24  September,  1857. 

C^liorehlll,  John  F. 

Acting  Ensign,  22  June,  1864.    Honorably  discharged  15  November,  1868. 

C:iiorehlll,  Rohert  B. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  26 
October,  1865. 

^-Itnrehlll*  Thomas  Ii. 

Acting  Third  Assistant  Engineer,  20  April,  1868.  Actin?  Second  Assistant 
Engineer,  28  April,  1864.  Acting  First  Assistant  Engineer,  10  Fehniaiy,  1865. 
Honorably  discharged  15  July,  1865. 

^^Btnrehill,  WlUiam. 

Acting  Ensign,  1  July,  1864.     Resigned  11  June,  1865. 

^^lanrehlll,   William  B. 

Acting  Master,  30  August,  1861.     Dismissed  8  October,  1861 

^^Ihorchill,  William  n. 

Acting  Master,  27  September,  1861.    Dismissed  2  July,  1863. 

^^  linrehill,  William  I.. 

Acting  Master,  11  October,  1861.  Acting  Volunteer  Lieutenant,  recommendation 
of  Gsmmanding  Officer,  6  June,  1864.    Honorably  discharged  1  Jauuai^,  18G0. 

iUey,  Greenleaf. 

Midshipman,  23  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  Septemi)c-r,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Retired  list,  18  March,  18G5.    Commander  on  Retired  list. 

lUey,  Jonathan  Ii. 

Mate,  3  September,  1864.    Resigned  8  November,  1864. 

twin,  Robert  A. 

Appointed  Master,  7  March,  1842.    Dismissed  I  January,  1846. 

^^ty,  George  W. 

Third  Assistant  Engineer,  12  January,  1854.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  2  August,  1851).  Name  stricken  from  rolls,  2 
August,  1861. 

^^Hy,  Samnel  G. 

Gunner,  15  September,  1885.    Died  5  September,  1860. 

^Uck,  John  H. 

Appointed  Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814. 
Commander,  24  April,  1828.  Captain,  28  February,  1838.  Dismissed  16  April, 
1842. 

10 
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Claicett,  Jolin  M. 

Appointed   MidBbipman,  16  March,   1708.      Lieotenant,  25  June,  1800. 
appearance  on  Records  of  Navy  Department,  25  June,  1800.    Lost  in  Qibralf 
Bay. 

Clalbom,  Henry  B. 

Acting  Midshipman,  22  September,  1855.    Midshipman,  9  June,  1859. 
24  August,  1861. 

Claiborne,  M.  G.  !<• 

Midshipman,  1  February,  1827.  Passed  Midshipman,  10  June,  1888.  Timtmiii^ 
22  June,  1838.    Resigned  1  June,  1849. 

Claiborne,  Osman. 

Appointed  Midshipman,  19  May,  1829.    Resigned  21  June,  1882. 

Clapham,  John. 

Gunner,  15  November,  1887.  Appointed  Pyrotechnist,  24  July,  1848.  Died  ~^ 
September,  1864,  at  Washington,  D.  C. 

Clapham^  John. 

Gunner,  15  November,  1837.    Died  15  September,  1864. 

dapham,  Joseph  C* 

Mate.    Resigned  1  April,  1862. 

Claphaui,  Joseph  C. 

Acting  Gunner,  18  December,  1862.    Honorably  discharged  2  December,  1865. 

Clapp,  Allen  C. 

Mate,  7  December,  1863.    Appointment  revoked  (Sick,)  4  October,  1864. 

Clapp,  AnnpastUB. 

Actine  Second  Assistant  Engineer,  1861.  Appointment  revoked  17  March,  199L^^ 
Actmg  Second  Assistant  Engineer,  7  April,  1862.  Acting  First  Assistant  Engi — 
neer,  7  January,  1863.    Died  on  "  Tahoma;'  7  April,  1867. 

S  Benjamin. 

Appointed  Midshipman,  8  December,  1813.    Last  appearance  on  Records  of  Navy 
Department,  23  December,  1815.    Resigned. 

Clapp,  C.  W. 

Acting  Assistant  Paymaster,  3  February,  1864.    Mustered  out  8  October,  1865. 

Clapp,  Fayette. 

Acting  Assistant  Surgeon,  29  November,  1862.    Dead. 

Clapp,  Harvey. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Acting  Second  Assistant :: 
Engineer,  21  August,  1866.    Honorably  discharged  23  December,  1867. 

Clapp,  H.  N. 

Mate,  16  August,  1864.    Discharged  25  October,  1867. 

Clapp,  Samuel  I<. 

Acting  Master,  17  May,  1861.    Dismissed  10  June,  1862. 

€'lar,  John. 

Professor  of  Mathematics,  15  October,  1841.    Dismissed  9  September,  1847. 

Clark,  Albert  B. 

Acting  Assistant  Paymaster,  3  November,  1864.    Discharged  1  February,  1866. 

Clark,  Allen  J. 

Acting  Assistant  Paymaster,  22  July,  1862.    Resigned  20  June,  1865. 

Clark,  Ambrose  J. 

Assistant  Paymaster,  12  September  1861.  Paymaster,  19  April,  1863.  Pay  In- 
spector, 9  March,  1880. 

Clark,  Benjamin  F. 

Acting  First  Assistant  Engineer,  31  March,  1863.  Honorably  dischaiged  1  De- 
cember, 1865. 

Clark,  Charles. 

Appointed  Midshipman,  20  February,  1801.  Discharged  under  Peace  EstabUflli'- 
ment  Act,  10  April,  1801. 
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M«url£«  Charles. 

Acting  Ensign,  28  January,  1865.    Died  25  March,  1865. 

4  Charles  E. 
Acting  Midehipman,  29  September,  1860.     Acting  Ensign,  21   October,   18C3. 
Master,  10  May,  1866.    Lieutenant,  21  February,  1867.    Lieutenant-Commander, 
12  March,  1868. 

l£,  Charles  £• 

Acting  Ensign,  19  September,  1864.    Resigned  (Sick,)  17  March,  1865. 

irfe,  Charles  P. 

Acting  Ensign,  8  October,  1862.  Acting  Master,  18  July,  1863.  Acting  Volun- 
teer Lieutenant,  highly  meritorious  services,  9  August,  1864.  Honorably  dis- 
charged 20  Noveml^r,  1865. 

krh,  Daniel  O. 

Mate,  8  January,  1862.    Honorably  discharged  6  March,  1866. 

^^Vsrh,  Edward  Werts. 

Third  Assistant  Engineer,  20  May,  1862.    Died  1  July,  1866. 

Cl^lwrk,  Edward  W. 

Acting  Ensign,  1  October,  1862.    Died  on  *'  Blach  Haiok, ''  1  April,  1868. 

^^ark,  £iyah  M. 

Mate,  4  November,  1862.  Acting  Ensign  24  March.  1864.  Honorably  discharged 
21  September,  1865. 

Clark,  £mest  M. 

Mate,  10  April,  1868.  Promoted  Acting  Ensign,  8  October,  1868.  Resigned  (Sick,) 
28  May,  1864. 

C^lark,  £•  HU  Clair. 

Acting  Assistant  Paymaster,  17  December,  1861.    Mustered  out  10  March,  186^3. 

C^lark,  Francis  G.,  Jr. 

Midshipman,  19  October,  1841.  Dismissed  23  October,  1849.  Re-appointcd 
Passed  Midshipman,  10  August,  1847.  Master,  18  April,  1855.  Died  25  Julv, 
1855. 

C^lark,  Frank  n. 

Assistant  Paymaster,  14  July,  1870.  Resigned  2  September,  1878.  Resignation 
revoked  7  September,  1878.    Passed  Assistant  Paymaster,  3  April,  1880. 

C^lark,  Ctoorge  H. 

Acting  Second  Assistant  Engineer,  28  May,  1861.    Resigned  29  November,  1861. 

^3lark9  George  R. 

Cadet  Midshipman,  9  June,  1874.    Graduated  4  June,  1880. 

^Il^lark,  George  W. 

Purser,  2  June,  1^58.    Dismissed  2  April,  1861. 

lark,  Henry  A. 

Acting  Master,  26  August,  1861.    Resigned  9  October,  1862. 
lark,  Henry  G. 

Mate,  25  July,  1864.    Dismissed  14  July,  1866. 

^^lark,  Henry  Howard. 

Chaplain,  27  January,  1873. 

^^'ark,  Hugh. 

Acting  Second  Assistant  Engineer,  27  April,  1863.    Dismissed  23  July,  1863. 

^^ark,  laaae. 

^^^^    Appointed  Midshipman,  18  June,  1812.    Resigned  11  February,  1813. 

^^^rky  Jackson. 

^.^^^    Acting  Third  Assistant  Engineer,  15  August,  1864.     Resigned  15  May,  1865. 

^^I^rk,  Jackson  S. 

^^^^     Mate,  9  August,  1864.    Honorably  discharged  31  December,  1865. 

^^aark,  James  B. 

Acting  Third  Assistant  Engineer,  21  February,  1865.    Honorably  discharged  21 
October,  1865. 
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Clark,  James  II. 

Purser,  24  July,  1818.    Died  in  September,  1844. 

Clark,  James  II. 

Third  Assistant  Engineer,  3  August,  1863.  Second  Assistant  Engineer,  25  Jc 
1866.    Died  24  April,  1872. 

Clark,  James  W. 

Acting  Assistant  Paymaster,  25  September,  1868.  Honorably  discharged  1 1  1 
cember,  1865. 

Clark,  John. 

Appointed  Midshipman,  18  June,  1812.    Killed  in  action  10  September,  1818. 

Clark,  John. 

Appointed  Boatswain,  1  August,  1803.    Left  the  service  20  September,  1804. 

Clark,  John. 

Acting  Second  Assistant  Engineer,  26  August,  1868.    Dismissed  7  October,  1( 

Clark,  John  D. 

Acting  Midshipman,  22  September,  1860.  Midshipman.  Ensign,  28  May,  li 
Master,  10  November,  1865.  Lieutenant,  10  November,  1866.  Died  8  Mai 
1868. 

dark,  John  H. 

Assistant  Surgeon,  19  October,  1861.  Passed  Assistant  Surgeon,  24  April,  K 
Surgeon,  14  May,  1867. 

Clark,  John  I<. 

Appointed  Master,  29  August,  1812.    Discharged  19  June,  1813. 

Clark,  John  P. 

Mate,  20  January,  1862.    Appointment  revoked  21  February,  1862. 

Clark,  John  S. 

Acting  Ensi^,  17  September,  1862.  Acting  Master,  29  March,  1864.  Honon 
discnarged  16  November,  1865. 

Clark,  John  W. 

Mate,  29  July,  1868.    Appointment  revoked  4  June,  1864. 

Clark,  Joseph  n. 

Mate,  7  June,  1862.  Acting  Ensign,  15  December,  1862.  Honorably  diBchai] 
12  August,  1865. 

Clark,  J.  Tneker. 

Appointed  Midshipman,  15  May,  1709.  Discharged  under  •  Peace  Establishm 
Act,  12  October,  1801. 

Clark,  Ii. 

Mate,  28  September,  1861.    Appointment  revoked  11  February,  1862. 

Clark,  liOwls.  ^ 

Midshipman,  24  September,  1861.  Acting  Ensign,  1  October,  1863.  Master, 
May,  1866.  Lieutenant,  21  February,  18G7.  Lieutenant-Commander,  12  Mai 
1868. 

dark,  N.  Beach. 

Third  Assistant  Engineer,  18  May,  1861.  Second  Assistant  Engineer,  17  Dec< 
ber,  1802.    First  Assistant  Engineer,  1  July,  1805.     Retired  16  Octt)ber,  K 

Clark,  Peter  O. 

Chaplain,  8  October,  1838.    Died  at  Cheshire,  Connecticut,  2  January,  1860. 

Clark,  Richard. 

Appointed  Lieutenant,  15  November,  1799.  Last  appearance  on  Records  of  Ni 
Department,  2  July,  1800. 

Clark,  Rohert. 

Acting  Third  Assistant  Engineer,  14  February,  1863.    Dismissed  22  October,  li 

Clark,  Rohert  H. 

Purser,  18  July,  1857.  Pay  Inspector,  8  March,  1871.  Pay  Director,  28  Janui 
1878.    Retired  list,  5  December,  1880. 
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C^lark,  Robert  n. 

Mate»  21  November,  1861.    Acting  Ensign,  24  January,  1863.    Honorably  dis- 
charged 6  June,  1868. 

CZ^lark,  Robert  W. 

Acting  Assistant  Surgeon,  20  April,  1864.    Resigned  29  April,  1865. 

CI^^lArk,  Samuel  R. 

Acting  Master,  4  November,  1861.    Resigned  6  August,  1864. 

^I^Mttrk,  Seth. 

ApxK)inted  Master,  date  not  known.    Last  appearance  on  Records  of  Navy  De- 
partment. 

*-?l«urk,  Simeon. 

Acting  Third  Assistant  Engineer,  11   November,  1862.    Appointment  revoked 
,  (Sick,)  25  June,  1863. 

^I^liurk,  Stephen  G. 

Appointed  Boatswain,  1  January,  1817.    Resigned  4  October,  1825. 

^I^l«u*k,  Stephen  J. 

Assistant  Surgeon,  19  August,  1861.    Resigned  20  May,  1865. 

^^litrk,  ThaddeuB  £• 

Acting  Assistant  Surgeon,  19  Februarv.  1864.    Honorably  discharged  6  Novem- 
ber, 1865. 

^^ark,  Thomas. 

Acting  Third  Assistant  Engineer,  1   August,   1864.     Iloaorably  cl:2c!;r.:-^ccl  2.0 
May,  1870. 

C^mrk,  William. 

Appointed  Sailmaker,  date  not  known.    Last  appearance  on  Records  of  Nary 
Department.    Dead. 

C;iark<,  William. 

Acting  Third  Assistant  Engineer,  J.8  August,  1864.    Ilonorably  discharged  25 
November,  1865. 

C;iark,  William. 

Mate,  10  February,  1864.    Acting  Ensign  and  Pilot,  26  April,  1864.    Honorably 
discharged  3  January,  1866. 

C^ark,  William  €. 

Appointed  Master,  28  December,  1839.    Resigned  18  February,  1843. 

^^lark,  William  H. 

Acting  Master,  24  January,  1862.    Resigned  13  July,  1865. 

lark,  William  J.,  Jr. 

Third  Assistant  Engineer,  16  November,  1861.    Second  Assistant  Engineer,  25 
August,  1863.    Resigned  1  December,  18G5. 

lark,  Winloek. 

Appointed  Midshipman,  5  February,  1800.    Lieutenant,  4  May,  1807.    Drowned 
26  March,  1810. 

^^larke,  Charles  A. 

Midshipman,  21  July,  1864.    Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
^^         Master,  22  March,  1873.    Lieutenant,  11  July   1877 

""^^larke,  Charles  F. 

Appointed  Midshipman,  15  November,  1809.    Lieutenant.  19  December,   1814. 
Died  14  April,  1819. 

"^Illarke,  l>avid  Ii. 

Acting  Third  Assistant  Engineer,  7  March,  1864.    Ilonorably  discharged  4  No* 
vember,  18G5. 

^::Urke,  Edward  R. 

Mate,  23  September,  1863.    Honorably  discharged  5  October,  1865. 

^:iarke,  £•  Mansfield. 

Acting  Third  Assistant  Engineer,  81  July,  1863.    Resigned  23  August,  1864. 
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Clarke,  Frank. 

Acting  Assistant  Paymaster,  4  December,  1862.    Passed  Assistant  Paymaster, 
July,  1866.    Paymaster,  5  June,  1«68.    Died  2  April,  1879. 

Clarke,  Frederick  m • 

Mate,  23  July,  1863.    Resigned  24  December,  1868. 

Clarke,  George  W. 

Appointed  Midshipmai^  10  February,  1838.    Passed  Midshipman,  20  May,  1 
Resigned  9  July,  1846. 

Clarke,  George  W. 

Purser,  2  June,  1858,    Dismissed  2  April,  1861. 

Clarke,  George  W. 

Appointed  Boatsmain,  17  January,  1842.    Resigned  1  June,  1843. 

Clarke,  Ilermon  M. 

Surgeon's  Mate,  2  July,  1812.    Resigned  10  May,  1815. 

Clarke,  James. 

Acting  Third  Assistant  Engineer,  8  January,  1863.    Dismissed  5  January,  1864. 

Clarke,  William  B. 

Appointed  Midshipman,  17  December,  1810.    Dismissed  6  August,  1811. 

Clarke,  William  B. 

Acting  Third  Assistant  Engineer,  1  February,  1865.  IIonoraL.y  discharged  25 
Sei)tember,  1865. 

Clarke,  W  lUlam  M. 

Siu^eon's  Mate,  25  November,  1809.  Surgeon,  24  July.  1813.  Lost  in  the  "  TToo,** 
1815. 

Clarke,  William  R. 

Acting  Master,  8  May,  1861.    Dismissed  24  March,  1862. 

Clarkson,  Charles  F. 

Mate,  12  December,  1863.    Appointment  revoked  (sick)  19  August,  1864. 

Clarkson,  Samuel  F. 

Acting  Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.     Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Clarkson,  Samael  G. 

Surgeon's  Mate,  8  August,  1826.    Died  17  May,  1829. 

Clary,  Albert  G. 

Midshipman,  8  May,  1832.  Passed  Midshipman,  8  July,  1839.  Lieutenant,  11 
April,  1845.  Commander,  16  July,  1862.  Captain,  21  "^November,  1866.  Com- 
modore, 5  April,  1874.    Retired  list,  7  August,  1800. 

Clason,  William  P. 

Midshipman,  27  July,  1867.  Graduated  6  June.  1871.  Ensign,  14  July,  1872. 
Master,  14  August,  1875. 

Clausen,  Charles. 

Acting  Ensign,  29  July,  1863.    Honorably  discharged  24  August,  1865. 

Clausen,  John  W. 

Mate,  8  September,  1864.    Honorably  discharged  12  October,  1865. 

Claxton,  Alex. 

Appointed  Midshipman,  20  June,  1800.  Lieutenant,  8  January,  1818.  Com- 
mander, 28  March,  1820.    Captain,  21  February,  1831.    Died  7  March,  1841. 

Claxton,  Thomas. 

Appointed  Midshipman,  17  December.  1810.  Killed  in  action  10  September, 
1813. 

Clay,  OtN^r^e  Goohne. 

Acting  Midshipman,  23  July,  1863.  Oraduated  6  June,  1867.  Ensign,  18  Decem- 
ber, 1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Clayton,  William  B. 

Mate,  28  September,  1862.    Resigned  6  January,  18G3. 
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Clifford,  Robert  T. 

Mate,  7  September,  1868.    Resigned  (Sick,)  March  20, 1865. 

Cllft,  Charles  W. 

Acting  Second  Assistant  Engineer,  3  September,  1864.    Honorably 
March,  1870. 

dift,  ^Tathaniel. 

Appointed  Lieutenant,  24  April,  1799.    Resigned  1  August,  1800. 

Clil'ton,  George  R. 

Mate,  11  January,  1862.    Dismissed  3  December,  1862. 

Clifton,  GerTas. 

Appointed  Midshipman,  20  Fubruary,  1801.    Resigned  10  December,  1807. 

Clifton,  Henry. 

Mate,  17  November,  1864.    Dismissed  3  August,  18G5. 

Clineli,  Joseph. 

Appointed  Midshipman,  16  January,  1809.    Resigned  12  January,  1810. 

Cline,  Hugh  H. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  Deoon- 
ber,  1862.    First  Assistant  Engineer,  1  January,  1868. 

Cline,  Janies« 

Mate,  17  December,  1862.    Dismissed  26  June,  1868. 

Cline,  Sidney  R. 

Mate,  13  June,  1868.  Acting  Ensign,  7  March,  1865.  Honorably  discharged  6 
July,  1866.    Mate,  19  December,  1865.    Appointment  revoked  2  Janoary,  1866. 

Clinton,  Franklin. 

Appointed  Midshipman,  1  April,  1828.  Passed  Midshipman,  14  Jane,  1884. 
Lieutenant,  11  December,  1839.    Died  26  Februarv,  1842. 

Clinton,  James  R. 

Appointed  Midshipman,  24  April,  1815.    Died  in  June,  1824. 

Clitz,  John* 

Mate,  26  June,  1863.    Resigned  14  February,  1865. 

ClitE,  John  II.  R. 

Midshipman,  12  April,  1837.  Passed  Midshipman,  29  June,  1848.  Master,  1ft 
August,  1850.  Lieutenant,  6  April,  1851.  Commander,  16  July,  1862.  Cap- 
tain, 25  July,  1866.  Commodore,  28  December,  1872.  Rear-Admiral,  18  March, 
1880. 

Clopper,  Peter. 

Appointed  Sailmaker,  16  January,  1799.  Last  appearance  on  Records  of  Kav}- 
Department. 

CloBson,  Nelson  A. 

Mate,  17  February,  1863.  Acting  Ensign,  24  November,  1868.  Honorably  dis- 
charged 4  November,  1865. 

Olond,  Caleb  W. 

Assistant  Surgeon,  31  May,  1830.    Died  15  July,  1831. 

Clon^h,  Renjaniin  P. 

Acting  Ensign,  5  May,  1864.    Honorably  discharged  30  September,  1865. 

ClonKh,  Eben,  Jr. 

Appointed  Midshipman,  9  November,  1813.    Dismissed  30  April,  1814. 

Clonsh,  John. 

Appointed  Master,  3  July,  1813.     Died  19  March,  1847. 

ClouKh,  Stephen. 

Appointed  Lieutenant,  17  February,  1800.     Discharged  29  September,  1801. 

Clover,  Richardson. 

Acting  Midshipman,  30  Juh%  1863.  Graduated  6  June,  1807.  Ensign,  18  Decern- 
ber,  1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 
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^^loyd,  John  B. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Acting  Second  Assistant 
Engineer,  17  February,  1864.    Honorably  discharged  1  December,  1865. 
^^Ivigston,  W.  P. 

Second  Assistant  Engineer,  5  June,  1868.    Honorably  discharged  80  November* 
1865. 

^I^liimin,  Alfred. 

Acting  Second  Assistant  Engineer,  4  January,  1862.    Honorably  discharged  5 
December,  1865. 

^^lymer,  George. 

Assistant  Surgeon,  1  July,  1829.     Surgeon,  20  Februarv,  1888.     Retired,  24  July, 
1866.    Medical  Director  on  Retired  list,  8  March,  1871. 

C^oakley,  B.  D. 

Appointed  Master,  6  June,  1814.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  June,  1815.    Discharged. 

C^Mile,  Alfred. 

Appointed  Midshipman,  2  April,  1804.    Resigned  3  May,  1808. 

Coale,  WlUiam  C 

Assistant  Surgeon,  6  September,  1887.    Resigned  25  January,  1848. 
Coan,  Tliiis  M. 

Acting  Assistant  Surgeon,  27  October,  1868.    Honorably  discharged  21  December, 
1865. 

Coates,  Tbomas. 

Appointed  Master,  6  February,  1809.    Last  appearance  on  Records  of  Navy  De- 
partment, 26  February,  1809.    Resigned. 

C^oafu,  Isaae  T. 

Acting  Assistant  Surgeon,  9  October,  1861.    Resigned  18  April,  1865. 

C^ats,  John  B[. 

Appointed  Midshipman,  2  April,  1804.    Died  2  February,  1807. 

C^bb,  Allen  A. 

Acting  Ensign,  17  January,  1865.    Honorably  discharged  1  November,  1865. 

^^^%bb,  Alphonso  n. 

Midshipman,  23  September,  1867.    Graduated  6  June,  1871.    Ensign,  14  July, 
1872.    Master,  9  October,  1876, 

^^bb,  Bei^amin,  Jr. 

Acting  Third  Assistant  Engineer,  21   August,  1862.     Honorably  discharged  27 
October,  1865. 

C^bb,  Charles. 

Gunner,  18  January,  1883.    Died  9  May,  1848. 

C^bb,  Charles  H. 

Mate,  2  April,  1864.    Acting  Ensign,  27  April.  1865.    Honorably  discharged  12 
October,  1865. 

Csbb«  Charles  S. 

Acting  Third  Assistant  Engineer,  30  December,  1864.    Honorably  discharged  29 
July,  1865. 

Cobb,  diaries  T. 

Mate.    Resigned  16  June,  1862. 

Cobb,  Edward. 

Appointed  Sailmaker,  date  not  known,     Last  appearance  on  Records  of  Navy 
Department,  1817.     Brig  **  Jcme*." 

Cobb,  George  W. 

Acting  Second  Assistant  Engineer,  22  October,  1802.     Resigned  15  September, 
1868. 
Cobb,  Henry  j. 

Appointed  Midshipman,  2  July,  1801.    Resigned  31  March,  1803. 
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Cobb,  John  £• 

Acting  Assistant  Surgeon,  10  September,  1861.    Honorably  dischaiged  11  Septom- 
ber,  1865. 

Cobb,  S^hnyler  A. 

Acting  Ensign,  12  August,  1864.    Resigned  19  May,  1865. 

Cobb,  William  D. 

Acting  Ensign,  11  September,  1862.    Acting  Muster,  23  December,  1868.    Appoint- 
ment revoked  (Sick,)  28  October,  1864. 

Cobb,  William  B. 

Mate,  13  October,  1864.     Honorably  discharged  27  April,  1865. 

Cobb,  W.  R. 

Chaplain,  27  September,  1869.    Resigned  1  June,  1873. 

Coburn,  Henderson  A. 

Appointed  Midshipman,  18  January,  1840.    Dismissed  17  August,  1847. 

CcKshran,  George. 

Assistant  Paymaster,  27  September,  1861.     Paymaster,  12  June,  1863. 

C<K*liran,  Jaeob. 

Mate,  6  November,  1862.    Acting  Ensign,  19  December,  1863.    Honorably  dii- 
charged  12  May,  1865. 

Cochran,  James. 

First  Assistant  Engineer,  11  June,  1840.    Dismissed  7  November,  1345. 

Cochran,  John. 

Appointed  Midshipman,  9  May,  1800.    Discharged  under  Peace  Establishment 
Act,  12  August,  1801. 

C<K*hran,  John  T. 

Appointed  Midshipman,  15  November,  1810.    Resigned  15  December,  1810. 

Cochran,  Joshna  W. 

Appointed  Midshipman,  1  February,  1814.    Resigned  29  June,  1820. 

Cochran,  Richard. 

Appointed  Midshipman,  7  February,  1815.     Struck  ofT  1  ^larch,  1825. 

Cochran,  Walter. 

Appointed  Gunner,  8  January,  1822.    Last  appearance  on  Records  of  Navy 
ment,  1828.    Frigate  '*  BrandywineJ*^ 

Cochrane,  George  M. 

Acting  Ensign,  24  January,  1868.    Appointment  revoked  (Sick,)  22  October, 

Cochrane,  Henry  C. 

Mate,  7  September,  1861.    Resigned  20  May,  1868. 

Cochrane,  James. 

First  Assistant  Engineer,  11  June,  1840.    Dismissed  7  November,  1845. 

Cooke,  Bnller, 

Purser,  6  October,  1798.     Storekeeper,  date  not  known.     Resigned  8  April,  1811 

Cooke,  Harrison  H. 

Midshipman,  18  June,  1812.    Lieutenant,  1  April,  1818.    Commander,  3  Maich, 
1839.    Captain,  22  April,  1851.     Resigned  22  April,  1861. 

Cocke,  Samnel  B. 

Appointed  Midshipman,  1  January,  1818.     Lieutenant,  8  March,  1827.    Died  81 
May,  1835. 

Cocke,  Samuel  B. 

Carpenter,  11  August,  1853.    Dismissed  7  June,  1855. 

Cocke,  William  T. 

Appointed  Midshipman,  25  April,  1881.     Resigned  4  March,  1886. 

C<K*kle,  Thomas  B. 

Acting  Assistant  Paymaster,  17  June,  1803,     Resigned  30  November,  1868. 

Cockran,  A.  M. 

Acting  Assistant  Surgeon,  16  October,  1862.     Died  July,  1863. 
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^^^Hldinston,  Ellielbert  F. 

Midshipman,  12  October,  1848.    Died  8  November,  1858. 

K3^Hlrey,  Abraham. 

Pnner,  4  September,  1804.    Resigned  27  Jmie,  1806. 

Surgeon's  Mate,  14  May,  1825.    Surgeon,  4  December,  1828.    Retired  80  April, 
1861.    Medical  Director  on  Retired  list,  8  March,  1871. 


Appointed  Midshipman,  9  April,  1799.    Discharged  8  July,  1801. 

»,  WlUiam  H. 

Acting  Assistant  Surgeon,  27  December,  1864.    Resigned  24  June,  1865. 

MZ^Qffeey  Theodore  D. 

Acting  Third  Assistant  Engineer,  4  September,  1861.  Acting  Second  Assistant 
Engineer,  22  September,  1868.  Acting  First  Assistant  Engineer,  11  November, 
1864.    Honorably  discharged  2  July,  1866. 

MJoffej^  John. 

Mate.    Dismissed  30  September,  1862. 

C:«tlii,  £d  win. 

Acting  Master,  8  October,  1861.  Acting  Volunteer  Lieutenant,  23  June,  1865. 
Honorably  discharged  4  February,  1866. 

<^fiii,  Frederick  W. 

Midshipman,  16  June,  1870.  Graduated  21  June,  1875.  Ensign,  24  December, 
1876. 

^^An,  George  W. 

Appointed  Midshipman,  1  April,  1799.    Discharged  14  July,  1801. 

^^fliii,  George  W. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  1  October,  1868. 
Master,  10  May,  1866.  Lieutenant,  25  July,  1866.  Lieutenant-Commander,  12 
March,  1868.    Commander,  80  November,  1878. 

^^fliii,  George  W. 

Acting  Ensign,  9  October,  1868.    Died  on  "  Owasco,''  11  October,  1864. 

^flin«  Henry. 

Appointed  Sailmaker,  12  November,  1799.    Discharged  18  April,  1802. 

Collin,  Henry  F. 

Acting  Master,  26  August,  1861.    Appointment  revoked  (Sick,)  13  February,  1863. 

Coffin,  John  H.  €. 

Professor  of  Mathematics,  14  August,  1848.    Retired  list,  15  September,  1877. 

Coffin,  John  H.  €. 

Midahipman,  22  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  25  March,  1873.    Lieutenant,  3  August,  1877. 

Coffin,  Peter  F. 

Acting  Master,  21  March,  1862.    Honorably  discharged  7  December,  1865. 

Coffin,  Robert  B. 

Appointed  Midshipman,  3  Noveml>er,  1818.    Died  20  March,  1822. 

Coffin,  Roland  S. 

Acting  Master,  22  November,  1861.    Dismissed  5  March,  1864. 

Coffinbnrg,  Henry  D. 

Mate,  1  October,  1862.  Promoted  Acting  Ensign,  10  March,  1863.  Acting  Master, 
15  July,  1864.    Honorably  discharged  24  November,  1865. 

Coftman,  I>e  Witt. 

Midshipman,  6  June,  1872.    Graduated  20  June,  1876.     Ensign,  10  June,  1879. 

Cofcdell,  R.  €• 

Appointed  Midshipman,  9  May,  1829.  Passed  Midshipman,  8  July,  1835. 
Lieutenant,  8  September,  1841.    Resigned  26  July,  1846. 


AlilK'tiittHl  Midshipman,     January,  1812.    Uesigned  19  November,  1818. 
Mulu,  ttl  IK^tolH^r,  1801.    Appointment  revoked  (Sick,)  29  December,  1863. 


Hi  lid  AMMlHt4iut  Engii 


;inecr,  21  September,  18G1.    Second  Assistant  Engineer, 
.lui.v,  ISUa.    Kotired  5  January,  18G6. 

t'Miililwiit  Jiuipt^r. 

lloutMwaiii,  20  October,  1855.    Retired  list,  27  October,  1875. 

I'mhIiIiiii*  JoMeph  B. 

AiiiiiK   M IdHhipman,  27  September,  1860.    Graduated  28  May,  1863.    Ensign,  4 

.liiiu',    IHOH.      Master,  10  November,   1865.    Lieutenant,  10  November,  1866.  ; 

l.h'Uloimut-Commandcr,  12  March,  1868. 

(  «i||MiirN,  JttuiCM  Kelsey. 

.Miilnlii|iuiHn,  25  September,  1863.    Graduated  2  June,  1868.    Ensign,  19 
iMttw.     MuHtvr,  12  July,  1870.    Lieutenant,  8  April,  1874. 

CoHMHollt  Nttiiiiiel  B« 

ArliiiH  MiibUT.  1»  July,  1861.    Resigned  12  August,  1862. 

<'oH«ii««ll.  Wllber  F. 

VdiiiK  Third  Assistant  Engineer,  17  August,  1864.  Honorably  diacharged 
NuvcmlMi',  1H05  Acting  Third  Assistant  Engineer,  12  July,  1866.  Muster 
(•III  V)H  August,  1868. 

|>«ill««iit  J<Mi4^ph. 

\|i|MiluUul  Midshipman,  1  February,  1826.    Resigned  1  May,  1828. 

<*«ilii«Ut  NuIIm  1. 

Atliiif}  AMtistuut  Surgeon,  4  September,  1861.    Resigned  12  January,  1864. 

<  wlillli  John. 

.\(.|iiiH  Kii-Ht  Assistant  Engineer,  21  August,  1861.    Resigned  3  May,  1864. 

fall,  l.«««l. 

.\(.|li4(  Tlilnl  Assistant  Engineer,  5  January,  1864.    Resigned  3  May,  1865. 

t^Ui  Triii«««>'. 

\(.||iiM  AMHliitiiut  Paymaster,  19  October,  1861.    Honorably  discharged  16  ApK-^» 
I '.0(1. 

4  «!!«%•  Wllllinii  J. 

V«.Mi4(  AhHiMiuiit  Paymaster,  12  June,  1862.    Honorably  discharged  7  Noveml>«i'* 
iMOh. 

4i/ikfi,  llllllnin  IT. 

V|i|Miiiil«i«l  Midsliipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Killed  bf 
ik  hliol  111  tilt:  More  Castle,  7  March,  1823. 

\Uili>)ii|>ii>»ii,  21  July,  1865.    Graduated  4  June,  1869.     Ensign,  12  July,  1870: 
\Uuiii,  t:i  August,  1872.    Lieutenant,  20  July,  1875. 

\\  iui)\  MiihU  r,  2U  October,  1861.    Honorably  discharged  4  December,  1866. 

V^MM%  t'iiwiircl  P. 

VvVluM  AhhiMunt  Surgeon,  7  April,  1863.    Resigned  11  April,  1865. 

Wlte«  |Vrd«'riok  W. 

iuliul  Mi<lHhipma] 
A  \J  November,  1847. 

a^^|k^^  IJiMirico  II. 

^^^Uu^  Uutaif^n,  24  October,  1863.    Honorably  discharged  12  August,  1865. 

ti^iMyk^  llHrrlHon  O*  O. 
^^*7\im  MiilHliipnuin,  25  November,  1862.    Graduated  6  June,  1867.     Ensign.  IS 
UNs*VM(*t*c*  ^^^'    ^ftster,  21  March,  1870.    Lieutenant,  21  March,  1871. 
Qfe^  49  January,  1863.    Acting  Ensign,  15  February,  1864.    Honorably  dis- 
^ZmmI  10  Mai.  1866. 


Wi^Hauliul  Mi<lHhipman,  9  February,  1838.    Passed  Midshipman,  20  May,  1844. 
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^3olby,  Henry  G. 

Acting  Assistant  Paymaster,  22  Juue,  1863.  Discharged  4  December,  1805. 
Assistant  Paymaster,  28  July,  1866.  Passed  Assistant  Paymaster,  9  April,  1868. 
Paymaster,  6  September,  1878. 

^^Iden,  James  n. 

Acting  Second  Assistant  Engineer,  7  August,  1868.    dismissed  81  August,  1864. 

Cole,  I>aTid. 

Appointed  Carpenter,  18  November,  1814.    Resigned  5  February,  1816. 

Cole,  Edward. 

Appointed  Gunner,  date  not  known.  Last  appearance  on  Record  of  Navy  De- 
partment, 1«17.    **  Brig  Jonea.'' 

Cole,  Georii^  H. 

Acting  Master,  18  February,  1862.    Dismissed  18  July,  1863. 

Cole,  George  n. 

Mate,  5  August,  1864.    Honorably  discharged  12  October,  1868. 

Cole,  John  P. 

Mate,  81  August,  1862.  Acting  Ensign,  5  August,  1864.  Honorably  discharged 
8  July,  1868. 

Cole,  Iinelas  A. 

Mate,  26  November,  1868.    Honorably  discharged  18  October,  1865. 

Cole,  Thomas  B. 

Acting  Third  Assistant  Engineer,  4  June,  1862.  Honorably  discharged  12  Octo- 
ber, 1865. 

Of^leman,  A.  n. 

Appointed  Midshipman,  14  March,  1829.    Resigned  10  May,  1830. 

^^^^leman,  Benjamin. 

Appointed  Master,  6  April,  1799.    Resigned  7  August,  1799. 

C^feleman,  Charles. 

Third  A^istant  Eugiueer.  18  January,  1845.    Dismissed  15  December,  1851. 

^^^leman,  I>aTid. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
13  December,  1850. 

^^leman,  Eugene* 

Mate,  24  October,  1864.    Resigned  15  May,  1866. 

^^leman,  Ferdinand  T. 

Acting  Ensign,  1  October,  1862.  Actmg  Master,  29  May,  1863.  Honorably  dis- 
charged 1  December,  1865. 

^^leman,  G.  !<• 

Acting  Ensign,  1  October,  1862.    Resigned  21  May,  1868. 

Coleman,  James  A. 

Chaplain,  8  October,  1862.  Commissioned,  25  March,  1863.  Resigned  13  Novem- 
ber, lbG3. 

Coleman,  John  C. 

Assistant  8urgeon,  28  June,  1852.     Resigned  1  February,  1858. 

Coleman,  Jnllns  A. 

Mate,  24  November,  1863.    Honorably  discharged  31  October,  1865. 

Coleman,  Sila^  B. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  15  June,  1864.  Honorably  dis- 
charged 12  December,  1865. 

Coleman,  William  B. 

Acting  Assistant  Paymaster,  17  February,  1863.  Honorably  discharged  20  No- 
vember, 1865. 

Coles,  John  W. 

Assistant  Surgeon,  6  May,  1863.  Passed  Assistant  Surgeon,  14  January,  1867. 
Surge-cm,  0  October,  1873. 
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Colfax,  Wirt  W. 

Mute,  21  November,  1861.    Resigned  29  September,  1862. 

Colgate,  George. 

Assistant  Surgeon,  18  March,  1805.    Resigned  16  June,  1809. 

Colhonn,  Udmnnd  R. 

Midshipman,  1  April,  1889.    Passed  Midshipman,  2  July,  1845.    Master,  6  JiDU — 
ary,  1853.    Resigned  27  June,  1853.    Acting  Lieutenant,  24  September,  1861.  . 
Commissioned  Commander,  16  July,  1862.     Captain,  2  March,  1869.     Com- 
modore, 26  April,  1876. 

Collionn,  Jolin. 

Midshipman,  25  January,  1821.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
27  May,  1830.  Commander,  4  November,  1852.  Commodore  on  Retired  liit,  4 
April,  1867.    Died  80  November,  1872. 

Colhoan,  Samuel  Reed. 

Assistant  Paymaster,  28  September,  1869.    Passed  Assistant  Paymaster,  15  Janih- 

ary,  1875. 

Colin,  Alfred. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  ]>ecember^ 
1862.    Resigned  27  November,  1865. 

Collamore,  Henry  H. 

Mate,  7  January,  1863.    Acting  Ensign,  4  April,  1864.    Honorably  discharged  1 
September,  1865. 

Collett,  E.  D. 

Acting  Second  Assistant  Engineer,  22  March,  18G^1.    First  Assistant  Engineer, 
July,  1865.    Honorably  discharged  9  November,  1865. 

Colley,  William  H. 

Acting  Ensign,  14  November,  1863.    Acting  Master.  22  November,  1864.    Hox 
ably  discharged  25  October,  1865. 

Collier,  BamalMW  R. 

Acting  Third  Assistant  Engineer,  7  July,  1864.    Honorably  discharged  28  Nove":=: 
ber,  1865. 

Collier,  Charles  M. 

A2)pointed  Midshipman,  25  November,  1834.    Resigned  7  August,  1834. 

Collier,  Thomas  S. 

Mate,  28  April,  1866.    Boatswain,  9  July,  1866. 

Collier,  William. 

Acting  Second  Assistant  Engineer,  21  September,  1863.    Appointment  revolt < 
18  May,  1865. 

Collier,  William  W. 

Acting  Third  Assistant  Engineer,  29  July,  1803.    Acting  Second  Assbtant  H^t- 
gineer,  1  November,  1864.    Honorably  discharged  1  December,  1865. 

Collins,  Adam  C. 

Acting  Third  Assistant  Engineer,  31  January,  1865.  Honorably  discharged  i5 
February,  1866. 

Collins,  B.  . 

Appointed  Master,  date  not  known.  Discharged  20  May,  1801,  under  Pcicer 
Establishment  Act. 

Collins,  C.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.  Appointment  revoked  (Sick,)  28  Octo- 
ber, 1863. 

Collins,  Cliarles  F. 

Appointed  Midshipman,  19  February,  1841.    Resigned  8  September,  1845. 

Collins,  Daniel  S. 

Acting  Master,  29  October,  1861.    Dismissed  28  June,  18G2. 

Collins,  Edward. 

Acting  Third  Assistant  Engineer,  23  November,  1SG4.  Honorably  discharjjcd  2 
June,  1868. 
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^^lllns,  Frederick. 

Acting  Midshipman,  32  July,  1868.  Graduated  6  June,  1867.  Ensign  18  Decem- 
ber, 186d.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Collins,  George  H. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  80  May,  1864. 

C^oUlns,  Isaac. 

Appointed  Lieutenant,  15  June,  1799.    Resigned  1  January,  1800. 

Collins,  Joliii. 

Boatswain,  7  February,  1859.    Dismissed  17  May,  1859. 

€^lltns,  John. 

Acting  Master,  21  December,  1861.    Honorably  Discharged  19  September,  1865. 

Collins,  John  B. 

Midshipman,  80  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  8  March,  1874.    Lieutenant,  18  March,  1880. 

f^oUins  John  H. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  12  August,  1866. 

Collins,  John  W.  ' 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  28 
June,  1865. 

CollinSf  Jos.  E. 

Appointed  Lieutenant,  15  Noyember,  1799.  Last  appearance  on  Records  of  Nayy 
Department 

C^Uins,  J.  T.  H. 

Appointed  Midshipman,  17  June,  1884.    Resigned  81  January,  1885. 

Collins,  Napoleon. 

Midshipman,  2  January,  1884.  Passed  Midshipman,  16  July,  1840.  Master,  15 
August,  1846.  Lieutenant,  6  November,  1846.  Commander,  16  July,  1862. 
Captain,  25  July  1866.  Commodore,  19  January,  1871.  Rear- Admiral,  9 
August,  1874.    Died  9  August,  1875. 

C^^Uins,  Rohert  W. 

Mate,  8  February,  1865.    Honorably  discharged  18  September,  1867. 

Cr^lUns,  W.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.  Appointment  revoked  28  October, 
1868. 

C^ollins,  William. 

Appointed  Master,  8  February,  1814.  Last  appearance  on  Records  of  Nayy  De- 
partment. 

C^ollins,  William. 

Acting  Ensign,  17  July,  1862.  Acting  Master,  14  August,  1868.  Honorably  dis- 
charged 20  September,  1865. 

f3ollins,  William. 

Mate,  28  December,  1861.    Resigned  1  October,  1862. 

C^IUns,  William  A. 

Acting  Second  Assistant  Engineer,  9  June,  1868.  Honorably  discharged  7  Octo- 
ber 1865. 

Collins,  William  H. 

Acting  Second  Assistant  Engineer,  12  November,  1864.  Honorably  discharged  8 
December,  1865. 

^Uom,  Charles  D. 

,  Acting  Assistant  Paymaster,  2  July,  1864.    Discharged  12  February,  1866. 

^oliyer,  John. 

Appointed  Midshipman,  30  November,  1814.    Resigned  8  February,  1816. 

Colp,  Jaeob. 

Acting  Third  Assistant  Engineer.    Resigned  20  June,  1868. 
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C0IB01I9  Amos. 

Boatswain,  26  March,  1842.    Resigned  23  February,  1848.    Boatswain,  4 
1847.    Died  17  March,  1858. 

Colston,  Joslab. 

Parser,  28  May,  1825.    Dismissed  24  March,  1840. 

Colt,  William. 

Appointed  Master,  20  May,  1812.    Last  appearance  on  Records  of  Kavy  Depart-  « 
ment,  5  June,  1812. 

Colter,  James. 

Appointed  Midshipman,  80  Noyember,  1814.    Last  appearance  on  Reoorda  oTS 
Navy  Department,  1815.    Frigate  "  Ouerrierey 

Colton,  Frederick  W. 

Mate,  4  January,  1864.    Honorably  discharged  1  June,  1869. 

Colton,  Walter.  — 

Chaplain,  6  November,  1880.    Died  at  Philadelphia,  22  January,  1851. 

ColTin,  Ezra  C. 

Mate,  12  November,  1868.    Appointment  revoked  (Sick,)  8  November,  1864. 

ColTocoresses,  George  P. 

Midshipman,  28  September,  1864.    Graduated  4  June,  1869.    Ensign,  1?  Jol^^ 
1870.    Master,  18  June,  1872.    Lieutenant,  1  July,  1875. 

ColToeoressis,  George  M. 

Midshipman,  21  February,  1882.    Passed  Midshipman,  28  June,  1 838.    Lieote^H 
ant,  7  December,  1843.    Commander,  2  July,  1861.    Captain  on  Retired  list^ 
April,  1867.    Died  3  June,  1872. 

Colwell,  John  C.  

Midshipman,  23  September,  1870.    Graduated  June,  1874.    Ensign,  17  July*  18V^<' 

Comegys,  Cornelias. 

Midshipman,  9  September,  1841.    Dismissed  2  October,  1848. 

Comegys,  George  M. 

Appointed  Midshipman,  27  February,  1886.    Resigned  18  December,  1841. 

Comins,  Job. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Resigned  22  September,  1( 

Comley,  Samuel  P. 

Midshipman,  26  July,  1865.    Graduated  4  June,  1869.    Ensign,  12  July, 
Master,  8  August,  1873.    Lieutenant,  26  April,  1878. 

Commons,  William. 

Assistant  Surgeon,  3  November,  1863.    Resigned  24  July,  1867. 

Como,  James. 

Acting  Gunner,  4  April,  1864.    Honorably  discharged  9  July,  1865. 

Comstoek,  Albert  H. 

Mate,  19  Noyember,  1861.    Dismissed  2  March,  1863. 

Comstock,  John  H. 

Acting  Midshipman,  11  January,  1858. 

Comstoek,  Theo.  A. 

Mate,  2  February,  1863.    Acting  Ensign,  16  December,  1864.    Honorably  dii' 
charged  28  October,  1865. 

Conant,  Benjamin. 

Appointed  Midshipman,  15  May,  1799.    Discharged  under  Peace  Establishmeot 
Act,  30  April,  1801. 

Con  ant,  Samuel. 

Appointed  Midshipman,  2  December,  1799.    Discharged  under  Peace  Brtablisb- 
ment  Act,  6  August,  1801. 

Conant,  Thaddens  !«• 

Acting  Ensign,  1  December,  1862.    Resigned  24  April,  1868. 


GENERAL  NAVY  REGISTER.  161 

^^^ncklln,  Robert. 

Appointed  Midshipman,  20  March,  1815.  Last  appearance  on  Records  of  Navy 
Department. 

^^^nckltn,  SylTanns. 

Appointed  Midshipman,  1  January,  1812.    Dismissed  20  January,  1814. 

Appointed  Midshipman,  16  January,  1800.  Lieutenant,  24  July,  1813.  Resigned 
8  February,  1820. 

C^onekltng,  Robert. 

Appointed  Midshipman,  16  January,  1809.    Resigned  27  December,  1800. 

C^ondry,  Ilennts. 

Acting  Volunteer  Lieutenant,  28  September,  1861.  Appointment  revoked,  ad- 
vanced age,  16  July,  1862.    Re-appointed,  but  declined,  0  May,  1864. 

Oone,  Owen  S.  M. 

Acting  Ensign,  1  April,  1865.    Appointment  revoked  9  October,  1866. 

Ooney,  Charles  Jabez. 

Third  Assistant  Engineer,  16  October,  1861.  Second  Assistant  Engineer,  8 
August,  1863.    Resigned  2  October,  ISGO. 

C:«iiey,  Joseph  S. 

Acting  Ensign,  1  November,  1862.  Acting  Master,  gallantry  in  destruction  of  a 
blockade  runner,  7  September,  1863.    Honorably  discharged  7  November,  1865. 

C?^ngdon,  Joseph  W. 

Acting  Master,  25  February,  1862.    Honorably  discharged  20  August,  1865. 

^^nger*  ]>aTid  G. 

Mate,  81  March,  1864.    Resigned  26  April,  1865. 

^^^BtU,  Jolien  B. 

Mate,  8  September,  1868.    Honorably  discharged  26  October,  1865. 

^nlngham,  ]>aTld. 

_         Appointed  Midshipman,  4  February,  1814.    Resigned  4  May,  1824. 

^^4inkllii9  Charles  G. 

Acting  First  Assistant  Engineer,  5  January,  1864.     Honorably  discharged  29 
_  August,  1865. 

"^^onklin,  Geori^e  Henry. 

Acting  Midshipman,  28  September,  1857. 

^nkltn,  H.  B. 

Mate,  1  September,  1861.    Resigned  17  October,  1864. 

^^nklln,  Gordoa  J. 

Mate,  24  October,  1861.  Acting  Ensign,  14  September,  1863.  Honorably  dis- 
charged 28  October,  1865. 

^>mkliii,  ICorman  S[« 

Mate,  22  June,  1803.  Acting  Ensign,  8  March,  1864.  Honorably  discharged  5 
November,  1865. 

^IJsnklin,  Strong. 

Acting  Second  Assistant  Engineer,  18  November,  1861.  Resigned  18  September, 
1862. 

C^nkltn,  F.  A. 

Acting  Assistant  Paymaster,  25  September,  1861.    Dismissed  6  May,  1863. 

€«nley9  James  If. 

Carpenter,  80  April,  1846.  Dismissed  7  June,  1850.  Acting  Carpenter,  17  May, 
1861.  Dismissed  17  July,  1861.  Re-appointed  13  November,  1861.  Resigna- 
tion accepted  25  September,  1862. 

^OQly,  James  H. 

Carpenter,  80  April,  1846.    Dismissed  7  June,  1850. 

tonally,  John  Kerr. 

Acting  Midshipman,  28  September,  1857. 
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Oonnellf  James. 

Appointed  Boatswain,  28  May,  1708.    Last  appearance  on  Records  of  Navy 
partment 

Connelly)  Jobn. 

Acting  First  Assistant  Engineer,  7  December,  1868.  Dismissed  8  Decembe- 
1864. 

Conner,  I>aTld. 

Midshipman,  16  Jannary,  1809.     Lieutenant,  24  July,  1818.    Oommaoder, 
March,  1825.    Captain,  8  March,  1885.    Died  at  Philadelphia,  20  March,  185^^ 

Conner,  Henry  P* 

Acting  Ensign,  18  August,  1862.  Acting  Master,  good  service,  17  Decemb^^ 
1868.  Acting  Volunteer  Lieutenant,  6  April,  1865.  Honorably  discharged  — '- 
January,  1866. 

Conner,  John. 

Mate,  5  March,  1862.  Acting  Ensign,  2  June,  1864.  Appointment  reyoked  (8icbc« 
18  September,  1864. 

Conner,  Jobn  £• 

Acting  Third  Assistant  Engineer,  28  May,  1868.  Honorably  dischaiged  6  MaicA,^ 
1866. 

Conner,  ICewell  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Appointment  revoked 
(Sick,)  26  January,  1868.  Acting  Second  Assistant  Engineer,  6  May,  1864. 
Honorably  discharged  1  November,  1865. 

Conner,  Tbomas. 

Acting  Third  Assistant  Engineer,  7  August,  1863.    Resigned  15  May,  1865. 

Connor,  James. 

Appointed  Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  De> 

partment. 

ConoTor,  £dward  I>. 

Mate,  6  April,  1864.    Honorably  discharged  28  August,  1866. 

ConoTer,  Franets  S. 

Midshipman,  11  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1  March, 
1855.  Lieutenant,  14  September,  1855.  Acting  Lieutenant,  18  September,  1862. 
Resigned  11  August,  1868. 

ConoTer,  €^eorge  W. 

Carpenter,  18  February,  1870. 

ConoTer,  Isaae  /  • 

Actinff  Third  Assistant  Engineer,  23  May,  1868.  Died  on  the  ^^X^nopM,*'  9  8ep> 
tember,  1867. 

ConoTer,  Tbomas  BL. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Commander,  28  Feb-  - 
ruary,  1888.  Captain,  2  October,  1848.  Commodore  on  the  Retired  list,  16  July, « 
1862.    Died  25  September,  1864. 

Conrad,  I>antel  B. 

Assistant  Surgeon,  20  September,  1854.  Passed  Assistant  Surgeon,  4  May,  1860*4 
Dismissed  10  May,  1861. 

Conroy,  Edward. 

Acting  Volunteer  Lieutenant,  21  September,  1861.  Acting  Volunteer  Lieutenant .d 
Commander,  8  December,  1864.    Honorably  discharged  80  October,  1868. 

Constable,  A.  W. 

Mate,  27  May,  1864.    Resigned  5  September,  1865. 

Constant,  Jobn  C. 

Mate,  15  November,  1861.    Appointment  revoked  (Sick,)  2  July,  1868.    Mate, 
October,  1863.    Resigned  (Sick,)  80  December,  1864. 

Constant,  Walter  M. 

Cadet  Midshipman,  18  June,  1873.    Graduated  18  June,  1870. 
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^^SMtanttne,  Wtlltam  li. 

Acting  Ensign,  10  July,  1863.    Resigned  (Sick,)  21  March,  1865. 

^^^^wtee,  John. 

Hidshipman,  27  October,  1882.  Passed  Midshipman,  28  June,  1888.  Lieutenant, 
14  February,  1848.    Resigned  9  January,  1854. 

^^^^nlltneaU)  Hercules. 

Appointed  Midshipman,  0  November,  1818.  Resigned  24  January,  1816.  Mid- 
shipman, 12  April,  1817.    Died  12  April,  1819. 

^^BLTeMe^  Bltnn. 

Acting  Third  Assistant  Engineer,  12  September,  1864.    Resigned  17  May,  1865. 

^BTersey  George  Albert. 

Acting  Midshipman,  29  November,  1861.    Graduated  September,  1865.    Ensign, 

I  December,  1866.     Master,  12  March.  1868.      Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  12  July,  1878L 

C»iiway»  Edwin  H. 

AssiaUnt  Burgeon^  7  March,  1888.    Lost  in  the  *'  Oramptu  "  in  March,  1848. 

Oonway*  John. 

Mate.    Appointment  revoked  22  January,  1866. 

Conway,  J.  O. 

Mate,  28  June,  1868.    Resigned  26  October,  1864. 

Con  way «  William  B. 

Surgeon's  Mate,  10  December,  1814.    Resigned  11  April,  1825. 

Conway,  William  P. 

Midshipman,  1  October,  1866.  Graduated  7  June,  1870.  Ensign,  18  July,  1871 
Master,  9  August,  1874. 

Cook)  Aaron  F. 

Appointed  Midshipman,  2  March,  1799.    Permitted  to  retire  17  December,  1801. 

Cook,  Albert. 

Acting  Master,  11  November,  1861.    Honorably  discharged  18  January,  1866. 

Cook,  Albert  G. 

Appointed  Midshipman,  24  October,  1841.    Dismissed  22  November,  1844. 

Cook,  Andrew  B. 

Surgeon's  Mate,  21  December,  1812.  Surgeon,  27  March,  1818.  Died  4  Novem- 
ber, 1838. 

Cook«  Berna. 

Actug  Third  Assistant  Engineer,  16  October,  1868.  Acting  Second  Assistant 
Engineer,  22  February,  1865.  Died  at  Naval  Hospital,  New  lork^  7  September, 
1865. 

€>ook«  Brenton  B* 

Mate,  24  December,  1868.    Deserted  8  July,  1864. 

fDookf  B.  Frank. 

Mate,  18  June,  1861.  Acting  Master,  10  May,  1862.  Honorably  discharged  21 
September,  1865. 

Cook 9  Charles. 

Acting  Master  and  Pilot,  28  October,  1864.  Honorably  discharged  6  December, 
1865. 

Cook,  BaTtd  P. 

Acting  Ensign,  6  July,  1864.    Resigned  15  May,  1865. 

Cook,  Francis  A. 

Acting  Midshipman,  20  September,  1860.  Acting  Ensign,  1  October,  1803. 
3Iaster,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

C00U9  Francis  T. 

Acting  Third  Assistant  Engineer,  30  March,  1863.    Appointment  revoked  (Sick,) 

II  July,  1864. 


»k,  Gilbert  €. 

Third  Assistant  Engineer,  16  September,  18C2.    Second  Assistant  Engineer,  i 
March,  1864.     Resigned  22  July,  1865. 

ok,  James  A. 

Mate,  22  March,  1862.    Resigned  11  January,  1864. 

»ok,  James  B. 

Acting  Third  Assistant  Engineer,   11   March,  1865.    Honorably  discharged  28 
October,  1867. 

;ook,  John. 

Chaplain,  19  May,  1812.    Died  21  August,  1828. 

Cook)  John. 

Acting  Second  Assistant  Engineer,  26  September,  1868.    Honorably  discharged  2 
August,  1865. 

CJooky  John,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1864.    Resigned  21  June,  1865. 

€ook,  John  A. 

Appointed  Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.    Died  7 
February,  1834. 

dook,  John  T. 

Acting  Ensign,  28  June,  1864.    Acting  Master,  21  August,  1865.    Honorably  dis- 
charged 10  October,  1868. 

Cook,  Joseph  J. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Resigned 
9  December,  1851. 

dook,  Jostah  I>. 

Acting  Master,  October,  1861.    Dismissed  24  June,  1862. 

dook,  Joshna,  Jr. 

Mate,  80  December,  1868.    Acting  Ensign,  7  January,  1865.    Honorably  dis- 
charged 14  August,  1867. 

dook,  liemnel  P. 

Mate,  21  January,  1864.    Honorably  discharged  28  October,  1865. 

Cook,  liewis  G. 

Acting  Master,  19  December,  1861.  Honorably  discharged  28  February,  1866.^ 
Acting  Master,  24  May,  1866.  Mustered  out  8  October,  1868.  Mate,  T  Feb- 
ruary, 1870. 

Cook,  lilTtngston. 

Acting  Second  Assistant  Engineer,  20  July,  1863.     Appointment  reyoked  %^ 
January,  1864. 

dookt  Stmon. 

Cadet  Midshipman,  6  June,  1878.    Graduated  18  June,  1879. 

Cook,  Theophtlns. 

Third  Assistant  Engineer,  22  May,  1868.    Second  Assistant  Engineer,  6  Jannaiy, 
1866.    First  Assistant  Engineer,  81  January,  1878.    In  service. 

Cook,  ThomaM. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  7  June,  1866. 

Cook,  Ullllam,  Jr. 

Mate,  6  October,  1863.    Resigned  (Sick,)  6  December,  1864. 

Cook,  Wtlliam  C. 

Acting  Assistant  Paymaster,  80  June,  18C2.    Assistant  Paymaster,  80  June,  1864. 
Resigned  28  June,  1866. 

Cook,  Wtlliani  II. 

Mate,  11  March,  1804.    Died  on  **  BrooUyn^^'*  from  wounds,  5  August,  1864. 

--- -M^ftv.  1852.   Mid8hipman,20  June,  1856.    Passed  Midship. 


~      '^'sr\ 


^^mber,  1859.    Lieutenant,  28  Decemb^. 
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1860.     Lieutenant-Commander,  11    August,  1862.     Commander,  15  August, 
1870 

^^>ioke,  Senjamtn  S. 

Acting  Second  Assistant  Engineer,  23  November,  1863.  Acting  First  Assistant 
Engineer,  22  March,  1865.    Honorably  discharged  10  October,  1865. 

^3io#l£e«  George  H. 

Assistant  Surgeon,  9  September,  1862.  Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  20  February,  1870. 

^)ooke«  James  !¥• 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Master.  Lieu- 
tenant, 25  February,  1841.    Resigned  2  May,  1861. 

^ooke^  John. 

Appointed  Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy 
Department,  1815.    Lake  Ontario. 

C^ooke,  J<Mieph  K. 

Acting  Ensign,  22  April,  1864.    Dismissed  8  October,  1864. 

Cool,  Charles  £• 

Mate,  80  June,  1863.    Dismissed  13  July,  1865. 

Cooley*  Charles  M. 

Mate,  17  September,  1861.    Resigned  28  July,  1862. 

Cooley,  E.  F. 

Acting  Assistant  Paymaster,  1861.    Resigned  24  July,  1862. 

Cooley*  Henry  P. 

Mate,  17  September,  1861.    Resigned  19  May,  1862. 

Cooley,  Mortimer  £• 

Cadet  Engineer,  1  October,  1874.    Qraduated  20  June,  1878. 

CoomlMi,  Charles. 

Amointed  Midshipman,  8  March,  1800.  Last  appearance  on  Records  of  Kayy 
Department.    Dead. 

C^oombs,  John  If  • 

Acting  Third  Assistant  Engineer,  8  May,  18CI.    Resigned  10  June,  1865. 

C^oomlts,  Rowland  Ja.  £• 

Acting  Ensign,  11  August,  1864.    Honorably  discharged  20  October,  1865. 

Coomes,  William. 

Mate,  11  August,  1862.    Resigned  29  December,  1862. 

Coomes,  William. 

Mate,  4  August,  1863.    Dismissed  14  May,  1864 

Coon,  Edgar  A. 

Acting  Ensign,  24  October,  1864.    Resigned  30  May,  1865. 

C^oonan,  John  IV. 

Acting  Assistant  Surgeon,  24  January,  1865.  Honorably  discharged  10  October, 
1865.    Re-appointed,  5  December,  1873. 

Cooney,  Charles  I>. 

Acting  Midshipman,  22  September,  1855. 

Coop,  Henry  J. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  29  November, 
1^04.  Honorably  discharged  20  September,  1868.  Mate,  28  September,  1869. 
Resigned  25  November,  1871. 

Cooper,  Benjamin. 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Commander,  24 
April,  1828.  Captain,  28  February,  1838.  Died  at  Brooklyn,  N.  Y.,  1  June, 
1850. 

Cooper,  Charles  J. 

Acting  Third  Assistant  Engineer,  25  November,  1863.  Honorably  discharged  4 
December,  1865. 
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deeper,  Cbarles  S. 

Appointed  MidshipmaD,  28  November,  1837.    Resigned  0  April,  1842. 

deeper,  delden. 

Chaplain,  24  April,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Frigate ''  Oarutellatum:' 

deeper,  Cen.  A. 

Acting  Third  Assistant  Engineer,  10  July,  1864.  Honorably  diBchaiged  5  October, 
1865. 

deeper,  denrad  J. 

Third  Assistant  Engineer,  9  December,  1861.    Resigned  18  July*,  1862. 

deeper,  £dward  B. 

Midshipman,  6  November,  1850.    Dismissed  24  January,  1851. 

deeper,  Francis. 

Appointed  Master,  22  July,  1709.  Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dismissed. 

deeper,  Francis  1a. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.    Resigned  10  October,  1878. 

deeper,  G.  €• 

Purser,  11  March,  1820.    Died  2  March,  1844. 

deeper,  C^eeri^e  H. 

Midshipman,  4  Au^st,  1887.  Passed  Midshipman,  29  June,  1848.  Master,  11 
October,  1850.  Lieutenant,  8  May,  1851.  Conmiander,  16  July,  1862.  Captain, 
2  December,  1867.    Commodore,  5  June,  1874. 

deeper,  Geerge  H. 

Mate,  25  January,  1870.    In  service. 

deeper,  Isaac* 

Carpenter,  16  May,  1871. 

deeper,  James. 

Appointed  Midshipman,  1  January,  1808.    Resigned  6  May,  1811. 

deeper,  James. 

Appointed  Master,  0  July,  1812.    Resigned  28  January,  1813. 

deeper,  James  B. 

Master,  0  July,  1812.  Lieutenant,  22  April,  1822.  Commander,  8  September, 
1841.    Died  5  February,  1854. 

deeper,  James  Gilbert. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1868.    Resigned  19  December,  1865. 

deeper,  James  M. 

Gunner,  20  June,  1887.    Died  24  June,  1868. 

deeper,  Jebn. 

Appointed  Master,  3  October,  1708.  Last  appearance  on  Records  of  Navy  De- 
partment, 10  July,  1801.    Resigned. 

deeper,  John  C 

Third  Assistant  Engineer,  12  August,  1861.    Resigned  14  May,  1863. 

deeper,  Jehn  £• 

Acting  Second  Assistant  Engineer,  21  September,  1863.  Acting  First  Aaalfltant 
Engineer,  2  March,  1864.    Resigned  26  January,  1865. 

deeper,  Jehn  P. 

Acting  Third  Assistant  Engineer,  1  August,  1862.  Resigned  14  May,  1868.  Act- 
ing Second  Assistant  Engineer,  4  January,  1865.  Honorably  discharged  80  Sep- 
tember, 1865.  Acting  Second  Assistant  Engineer,  81  March,  1866.  Mastered 
out  19  December,  1867. 

deeper,  lilewellyn. 

Acting  Master,  11  November,  1861.    Resigned  14  May,  1862. 
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Eloper,  MfMon  Sinclair. 

Mate,  6  May,  1864.  Acting  Ensign,  7  April,  1865.  Honorably  discharged  8  Octo- 
ber, 1866. 

^Miper,  Piiilip  BL. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  28  May,  1863.  Master, 
10  November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.    Commander,  1  November,  1879. 

^I^ooper,  Ricliard  F. 

Midshipman,  25  October,  1850.    Dismissed  12  June,  1851. 

^HU^oper,  Samael. 

Appointed  Midshipman,  12  January,  1801.  Discharged  under  Peace  Establish- 
ment Act,  12  October,  1801. 

^I7ooper,  Samael  T. 

Appointed  Midshipman,  10  May,  1820.    Resigned  9  May,  1821. 

hooper,  Tbeodore. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.    First  Assistant  Engineer,  11  October,  1866.    Resigned  26  July, 

1872. 

-hooper,  Thomas. 

Appointed  Midshipman,  6  April,  1808.    Dismissed  20  April,  1804. 

^^^ooper,  T.  H.  P. 

Appointed  Midshipman,  15  October,  1817.    Died  in  1821. 

^Cooper,  Tbomas  J.  W. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  11  October,  1864.  Second  Assistant  Engineer,  25  April,  1870.  Passed 
Assistant  Engineer,  6  July,  1876.    In  service. 

Oooper,  Walter. 

Actinff  Ensign,  Admiral  Dahlgren's  Staff,  1  April,  1864.  Honorably  discharged 
26  August,  1865. 

Cooper,  William. 

Mate,  1  April,  1864.    Mustered  out  1  May,  1869. 

Cooper,  William  A. 

Boatswain,  25  April,  1866. 

Cooper,  William  Ringgold. 

Acting  Ensign,  Admiral  S.  P.  L^'s  staff,  1  September,  1864.  Dishonorably  dis- 
charged 2  August,  1866. 

Cooper,  W.  M. 

Appointed  Boatswain,  26  March,  1836.    Died  3  October,  1840. 

Cope,  Charles  P. 

Mate,  5  September,  1864.    Honorably  discharged  8  June,  1865. 

Cope,  William. 

Qunner,  6  November,  1851.    Died  7  December,  1874. 

Copeland,  G.  M. 

Third  Assistant  Engineer,  21  January,  1842.    Resigned  30  November,  1844. 

Copeland,  I^anrisson  !«. 

Acting  Third  Assistant  Engineer,  20  April,  1863.  Honorably  discharged  28 
August,  1865. 

Copeland,  Robert  A. 

Third  Assistant  Engineer,  20  September,  1868.  Resigned  1  August,  1859.  Second 
Assistant  Engineer,  28  May,  1861.  Dismissed  19  September,  18G1.  Acting 
Second  Assistant  Engineer,  4  December  1862.  Appointment  revoked  12  Decem- 
ber, 1864. 

Copeland,  Thomas. 

First  Assistant  Engineer,  19  October,  1842.    Dismissed  28  July,  1845. 

Copp,  Ciiarles  A. 

Midshipman,  5  November,  1864.  Graduated  2  June,  1868.  Lost  on  the  '^  Oneida,^^ 
24  January,  1870. 
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Corbett,  P.  J. 

Mate,  8  Aprils  1868.    Resigned  20  September,  1872. 

Cor  bin,  Clarence  A. 

Midsliipmau,  27  beptember,  1870.    Graduated  21  Jtme,  1875.    Edburi.  18  July.-: 

1»76. 

Oorbtn,  Job. 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  Octol>er,  186^« 
Surgeon,  9  March,  1864.    Resigned  9  May,  1867. 

Corbin,  Thomas  G. 

Midshipman,  15  May,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  15  Jnly, 
1851.  Lieutenant,  10  June,  1852.  Conmiander,  16  July,  1862.  Captain,  28^ 
July,  1866.    Retired  list,  5  January,  1874. 

Cordis,  John  B. 

Appointed  Lieutenant,  9  April,  1798.    Discharged  under  Peace  EstablishmeDt 
Act,  30  April,  1801. 

Cordis,  John  B. 

Appointed  Lieutenant,  26  July,  1804.    Left  the  service  8  March,  1805. 
Cordis,  Joseph. 

Appointed  Midshipman   15  May,  1799.    Discharged  under  Peace  Tarf-fti^iipTiinfBt 
Act,  6  July,  1801. 

Cordwell,  Thomas. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  11  November,  1865. 

Corey,  Allen. 

Appointed  Midshipman,  16  January,  1809.    Resigned  1  September,  1800. 

Corey,  l>aTld  B. 

Mate,  28  December,  1861.    Acting  Ensign,  29  March,  1864.    Heeigned  18  Maich^ 
1865. 

Oorlaee,  James. 

Mate,  11  January,  1862.    Killed,  accidentally,  on  the  ''DayUght;'  12  March,  1862. 

Corlls,  Charles. 

Appointed  Midshipman,  80  November,  1814.    Last  appearance  on  Recorda  of 

Navy  Department,  9  January,  1815. 

Coruiaek,  Alex. 

Acting  Ensign,  25  October,  1864.    Honorably  discharged  19  September,  1865. 

Cornell,  Blehard  M. 

Acting  Ensign,  10  September,  1862.    Acting  Master,  for  good  service,  17  Decent- 
ber,  1803.    Resigned  10  January,  1865. 

Cornell,  Randall  M. 

Mate,  26  December,  1868.    Appointment  revoked  81  October,  1865. 

Cornell,  Stephen  B. 

Acting  Third  Assistant  Engineer,  9  September,  1862.    Resigned  18  May,  1868. 

Cornell,  Stephen  H. 

Acting  Master,  25  January,  1862.    Resigned  25  March,  1865. 

Cornell,  Walter  J. 

Acting  Third  Assistant  Engineer,  28  September,  1863.    Acting  Second  Assistant 
Engineer,  16  June,  1865.    Honorably  discharged  28  October,  1865. 

Cornell,  William. 

Acting  Third  Assistant  Engineer,  7  August,  1863.    Acting  Second  Assistant  Engl* 
neer,  14  February,  1865.    Honorably  discharged  29  August,  1866. 

Cornell,  W  illlam. 

Acting  Third  Assistant  Engineer,  18  June,  1865.    Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.    Honorably  discharged  22  July,  1865. 

Cornell,  William  H. 

Acting  Third  Assistant  Engineer,  16  March,  1864.     Honorably  discharged  %% 
January,  1866. 
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>^iier,  George  W« 

Hate,  15  April,  1862.  Acting  EDsign,  21  May,  18G3.  Dismissed  2  August,  1864. 
Acting  Ensign,  24  September,  1864.    Honorably  discharged  20  September,  1865. 

^^^^imlek^  James. 

Burgeon's  Mate,  28  March,  1820.  Surgeon,  5  March,  1825.  Retired  18  June,  1861. 
Resigned  8  August,  1861. 

^Domin^9  Doofclas. 

Acting  Assistant  Paymaster,  11  July,  1864.  Honorably  discharged  12  November, 
1805. 

^I^mtbwalt)  Robert  B[« 

Acting  Third  Assistant  Engineer,  17  October,  1868.  Honorably  discharged  10 
November,  1867. 

C^ornthwaite,  I<onUi  A. 

Mate,  18  April,  1863.  Acting  Ensign,  2  October,  1864.  Honorably  discharged  12 
May,  1868. 

^Jomwell,  Cliarlefl  €• 

Midshipman,  20  September,  1864.  Graduated  2  June,  1868.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.    Lieutenant,  1  April,  1872. 

Comwellf  John  JT. 

Midshipman,  1  February,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.    Conmiander,  25  July,  1866.    Died  12  February,  1867. 

C^rrelra,  Antonio. 

Appointed  Gunner,  22  June,  1800.    Died  81  December,  1828. 

O^ner,  CTharles  H. 

Acting  Master,  17  December,  1861.    Resigned  23  November,  1864. 

^>or«on,  Kdw.  T. 

Assistant  Surgeon,  20  May,  1859.  Passed  Assistant  Surgeon,  23  May,  1862.  Sur> 
geon,  81  July,  1862.    Died  22  June,  1864. 

^rfion,  E.  £•  W. 

Assistant  Surgeon,  3  March,  1873.    Dismissed  2  April,  1874. 

^rson,  £lwood  M. 

Acting  Assistant  Surgeon,  10  March,  1864.  Assistant  Surgeon,  1  April,  1864.  He- 
signed  14  October,  1865. 

^rson,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discharged  18 
October,  1805. 

Cortelgan,  J.  W. 

Mate,  19  December,  1861.    Dismissed  7  October,  1862. 

Cortez,  Rene  £dward. 

Midshipman,  28  April,  1851.    Dropped  16  June,  1852. 

Corwall,  John  S. 

Appointed  Midshipman,  1  January,  1812.    Resigned  5  July,  1827. 

C^rwln,  Wimiam  A. 

Assistant  Surgeon,  81  March,  1869.  Passed  Assistant  Surgeon,  27  March,  1878. 
Surgeon,  10  June,  1880. 

€)orwlne9  John. 

Assistant  Paymaster,  3  March,  1879. 

CkMSby,  F.  €. 

Araistant  Paymaster,  24  August,  1861.  Paymaster,  14  April,  1862.  Pay  Inspector, 
12  April,  1877. 

CJosby,  James  S. 

Appointed  Midshipman,  1  January,  1825.    Resigned  29  August,  1826. 

Cos^roTe,  James. 

Appointed  Gunner,  12  April,  1804.  Dismissed  6  June,  1807.  Appointed  Gunn^, 
SO  June,  1813.    Died  in  October,  1825. 
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OoBtello,  £dward. 

Acting  Second  Assistant  Engineer,  29  December,  1863.    Resigned  7  July,  186S. 

CoBterf  C^eorge  Wasblngion,  Jr. 

Midshipman,  20  Noyember,  1862.  Graduated  June,  186^  Ensign^  12  Maichy 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  16 
March,  1875. 

Coster,  Jobn  J. 

Acting  Third  Assistant  Engineer,  7  July,  1868.    Died  on  ''  BietwOU;'  24  October,^ 
1866. 

Coster,  Stephen  K. 

Acting  Third  Assistant  Engineer,  21  October,  1861.     Acting  Second  Aiwiiirtiii%: 
Engineer,  24  July,  1868.    Honorably  discharged  4  October,  1868. 

Coster,  William  £• 

Acting  Third  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  26  Octo- 
ber, 1865. 

Costigan,  F.  Y. 

Appointed  Master,  5  August,  1812.    Diamiseed  2  April,  1814. 

C<Miton,  Benjamin  F. 

Appointed  Master,  16  January,  1844.    Resigned  5  August,  184X 

Cotter,  Jobn. 

Acting  Third  Assistant  Engineer,  81  January,  1866.  Honorably  dischaiged  II 
October,  1808. 

Cotter,  Thomas. 

Appointed  Midshipman,  1  September,  1811.    Resigned  6  April,  1818. 

Cottman,  Tincendon  Ii. 

Midshipman,  26  September,  1868.  Graduated  1  June,  1872.  Ensign,  15  July, 
1878.    Master,  0  May,  1878. 

Cotton,  Cbarles. 

Surgeon's  Mate,  8  April,  1811.  Surgeon,  24  July,  1818.  Resigned  10  DecembOi 
1828. 

Cotton,  Cbarles  H« 

Appointed  Midshipman.  1  January,  1828.  Passed  Midshipman,  14  June.  1884. 
Resigned  1  August,    886. 

Cotton,  Charles  fih 

Acting  Midshipman,  23  Beptember,  1858.  Ensign,  11  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
25  April,  1877. 

Cottrell,  Gardner. 

Acting  Ensign,  21  July,  1862.  Acting  Master,  recommendation  of  ConuDandiog 
Officer,  28  April,  1864.    Resigned  4  February,  1867. 

Cottrell,  Josepli  T. 

Assistant  Surgeon,  8  April,  1864.    Resigned  23  June,  1866. 

Cottrell,  jr.  T. 

Mate,  15  October,  18C1.     Appointment  revoked  7  February,  1862 

Cottrell,  Simon  G. 

Acting  Third  Assistant  Engineer,  17  May,  18G4.  Ilunorably  discharged  7  Angivt 
1865. 

Cotts,  I>aTtd. 

Acting  Third  Assistant  Engineer,  6  January,  18G3.  Appointment  revoked  (SickO 
28  May,  1864. 

Conch,  George. 

Mate,  10  September,  1861.  Acting  Ensign,  2  August,  1864.  Honorably  di*- 
charged  14  October,  18G5. 

Conden,  Albert  R. 

Acting  Midshipman,  26  September,  1868.  Graduated  6  June,  1867.  Ensign,  18 
December,  1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 
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Ion,  John. 

Mate,  26  September,  1868.  Acting  Ensign,  17  January,  1864.  Honorably  di 
charged  21  October,  1865. 

mes,  Saniael  F. 

ABBiatant  Surgeon,  26  February,  1851.  Passed  Assistant  Surgeon,  9  April.  185 
Sorffeon,  26  April,  1861.  Medical  Inspector,  8  March,  1871.  Medical  Directo 
18  August,  1876. 

^Ooalsen,  William  €• 

Mate,  1  October,  1862.  Actine  Ensign,  19  September,  1868.  Acting  Master,  1 
July,  1864.    Honorably  discharged  20  November,  1865. 

^^•alter,  Henry  S. 

Surgeon's  Mate,  26  May,  1826.  Surgeon,  4  November,  1884.  Dismissed  26  D< 
cember,  1848. 

Coulter,  Mifflin. 

Surgeon's  Mate,  15  August,  1826.  Passed  Assistant  Surgeon,  8  March,  1885.  Su 
geon,  22  December,  1885.    Died  12  October,  1840. 

C««lter,  William  SC. 

Actinff  Second  Assistant  Engineer,  9  December,  1862.  Acting  Fir^t  Awistai 
Engineer,  12  }une,  1868.    Resigned  80  May,  1864. 

CMipland,  Charles. 

Appointed  Sailmaker,  18  October,  1820.    Resigned  22  August,  \'i'69. 

CMuiis,  Frank. 

Acting  Midshipman,  25  September,  1862.  Graduated  June,  1866.  Ensign,  1 
March,  1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Oiortn^r,  Anthony. 

Acting  Second  Assistant  Engineer,  26  September,  1868.  Honorably  discharged 
Norember,  1865. 

Ciortney,  Ciiarleft. 

Acting  Master,  21  January,  1862.  Honorably  discharged  4  March,  1866.  Actio 
Master,  17  May,  1866.    Mustered  out  31  December,  1867. 

Ceurtn^r,  James. 

Mate.  Resigned  11  May,  1868.  Mate.  15  August,  1863.  Acting  Ensigr,  12  D< 
cember,  1864.    Appointment  revoked  18  June,  1866. 

€«iuien89  John  H. 

Acting  Ensiffn,  29  October,  1862.  Acting  Master,  17  February,  1865.  Honorab) 
discharged  22  November,  1865. 

Comh,  Jobn. 

Appointed  Carpenter,  28  September,  1798.    Resigned  10  December,  1799. 

Covthony*  Joseph  P. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Died  at  Grand  Ecore,  Louisiani 
from  wounds  received  in  action,  4  April,  1864. 

CoTell*  Cbarles  SC. 

Assistant  Surgeon,  17  June,  1861.    Died  7  August,  1861. 

GsTeUf  Emerson  G. 

First  Assistant  Engineer,  21  May,  1847.    Died  28  December,  1847. 

CoTeri^  A.  M. 

Acting  First  Assistant  Engineer,  13  December,  1862.    Resigned  16  May,  1863. 

CoTinston,  Jobn  R. 

Appointed  Gunner,  1  May,  1824.    Died  4  November,  1840. 

Cowan^  Andrew. 

Appointed  Gunner,  20  May,  1800.    Resigned  4  September,  1800. 

Cowan*  John. 

Appointed  Midshipman,  17  December,  1810.     Died  at  Sea,  1814. 

Cowan,  Jobn  BI. 

Agfe^wg  Ensign,  28  February,  1868.    Honorably  discharged  20  October,  1865. 
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€owan,  I«einael  €• 

Mate,  2  March,  1865.    Honorably  discharged  2  June,  1865.    Mate,  10  April,  1 
Resigned  15  May,  1867. 

€owaii,  Wtlllam  €• 

Appointed  Gunner,  21  April,  1819.    Dismissed  18  July,  1828. 

€owaii,  Wtlllam  S. 

Appointed  Gunner,  2  August,  1880.    Died  14  September,  1881. 

Coward,  Henry. 

Mate,  27  December,  1861.  Resigned  80  October,  1862.  Mate,  17  January,  188t 
Resigned  24  February,  1864. 

€owden,  Samuel  !>• 

Appointed  Midshipman,  10  February,  1840.    Dismissed  5  August,  1842. 

Cowdery,  Jonathan. 

Surgeon's  Mate,  1  January,  1800.  Surgeon,  27  November,  1804.  Died  21  NoTem- 
ber,  1852. 

Cowel,  John  G. 

Appointed  Master,  21  January,  1809.  Died  of  wounds  received  in  action  18  April* 
1814. 

Cowell,  William  G. 

Acting  Ensign,  12  August,  1864.    Honorably  discharged  11  November,  1865. 

€owglll9  Warner  M. 

Midshipman,  80  September,  1868.  Graduated  2  June,  1868.  Ensign,  18  April, 
1869.    Master,  12  July,  1870.    Deserted  5  September,  1872. 

Gowie,  Georf^e,  Jr. 

Acting  Third  Assistant  Engineer,  28  May,  1864.  Acting  Second  Asaiatant  Ei^ 
neer,  22  April,  1865.  Honorably  discharged  19  December,  1865.  Second  Aaifiitr 
ant  Engineer,  9  July,  1870.  Passed  Assistant  Engineer,  8  December,  1878.  h 
service. 

Cowte,  James  W. 

Acting  Midshipman,  25  February,  1868.  GraAduated  6  June,  1867.  £ndgB,18 
December,  1868.    Lost  on  board  the  '*  Oneida^^''  24  January,  1870. 

Cowte,  Robert. 

Acting  Assistant  Surgeon,  1  December,  1862.  Honorably  discharged  18  April* 
1806.    Re-appointed  IS  February,  1867.    Discharged  1  June,  1808. 

Cowte,  Thomas  J. 

Assistant  Paymaster,  16  June,  1880. 

Cowing,  Seth  W. 

Acting  Ensign,  23  March,  1868.  Acting  Master,  80  May,  1865.  Honorably  dii- 
chargcd  1  October,  1867. 

Cowle,  Wtlllam  £. 

Acting  Second  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  H 
August,  1805. 

Cowles,  William. 

Cadet  Engineer.  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July,  1877.    Resigned  81  March,  1880. 

Cowles,  Walter  €. 

Midshipman,  22  Septemb^,  1869.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874.    Master,  2  August,  1879. 

Cowles,  William  Sheffield. 

Acting  Midshipman,  21  July,  1868.  Graduated  6  June,  1867.  Ensign,  18  Decem- 
ber, 1868.    Master,  21  March,  1870.    Lieutenant,  26  October,  1871. 

Cowley,  Charles. 

Acting  Assistant  Paymaster,  22  January,  1864.  Honorably  discharged  21  Sep- 
ber,  18G5. 

Cowling,  William. 

Mate,  7  December,  1861.    Appointment  revoked  27  June,  1862. 
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Rinnan,  Richard  H. 

Afisistant  Surgeon  17  September  1852.    Lost  at  Sea  in  the  ^^Albany.^^ 

Cowper,  Wllltam. 

Appointed  Lieutenant,  9  March,  1798.    Commander,  12  July,  1799.    Discharged 
under  Peace  Establishment  Act,  3  April,  1801. 

I^owrodt,  IjewlB. 

Appointed  Master^s  Mate,  11  August,  1819.    Resigned  1  October,  1820. 

iJox,  Albert  T. 

Acting  Third  Assistant  Engineer,  5  December,  1863.    Dismissed  25  October,  1865. 

:;ox9  Banlel  B. 

Acting  Third  Assistant  Engineer,  10  April,  1868.     Dismissed  20  May,  1865. 

/OX,  Edward  IC. 

Appointed  Midshipman,  6  April,  1799.    Lieutenant,  14  January,  1807.    Purser,  2 
March,  1820.    Died  14  August,  1845. 

Dox,  Edwin  B. 

Acting  Ensign,  20  December,  1802.    Honorably  discharged  8  August,  1865. 

Cox,  George. 

Appointed  Lieutenant,  15  June.  1799.    Commander,  27  May,  1804.    Resigned  8 
April,  1808. 

Cox,  George  G. 

Mate,  11  December,  1802.    Acting  Ensign,  20  June,  1864.    Honorably  discharged 
8  November,  1865. 

Cox,  James. 

Appointed  Midshipman,  28  August,  1799.    Last  appearance  on  Records  of  Navy 
Department,  10  May,  1801. 

Dox,  James  IB. 

Mate,  13  March,  1862.    Acting  Ensign,  4  August,  1862.    Died  at  Key  West,  Flor- 
ida, 81  August,  1864. 

3ox,  J.  E. 

Acting  First  Assistant  Engineer.    Appointment  revoked  23  November,  1865. 

/%x,  John  €• 

Acting  Ensign,  3  October,  1862.    Acting  Master,  on  recommendation  of  command- 
ing officer,  21  December,  1868.     Honorably  discharged  SO  May,  1865. 

^x,  John  F. 

Appointed  Midshipman,  80  June,  1799.    Discharged  under  Peace  Establishment 
Act,  12  October,  1801. 

^x,  John  S.  If  • 

Appointed  Midshipman,  6  July,  1798.    Lieutenant,  12  September,  1799.    Resigned 
26  April,  1804. 

)ox,  John  W. 

Appointed  Midshipman,  1   March,   1825.    Passed  Midshipman,  4  June,   1831. 
Lieutenant,  3  March,  1835.    Died  7  December,  1842. 

)ox,  Joseph. 

Carpenter,  29  May,  1834.    Retired  list,  21  December,  1861. 

^x,  Joseph  E. 

Caq>enter,  9  July,  1861. 

lox,  Maekall. 

Appointed  3Iidshipman,  date  not  known.    Resigned  2  January,  1799. 

!ox,  Samnel  J. 

Purser,  11  July,  1799.    Last  appearance  on  Records  of  Navy  Department. 

^x,  Wtlltam  B.,  Jr. 

Mate,  8  January,  1862.     Acting  Ensign,  10  November,  1864.    Honorably  dis- 
charged 16  December,  1865. 

oxe,  John  R* 

Appointed  Midshipman,  4  July,  1817.    Lieutenant,  28  April,  1826.    Resigned  29 
May,  1838. 
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€oxe,  J.  S. 

Appointed  Midshipman,  10  Janaary,  1815.    Died  30  June,  1822. 

€oxe,  RIcliard. 

Appointed  Midshipman,  1  March,  1825.    Resigned  13  June,  1882. 

tJoxe,  Richard  3. 

Appointed  Master,  23  June,  1812.    Died  18  April,  1822. 

€oxe,  William  S. 

Appointed  Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1818.    Caihiereif 
26  April,  1814. 

€oy9  Gbarles  H. 

Mate,  15  October,  1861.  Acting  Ensign,  16  January,  1868.  Acting  Master,  27 
January,  1864.  Acting  Volunteer  Lieutenant,  12  June,  1865.  Honorably  dis- 
charged 12  October,  1866. 

Coyle,  John  A. 

Appointed  Midshipman,  1  April,  1828.    Lost  in  the  "  Sylph^^  16  August,  18S1. 

Coyle,  Joseph  €• 

Acting  Ensign,  1  October,  1862.  Promoted  Acting  Master,  8  May,  1868.  Honoia- 
bly  discharged  28  September,  1865. 

Coyle,  ICIdiolas. 

Acting  Second  Assistant  Engineer,  6  August,  1862.  Acting  First  Assistant  Engi- 
neer, 20  June,  1868.    Died  on  ''Norwich;'  24  September,  1863. 

CoyM,  Thomas. 

Acting.  Third  Assistant  Engineer,  8  November,  1863.    Dismissed  5  May,  1865. 

Crabb,  Horace  IV. 

Midfi&ipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Msster, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  10  Maieh,  1861- 

Crabbe,  Thomas. 

Midshipman,  15  Noyember,  1809.    Lieutenant,  4  February,  1815.    Commander,  ^ 
March,  1835.    Captain,  8  September,  1841.    Commodore  on  Retired  list^  1  ^ 
July,  1862.    Hear- Admiral  on  Retired  list,  25  July,  1866.    Died  29  June,  1879 -- 

Craft,  Richard  P. 

Mate,  15  July,  1863.    Honorably  discharged  5  November,  1865. 

Crafts,  Nathaniel  W. 

Appointed  Master,  10  September,  1807.    Resigned  4  August,  1808. 

Crafts,  Samuel  P. 

Acting  Ensign,  19  December,  1862.    Acting  blaster,  14  Aueust^  1863.    Actini 

red 


Volunteer  Lieutenant,  6  April,  1865.    Honorably  discharged  5  December,  1( 

Craff^g,  H.  Wllklns. 

Third  Assistant  Engineer,  26  August,  1859.    Second  Assistant  Engineer,  26  Octr>-  i^ 
ber,  1861.    Dismissed  27  June,  1864.    Re-appointed  First  Assistant 
25  July,  1860.    Resigned  11  April,  1870. 

Crai^n,  William  H.  W. 

Acting  Ensign,  20  January,  1865.    Honorably  discharged  6  September,  1866. 

Craig,  Benjamin  F. 

Mate,  29  December,  1864.    Honorably  discharged  4  November,  1865. 

Craig,  B.  J. 

Mate,  30  January,  1862.    Dismissed  5  March,  1862. 

Craig,  Joseph  £dgar. 

Acting  Midshipman,  29  November,  1861.    Graduated  September,  1865. 
1  December,  1866     Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 

Craig,  J.  P.  B.  B. 

Appointed  Midshipman,  1  May,  1800.    Dismissed  5  July,  1805. 

Craig,  Philip  H. 

Carpenter,  25  March,  1873. 

Craig,  Bobert. 

Mate,  14  June,  1863.    Acting  Ensign,  28  July,  1864.    Honorably  diachanped  ^^ 
October,  1865. 
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?rmlg,  William. 

Gunner,  20  Jannsry,  1888.    Lost  in  the  **il2&any,^'  last  intelligence,  28  Septemoer, 
1854. 

^rmlg,  William. 

Acting  First  Assistant  Engineer,  9  October.  1862.    Dismissed  14  March,  1868. 

Jrmin,  Charles  €. 

Acting  Third  Assistant  Engineer,  26  February,  1864.    Honorably  discharged  25 
October,  1865. 

?rmin,  Walter  O. 

Midshipman,  27  October,  1814.    Passed  Midshipman,  10  August,  1847.    Resigned 

80  December,  1851. 

/rail,  George  A. 

Acting  Midshipman,  20  September,  1858.    Acting  Master,  20  June,  1862.    Dis* 
missed  20  Jamiary,  1868. 

}r«m,  Edwin  J. 

Acting  Third  Assistant  Engineer,  6  September,  1864.    Honorably  discharged  29 
July,  1865. 

^ramlMiiigli,  Samael  R. 

Midshipman,  20  February,  1868.    Graduated  2  June,  1868.    Resigned  29  June, 
1868. 

Tranter,  Frederick  A. 

Acting  Third  Assistant  Engineer,  8  July,  1868.    Acting  Second  Assistant  Engi- 
neer, 7  March,  1864.    Honorably  discharged  28  Noyember,  1865   . 

Cramer,  John. 

Appointed  Midshipman,  1  May,  1816.    Drowned  20  March,  1822. 

^randall,  Albert  A. 

Midshipman,  1  July,  1867.    Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Resigned  25  June,  1875. 

^nmdall,  diaries  S. 

Mate,  17  February,  1864.    Acting  Ensign,  17  February,  1864.    Honorably  dis- 
charged 22  Noyember,  1865. 

Randall,  F.  H. 

Mate,  17  October,  1861.    Acting  Ensign,  14  July,  1863.    Appointment  revoked 
12  January,  1866. 
Jrandall,  William  H. 

Mate,  12  December,  1861.    Resigned  4  September,  1862. 

>ane,  £lias  F. 

Mate,  9  February,  1864.    Acting  EDsign,  6  December  1804.    Honorably  dischariped 

81  October,  1865. 

[^rane,  Henry  A. 

Mate,  1  April,  1863.    Resigned  7  April,  1864. 

Oane,  J.  B. 

Mate.    Appointment  revoked  (Sick,)  10  July,  1863. 

Qrane,  I«eniael  G. 

Acting  Master,  22  May,  1861.    Resigned  23  January,  1863. 

Drane,  William  X. 

Appointed  Midshipman,  23  May,  1799.    Lieutenant,  20  July,  1808.    Commander, 
4  March,  1813.    Captain,  22  November,  1814.    Died  18  March,  1846. 

Craney,  William. 

Appointed  Midshipman,  11  January,  1832.    Passed  Midshipman,  23  June,  1838. 
Dismissed  31  May,  1839. 

Craney,  William. 

Appointed  Midshipman,  3  September,  1841.    Resigned  15  February,  1842. 

Cranston,  Charles. 

Acting  Second  Assistant  Engineer,  9  August,  1862.    Acting  First  Assistant  Engi- 
neer, 8  July,  1863.    Honorably  discharged  21  March,  1868. 
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Cranston,  Robert,  Jr. 

Appointed  Midi^ipman,  1  January,  1812.  Last  appearance  on  Records  of  Ka?^ 
Department,  28  March,  1815.    Dismissed. 

Crapo,  Robert  B. 

Mate,  26  Jmie,  1862.    Dismissed  15  May,  1868.    Acting  Ensign,  18  October,  1 
Honorably  discharged  17  October,  1867. 

Crary,  Charles  W. 

Acting  Assistant  Paymaster,  29  December,  1864.    Honorably  discharged  10 

bar,  1865. 

Crary,  John  S. 

Acting  Third  Assistant  Engineer,  26  February,  1862.    Resigned  80  April,  1808. 

Crary,  I«odowiek  W. 

Appointed  Midshipman,  1  January,  1812.    Last  appearance  on  Records  of 
Department,  28  May,  1815. 

CraTon,  Alfi*ed. 

Acting  Midshipman,  24  July,  1868.      Graduated  6  June,  1867.     Ensign,    'X.S 
December,  1868.    Master,  21  March,  1870.    Resigned  12  September,  1870. 

CraTen,  Charles  H. 

Acting  Midshipman,  20  September,  1860.  Midshipman.  Ensign*  28  May,  180JL 
Master,  10  November,  1865.  Lieutenant,  10  November,  1866.  Lieatenaat-OoaoEi- 
mander,  12  March,  1868. 

CraTen,  John  £• 

Cadet  Midshipman,  24  September.  1874.    Graduated  4  June,  1880. 

CraTen,  H.  Smith. 

Civil  Engineer,  12  March,  1879. 

Craren,  Ishl. 

Appointed  Midshipman,  16  January,  1809.    Resigned  18  October,  1800. 
Craren,  Thomas  T. 

Midshipman,  1  May,  1822.    Passed  Midshipman,  24  May,  1828.    Lieutenant,  S^ 
May,  1880.    Commander,  16  December,  1852.    Captain,  7  June,  1861.    CtooK 
modore,  16  July,  1862.    Rear- Admiral,  10  October,  1866.    Retired  list,  80  De^ 
ber,  1869. 

Craren,  Tnnis. 

Purser,  15  August,  1812.    Appointment  revoked  6  March,  1818. 

Craren,  Tunis  A.  M. 

Midshipman,  2  February,  1829.    Passed  Midshipman,  8  July,  1885.    Lieutenant,  8 
September,  1841.    Commander  24  April,  1861.    Died  5  August,  1864. 

Crawford,  Charles  A. 

Mate,  21  November,  1861.    Dismissed  27  May,  1863. 

Crawford,  Charles  A. 

Acting  Third  Assistant  Engineer,  1  November,  1864.    Resigned  27  May,  1865. 

Crawford,  JD.  R. 

Appointed  Midshipman,  9  December,  1881.    Passed  Midshipman,  15  June,  1887. 
Drowned  26  July,  1841. 

Crawford,  Edicar  F. 

Mate,  18  January,  1865.    Appointment  revoked  8  Juno,  1868. 

Crawford,  Georice  A. 

Chaplain,  10  May,  1870. 

Crawford,  C^eorg^e  W. 

Acting  First  Assistant  Engineer,  18  April,  1868.    Resigned  20  January,  1864. 

Crawford,  James. 

Acting  Master,  27  February,  1862.    Appointment  revoked  (physically  disqualified) 
7  March,  1862. 

Crawford,  John. 

Acting  Third  Assistant  Engineer,  10  October,  1862.    Dismissed  80  April,  1864. 
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^^wford,  John  J. 

Acting  Second  Assistant  Engineer,  10  June,  1864.    Dismissed  81  August,  1864. 

K*awford,  Johnson. 

Acting  Third  Assistant  Engineer,  11  April,  1864.  Appointment  reyoked  (Sick,) 
26  May,  1865. 

rawford,  J.  Q.  A. 

Appointed  Midshipman,  17  February,  1840.    Dismissed  19  December,  1846 

rawford,  Millard  H. 

Assistant  Surgeon,  1  November,  1876. 

rawford,  Robert. 

Third  Assistant  Engineer,  1  July,  1863.  Second  Assistant  Engineer,  25  July,  1866. 
Passed  Assistant  Engineer,  20  Fcbruai^,  1874.    In  service. 

rairford,  Thomas. 

Mate,  18  January,  1864.    Honorably  discharged  20  August,  1865. 

rawford,  William  H. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  9  December,  1864.    Honorably  discharged  15  August,  1865. 

rawford,  William  H. 

Third  Assistant  Engineer,  19  February,  1868.  Second  Assistant  Engineer,  20 
Jane,  1864.    Resigned  80  April,  1868. 

rean,  John. 

Appointed  Midshipman,  1  February,  1814.    Resigned  18  October,  1814. 

Tee,  Joseph  €. 

Acting  Third  Assistant  Engineer,  1861.  Acting  Second  Assistant  Engineer,  18 
Mav,  1863.  Acting  First  Assistant  Engineer,  9  June,  1864.  Honorably  dis- 
charged 15  July,  1866. 

hreeejr,  Ijnther. 

Appointed  Midshipman,  10  November,  1835.     Resigned  10  August,  1836. 

^rcevy,  James. 

Acting  Third  Assistant  Engineer,  25  July,  1863.  Honorably  discharged  25  Novem- 
ber, 1865. 

^reerey,  William  S. 

Acting  Assistant  Paymaster,  8  October,  1863.    Died  at  Sea,  1864. 

^regier,  John  H. 

Mate.     Dismissed  8  July,  1862. 

>eififhton,  James  M. 

Mate,  7  March,  1870.    In  service. 

!;reighton,  J.  Blakeley. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  16 
December,  1852.  Lieutenant,  9  October,  1853.  Commander,  23  September, 
1862.    Captain,  26  November,  1868.    Commodore,  9  November,  1874. 

?reighton,  John  O. 

Appointed  Midshipman,  25  June,  1800.  Lieutenant,  24  February,  1807.  Com- 
mander, 24  July,  1813.     Captain,  27  April,  1816.    Died  13  October,  1838. 

Ireighton,  Joseph. 

Mate,  19  July,  1862.    Discharged  18  October,  1863. 

!renshaw,  J.  W. 

Appointed  Midshipman,  1  April,  1826.    Resigned  6  November,  1827. 

'renshaw,  F.  M. 

Appointed  Midshipman,  1  December,  1827.     Died  2  October,  1828. 

resap,  James  €. 

Midshipman,  24  June,  1867..  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Mastepv  30  September,  1876. 
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Cresper,  William. 

Appointed  Master,  24  June,  1799.  Lieutenant,  3  September,  1800.  DisduLig 
under  Peace  Establishment  Act,  17  July,  1801 

Creasy,  Josiah  P. 

Acting  Volunteer  Lieutenant,  12  August,  1861.    Dismissed  18  July,  180d. 

Cressjr,  William  J. 

Mate,  6  January,  1868.    Resigned  14  May,  1868. 

Creasy,  W.  K. 

Acting  Master,  81  August,  1861.  Acting  Volunteer  Lieutenant  at  captorea 
"  Warrior;'  20  November,  1863.  Died  at  Navy  Yard,  New  York,  28  Octok 
1864. 

Crillon,  Cbarles. 

Appointed  Midshipman,  1  December,  1824.    {See  Barton,) 

Crimmon,  MaUbew. 

Mate,  81  October,  1862.    Resigned  24  May,  1864. 

Crippen,  Thomas. 

Appointed  Sailmaker,  9  June,  1808.    Resigned  19  May,  1808. 

Crisel,  Newton. 

Appointed  Midshipman,  15  June,  1838.    Dropped  in  1840. 

Crissey,  £dwin. 

Acting  Ensign,  24  January,  1868.  Acting  Master  on  recommendation  of  Gommaai 
ing  Officer,  1  June,  1864.    Resigned  17  May,  1865.    Boatswain,  4  January,  187 

Critchell,  Robert  S. 

Mate,  8  September,  1863.    Honorably  discharged  4  September,  1865. 

Crocker,  Adolpbns  C. 

Acting  Third  Assistant  Engineer,  3  March,  1864.    Resigned  12  May,  189S. 

Crocker,  Charles  T. 

Appointed  Midshipman,  30  November,  1887.    Dismissed  19  Noyember,  1844. 

Crocker,  £dward. 

Boatswain,  16  June,  1828.    Died  22  July,  1858. 

Crocker,  £dward  P. 

Mate,  7  July,  1863.    Mate,  3  November,  1865.    Appointment  reyoked  2  Decemb 

1865. 

Crocker,  Frederick. 

Acting  Master,  27  May,  1801.  Resigned  29  November,  1861.  Re-appointed 
February,  1862.  Acting  Volunteer  Lieutenant,  for  gallantry,  29  Noyomb 
1862.  Acting  Volunteer  Lieutenant-Commander,  for  faithful  and  meritorio 
services  during  rebellion,  1  May,  1865.    Honorably  discharged  2  October,  18( 

Crocker,  Frederick  William. 

Acting  Midshipman,  26  September,  1862.    Graduated  June,  1866.    Ensign, 
March,  1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Crocker,  James  G. 

Mate,  9  May,  1862.    Died  17  October,  1864. 

Crocker,  James  M. 

Mate,  15  November,  1861.  Acting  Ensign,  14  August,  1862.  Honorably  d 
charged  14  September,  1865. 

Crocker,  Jonatiiaii  W. 

Acting  Ensign,  2  February,  1864.    Honorably  discharged  7  September,  1865. 
Crocker,  Xiles  T. 

Acting  Ensign,  9  August,  1864.    Honorably  discharged  24  October,  1865. 

Crocker,  Tiiomas  91 . 

Gunner,  14  May,  1844.    Died  23  January,  1859. 

Crockett,  £• 

Acting  Master,  27  February,  1862.    Appointment  revoked  21  March,  1862. 
Crockett,  A.  y. 

Acting  Ensign,  21  November,  1864.    Honorably  discharged  19  July,  1865. 
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Appointed  Master,  17  August,  1814.    Resigned  5  October,  1815. 

^^^IIU  Tbomas  F. 

Acting  Assistant  Paymaster,  22  June,  1864.  Honorably  discharged  12  November, 
1865. 

Corollas,  Selmstian. 

Third  Assistant  Engineer,  1  July,  1861.  Resigned  18  August,  18C2.  Acting 
Second  Assistant  Engineer,  14  February,  1868.  Acting  First  Assistant  Engi- 
neer, 20  September,  1868.    Resigned  10  October,  1868. 

C^romaek,  William. 

Mate,  14  April,  1864.    Resigned  12  May,  1865. 

Oomwell,  Bartlett  J. 

Midshipman,  21  September,  1857.  Midshipman,  1  June,  1861.  Acting  Master,  5 
September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-(}ommander,  25  July, 
1866.    Commander,  24  October,  1S74. 

Oromwell,  Charles* 

Appointed  Master,  date  not  known.    Resigned  18  January,  1800. 

Oomwell,  Charles. 

Appointed  Master,  21  April,  1814.    Discharged  28  March,  1815. 

Oromwelly  Joseph  H. 

Acting  Ensign,  26  July,  1864.    Honorably  discharged  13  July,  1865. 

Cronan,  John. 

Acting  Carpenter,  18  April,  1868.    Resigned  11  November,  1865. 

Crone,  Bernard. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  81  May,  1866. 

C^onin,  Cornelius* 

Mate,  9  July,  1866.    Gunner,  20  November,  1873. 

^>^nin«  Francis* 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  21  October, 
1861.    First  Assistant  Engineer,  20  May,  1868.    Resigned  10  November,  1865. 

^^onln,  John. 

Mate,  22  October,  1863.  Acting  Ensign,  1  January*,  1865.  Honorably  discharged 
4  November,  1865. 

^ronin,  Michael  J. 

Acting  Ensign,  16  April,  1863.  Acting  Master,  24  November,  1868.  Honorably 
discharged  21  November,  1865. 

Oronin,  Thomas  H. 

Third  Assistant  Engineer,  20  May,  1857.  Second  Assistant  Engineer,  8  August, 
1859.    Died  8  December,  1801. 

^^i^nk,  Charles  W* 

Acting  Second  Assistant  Engineer,  10  October,  1863.  Appointment  revoked 
(Sick,)  17  October,  1863.  Acting  Second  Assistant  Engineer,  21  November, 
1863.  Acting  First  Assistant  Engineer,  29  October,  1804.  Honorably  dis- 
charged 22  December,  1868. 

^ronk,  Tolney. 

Acting  Second  Assistant  Engineer,  22  August,  1862.  Honorably  discharged  18 
September,  1865. 

^i*onmiller,  Thomas  li.  P. 

Assistant  Surgeon,  28  June,  1852.     Dropped  13  May,  1858. 

^ronthers,  James  A. 

Acting  Second  Assistant  Engineer,  11  August,  1864.  Honorably  discharged  25 
July,  1865. 

€ronyn,  W.  J. 

Acting  Assistant  Surgeon,  12  December,  1878. 

Crocker,  Charles  A* 

Acting  Master,  80  August,  1861.    Honorably  discharged  8  January,  1866. 
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Crooker,  Thomas  M. 

Master's  Mate,  8  March,  1841.    Gunner,  14  May,  1844.    Died  28  January,  1859. 

Crooks,  James. 

Acting  Third  Assistant  Engineer,  81  August,  1863.     Honorably  dischaiged 
December,  1865. 

Croosman,  Alex.  F. 

Acting  Midshipman,  2  October,  1851.    Midshipman,  9  June,  1855.    Passed  Mi< 
bUipman,  15  April,  1858.    Master,  28  June,  1860.    Lieutenant,  28  Noyembe'^  ^ 
1860.    Lieutenant-Commander,   16    July,  1862.     Commander,    1   July,    ISTSfr^ 
Drowned  12  April,  1872. 

Croowinskleld,  Jaeob. 

Midshipman,  11  March,  1815.    Lieutenant,  15  January,  1825.    Comnumder,  8 
tember,  1841.    Died  15  July,  1849. 

Cropper,  S.  Preston. 

Acting  Third  Assistant  Engineer,  6  April,  1865.    Honorably  dischaiged  10  Mr^j 
1866. 

Crosby,  Atwood. 

Acting  Assistant  Surgeon,  27  June,  1864.    Resigned  81  May,  1865. 

Crosby,  Edward  JD. 

Purser,  13  September,  1841.    Died  20  December,  1846. 

Crosby,  Ell. 

Third  Assistant  Engineer,  22  September,  1849.    Second  Assistant  Engineer^  26 
February,  1851.    Died  24  January,  1854. 

Cr<MBby,  Freeman  H. 

Midshipman,  80  July,  1866.    Graduated  7  June,  1870.     Ensign,  13  July,  187i  — 
Master,  8  November,  1874. 

Crosby,  Haskell. 

Acting  Ensign,  26  December,  1862.    Honorably  discharged  21  September,  1865. 

Crosby,  Henry. 

Mate,  8  June,  1863.    Dismissed  18  November,  1864. 

Crosby,  James  E. 

Mate,  81  August,  1863.    Died  on  "  Honduras,''  9  July,  1864. 

Crosby,  Jobn. 

Boatswain,  8  February,  1848.    Resigned  18  September,  1854. 

Crosby,  John  K. 

Acting  Master,  15  April,  1862.    Honorably  discharged  16  September,  1865. 

Crosby,  Joshna  W. 

Acting  Master,  23  April,  1862.    Honorably  discharged  14  September,  1865. 

Crosby,  Pleree. 

Midshipman,  5  Jime,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  4  NoYem- 
bcr,  1852.  Lieutenant,  8  September,  1858.  Commander,  22  September,  1862. 
Captain,  27  May,  1868.    Commodore,  8  October,  1874. 

Crosby,  Thomas  JD. 

Acting  Second  Assistant  Engineer,  16  November,  1863.  Honorably  dischaiVFed 
16  February,  1868. 

Crosby,  Warren  J. 

Mate,  5  March,  1862.  Acting  Ensign,  1  July,  1864.  Honorably  discnarged  21 
October,  1865. 

Crosby,  Hill  lam  B.,  Jr. 

Acting  Assistant  Paymaster,  7  August,  1868.    Resigned  28  December,  1864 

Cro^loy,  S.  M. 

Mate,  14  September,  1863.    Resigned  18  Marcn,  1871. 

Crosmon,  ]Velson  E. 

Acting  Third  Assistant  Engineer,  25  May,  1864.    Resigned  (Sick,)  11  March,  1865. 
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^^<MW,  Elliot  W. 

Acting  Third  Assistant  Engineer,  28  March,  1864.    Honorably  discharged  28  June, 
1865. 

C;«-o08,  George. 

Appointed  Captain  10  September,  1798.    Discharged  under  Peace  Establishment 
Act,  date  not  known. 

C^ross,  J.  Arnold. 

Acting  Ensign,  7  Noyember,  1868.    Honorably  discharged  2  August,  1865. 

C7ro0S,  John  €. 

Third  Assistant  Engineer,  8  December,  1862.    Second  Assistant  Engineer,  8  April, 
1864.    Resigned  21  June,  1865. 

C^roBS,  John  W. 

Acting  Second  Assistant  Engineer,  18  November,  1861.    Resigned  6  November, 
1862. 

C?ro«8,  Joseph. 

Appointed  Midshipman,  9  June,  1811.    Lieutenant,  27  April,  1816.     Died  10  Feb- 
ruarv,  1834. 

ar 

C^roAs,  J.  Wesley. 

Acting  Third  Assistant  Engineer,  25  September,  1868.    Honorably  discharged  7 
October,  1868. 

CTroM,  Robert  H. 

Gunner,  23  April,  1858 

C^ro«s,  Samnel. 

Gunner,  4  January,  1862.    Dismissed  10   September,  1862.    Gunner,  27  August, 
1872. 

^^rofius,  Thomas  H. 

Acting  Third  Assistant  Engineer,  21  October,  1863.    Honorably  discharged  26 
July,  1865. 

^fOBsan,  Thomas  M. 

Midshipman,  1  July,  1836.    Passed  Midshipman,  1  July,  1842.    Master.     Lieuten- 
ant,  6  April,  1849.    Resigned  1  September,  1857. 

^I'ossman,  James  A. 

Acting  Ensign,  14  December,  1863.    Honorably  discharged  23  August,  1865. 

^>oton,  Charles. 

Mate,  22  October,  1862.     Resigned  15  May,  18G5. 

^'row,  Henjamln. 

Appointed  Sailmaker,  5  May,  1826.     Died  31  March,  1845. 

^■*ow9  James. 

Appointed  Midshipman,  15  November,  1809.     Resigned  l.'j  December,  1810. 

Crowell,  JDaTid  H. 

Acting  Master,  22  November,  1861.    Resigned  10  May,  1803. 

Oowell,  Erastns. 

Acting  Master,  26  August,  1861.     Resigned  19  October,  1861. 

Crowell,  €j(eorge  W. 

Acting  Master,  6  December,  1861.    Dismissed  17  September,  1862. 

Crowell,  Isaiah  £. 

Sailmaker,  3  January,  1862. 

Crowell,  Joseph  W. 

Acting  Ensign,  81  August,  1863.    Honorably  discharged  21  August,  1865. 

Crowell,  Iierl. 

Acting  Master,  7  December,  1861.    Honorably  discharged  29  January,  1866. 

Crowell,  Miner  B. 

Acting  Master,  18  January,  1862.     Acting  Volunteer  Lieutenant,  for  good  service, 
16  March,  1864.    Honorably  discharged  18  December,  1865. 
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Crowley,  Cbarles  E. 

Midshipman,  16  January,  1809.    Lieatenant,  9  December,  1814.    Died  ftt 
ton,  South  Carolina,  16  August,  1850. 

Crowley*  John. 

Appointed  Carpenter,  28  October,  1811.    Dismissed  26  September,  1812. 

Crowley,  John. 

Boatswain,  11  January,  1876.    Appointment  revoked  7  February,  1876. 

Crowinshield,  Arrant  S*  j 

Acting  Midshipman,  25  September,  1860.  Graduated  28  May,  1868.  Ensign.  ^^ 
June,  1863.  Master,  10  November,  1865.  Lieutenant,  10  November,  185^-^ 
Lieutenant-Commander,  ^2  March,  1868.    Commander,  25  March,  1880. 

Crowninshield,  William  W. 

Acting*Ensign,  21  January,  1863.    Acting  Master,  for  good  service,  10  December     ^\ 
1868.    Acting  Volunteer  Lieutenant,  17  May,  1865.    Honorably  diachaiged 
October,  1868. 

Crozetv  J.  B. 

Mate,  8  November,  1869.    Resigned  23  November,  1872. 

Crnft,  John. 

Appointed  Lieutenant,  15  October,  1798.    Commission  returned. 

Cmger   Edward  Martiiftean* 

Acting  Midshipman,  80  July,  1863. 

Crammey,  ThomaSo 

Third  Assistant  Engineer,  21  April,  1862.    Resigned  5  September,  186(1. 

Cramp,  C^eorg^e  T. 

Appointed  Midshipman,  2  February,  1829.    Died  12  April,  1882. 

Cramp,  Richard. 

Appointed  Midshipman,  20  June,  1806.    Dismissed  18  February,  1808. 

erase,  Peter  IX. 

Acting  Master,  14  September,  1861.    Resigned  17  June,  1868. 

Cruse,  Samnel  C* 

Acting  Master,  18  October,  1861.    Honorably  discharged  5  February,  1866. 

Cryg^er,  John  W. 

Cadet  Engineer,  1  October,  1874.    Graduated  10  June,  1879. 

Cnddy,  William. 

Sailmaker,  2  March,  1872. 

Cndworth,  William. 

Appointed  Midshipman,  16  January,  1809.    Resigned  17  November,  1809. 

Cnlbert,  Edward. 

Mate,  23  January,  1863.    Honorably  discharged  29  August,  1868. 

Cnlbertoon,  C.  J. 

Mate,  17  September,  1861.    Discharged  7  April,  1862. 

Cnlbertson,  James. 

Appointed  Boatswain,  1  January,  1817.     Last  appearance  on  Records  of  Naff 
Department  for  1820. 

Cnlbertson,  Wilson  S. 

Mate,  4  April,  1864.    Honorably  dis(;harged  18  November,  1865. 

Cnlbreth,  Oeorg^e  S. 

Assistant  Burgeon,  18  June,  1866.    Passed  Assistant  Surgeon,  14  December,  186ft, 
Surgeon,  81  December,  1876.     Lost  on  "  ZZwro/i,"  24  November,  1877. 

Callaton,  John. 

Mate,  28  June,  1862.    Acting  Ensign,  25  February,  1868.    Resigned  9  June,  1865. 

Cnllen,  £zekiel  W. 

Purser,  4  June,  1857.    Resigned  11  May,  1858. 

Cnllen,  John. 

Acting  Second  Assistant  Engineer,  13  August,  1863.    Resigned  6  October,  1868. 
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Cnnnlngbam,  Hagh. 

Acting  Third  Assistant  Engineer,  6  March,  1865.    Honorably  discharged  4  Octo-  _ 

ber,  1865. 

Cunning^ham,  James. 

Mate,  24  Janaarj,  1863.    Honorably  discharged  29  October,  1865. 

Cnnninghain,  John  G.  • 

Acting  Third  Assistant  Engineer,  4  September,  1864.    Dismissed  80  April,  1867.      «f 

Cunningham,  John  S. 

Purser,  13  March,  1857.    Pay  Inspector,  8  March,  1871.    Pay  Director,  14  October,     ,^-, 

1871. 

Cunningham,  Patrick  Thomas. 

Midshipman,  26  September,  1863.    Graduated  6  June,  1867.    Ensign,  18  Decem- 
ber, 1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871.    Resigned 
November,  1872. 

Cunningham,  Robert  B. 

Midshipman,  80  November,  1814.    Lieutenant,  18  January,  1825.    Commander,  ^^&  8 
September,  1841.    Captain,  14  September,  1855.    Died  18  March,  1861. 

Cunningham,  Thomas  A. 

Acting  Third  Assistant  Engineer,  26  January,  1864.     Died  on  **Merr%mac^^  "*      2 
July,  1864. 

Cunningham,  Thomas. 

Acting  Third  Assistant  Engineer,  3  May,  1859.    Second  Assistant  Engineer,  1         ^ 
May,  1861.    First  Assistant  Engineer,  20  May,  1863.    Resigned  16  Novembe       ^« 
1866. 
Cunningham,  T.  S. 

Appointed  Midshipman,  15  November,  1809.     Lieiilenant,  9  December,  181' 
Resigned  21  April,  1827. 

Cunningham,  W. 

Appointed  Gunner,  11  August,  1819.    Died  in  1823. 

Curley,  M.  £• 

Acting  Carpenter,  6  May,  1865.    Honorably  discharged  6  August,  1865. 

Curran,  James. 

Acting  Third  Assistant  Engineer,  7  July,  1863.    Appointment  revoked  (Sick 'mJ 

10  February,  1864. 

Curran,  James. 

Acting  Second  Assistant  Engineer,  26  April,  1866.    Mustered  out  24  July,  1867. 

Curran,  James. 

Acting  Third  Assistant  Engineer,  15  September,  1864.    Acting  Second  Assistaxi^ 
Engineer,  22  February,  1865.    Honorably  discharged  13  November,  1865. 

Curran,  Sanford. 

Acting  Thiid  Assistant  Engineer,  28  December,  1863.     Died  on  **  TaUahatchie^''  7^ 
April,  1865. 

Currier,  OliTer  C. 

Mate,  31  August,  1864.    Honorably  discharged  19  December,  1865. 

Currier,  W.  A. 

Mate,  4  April,  1862.    Dismissed  20  August,  1863.    Mate,  27  Noyember,  1868. 
Appointment  revoked  (Sick,)  14  October,  1864. 

Curry,  JDaTid  H. 

Acting  Carpenter,  1  October,  1862.    Resigned  30  May,  1864. 

Curtis,  Andrew. 

Acting  Ensign,  14  May,  1864.    Honorably  discharged  12  August,  1865. 

Curtis,  Asa. 

Gunner,  1  March,  1825.    Died  at  "  Hio  de  Janerio,''  11  September,  1858. 

Curtis,  Caleb  A. 

Acting  Master,  23  September,  1861.    Resigned,  accepted  with  regrets  of  the  De* 
partment,  2  December  1863. 
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^^^^rtlfi,  Cicero  B. 

Acting  Second  Assistant  Engineer,  17  October,  1863.    Honorably  discharged  15 
^^^  August,  1865, 

^  ^rtls,  Clinton  K. 

Midshipman,  28  September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  25  November,  1872.    Lieutenant,  80  June,  1876. 

^>iirtifi,  David  G. 

Acting  Assistant  Surgeon,  19  September,  1864.  Honorably  discharged  24  August^ 
1865. 

^^nrtis,  Edward* 

Third  Assistant  Engineer,  21  October,  1861.    Resigned  11  February,  1803. 

Courtis,  Frederick  R. 

Acting  Assistant  Paymaster,  19  October,  1861.  Assistant  Paymaster,  1 2  J  u1  y,  1 862. 
Died  on  "Potm^j,"  17  April,  1863. 

Curtis,  G.  G. 

Acting  Ensign,  8  June,  1864.    Honorably  discharged  8  November,  1865. 

Curtis,  Henry  F. 

Acting  Ensign,  28  May,  1864.    Honorably  discharged  15  November,  1865. 

Curtis,  James  F. 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  1  April,  1818.  Resigned  19 
April,  1824. 

Courtis,  Roniaine  J. 

Acting  Assistant  Surgeon,  8  May,  1864.    Honorably  discharged  21  October,  1865. 

^I^nrtis,  Samnel. 

Acting  Master,  22  January,  1862.    Honorably  discharged  2  February,  1866. 

urtis,  Staeey. 

Appointed  Sailmaker,  23  April,  1818.    Resigned  21  June,  1815. 

urtis,  Tliomas  B. 

Appointed  Midshipman,  28  September,  1812.    Resigned  13  November,  1823. 

^^^^^^srtis,  William  K.  H. 

Acting  Ensign,  8  September,  1864.    Honorably  discharged  14  July,  1865. 

irlis,  W.  Seott. 

Mate,  19  March,  1862.    Dismissed  4  April,  1863. 

'arwen,  Henry. 

Acting  Ensign,  1  July,  1864.    Honorably  discharged  4  June,  18G5. 

^^ashing,  Caleb. 

Appointed  Master,  18  August,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  August,  1812. 

^^usliing,  Charles  €. 

Acting  Ensign,  on  Admiral  Lee's  Staff,  7  November,  18G4.  Honorably  discharged 
3  October,  1865. 

fyosbing,  £dninnd  H. 

Acting  Assistant  Paymaster,  30  June,  1863.  Passed  Assistant  Paymaster,  23  July, 
1866.  Paymaster,  16  September,  1868.  Died  on  the  "  Tu8car<yra,''  11  Marcb 
1869. 

Cnshing,  Henry. 

Acting  Assistant  Paymaster,  29  July,  1862.    Discharged  3  October,  18C5. 

Cashing,  Milton  B. 

Acting  Assistant  Paymaster,  20  August,  1864.  Passed  Assistant  Paymaster  28 
July,  1866.    Paymaster,  12  March,  1869. 

ensiling,  Samuel  W. 

Appointed  Midshipman,  28  August,  1799.  Last  ap])carance  on  Records  of  Navy 
Department,  12  September,  1799.    Killed  in  a  duel. 

ensiling,  Steplien. 

Acting  Assistant  Surgeon,  11  June,  1864.  Honorably  discharged  10  October, 
1865. 
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Onshing,  Thomas  B. 

Acting  Assistant  Paymaster,  14  August,  1868.    Resigned  0  March,  1866. 

Cashing,  T.  J.  H. 

Surgeon's  Mate,  23  January,  1809.    Dismissed  5  March,  1810.    Surgeon's  Matt, 
10  December,  1814.    Died  1  June,  1817. 

Cashing,  William  Barker* 

Acting  Midshipman,  25  September,  1857.  Resigned  28  March,  1861.  Actiog  . 
Master's  Mate,  1861.  Lieutenant,  16  July,  1863.  Lieutenant-Commander,  27  ^ 
October,  1864.    Commander,  81  January.  1*872.    Died  17  December,  1874. 

Cashman,  Alex* 

Mate,  22  March,  1862.    Dismissed  15  March,  1864. 

Cashman,  Ansell. 

Appointed  Master,  26  May,  1812.    Dismissed  9  January,  1818. 

Cashman,  Charles  F. 

Gunner,  7  April,  1856.    Died  14  December,  1856. 

Cash  man,  Charles  H* 

Midshipman,  24  March,  1849.  Passed  Midshipman,  12  June,  1855.  Maater,  1_^| 
September,  1855.  Lieutenant,  8  Februarv,  1^$56.  Lieutenant-Commander,  l^^l 
July,  1862.    Commander,  25  July,  1866.     Retired  list,  24  April,  1877. 

Cashman,  George  P. 

Gunner,  18  December,  1861. 

Cashman,  Walter  S. 

Acting  Assistant  Paymaster,  27  September,  1862.     Resigned  12  May,  1864. 

Cashman,  William  H. 

Third  Assistant  Engineer,  2  August.  1855.  Second  Assistant  Engineer,  21  Ju-I  ly, 
1858.  First  Assistant  Engineer,  3  August,  1859.  Chief  Engineer,  16  Qctobw  or, 
1861. 

Cashman,  W.  S* 

Appointed  Midshipman,  16  February,  1841.    Resigned  81  July,  1847. 

Cathash,  Edward* 

Surgeon,  24  June,  1799.    Resigned  10  June,  1829. 

Cathash,  William. 

Appointed  Midshipman,  9  December,  1800.    Resigned  20  Novembor,  1805. 

Catchin,  Bohert* 

Appointed  Master,  30  January,  1809.    Dismissed  8  November,  1818. 

Cathhert,  Ijachlan. 

Appointed  Midshipman,  1  January,  1812.    Died  2  September,  1820. 

Cathhert.  Wayland. 

Third  Assistant  Engineer,  24  August,  1861.    Second  Assistant  Engineer,  31  Aj^' 
1863.     Resigned  22  August,  1864. 

Cnthhertson,  James. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  28 
ber,  1865. 

Cathhat,  B.  A. 

Appointed  Midshipman,  24  July,  1807.     Struck  off  4  September,  1808. 

Catler,  Alfred. 

Appointed  Midshipman,  1  January,  1825.     Resigned  8  March,  1826. 

Catler,  Amos. 

Appointed  Sailmaker,  24  June,  1817.     Resigned  in  October,  1820. 

Catler,  James. 

Acting  Third  Assistant  Engineer,  1  October,  1 862.    Acting  Second  AsBistaat 
gineer,  24  August,  1863.     Honorably  discharged  4  November,  1865. 

Catler,  William  F. 

Acting  Third  Assistant  Engineer,  28  August,  1864.    Resigned  19  May,  1865, 
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C:?aller,  William  G. 

Midshipman,  22  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

Ontter,  C^eorge  F. 

Purser,  5  June,  1844.  Pay  Director,  8  March,  1871.  Paymaster  General,  18  No- 
yember,  1877. 

OvCter,  RencMdear. 

Acting  First  Assistant  Engineer,  27  February,  1863.  Honorably  discharged  18 
NoYember,  1865. 

Chntter,  WllUani. 

Appointed  Midshipman,  15  November,  1809.  Last  appearance  on  Records  of 
Navy  Department 

Cutting,  John  B. 

Appointed  Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831. 
Lieutenant,  22  December,  1885.    Died  20  May,  1843. 

CwkUrn^  Angnstas. 

Appointed  Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1825.  Died 
12  June,  1829. 

d^iitto,  diaries  £. 

Appointed  Midshipman,  3  November,  1818.    Died  7  September,  1824. 

Appointed  Midshipman,  18  June,  1812.    Resigned  1  July,  1820. 

Ontto,  Joseph,  Jr. 

Appointed  6  December,  1814.  Lieutenant,  13  January,  1825.  Died  26  September, 
1834. 

^^utts,  Blehard  Maleolm. 

Acting  Midshipman,  22  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

^>«tts,  Walter  €. 

Appointed  Midshipman,  4  March,  1823.    Dismissed  17  May,  1833. 

^^>«yler,  Richard  M. 

Mid^ipman,  28  April,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  9  June, 
1858.    Lieutenant,  20  February,  1854.    Resigned  20  December,  1859. 

-^Hbnejr,  Albert  J. 

Midshipman,  1  October,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  6  April,  1875. 

^Hbney*  George. 

Midshipman,  9  November,  1799.  Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act 

^Hbney,  C^eorge. 

Midshipman,  80  March,  1802.    Resigned  12  April,  1805. 

*Hbnejr,  T.  S. 

Acting  Assistant  Paymaster,  22  September,  1863.    Discharged  23  March,  1867. 

^^ude,  Alexander  li* 

Midshipman,  1  November,  1827.     Drowned  14  September,  1830. 

iHide,  Francis  €• 

Third  Assistant  Engineer,  20  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  24  Octo- 
ber, 1859. 

-^Hide^  Townsbend* 

Midshipman,  1  May,  1828.    Resigned  8  June,  1836. 

'^^de,  Stephen  I<. 

Mate.    Resigned  29  September,  1862. 

^^Ude,  William  H. 

Mate,  23  December,  1861.    Dismissed  27  September,  1862. 


^ggetU  liloyd  £• 

Mate,  11  June,  1862.    Honorably  discharged  16  October,  1867. 

agf^ett,  Richmond. 

Mate,  11  October,  1862.    Acting  Ensign,  10  November,  1873.    HoDorably 
charged  80  April,  1866.    Mate,  4  Februar}-,  1870.    Resigned  80  April,  1870. 

^^^SK^^U  Samuel, 

Gunner,  26  February,  1884.    Died  9  April,  1836. 

Daggett,  Thomas  H. 

Acting  Ensign,  27  October,  1868.     Resigned  9  April,  1864. 

Dahlgreen,  Charles  B. 

Third  Assistant  Engineer,  24  December,  1861.      Resigned  15  December, 

Acting  Ensign,  15  December,  1862.    Acting  Master,  14  May,  1868.    Resign^s^  j 
February,  1865. 

Dahlgren,  John  A. 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1882.  Lieuta^Mat, 
8  March,  1887.  Commander,  14  September,  1855.  Oaptain,  16  July,  1801 
Rear- Admiral,  7  February,  1868.    Died  12  July,  1870. 

Daily,  Cornelias. 

Mate,  21  February,  1868.    Deserted  9  April,  1865. 

Bally,  Thomas  W. 

Midshipman,  9  November,  1818.    Resigned  10  January,  1818. 

Daisy,  George  W. 

Mate.    Resigned  9  May,  1862. 

Balzley,  William. 

Acting  Third  Assistant  Engineer,  9  October,  1868.    Honorably  diacliaiged  17  OctaH 
ber,  1865. 

]>ale,  Frank  €• 

Assistant  Surgeon,  6  Noyember,  1876.    Passed  Assistant  Surgeon,  7  Aagmt,  1880. 

Dale,  John  B. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  8  July,  1885.  Lieiiteiiftnt» 
25  February,  1845.    Died  24  July,  1848. 

Dale,  John  HI* 

Midshipman,  18  June,  1812.  Lieutenant,  1  April,  1818.  Commander,  18  Fdmiaiy, 
1839.    Died  14  December,  1852. 

Bale,  Riehard  S. 

Midshipman,  18  June,  1812.    Killed  in  action,  23  June,  1812. 

Bale,  Richard. 

Captain,  4  June,  1794.    Resigned  17  December,  1802. 

Bale,  Samnel. 

Acting  Third  Assistant  Engineer,  5  May,  1864.  Honorably  discharged  29  Angait, 
1865. 

Baley,  John. 

Mate,  19  March,  1868.    Acting  Ensign,  15  June,  1863.    Honorably  diacliarged  9    ' 
November,  1868. 

Baley,  William  A. 

Acting  Ensign,  22  June,  1864.    Honorably  discharged  10  June,  1865. 

Ballas,  Alexander  J. 

Midshipman,  22  November,  1805.    Lieutenant,  18  June,  1810.    Commander, 
March,  1817.    Captain,  24  April,  1828.    Died  3  June,  1844. 

^  if^xander  J. 

'  -«^«rv,  1825.    Commander,  8  September,  1841.    Died  18  July 
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1847.    First  Assistant  Engineer,  26  February,  1851.    Chief  Bngineer,  26  J 

1850. 

inee,  Thomas  Ij. 

Midshipman,  12  March,  1888.    Passed  Midshipman,  20  May,  1844.    Died  21 
.1850. 

'andrean,  Cornelius* 

Acting  Second  Assistant  Engineer,  4  January,  1862.    Honorably  diwluurged 
December,  1865. 

>andreaa,  Mitchell. 

Acting  Second  Assistant  Engineer,  4  January,  1862.    Appointment  reyoked  (Sl^iskj 
8  June,  1868. 

Dandrean,  Paul. 

Actinff  Third  Assistant  Engineer,  4  January,  1862.    Honorably  diachsiged  24  Ik- 
cember,  1865. 

Bandridrji^e,  R.  F. 

Surgeon's  Mate,  20  March,  1820.    Resigned  17  February,  1824. 

Dandridge,  Rohert.  ^y 

Midshipman,  1  January,  1818.    Last  appearance  on  Records  of  NsTj  Departmentx'^'^ 

]>andridge,  William. 

Surgeon,  date  not  known.    Died  22  July,  1812. 

]>anels,  Joseph  D.  /^if|\- 

Midsbipman,  19  October,  1841.    Passed  Midshipman,  10 Augrnst,  1847.    Master,  ^^ 

14  September,  1855.    Lieutenant,  15  September,  1855.    Resigned  28  April,  1861.  ^^ 

Acting  Master,  5  September,  1862.    Acting  Lieutenant,  8  June,  1868.    Actins  9^ 
Volunteer  Lieutenant-Commander,  18  May,  1864.    Lieutenant-Oommmnder,  lo 
July,  1862.    Died  of  wounds  28  March,  1865. 

Danenhower,  Charles.  q% 

Mate,  4  Septemb^,  1862.    Acting  Ensign,  9  May,  1864.    Honorably  dischszged  10 
January,  1866. 

Danenhower^  Charles  W. 

Midshipman,  25  iSeptember^  1866.    Graduated  7  June,  1870.    Ensign,  18  July,  ^'^^ 

1871.    Master,  27  September,  1873.    Lieutenant,  2  August,  1879. 

Ban  forth,  Charles  H. 

Mate,  19  December,  1861     Acting  Ensign,  28  November,  1864.    Honorably  dis- 
charged 11  May,  1865. 

Danforth,  J.  B.,  Jr. 

Purser,  20  August,  1857.    Resigned  14  October,  1858. 

Bangerfield,  William. 

Midshipman,  80  November,  1814.    Dismissed  80  August,  1815. 

Baniel,  B.  P. 

Assistant  Surgeon,  81  May,  1854.    Passed  Assistant  Surgeon,  20  May,  1859.    Re- 
signed 80  June,  1859. 

Baniel,  William  P. 

Midshipman,  1  January,  1812.    Dismissed  18  August,  1812. 

Baniell,  Barid  H. 

Mate,  28  November,  1861.    Acting  Ensign,  4  December,  1868.    Died  at  Pensacol 
Florida,  14  April,  1864. 

Baniells,  William  A. 

Mate,  26  October,  1868.    Honorably  discharged  29  October,  1865. 

Baniels,  C.  H. 

Acting  Master,  28  September,  1861.    Resigned  21  July,  1862. 

Baniels,  BaTid. 

Midshipman,  5  June,  1871.    Graduated  21  June,  1875.    Ensign,  22  August,  187 

-^ — 5nfier,  5  January,  1866.    Resigned  11  July,  1866. 
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JOaniels,  S.  J.  McK. 

Third  Assistant  Engineer,  ^9  July,  1861.    Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Resigned  9  March,  1865. 

IDAiilelson,  £•  £• 

Midshipman,  2  April,  1804.    Killed  in  a  Duel  15  August,  1808. 

JD«nker,  Henry  A* 

Acting  Assistant  Surgeon,  15  March,  1864.     Assistant  Surgeon,  1  April,  1864. 
Died  5  August,  1864. 

kiiley«  Tbomas  W. 

Assistant  Surgeon,  July,  1818.    Cashiered  80  December,  1819. 

knner,  Frederio  W. 

Midshipman,  28  June,  1869.    Graduated  15  October,  1874.    Ensign,  17  July,  1875. 
Lost  on  "  JJuron,"  24  November,  1877. 

!l^«iMbary9  O.  M. 

Acting  Second  Assistant  Engineer,  23  December,  1864.    Honorably  discharged  6 
November,  1865. 

INuiton,  Florance  J. 

Acting  Master,  12  August,  1861.    Appointment  revoked  20  January,  1862. 

Dsrby,  Henry- 
Purser,  29  July,  1799.    Discharged  23  September,  1801,  under  Peace  Establish- 
ment Act. 

Hftrby,  Jobn. 

Purser,  9  April,  1804.    Last  appearance  on  Records  of  Navy  Department,  29  No- 
vember, 1805. 

nareantel,  Henry. 

Midshipman,  1  April,  1826.    Passed  Midshipman,  28  April,  1882.    Lieutenant,  8 
March,  1887.    Reserved  list,  18  September,  1855.    Died  9  March,  1857. 

Dftrllng,  Jobn  A. 

Acting  Master,  21  December,  1861.    Appointment  revoked  80  April,  1862. 

]lnrllns9  J*  Homer. 

Acting  Assistant  Surgeon,  4  December,  1863.    Honorably  discharged  12  Decem- 
ber, 1865. 

Unrllng,  liowifi,  Jr. 

Acting  Assistant  Surgeon,  11  February,  1865.    Honorably  discharged  10  October, 
1865. 

lH»rlins9  Martin  T.  B. 

Acting  Third  Assistant  Engineer,  3  April,  1862.    Acting  Second  Assistan    Engi- 
neer, 11  November,  1863.    Honorably  discharged  29  December,  1865. 

I>mrllns9  William  liee. 

Appointed  in  Volunteer  Service,  18  December,  1861.    Assistant  Paymaster,  30 
June,  1864.    Paymaster,  4  May,  1866.     Resigned  1  July,  1869. 

lOarlinfif,  Tbomas. 

Master,  18  August,  1812.    Resigned  25  January,  1813. 

^Oarllngton,  B.  H.  B. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant,  25 
February,  1841.    Died  28  February,  1845. 

Aftrrah,  Jesse  M* 

Mate,  4  August,  1863.    Honorably  discharged  20  October,  1865. 

iAarrari^h,  A*  P. 

Purser,  25  April,  1812.     Died  9  January-,  1831. 

iHirt,  Tbomas  li. 

Assistant  Surgeon,  2  August,  1799.    Discharged  30  June,  1801,  under  Peace  Estab- 
lishment Act 

BMbiel,  Riebard. 

Midshipman,  18  May,  1809.    Lieutenant,  9  December,  1814.    Died  22  June,  182a 
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Dashwood,  Ijndlow. 

Purser,  25  April,  1812.    Last  appearance  on  Records  of  Navy  Department,  181* 
Furlougbed. 

Daskam,  WlUlain. 

Boatswain,  8  June,  1858.    Resigned  21  July,  1858. 

Dates,  James  B. 

Acting  Ensign,  1  October,  1862.    Resigned  10  April,  1868. 

Danbenay,  Ij.  S. 

Lieutenant,  19  September,  1798.    Discbarged  8  June,  1801,  under  Peace 
ment  Act. 

B'Anblgne,  W.  O.  M. 

Mate,  14  September,  1868.    Resigned  21  September,  1864. 

Banm,  Ignatius. 

Mate,  29  June,  1868.  Acting  Ensign,  28  June,  1864.  Honorably  discharged^ 
November,  1865. 

DaTenport,  Franels  O. 

Acting  Midshipman,  26  September,  1856.  Midshipman,  1  June,  1861.  Lieutenanti 
16  July,  1862.    Lieutenant-Commander,  25  July,  1866.    Retired  list,  19  October, 

1870. 

Davenport,  Henry  K. 

Midshipman,  9  February,  1888.  Passed  Midshipman,  20  May,  1844.  Master, 
5  December,  1851.  Lieutenant,.  19  December,  1852.  Commander,  16  July,  186&. 
Captain,  14  March,  1868.    Died  18  August,  1872. 

Davenport,  Rlehard  G. 

Midshipman,  29  September,  1864.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  20  January,  1872.    Lieutenant,  17  March,  1876. 

DaTeasac,  De€.  O. 

Midshipman,  80  November,  1814.    Resigned  14  July,  1819. 

DaTezae,  I>e€.  O. 

Midshipman,  17  February,  1820.    Resigned  10  January,  1821. 

BaTid,  William  O. 

Cadet  Midshipman,  25  September,  1878.    Graduated  18  June,  1879. 

Davids,  David  F. 

Mate,  10  December,  1862.  Acting  Ensign,  8  December,  1868.  Resigned  8  Jane, 
1864. 

Davids-,  Henry  S. 

Third  Assistant  Engineer,  26  Ausust,  1859.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engmeer,  1  October,  1868.  Chief  Engineer,  5  March, 
1871. 

Davids,  Dscar. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.    Died  9  February,  1859. 

Davidson,  Andrew. 

Carpenter,  18  February,  1814.    Resigned  2  November,  1815. 

Davidson,  Charles  H. 

Mate.    Resigned  29  October,  1862. 

Davidson,  Hnnter. 

Midshipman,  29  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  23  April,  1861. 

Davidson,  John. 

Lieutenant,  81  January,  1799.  Discharged  22  October,  1801,  under  Peace  Estab- 
lishment Act. 

Davidson,  John  €• 

Midshipman,  22  November,  1825.    Dismissed  25  June,  1838. 

Davidson,  John  E. 

.  Midshipman,  15  November,  1809.    Resigned  6  August,  1810. 
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maTldson,  John  R. 

Acting  Third  Assistant  Engineer,  18  April,  18G4.    Discharged  8  January,  1866. 

:X>aTid8on,  J.  Q.  A. 

Acting  Ensign,  10  January,  1863.     Honorably  discharged  30  March,  1866. 

II>aYid80ii,  Robert. 

Sailmaker,  14  January,  1806.    Disappeared  20  May,  1806. 

Il>aTid8on9  Robert. 

Sailmaker,  14  January,  1814.    Last  appearance  on  Records  of  Navy  Department, 
•1815. 

JDaTidson,  Thomas,  Jr. 

Assistant  Naval  Constructor,  4  May,  1863.  Naval  Constructor,  25  July,  186C. 
Died  at  Philadelphia,  Pennsylvania,  18  February,  1874. 

ItaTldson,  Washington  F. 

Midshipman,  20  February,  1840.  Passed  Midshipman,  11  July,  1846.  Dismissed 
17  December,  1849. 

H^aTle,  Wnilam  €. 

Mate,  11  January,  1865.  Acting  Ensign,  5  July,  1865.  Died  at  New  York,  24 
June,  1866. 

^IHiTles,  Thomas  £• 

Actinff  Third  Assistant  Engineer,  25  April,  1864.  Honorably  discharged  9  No- 
vender,  1865. 

Ai^Tln,  Anthony. 

Acting  Ensign,  17  April,  1863.    Resigned  (Sick,)  18  April,  1864. 

^HaTls,  A.  F. 

Acting  Master  and  Pilot,  1  October,  1864.    Resigned  15  June,  1865. 

^«%Tls,^  Albert  A. 

Acting  Ensign,  24  December,  1864.    Honorably  discharged  5  September,  1865. 

iTls,  Alexander. 

Sailmaker,  7  September,  1858.    Resigned  5  June,  1854. 

^^^▼Is,  Alonzo  B. 

Midshipman,  25  April,  1881.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.    Died  19  September,  1854. 

^^^Tls,  Andrew,  Jr. 

Mate,  23  June,  1864.  Acting  Ensign,  13  June,  18G6.  Honorably  discharged  27 
August,  1868. 

^^tIs,  Andrew  McF. 

Midshipman,  16  March,  1849.    Resigned  8  September,  1852. 

l^Tls,  Charles  A. 

Chaplain,  16  May,  1857.  Died  .at  the  Naval  Hospital,  Norfolk,  Virginia,  20  Feb- 
ruary, 1867. 

IhiTls,  Charles  C. 

Third  Assistant  Engineer,  24  December,  1861.  Appointment  revoked  30  Decem- 
ber, 1863. 

ItaTls,  Charles  C. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Acting  Second  Assistant 
Engineer,  23  August,  1864.    Honorably  discharged  20  July,  1865. 

]>aTis,  Charles  H. 

Midshipman.  12  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3  March,  1831.  Commander,  12  June,  1854.  Captain,  15  November,  1861.  Com- 
modore, 16  July,  1862.  pear- Admiral,  7  February,  1863.  Died  20  February, 
1877. 

DaTis,  Charles  H.,  Jr. 

Midshipman,  29  November,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant^  12  March,  1868. 
Lieutenant-Commander,  30  June,  1869. 
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Bavi^,  Ctaarleft  H. 

Acting  Second  Assistant  Engineer,  7  October,  1863.    Resigned  29  July,  1864. 

DaTl8,  Ctaarles  31. 

Mate,  28  January,  1862.    Resigned  26  March,  1863. 

Davis,  Charles  O. 

Acting  Second  Assistant  Engineer,  9  December,  1863.     Honorably  discharged 
August,  1865. 

]>avi»,  I>aniel  IVagner. 

Midshipman,  22  September,  1862.    Graduated  24  September,  1865.     Ensign, 
March,  1868.     Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

DaTis,  I>aTid,  Jr. 

Acting  Assistant  Paymaster,  24  October,  1864.    Honorably  discharged  7 
1865. 

I>aTis,  I>eWIU  Gilmore. 

Third  Assistant  Engineer,  22  May,  1863.    Lost  on  "  Patapsco^''  15  January,  18C^""S. 

I>aYl8,  Edward  II. 

Acting  Second  Assistant  Engineer,  28  December,  1864.    Honorably  dischai^gec^  Q^ 
May,  1866. 

]>aTla,  Enos  R. 

Midshipman,  20  June,  1806.    Lieutenant,  10  January,  1613.    Died  in  March,  li^iS. 

]>aTl8,  Francis  B. 

Acting  Ensign,  1  November,  1862.  Acting  Master,  8  September,  1864.  Honorably 
discharged  22  August,  1865. 

]>a¥is,  Frank. 

Mate,  23  December,  1861.    Dismissed  30  April,  1862. 

DaTis,  Fred  E. 

Mate,  1  October,  1862.    Died  of  wounds  received  in  action,  17  March,  1863. 

]>aTis,  George. 

Surgeon,  22  July,  1799.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York. 

]>avis,  George. 

Master,  20  July,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Baltimore. 

]>aTiS9  George. 

Gunner,  date  not  known.    Discharged  in  1818. 

]>avis,  George  I^eonard. 

Paymaster,  16  April,  1861.    Pay  Inspector,  3  March,  1871. 

]>avis,  George  N. 

Master,  28  July,  1813.    Dismissed  14  September,  1813. 

]>aYis,  George  Thornton. 

Acting  Midshipman,  20  September,  l?^60.  Acting  Ensign,  1  October,  1863.  Mas- 
ter, 10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  1% 
March,  1868. 

]>aTl89  George  W. 

Carpenter,  30  October,  1872. 

]>aTi89  Harvey  II. 

Acting  Midsliii)man,  30  September,  1862. 

l>aTl89  Henry. 

Carpenter,  16  May,  1871. 

l>aYisv  Henr3'  T. 

Mate,  1  October,  1863.    Honorably  discharged  7  August,  1867. 

l>avls,  Ira  li. 

Acting  Assistant  Surgeon,  21  March,  1865.  Honorably  discharged  11  October, 
1865. 
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J>aTi8,  Isaac  P.,  Jr« 

Acting  Third  Assistant  Engineer,  9  November,  1864.     Honorably  discharged  14 
August,  1805. 

Jtevis,  James. 

Master,  29  June,  1812.    Resigned  18  January,  1815. 

I>aTi99  James. 

Sailmaker,  4  November,  1828.    Died  26  January,  1839. 

DaTto,  James  €• 

Gunner,  3  December,  1841.     Resigned  b  April,  1843.     Gunner,  20  December,.  1847. 
Died  20  November,  1855. 

Davis,  Jesse. 

Acting  First  Assistant  Engineer,  1  July,  1861.    Resigned  3  October,  1862. 

BaTis,  John. 

Purser,  14  April,  1809.  Last  appearance  on  Records  of  Navy  Department,  26 
March,  1811. 

Davis,  John. 

Master,  1  March,  1814.    Discharged  1  February,  1815. 

Davis,  John. 

Midshipman,  7  November,  1801.  Lieutenant,  26  March,  1807.  Died  12  January, 
1«08. 

Davis,  Jolin. 

Midshipman,  17  December,  1810.    Resigned  27  April,  1812. 

Davis,  Jolin. 

Acting  Gunner,  11  March,  1862.  Died  at  the  Naval  Hospital,  New  York,  17  No- 
vember, 1863. 

Davip,  Jolin. 

Mate,  10  September,  1863.    Killed  in  action  on  **  Columbine^'  23  May,  1864. 

Davis,  John. 

Mate,  25  November,  1863.  Acting  Ensign,  16  March,  1865.  Honorably  dis- 
charged 18  November,  1865. 

Davis,  John. 

Boatswain,  27  March,  1836.    Dismissed  18  December,  1837 

Davis,  John. 

Acting  Third  Assistant  Engineer,  2  December,  1861.  Acting  Second  Assistant 
Engineer,  17  February,  1862.     Dismissed  5  August,  1862. 

Davis,  John  A. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant. 
27  February,  1833.     Died  in  Washington  City,  14  January,  1854. 

Davis,  John  A. 

Acting  Ensign,  17  October,  1862.     Resigned  4  April,  1865. 

Davis,  John  C 

Acting  Tliird  Assistant  Engineer,  24  October,  1864.     Resigned  9  June,  1865- 

Davis,  John  L,. 

Carpenter,  20  November,  1869. 

Davis,  John  L<ec. 

Midsliipmair,  9  January,  1841.  Passed  Midshipman,  10  August,  18 tT.  Master,  14 
September,  1855.  Lieutenant,  15  September,  ls55.  Lieutenant-Coinmander,  IG 
July,  1862.     Commander,  25  July,  LSOG.     Captain,  14  February,  1«73. 

Davis,  John  W. 

Mate,  8  January,  1864.  Acting  Ensign,  13  December,  1804.  Honorably  dis- 
charged IS  November,  1865. 

Davis*  Xailor  C 

Second  Assistant  Engineer,  17  January,  1842.  First  Assistant  Engineer,  10  July, 
1847.    Resigned  29  October,  1859. 
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Davis,  Xathaniel  R. 

Mate,  8  May,  1862.    Acting  Ensign,  23        gust,  18G4.    Honorably  dischatged  15 
Mav,  1805. 

I>aviH,  Of4oar. 

Midshipman,  1  February,  1812.     Resigned  30  January,  1822. 

]>avi89  Oh'Cii  T. 

Midshipman,  1  February,  1814.    Resigned  4  October,  1822. 

DavlH,  Pollard. 

Midsliipmun,  15  November,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 5  February,  1810.    Dead. 

Davis,  Rieliard. 

Boatswain,  15  April,  1799.    Warrant  returned  5  May,  1800. 

Davi»,  Koswell. 

Mate.    Appointment  revoked  (Sick,)  28  July,  1864. 

Davis,  Samnel. 

Surgeon's  Mate,  23  January,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  February,  1809.     Drowned. 

Davis,  Samuel. 

Mate,  23  March,  1864.    Died  on  "  Kearwrg^''  21  March,  1866. 

Davis,  Samnel. 

AssistAnt  Surgeon,  23  January,  1809.      Last  appearance  on  Records  of  Navy 
Department,  10  February,  1809.    Drowned. 

Davis,  Stephen  B. 

Acting  Ensign,  21  January,  1863.    Acting  Master,  7  November,  1864.    Honorably 
discharged  10  May,  1865. 

Davis,  Stillman  S. 

Acting  Assistant  Paymaster,  1  July,  1864.    Honorably  discharged  12  DeoL*mber, 
1805. 

Davis,  Thomas. 

Car])cnter,  16  August,  1823.    Last  appearance  on  Records  of  Navy  Department,  8 
September,  1823.    Struck  oflf. 

Davis,  Thomas  B. 

Lieutenant,  19  November,  1799.    Discharged  14  May,  1801,  under  Peace  Estab-  ^m-^  ^ 
lishment  Act. 

Davis,  Thomas  F. 

Midshipman,  2  February,  i829.    Resigned  27  March,  1837. 

Davis,  Thomas  H. 

Mate,  19  November,  1863.    Died  on  "  Clover;'  17  December,  1863. 

Davis,  T.  W. 

Acting  Ensign,  Admiral  Farragut's  Staflf,  1  February,  1864.    Resigned  15  Jul^ 
1 S64. 

Davis,  Walter  H. 

Mate,  25  January,  1862.    Resigned  16  June,  1863. 

Davis,  IVilliam.  M^ 

Purser,  14  August,  1799.    Discharged  8  Julv,  1801,  under  Peace  Establishmett/  ^^ 

Act. 

Davis,  William. 

Midshipman,  24  June,  1798.    Lieutenant,  3  December,  1800.    Discharged  29  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 

Davis,  William  B, 

Assistant  Surgeon,  23  January,  1871.    Passed  Assistant  Surgeon,  13  April,  1875. 
Resigned  19  January,  1877. 

Davis,  William  €. 

Midshipman,  1  January,  1S08.    Resigned  4  February,  1809. 
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ATis,  William  P. 

Acting  Assistant  Surgeon,  11  March,  1865.  Honorably  discharged  11  October, 
1865. 

ATis,  Willl8. 

Third  Assistant  Engineer,  11  January,  1849.    Resigned  4  November,  1850. 

M>a^lson,  £mannel  R. 

Mat«,  1  April,  1862.  Acting  Ensign,  6  November,  1868.  Appointment  revoked 
18  March,  1864.  Acting  Ensign,  5  August,  1865.  Honorably  discharged  26 
December,  1865. 

:M>aTison,  Pliny. 

Acting  Ensign,  2  September,  1864.    Honorably  discharged  15  November,  1865. 

lM>aTisoii,  JRobert  A. 

Acting  First  Assistant  Engineer,  24  June,  1863.    Dismissed  29  April,  1865. 

:M>aTol,  George  S. 

Midshipman,  26  February,  1863.  Graduated  6  June,  1867.  Ensign,  18  December, 
186a  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  17  June, 
1872. 

JOawes,  Edward. 

Midshipman,  18  June,  1812.    Resigned  27  October,  1813. 

^X>awes,  Richard  €• 

Acting  Ensign,  14  December,  1863.    Honorably  discharged  11  January,  1867. 

Aawleyt  ]>avid  €• 

Acting  Third  Assistant  Engineer,  25  March,  1864. 

JOawson,  Francis. 

Gunner,  20  March,  1848.    Dismissed  21  October,  1851. 

IDawson,  John. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department, 
1816. 

JOawson*  JLewls. 

Acting  Gunner,  1  October,  1862.     Resigned  (Sick,)  22  August,  1863. 

Dawson,  L<ucien  W. 

Midshipman,  27  April,  1850.    Resigned  14  May,  1855. 

Dawfion,  l¥illiani. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  March,  1809.     Lost  in  a  Prize. 

Day,  Benjamin  F. 

Acting  Midshipman,  20  September,  l^oH.  Resi  ed  24  November,  18G0.  Lieu- 
tenant, 1  August,  18C2.  Lieutenant-Ci»mmander,  2o  July,  18()().  Ctmuiiander,  8 
August,  1876.  '    ^ 

DajTf  £dwarcl  31. 

Midshipman,  23  September,  1803.  Eosign,  19  April,  18G9.  Master,  12  July,  1870. 
Retired  list,  3  August,  1874.    Died  13  March,  1879. 

Day,  IIenr3'  R. 

Purser,  28  March,  1859.     Died  22  January,  18C0. 

Day,  Jared. 

Acting  Third  Assistant  Engineer,  17  October,  1801.  Acting  Second  Assistant 
Eii;^'ineor,  7  February,  1803.  Acting  First  Assistant  Engineer,  17  August,  1804. 
Honoralily  discharged  29  December,  1801. 

Day,  John  W. 

Acting  Assistant  Paymaster,  20  October,  1863.     Discharged  2  February,  1866. 

Day,  Joseph  S. 

Midshipman,  16  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  28 
October,  1853.     LieutCDant,  21  June,  1854.     Died  4  November,  1850. 

Day,  J9f nrray  S. 

Midshipman,  24  September,  1801.    Graduated  24  September,  1805.    Ensign,  12 
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March,  1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870.    Died  2' 
December,  1878. 

Bay,  Ralph  H. 

Mate,  26  September,  1863.    Acting  Ensign,  25  July,  1864.    Honorably  dischargee:^ 
23  November,  1865. 

Day,  Thouias. 

Acting  Ensign,  Coast  Survey  Dutv,  20  May,  1867.    Mustered  out  30  November, 

1868. 

Day,  William  P. 

Midshipman,  21  July,  1865.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  31  October,  1871.    Lieutenant,  23  January,  1875. 

Dayers,  Gerard. 

Assistant  Surgeon,  date  not  known.    Surgeon,  24  July,  1813.    Died  20  May,  1835. 

Dayton,  £pliraiiii. 

Acting  Assistant  Surgeon,  1  March,  1864.    Honorably  discharged  16  October,  1865. 

Dayton,  £.  O. 

Acting  Ensign,  9  March,  1863.    Honorably  discharged  18  August,  1865. 

Dayton,  Gilbert. 

Acting  Master,  18  July,  1861.    Honorably  discharged  10  May,  1866. 

Dayton,  James  Henry. 

Midshipman,  27  September,  1862.    Graduated  24  September,  1865.    Ensign,  12 
March,  1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

ay  ton,  S.  A. 

Acting  Ensign,  22  July,  1863.    Honorably  discharged  14  September,  1865. 

Dayton,  Thomas  R. 

Acting  Ensign,  17  October,  1863.    Honorably  discharged  28  October,  1865. 

Dayton,  T.  W.  H. 

Midshipman,  1  September,  J811.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818. 

Deaeon,  DaTid. 

Midshipman,  10  October,  1799.    Lieutenant,  2  March,  1807.     Commander,  10  De- 
cember, 1814.    Captain,  24  January,  1826.    Died  22  February,  1840. 

Deacon,  John. 

Cari)enter,  date  not  known.    Discharged  12  July,  1825. 

Deacon.  John. 

Carpenter,  date  not  known.    Dismissed  2  December,  1830. 

Deacon,  Robert. 

Midshipman,  1  January,  1828.     Resigned  10  March,  1834. 

Deacon,  Hilliam. 

Acting  Second  Assistant  Engineer,  29  August,  1804.    Honorably  discharged  80 
September,  1865. 

Dealy.  Ricliard. 

Master,  4  February,  1811.    Resigned  18  October,  1826. 

Dealy,  Richard. 

Midshipman,' 16  December,  1814.     Resigned  18  October,  1826. 

Dean,  A.  Snmner. 

Acting  Assistant  Surgeon,  25  November,  1863.    Resigned  6  July,  1865. 

Dean,  Benjamin  €•• 

Acting  Master,  26  August,  1801.    Acting  Volunteer  Lieutenant,  10  December, 
1864.    Honorably  discharged  8  December,  is()5. 

Dean,  Francis  A. 

Acting  Ensign,  3  March,  1865.    Honorably  discharged  14  September,  1865. 

Dean,  George. 

Boatswain,  15  April,  1859.    Dismissed  14  May,  1859.    Re-appointed  1  May,  1861. 
Dismissed  13  June,  1861. 
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Dean,  George  A. 

Acting  Third  Assistant  Engineer,  6  January,  1864.    Resigned  29  March,  1865. 

I>ean9  Oeorge  W. 

Acting  Second  Assistant  Engineer,  18  April,  1868.    Resigned  10  May,  1865. 

Bean,  James  H. 

Acting  Third  Assistant  Engineer,  27  February,  1865.  Honorably  discharged  22 
September,  1865. 

Bean,  James  K. 

Acting  Assistant  Surgeon,  15  November,  1862.    Resigned  10  February,  1865. 

Bean,  Noah. 

Acting  Carpenter,  6  December,  1862.    Honorably  discharged  18  December,  1SG5.* 

I>ean,  Richard  €)• 

Assistant  Surgeon,  17  April,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  1  August,  1861.  Medical  Inspector,  8  June,  1873.  Medical  Director, 
10  June,  1880. 

.Dean,  Samnel  A. 

Acting  Third  Assistant  Engineer  2  September,  1863.    Resigned  30  Januar}',  1864. 

JK>ean,  Ttaaddens  J. 

Acting  Ensign,  26  August,  1868.    Honorably  discharged  6  August,  1865. 

^S>eane,  Cnnningtaam  W. 

Assistant  Surgeon,  29  September,  1875.  Passed  Assistant  Surgeon,  7  August, 
1880. 

JK>eane,  £dward  Ij. 

Mate,  26  January,  1868.    Resigned  19  April,  1864. 

!Sl>earborn,  John  F. 

Acting  Master,  27  December,  1861. 

ISOearbome,  Frederick  II. 

Acting  Assistant  Surgeon,  18  August,  1862.  Assistant  Surgeon,  15  September, 
1864.    Passed  Assistant  Surgeon,  11  October,  1867.    Surgeon,  4  May,  1875. 

TlOearborne,  John  O. 

Acting  Assistant  Surgeon,  10  February,  1864.  Honorably  discharged  22  January, 
1866. 

Bearing,  Charles  F. 

Mate,  24  January,  1862.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
20  September,  1865. 

Dearing,  Henry  Jj. 

Acting  Assistant  Surgeon,  9  March,  1864.     Died  5  October,  1864. 

Deas,  Charles. 

Midshipman,  15  October,  1835.  Passed  Midshipman,  22  Juue,  1841.  Master,  29 
April,  1848.    Lieutenant,  6  March,  1849.     Died  10  April,  1859. 

I^eas,  Fitzallen. 

Midshipman,  4  July,  1821.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  27 
May,  1830.    Died  at  Charleston,  South  Carolina,  31  July,  1849. 

]>eaTer,  James  A. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Eugineer,  25 
July,  1866.    Retired  list,  28  February,  1874. 

]>eaTer,  William  E. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  1  February,  1865.     Honorably  discharged  12  October,  1805. 

]>e  BeTolse,  Charles. 

Acting  Master,  14  November,  1862.  Acting  Volunteer  Lieutenant,  recommenda- 
tion of  Commanding  Officer,  0  August,  1864.  Honorably  discharged  20  Septem- 
ber, 1865. 

]>e  BoToise,  Charles. 

Acting  Gunner,  24  February,  1862.    Resigned  15  November,  1862.    Acting  Master. 
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DeblolB,  James  S. 

Purser,  6  May,  1798.    Died  10  December,  1803. 

I>eblois,  I«ewi8« 

Purser,  26  February,  1812.    Dismissed  27  May,  1829. 

De  Blots,  Thomas  A. 

Midshipman,  21  September,  1868.  Graduated  2  Juue,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  25  September,  1878.  Resigned  1 
February,  1881. 

De  Bree,  Alexander  II. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  6  December, 
1861. 

De  Bree,  John. 

Purser,  29  December,  1817.    Dismissed  19  April,  1861. 

De  Bntts,  Samnel. 

Midshipman,  date  not  known.    Last  appearance  on  Records  Navy  Department 

De  Camara,  Joseph  B. 

Acting  Ensign,  11  September,  1862.    Acting  Master,  gallant  conduct  in  action,  1 
June,  1868.    Appointment  revoked  (Sick,)  11  July,  1863. 

De  Camp,  £cl|(ar  A. 

Mate,  24  January,  1868.    Appointment  revoked  (Sick,)  19  October,  1863. 

De  Camp,  James. 

Mate,  1  October,  1862.    Resigned  8  July,  1863. 

De  Camp,  James  W. 

Mate,  26  October,  1863.    Resigned  13  March,  1865. 

De  Camp,  John. 

Midshipman,  1  October,  1827.    Passed  Midshipman,  10  June,  1838.    Lieutenant^ 

28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  8  December,  1867.  Retired  list,  13  March,  1868.  Rear-Admiral, 
Retired  list,  18  July,  1870.    Died  24  June,  1875. 

Decatnr,  James. 

Midshipman,  21  November,  1798.    Lieutenant,  20  April,  1802.    Killed  in  action 
3  August,  1804. 

Decatnr,  John  P. 

Master,  4  August,  1807.     Resigned  26  March,  1810 

Decatnr,  John  P. 

Midshipman,  81  August,  183G.    Passed  Midshipman,  1   July,  1842.     Master,  5 
September,  1849.     Lieutenant,  19  April,  1850.     Died  17  July,  1857. 

Decatnr,  Stephen. 

Midshipman,  30  April,  1798.     Lieutenant,  21   Ma v,  1799.     Captain,  16  Tebruarv, 
1804.     Killed  in  a  duel  22  March.  1«20. 

Decatnr,  Stephen. 

Captain,  11  May,  1798.     Discharged  22  October,  1801,  under  Peace  Establishment 
Act. 

Decatnr,  Stephen. 

Midshipman,  17  March,  1829.  Passed  Midshipman,  o  July,  1835.  Lieutenant,  25 
February,  1841.    Reserved  list,  13  September,  1855.     Commander  Reserved  list, 

29  Julv,  1801.    Captain  on  Reserved  list,  4  April,  18G7.    Commodore  on  Retirwl 
list,  30  December,  18G9.     Died  9  January,  1876. 

Decker,  Kdward  W. 

Acting  Master  and  Pilot,  1  November,  15^04.    Honorably  discharged  17  July,  1865^ 

I^Acker    Cx*  Cx. 

Master's  Mate,  16  February,  1842.    Dismissed  6  July,  1842. 

I^tf^ker    I^ctcr. 

Mate,  21  December,  1861.    Resigned  7  October,  1802. 
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Meeker,  William  H. 

Acting  Ensign,  15  July,  1868.    Honorably  discharged  16  August,  1865. 

le  Cordy,  John. 

Mate.    Resigned  (Sick,)  9  May,  1862. 

^  Cordy,  Robert. 

Acting  Third  Assistant  Engineer,  29  April,  1863.  Appointment  revoked  (Sick,) 
1  February,  1864. 

^ederer,  Samnel  T. 

Acting  Ensign,  29  Jtme,  1864.    Appointment  revoked  12  January,  1866. 

^ee,  John  H. 

Acting  lliird  Assistant  Engineer,  19  April,  18G4.  Honorably  discharged  28 
October,  1865. 

lee,  Patrick. 

Carpenter,  9  May,  1852.     Died  in  Charleston,  Massachusetts,  27  December,  1860. 

>ee,  Thomas  W. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Resigned  4  January,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1863.  Honorably  discharged  9  June^ 
1866. 

I3eeriii|[^,  Frederick  H. 

Acting  Ensign,  22  October,  1864.     Honorably  discharged  7  August,  1865. 

3eerin|[^9  Oeor^e  Alexander. 

Assistant  Paymaster,  4  May,  1870.    Passed  Assistant  Paymaster,  25  January,  1878. 

^eerinii^,  James. 

Acting  Ensign,  15  February,  1864.     Resigned  7  July,  I860. 

^eerin§:,  Charles  W. 

Midshipman,  21  June,  1869.  Graduated  31  May,  1873.  Ensign,  10  July,  1874. 
Master,  28  December,  1878. 

^«rin|[^,  George  A. 

Assistant  Paymaster,  4  May,  1870.    Passed  Assistant  Paymaster,  25  January,  1878. 

^Cstiinanville,  F.  H. 

Mate.  Acting  Ensign,  1  June,  1803.  Died  at  Naval  Hospital,  New  York,  23 
February,  1805. 

*«  Ford,  Henry  S. 

Acting  Assistant  Surgeon,  23  March,  1804.  Honorably  discharged  11  September, 
1805. 

^^  Forrest,  James  H. 

Acting  Ensign,  12  February,  1804.     Honorably  discharged  31  October,  1805. 

^fries,  Ferdinand  M\ 

Acting  Ensign,  19  December,  1802.     Resigned  1805. 

^eicelman,  Cliarles  F. 

Acting  Third  Assistant  Engineer,  18  November,  1802.  Acting  Second  Assistant 
Engineer,  10  June,  1804.     Honorably  discharged  4  November,  1805. 

^gge».  Beverly. 

Midshipman,  1  March,  1814.     Discharged  1  February,  1815. 

^egn,  Ijanst  £• 

Acting  Master,  11  November,  1801.     Honorably  discharged  14  July,  1800. 

^eOraflT,  If4aae. 

Third  Assistant  Engineer,  9  December,  1801.  Second  Assistant  Engineer,  8  Sep- 
tember, 1803.     Resigned  23  August,  1800. 

M;»rosf«e,  William  II. 

Mate,  21  Mav,  1803.  Acting  Ensign,  S  December,  1803.  Resigned  (Sick,)  28 
March,  1805. 

k^rott.  IVilliam  H.  H. 

Mate,  24  October,  1803.    Honorably  discharged  3  June,  1805. 
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I>elf  art,  Oozen  R. 

:Midsbipman,  15  November,  1809.  Last  appoirance  on  Records  of  Navy  Depart- 
ment,  30  January,  1811. 

l>cllurt,  J.  €• 

Purser,  12  Ai)ril,  1824.  Las>t  uppeamnce  ou  Records  of  Navy  Dci>artnient,  % 
May,  US24.     Dead. 

]>eHart,  William  Henry. 

Third  Assistant  Engineer.  17  January,  1862.  Second  Assistant  Engineer,  1  Octo- 
ber, It^GJJ.     Resigned  5  November,  1809. 

DoIInven,  £dii-ard  J. 

Midshijmian,  2  October,  1829.  Passed  Midshipman,  3  Julv,  1835.  Lieutenant,  8 
September,  1841.     Retired  6  February,  18(>2.     Died  1  May,  18G5. 

l>eIIaTen,  Joseph  £• 

Midshipman,  19  October,  1841.  Passed  Midshi]>man,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieu  tenant -Commander, 
10  July,  1802.     Resigned  30  May,  1805. 

I>eiiike,  IVllllam  H. 

i^Latc,  15  August,  1864.     Honorably  diseliarged  0  November,  1807. 

DeJough,  William  F. 

Midshipman,  11  March,  1837.    Passed  Midshipman,  29  June.  1843.     Died  18  Jan. 
uary,  1850. 

I>eKay,  James. 

Acting  Master,  1  Julv,  1801.     Appointment  revoked  26  August,  1861.    Hate,  18€S^ 
Acting  Ensign,  30  March,  1863.    Resigned  12  May,  1865. 

JDeKay,  William. 

Acting  Third  Assistant  Engineer,  22  Julv,  1863.    Honorably  discharged  12 
1865. 

DeKlyne,  Theo.  W\ 

Acting  Tliird  Assistant  Engineer,  5  March,  1864.    Honorably  discharged  20  Ju-  ^Jj 
1865.    ActingThirdAssistantEngineer,12  July,  1866.    Mustered  out  28  Augi^ ^ 

1868. 

JDeKoven,  William. 

Midshipmau,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Died       " 
May,  1851. 

DeKraft,  F.  C. 

Midshipman,  16  February,  1803.     Resigned  14  May,  1808. 

DeKrait,  James  €•  P. 

Midshipman,  19  October,  1841.  Passed  Midshipman.  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  li^OO.     Captain.  'JO  November,  1872. 

BeKrafrt^  James  W. 

Third  Assistant  Engineer,  21  Julv,  1858.     Second  Assistant  Engineer,  1  July,  1861. 
First  Assistant  Engineer,  17  March,  1803.     Died  19  October,  1870. 

bel^aoy,  W.  W\  ^ 

Teacher  of  Language,  18  May,  1841. 

Delahanty,  I>aniel. 

Midshipman,  25  September,  1862.    Graduated  6  June.  1807.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  6  March,  1872. 

I>elaliay,  William  £.  B. 

Midshipman,  '22  July,  1864.    Graduated  4  June,  ISr.O.    Ensign,  12  July,  1870. 
Master,  9  November,  1872.     Lieutenant,  20  April,  1877. 

Itolaii,  Joseph  R* 

Mate,  23  August,  1864.     Resigned  4  November,  1804. 

Delan,  L<eiviH  P. 

Acting  Eiisijrn,  1  November,  1804.     Resitrned  12  April,  1865. 

DeLaney,  James. 

Acting  Third  Assistant  Engineer,  24  June,  1863.    Dismissed  9  December,  1863. 
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Aelanejr,  M.  G. 

Assistant  Surgeon,  28  February,  1833.  Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.    Died  5  April,  18G0. 

l>elano,  Abraham,  Jr. 

Acting  Master,  15  August,  1861.  Dismissed  30  July,  1862.  Acting  Ensign,  24 
September,  1862.    Appointment  revoked  18  March,  1804. 

JI>elano9  Ansel  A. 

Mate,  1  March,  1864.    Honorably  discharged  22  June,  ISCG. 

I>elano9  Benjamin  F. 

Naval  Constructor,  14  August,  1846.     Retired  list,  17  September,  1871. 

I>elano9  Francis  H. 

Midshipman,  23  September,  1863.  Graduated  6  June,  1867.  Ensign,  18  Decem- 
ber, 1868.    Master,  21  March,  1870.     Lieutenant,  0  February,  1873. 

I>elano,  Harrison. 

Mate,  21  May,  1864.    Honorably  discharged  30  November,  18G5. 

I^lanoy  James  H. 

Mate,  23  December,  1863.  Acting  Ensign,  12  October,  1864.  Honorably  discharged 
18  June,  1867. 

X>elano,  Marcus  T. 

Acting  Assistant  Surgeon,  5  March,  1864.    Resigned  8  May,  1865. 

^MlelanO)  Samnel. 

Mate,  14  November,  1861.    Resigned  5  March,  1864. 

.KHIanO)  Timothy. 

Mate,  15  October,  1861.  Acting  Ensign,  23  August,  1862.  Honorably  discharged 
26  January,  1866. 

Slelany,  P.  B. 

Assistant  Surgeon,  5  March,  1847.    Died  9  August,  1847. 

IMap,  George. 

Mate,  26  July,  1863.  Acting  Ensign,  7  November,  1864.  Honorably  discharged 
20  December,  1865.    Mate,  1  October,  1869.     Resigned  1  August,  1870. 

^Maroehe,  George  F. 

Master,  3  August,  1813.    Resigned  24  May,  1825. 
Aelberghe,  F.  T. 

Midshipman,  1  April,  1828.    Resigned  14  February,  1835. 

I^Uns*  Herman  A. 

Third  Assistant  Engineer,  26  August,  1859.  Second  A.ssistant  Engineer,  20  May, 
1863.    Resigned  22  June,  1805. 

belong,  George  W. 

Midshipman,  1  October,  1861.  Graduated  24  September.  18r>5.  Ensign,  1  Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  20  March,  18G9.  Lieutenant- 
Commando^  November,  1879. 

Oelonisy,  J.yB* 

Midshipman,  5  December,  1798.  Discharged  12  October,  1801,  under  Peace  Es- 
tablishment Act. 

Aelphy,  Richard. 

Midshipman,  18  May,  1809.    Killed  in  action  14  August,  1813. 

De  liUee,  £dmnnci  S. 

Thiid  Assistant  Engineer,  22  September,  1840.  Secon<l  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  12 
October,  1859.    Retired  list,  13  Deceiuber,  1878. 

Delnce.  George  £. 

Third  Assistant  Engineer,  26  February.  1851.     Resigned  28  February,  1853. 

I>e  liuee,  Tlieodore  F. 

Acting  Ensign,  1  August,  1862.     Appointment  revoked  (Sick,)  14  March,  1805. 
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I>e  lijron,  A.  S. 

Midshipman,  17  December,  1810.    Last  appearance  on  Records  of  Navy 
ment,  26  April,  1811. 

I>emerlt,  Peter. 

Gunner,  4  December,  1815.    Resigned  4  November,  1817. 

l>eineriU,  J.  H. 

Acting  Assistant  Paymaster,  17  February,  1803.    Appointment  revoked  (Sick,)    25 
October,  1863. 

I>emmlns9  William  H. 

Acting  Third  Assistant  Engineer,  17  December,  1864.    Honorably  dischargecS^    ] 
December,  1865. 

Demorest,  G.  T. 

Mate,  16  April,  1864.    Acting  Ensign,  23  February,  1865.    Honorably  dischar^^c^f 
13  May,  1865. 

I>eniott,  Abraham. 

Carpenter,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

]>emott,  Lewis  J. 

Acting  Second  Assistant  Engineer,  12  December,  1863.    Honorably  discharged  8 
January,  1866. 

I>emp8ey9  liawrence. 

Mate,  17  November,  1862.    Deserted  14  February,  1865. 

I>empHoy,  TliomaH. 

Acting  Third  Assistant  Engineer,  16  May,  1962.  Acting  Second  Assistant  Enji- 
neer,  19  November,  1863.    Dismissed  4  April,  1864. 

I>emp8ter,  Alexander. 

Acting  Third  Assistant  Engineer,  1  September,  1864.  Honorably  discharged  85 
September,  1808. 

]>enby,  £dwlii  K. 

Assistant  Surgeon,  11  July,  1855.  Passed  Assistant  Surgeon,  4  Mav,  1860.  B©- 
geon,  1  August,  1861.  Medical  Inspector,  28  December,  1872.  "^Died  3  M»y» 
1875. 

Denby,  John  €• 

Third  Assistant  Engineer,  20  May,  1863.    Appointment  revoke<l  1   September, 

1864. 

I>encli,  J.  Sully. 

Mute,  8  .January,  1864.    Died  at  Naval  Hospital,  New  Y(>rk,  25  Februar}',  1864. 

Den  fold,  George  IV. 

Cadet  Midshipman,  22  Sejitember,  1873.     Gr;i<lr.:;tc'(l  IS  June,  1879. 

Denhart,  John. 

Acting    Third   Assistant    Engineer,  13   April,  1864.      Honorably  discharged 
August,  1865. 

DenlK,  Robert  G. 

Cadet  Eiii^nnecr,  1  October,  1871.    Graduated  31  Miiv,  1873.     Assistant  Enffin* 
23  January,  1874. 

I>enlght,  Samnel  J. 

Mate,  1  October,  1862.      Acting  Ensign,  22  April,  1SG3.      Resigned  28  i 
1865. 

DeniH,  Emile. 

Acting  Ensign,  17  December,  1862.     Resigned  7  September,  1863. 

DeniHon,  C1inrle«  H. 

Acting  Paymaster.    Dismissed  30  July,  1862. 

I>oniMon,  IVilliam  E. 

Acting  Master,  7  February,  1862.     Appointment  revoked  (Sick.)  13   Fc 
*  -♦infT  Master,  22  June,  1863.    Acting  Volunteer  Lieutenant,  rec 

'^fflpor.  2  June,  18<)4.     Honorably  discharged 
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enman,  Joseph  A. 

Acting  Ensign,  10  September,  18C2.    Died  at  Key  West,  Florida,  4  July,  1804. 

^nneit^  Adolphns. 

Acting  Ensign,  22  August,  1862.    Honorably  discharged  25  November,  1865. 

^nneit,  John. 

Mate,  28  January,  1863.  Acting  Ensign,  2  April,  1864.  Honorably  discharged  20 
November,  1865.  Acting  Ensign,  12  September,  1866.  Mustered  out  2  October, 
1868. 

nneit^  Joseph  G. 

Acting  Third  Assistant  Engineer,  12  November,  1862.  Acting  Second  Assistant 
Engineer,  25  May,  1864.    Honorably  discharged  9  October,  1866. 

^nnett,  Rohert  O. 

Acting  Third  Assistant  Engineer,  17  December,  1862.  Acting  Second  Assistant 
Engineer,  1  February,  1864.    Appointment  revoked  (Sick,)  10  October,  1864. 

^nnlniir,  Rothens. 

Mate,  14  May,  1864.    Honorably  discharged  1  December,  1865. 

»inlB,  Daniel. 

Mate,  23  May,  1864.    Discharged  7  December,  1864. 

^nls,  Cto^rge  If. 

Acting  Second  Assistant  Engineer,  20  December,  1861.  Appointment  revoked 
(Sick,)  6  August,  1862. 

ennls,  John,  Jr. 

Midshipman,  18  June,  1812.    Died  in  1813. 

mnls,  John  S. 

Acting  Master,  81  August,  1861.  Died  on  **  //Mnfr««,"  Mississippi  river,  27  Feb- 
ruary, 1865. 

Unison,  Erasmus. 

Midshipman,  26  September,  1863.  Graduated  6  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Died  18  April,  1873. 

Unison,  Henry. 

Purser,  25  April,  1812.     Died  15  March,  1822. 

unison,  Robert. 

Chaplain,  28  May,  1804.  Last  appearance  on  Records  of  Navy  Department.  Fur- 
loughed. 

ainiston,  O.  T. 

Midshipman,  10  March,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.    Lieutenant,  14  September,  1855.    Died  17  February,  1858. 

mnlston,  Henry  H. 

Assistant  Paymaster,  9  September,  1861.  Paymaster,  14  April,  1862.  Pay  Inspec- 
tor»  19  August,  1876. 

mnj9  Eben  D. 

Midshipman,  17  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  2 
February,  1853. 

»iny9  John. 

Burgeon's  Mate,  17  August,  1826.    Died  19  September,  1829. 

msmore,  John  H. 

Acting  Second  Assistant  Engineer,  19  December,  18G3.  Ilouorablv  discharged  12 
July,  1865. 

ranon,  John. 

.\cting  Ensign  and  Pilot,  28  October,  1804.  Honorably  discharged  4  December, 
1865. 

eat,  Batne  €• 

Cflulet  Midshipman,  5  June,  1873.    Graduated  4  June,  1880. 

ent,  John  H. 

Hidshipman,  16  March,  1798.  Lieutenant,  11  July,  1799.  Commander,  5  Septem- 
ber, 1804.    Captain,  29  December,  1811.    Died  31  July,  1823. 
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Denton,  Anthony  Y. 

Midshipman,  4  July,  1805.    Resigned  13  October,  1807. 

Denton,  George  Jj. 

Acting  First  Assistant  Engineer,  25  July,  18()3.     Dismissed  31  August,  1863. 

Denton,  Lieonard. 

Acting  Ensign,  25  January,  1865.    lionombly  discliarged  5  October,  18G5. 

Depatift,  Joseph. 

Midshij^man,  1  January,  1808.    Resigned  28  November,  1808. 

Depne,  Abraham. 

Acting  Assistant  Paymaster,  1  June,  1803.    Discharged  24  December,  1865. 

Derby,  Albi^enee  X. 

Acting  Second  Assistant  Engineer,  1  October,  18C2.    Resigned  16  January,  I86S1 

Derby,  Cliarles  P. 

Midshipman,  9  November,  1813.    Died  in  March,  1821. 

Derby,  Richard. 

Captain,  22  February,  1799.    Resigned  12  May,  1801. 

Derby,  Richard,  Jr. 

Assistant  Surgeon,  8  May,  1815.    Died  20  December,  1815. 

Derby,  Richard  C. 

Midshipman,  20  September,  1864.  Graduated  2  June,  1868.  Ensign,  19  Apt^ 
1869.    Master,  12  July,  1870.    Lieutenant,  27  October,  1872. 

Dereamer,  George. 

Acting  Second  Assistant  Engineer,  13  August,  1861.    Honorably  discharged 
January,  1866. 

Derr,  E.  Z. 

Assistant  Surgeon,  3  March,  1873.    Passed  Assistant  Surgeon,  18  April,  1877. 

De  MamcMs,  Charles. 

Acting  Master,  6  December,  1861.     Appointment  revoked  3  ^lay,  1862. 

De  Nanno,  Walter. 

Acting  Third  Assistant  Engineer,  16  September,  1863.  Dishonorably  discharS 
25  May,  1864. 

De  Sanno,  William  P. 

Third  Assistant  Engineer,  21  May,  1857.  Secon<l  Assistant  Engineer,  2  Au^" 
1859.    First  Assistant  Engineer,  1  July,  1801.    Dismissed  19  March,  1862. 

De  Sansnre,  D.  Jj. 

Midshipman,  9  November,  1813.    Resigned  14  June,  1820. 

De«ilonde,  Adrian. 

^lidshipman,  27  October,  1841.    Resigned  14  June,  1849. 

Detnrbe,  John. 

Acting  Second  Assistant  Engineer,  2  December,  1804.  Honorably  discharged  i 
August,  1805.  Acting  Second  Assistant  Engineer.  Appointment  revokcci  i 
February,  1807. 

De  Yalin,  Charles  £• 

Third  Assistant  Engineer,  20  September,  1858.  Second  Assistant  Engineer,  J** 
.Tanuarv,  1801.  First  Assistant  Engineer,  17  March,  1803.  Chief  Engineer,  21 
March,"iy70. 

DOTans,  Thomas. 

Midshipman,  2  ^larch,  1799.    Last  ai^pcarunce  on  Records  of  Navy  Department, 
April,  1799.    Resigned. 

De  Tanx,  Max  A. 

Midshipman,  1  September,  1811.     Resigned  12  October,  1818. 

DevenH,  £dward  F. 

Acting  Master,  11  June,  1801.  Acting  Volunteer  Lieutenant,  at  capture  of**  Ark*,^ 
25  May,  1803.  Acting  Volunteer  Lieutenant-Commander,  7  February,  1865J 
Honorably  discharged  19  November,  1800. 
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erereaux,  John. 

Mate,  25  Februaxy,  1864.    Died  at  Naval  Hospital,  New  Orleans,  25  March,  18G5. 

^Ters,  William. 

Gunner,  date  not  known.    Resigned  October,  1820. 

(Tersney,  Bial. 

Acting  Third  Assistant  Engineer,  4  January,  1865.  Honorably  discharged  1  No- 
veuiber,  1865. 

(Tezin^  J.  O. 

Midshipman,  16  October,  1824.    Resigned  22  November,  1827. 

(Tine,  Cieorge. 

Acting  Second  Assistant  Engineer,  21  November,  18G3.  Acting  Second  Assistant 
Engineer,  19  October,  1864.    Honorably  discharged  20  July,  1865. 

(Tine,  Thomas. 

Mate,  6  January,  1862.  Acting  Ensign,  28  February,  1863.  Honorably  discharged 
30  September,  1865. 

STine,  Thomas  H. 

Mate,  18  September,  1863.    Resigned  21  June,  1865. 

ftTlan,  William  T. 

(Appointed  in  Volunteer  Service  19  March,  1803.)    Gunner,  30  July,  1870. 

CTlin,  James. 

Acting  Third  Assistant  Engineer,  2  March,  1805.  Honorably  discharged  6 
August,  1865. 

eTlin,  William  T. 

Acting  Gunner,  19  March,  1863.    Honorably  discharj^cd  1  March,  18G0. 

eroe,  James  B. 

Acting  EflBign,  22  March,  1864.  Acting  Master,  28  September,  1804.  Honorably 
discharged  22  December,  1865. 

BWeese,  Cornelius,  Jr. 

Mate,  26  November,  1863.    Honorably  discharged  23  November,  1805. 

iwey,  lEphraim  II. 

Mate,  17  September,  1861.  Acting  Ensign,  1  Mav,  1803.  Resigned  11  December, 
1863. 

iwey,  George. 

Acting  Midshipman,  23  September,  1854.  Midsliipman,  11  June,  185S.  Passed 
3Iidshipman,  28  January,  1801.  Master,  28  Fe!)ru:ii7,  1801.  Lieutenant,  19 
April,  1801.  Lieutenant-Commander,  3  March,  1805.  Commander,  13  April, 
1872. 

iwey,  Orville. 

Chaplain,  5  February,  1851.     Resigned  9  February,  1653. 

^wey,  Thomas. 

Gunner,  14  January,  1840.     Died  10  November,  1849. 

^wharst,  Georfipe. 

Acting  Master,  22  November,  1801.     Resij^ned  8  August,  1805. 

^winiT,  Paul  F. 

Acting  Assistant  Paymaster,  31  August,  1SG4.     Discharged  8  November,  1805. 

Acting  Third  Assistant  Engineer,  3  Sejitembcr,  18(U.  Apj)ointment  revoked 
(Sick,)  20  February,  1805. 

eWitt,  J.  B. 

Surgeon's  Mate,  30  June,  1823.     Resigned  15  September,  1823. 

eHitt,  Halter  A. 

Mate,  2  December,  1803.  Acting  Ensign,  10  November,  1804.  Honorably  dis- 
charged 14  February,  1800. 

ewling,  Isaiah. 

Acting  Assistant  Surgeon,  24  May,  1804.  Assistant  Surgeon,  Retired  list,  80  June, 
1879. 
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]>ell  olf,  F.  r. 

HidsliipmaB,  80  Koyember,  1814.    Resigned  80  Marchf  1816. 

I>eWoIf,  Iieon. 

Mate,  8  February,  1865.    Died  at  Mobile  Bay,  Alabama,  13  April,  1865. 

BeHoIf,  Willtam  H. 

Acting  Master,  10  November,  1861.    Honorably  discharged  4  November,  1865. 

l>exter,  Adolphns. 

Acting  Midshipman,  24  September,  1857.  MidBhipman,  1  June,  1801.  Paaaed 
Midshipman.  Acting  Master,  22  September,  IbOl.  Lieutenant,  16  July,  1863. 
Resigned  23  November,  1804. 

I>exter,  Daniel  S. 

Midshipman,  0  April,  1800.  Lieutenant,  13  February,  1807.  Commander,  20  D^ 
cember,  1814.    Died  10  October,  1818. 

Dexter,  £•  T. 

Mate,  10  December,  1862.  Dismissed  4  April,  1863.  Mate,  7  July,  1863.  Died  2 
October,  1868. 

Dexter,  George  ET. 

Mate,  14  February,  1863.  Acting  Ensign,  17  January,  1865.  Ilonorably  dif- 
charged  28  October,  1865. 

Dexter,  Horaee. 

Mate,  18  November,  1862.  Acting  Ensign,  11  November,  1868.  Honorably  dii- 
charged  25  September,  1865. 

Dexter,  J.  D. 

Acting  Ensign,  1  November,  1862.    Resigned  13  April,  1865. 

Dexter,  John  M. 

Acting  Third  Assistant  Engineer,  24  September,  1862.    Acting  Sec;Dnd  AasistsP^ 
Engineer,  15  October,  1862.    Honorably  discharged  11  September,  1865. 

Dexter,  Rodolphns  W. 

Acting  Master,  11  November,  1861.    Resigned  8  July,  1862. 

Dexter,  Snmner. 

Acting  Ensign  and  Pilot,  12  December,  1864.  Honorably  dischaiged  5  Augi^^ 
1865. 

Diamond,  Jasper  H. 

Third  Assistant  Engineer,  1  July,  1868.    Second  Assistant  Engineer,  25  July,  IJ 
Dismissed  26  July,  1876. 

Dibble,  Georg^e  M. 

Midshipman,  1  March,  1841.    Dismissed  15  August,  1849. 

Dibble,  Jonas. 

Carpenter,  16  June,  1838.    Retired  list,  16  Deceml)er,  1866. 

Diehmau,  £rnst  J. 

Acting  Midshipman,  20  September,  1860.  Ensign,  28  May,  1868.  Master^  ^^ 
November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander .»  ^* 
March,  1868.    Resigned  81  December,  1871. 

Diek,  £dward  Ii. 

Third  Assistant  Engineer,  20  September,  1858.     Dismissed  28  May,  1861. 

Diek,  James. 

Midshipman,  22  May,  1799.  Discharged  8  June,  1801,  under  Peace  Establi^* 
ment  Act. 

Diek,  Jobn  B. 

Acting  Second  Assistant  Engineer,  18  October,  1861.  Honorably  discharged.  ^^ 
July,  1866. 

Diek,  Robert  B. 

Acting  Third  Assistant  Engineer,  3  April,  1868.    Ilonorably  discharged  27 
tember,  1867. 

Diek,  Walter  B. 

Assistant  Surgeon,  10  July,  1861.    Resigned  28  April,  1864. 
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DIckason,  John  A. 

Carpenter,  13  December,  1825.    Drowned  29  September,  1847. 

Dickermanf  C.  !<• 

Acting  Assistant  Paymaster,  27  March,  1865.    Discharged  11  October,  1865. 

Diekerson,  Hlel  Ii. 

Acting  Third  Assistant  Engineer,  28  November,  1863.    Resigned  8  Jmie,  1865. 

Diekerson,  J.  Ii. 

Mate,  21  Jaly,  1864.    Dismissed  6  August,  1864. 

Dickey,  Robert. 

Sailmaker,  11  June,  1799.    Last  appearance  on  Records  of  Navy  Department. 

Biekejr,  Robert. 

Assistant  Paymaster,  14  July,  1870.    Resigned  81  December,  1878. 

IMckins,  Francis  W. 

Midshipman,  20  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  12  Jime,  18G9. 

Dickinson,  Daniel  A. 

Acting  Assistant  Paymaster,  15  May,  1868.    Resigned  28  January,  1865. 

Dickinson,  Dwight. 

Assistant  Surgeon,  21  April,  1869.  Passed  Assistant  Surgeon,  6  November,  1872. 
Surgeon,  6  December,  1879. 

Dickinson,  Hollowell. 

Boatswain,  18  December,  1862.    Acting  Boatswain,  5  August,  1862. 

Dickinson,  H.  J. 

Midshipman,  26  December,  1815.    Resigned  20  October,  1820. 

Dickinson,  John  R. 

Acting  Master,  11  November,  1861.  Dismissed  1  November,  1862.  Acting  En- 
si^  27  December,  1862.  Acting  Master,  favorable  report  of  Commanding 
Officer,  25  June,  1863. 

iMckinson,  Iforman  P. 

Mate,  18  September,  1862.    Resigned  8  May,  1863. 

IMekinson,  P. 

Acting  Master,  28  October,  1861.    Honorably  discharged  25  January,  1868. 

Aiclcinson,  S.  M. 

Acting  Assistant  Paymaster,  1861.    Resigned  81  October,  1862. 

JMckinson,  Solomon. 

Purser,  16  January,  1799.    Resigned  28  January,  1799. 

JMckman,  Charles  B. 

"    Acting  Ensign,  18  January,  1864.    Honorably  discharged  15  August,  1865. 
JMcks*  John  W. 

Acting  Master,  26  August,  1861.    Resigned  (Sick,)  19  July,  1864. 

Aiclison,  John  A. 

Carpenter,  13  December,  1825.    Drowned  29  September,  1847. 

ilHclcson,  Henzies. 

Mate,  22  June,  1868.    Appointment  revoked  (Sick,)  1  September,  1864. 
DMeluMin,  Samnel  H. 

Assistant  Surgeon,  19  March,  1875.    Passed  Assistant  Surgeon,  7  August,  1880. 
ZDickson.  Thomas. 

Third  Assistant  Engineer,  21  May,  1843.    Died  12  September,  1847. 
3>ickson,  Thomas  H. 

Acting  Assistant  Paymaster,  18  August,  1863.    Honorably  discharged  12  Septem 
ber,  1865. 

Ihekson,  nilliam. 

Mate,  1  Sei^tember,  1864.    Honorably  discharged  9  September,  1865. 

14 
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U  Samuel  W.  B. 

Midshipmnii,  20  September,  18G9.    Graduated  81  May,  187S.    Ensign,  16  JvS^ 
1874.    Master,  1  November,  1879. 

Biehl,  OliTer. 

Assistant  SurgeoD,  6  July,  1880. 

iDiermaiifte,  Ilonry  P. 

Mate,  3  Ni)veml>er,  1864.    Honorably  diBcharged  25  April,  1868. 

Bieterioli,  J.  P. 

Second  Lieutenant,  Marine  Corps,  17  October,  1834.    Cashiered  27  April,  1888. 

]>igard,  Manrlce. 

Acting  Master,  22  January,  1862.  Resigned  9  October,  1863.  Acting  Ensipi,  ^  5 
March,  1864.  Acting  Master,  16  August,  1864.  Honorably  discharged  1^^  -4 
September,  1865. 

DIgnon,  James  H. 

Acting  Third  Assistant  Engineer,  12  February,  1864.  Appointment  revoltet-^  -d 
(Sick,)  31  August,  1864. 

Bill,  Albert  F. 

Acting  Ensign,  29  December,  1863.    Resigned  5  May,  1865. 

Bill,  £11. 

Boatswain,  25  June,  1818.    Died  19  December,  1831. 

Bill,  Franels  J. 

Mate,  8  January,  1864.    Acting  Ensign,  2  February,  1865.    Resigned  23  Ma^-^=ay» 

1865. 

Bill,  J.  H. 

Master,  10  April,  1813.    Resigned  23  February,  1821. 

Bill,  JoHhna  II. 

Acting  Master,  27  August,  1861.    Appointment  revoked  (Sick,)  13  June,  1862. 

Billard,  Thomam. 

Surgeon's  Mate,  15  November,  1824.    Surgeon,  8  Januar}%  1828.    Retired  24  Jaac^cJiU' 
ary,  1863.    Died  1  March,  1870. 

Billingham,  Albert  C.  

Midshipman,  31  July,  1865.    Graduated  7  June,  1870.    Ensign,  18  July,  IS^-^SBTl. 
Master,  4  June,  1 874. 

Billingham,  James  !<•,  Jr. 

Acting  Master,  9  July,  1861.     Resigned  9  October,  1861. 

Billinfipliam,  John. 

Acting  Master,  24  May,  1861.    Resigned  28  December,  1864. 

Billman,  Jared  W. 

Acting  Assistant  Surgeon,  21  March,  1865.    Honorably  discharged  11  Octol 
1865.    Re-appointed  10  December,  1873. 

Billon,  Arthur  J. 

Acting  Assistant  Paymaster,  11  April,  1863.    Died  at  St.  Louis,  Missouri,  16 
cembcr,  1803. 

Billon,  Xioholas. 

Acting  Third  Assistant  Engineer,  21  May,  1863.    Died  at  New  Orleans,  23 
ber,  1864. 

Billon,  P.  R. 

Acting  Ensign,  on  Admiral  Stribling's  Staff,  1  October,  1864.    Honorably 
charged  2U  October,  1805. 

Biniau,  Henry  W. 

Acting  Assistant  Paymaster,  14  January,  1862.    Resigned  13  August,  1868. 

Dinimoek,  C'harleM  W.,  Jr. 

Mate,  10  August,  1804.    Honorably  discharged  15  November,  1865. 

Dimmoel^,  Thomas. 

Midshipman,  4  March,  1823.    Resigned  1  August,  1827. 
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X>iinock,  IViartial  €• 

Midshipman,  81  July,  18GC.     Graduated  7  June,  1S70.     Ensign,  13  July,  1872. 
Master,  1  January,  1875.     Resigned  23  December,  1870. 

X^imon,  JBdward  M. 

JMute,  9  September,  1862.    Acting  Ensign,  5  July,  1803.    Honoriibly  discharged  5 
August,  1868. 

I>inf«Tnore,  Jay. 

Third  Assistant  Engineer,  16  January,  1863.    Resigned  28  May,  1864. 

I>iii8inore,  91.  D.  Jj. 

Acting  Third  Assistant  Engineer,  4  December,  1863.    Honorably  discharged  23 
August,  1865. 

Jl>io8inore9  Robert. 

Acting  Ensign,  17  December,  1863.    Honorably  discharged  1  November,  1868. 

I>inf»inoor,  Silas. 

Purser,  31  May,  1800.    Discharged  8  July,  1801,  under  Peace  Establishment  Act. 

H>tfiierens,  Albert  D. 

Mate,  11  January,  1863.    Acting  Ensign,  12  February,  1864.     Honorably  dis- 
charged 20  October,  1865. 

JDiserens,  Charles  in. 

Hate,  24  January,  1863.     Appointment  revoked  (Sick,)  19  March,  1863.    Mate,  25 
April,  1864.    Honorably  discharged  20  September,  1865. 

S>teliaiii,  Edward  W. 

Mate,  29  March,  1865.    Honorably  discharged  21  October,  1865. 

M^l»wtej9  Edward  W. 

Gunner,  26  April,  1839.    Dismissed  6  March,  1840. 

S>i8ney,  Georire. 

Acting  Third  Assistant  Engineer,  17  December,  1863.    Died  on  ^^  Aacutney,^^  J 
January,  1868. 

:B>i8C(ton,  Kamnel. 

Acting  Third  Assistant  Engineer,  7  September,  1864.    Resigned  18  May,  1865. 

!XHTine,  Thomas. 

Acting  Second  Assistant  Engineer,  26  November,  1861.    Acting  First  Assistant 
Engineer,  12  November,  1863.    Honorably  discharged  9  October,  1865. 

JMx,  John. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  27  March,  1818.    Died  16  April,. 1823. 

:i>ixon,  Albert  F. 

Second  Assistant  Engineer,  29  October,  1870.     Passed  Assistant  Engineer,  4  No- 
vember, 1877. 

J^lxon,  Francis. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

JHxon,  Hiram  Jj. 

Carpenter,  23  July,  1861.     Warranted  11   December,  1861.     Died  at  Quarantine, 
New  York,  on  board  Hospital  Ship,  26  June  18G9,  (Yellow  Fever.) 

J^lxon,  John  A. 

Carpenter,  27  March,  1857. 

l>ixon,  Robert. 

Boatswain,  5  February,  1842.     Died  5  April,  1875. 

I>i:xon,  William  8. 

Assistant  Surgeon,  27  January,  1871.    Passed  Assistant  Surgeon,  14  January,  1875. 

^l>oan,  William. 

Acting  Second  Assistant  Engineer,  29  November,  1862.    Resigned  22  September, 
1863. 

ine,  €•  €• 

Mate.    Dismissed  31  July,  1862. 
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H>Rne,  Georfipe  B. 

Assistant  Surgeon,  10  December,  1814.    Resigned  5  January,  1820l 

>oane9  John. 

Master,  15  July,  1812.    Discharged  3  November,  1814. 

I>oane,  Thomas  €• 

Acting  Assistant  Paymaster,  17  February,  18C3.    Discharged  6  February,  1866. 

l>oane,  William  H. 

Acting  Assistant  Paymaster,  18  July,  1863.    Discharged  18  December,  1865. 

l>obbin,  John  V. 

Purser,  0  February,  1856.    Resigned  17  August,  1857. 

Bobbins,  Daniel. 

Master,  10  September,  1812.    Resigned  5  June,  1826. 

l>obbin8,  James  H. 

Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy 
21  June,  1815. 

Dobbs,  Frederick  A. 

Third  Assistant  Engineer,  11  April,  1859.    Died'  20  April,  1862. 

l>obbs,  Tliomas. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Acting  Second  Assistant  Fti^b  gj. 
neer,  0  February,  1864.  Acting  First  Assistant  Engineer,  8  March,  1865.  Hc:^hoq. 
orably  discharged  21  November,  1807. 

l>obbs,  William  II. 

Acting  Second  Assistant  Engineer,  18  July,  1862.    Acting  First  Assistant  En^^Hgi*. 
neer,  22  November,  1862.    Honorably  discharged  5  December,  1865. 

I>obelI,  William  II. 

Mate,  81  December,  1868.    Honorably  discharged  1  November,  1865. 

Bobson,  William  8. 

Acting  Third  Assistant  Engineer,  22  August,  1864.    Appointment  revoked  (Si^cslr.) 
31  January,  1865. 

I>ockray,  William  P. 

Acting  Master,  21  September,  1861.    Resigned  10  November,  1868. 

Dod,  Daniel. 

Acting  Third  Assistant  Engineer,  20  July  1868.    Acting  Second  Assistant  Ex»g>* 
neer,  9  June,  1864.    Honorably  discharged  28  October,  1865. 

Dod,  Steplien. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  4  June,  1836.    Lieutei*^^^ 
8  September,  1841.    Died  19  April,  1845. 

Dodd,  Albert  W. 

Cadet  Midshipman,  6  June,  1873.    Graduated  18  June,  1879. 

I>odd,  James.  ^ 

Acting  Third  Assistant  Engineer,  21  March,  18(i2.     Api)eintment  revoked  (&i^" 
24  July,  1863. 

Dodd,  M.  M. 

Carpenter,  18  June,  1845.    Died  9  March,  1859. 

Dodd,  Robert  J. 

Surgeon's  Mate,  26  May,  1820.     Surgeon,  4  April,  1831.    Retired  30  April,  1  ^ 
Medical  Director,  on  Retired  list,  3  March,  1871.     Died  3  February,  1876. 

Dodds,  Georfipe  D. 

Midshipman,  J^O  November,  1814.     Resigned  10  November,  1822. 

Dodge,  Alvaii. 

Acting  Assistant  Surgeon,  21  March,  1805.     Honorably  discharged  11  Oct*^ 
1865. 

Dodge,  Billy. 

Master,  3  July,  1813.    Last  ap])enrunce  on  Records  of  Navy  Department,  7  A.** 
1813. 
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JDo^S^,  Edward. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Resigned  19  March,  1864. 

;S>od9e,  £dward  J. 

Midshipman,  18  January,  1815.    Resigned  23  November,  1815. 

Xtod^e,  £dw.  R. 

Assistant  8mrgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  25  September. 
1866.    Surgeon,  6  September,  1869.    Died  29  March,  1871. 

3>od§^  €}eorge  H.,  Jr, 

Mate,  7  August,  1862.  Acting  Ensign,  10  July,  1863.  Honorably  discharged  19 
September,  1865. 

:i>od^e,  Georg^e  P. 

Midshipman,  1  October,  1850.    Dismissed  12  June,  1851. 

J>odir€^  Henry  W. 

Acting  Ensign,  5  August,  1862.    Dismissed  26  November,  1862. 

l^odfffs  Jameeu 

Assistant  Surgeon,  29  August,  1799.  Surgeon,  11  September,  1800.  Discharged 
4  August,  1801,  under  Peace  Establishment  Act. 

]>edge,  Jamefiu 

Surgeon,  27  November,  1804.    Last  appearance  on  Records  of  Navy  Department. 

Dod|[^9  OmensEO  G. 

Cadet  Midshipman,  6  June,  1873.  Graduated  18  June,  1879.  Ensign,  25  March, 
1880. 

Bodge,  RIehard  D. 

Third  Assistant  Engineer,  22  July,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.    Resigned  1  June,  1868. 

Dodge,  Riehard  F. 

Acting  Ensign,  11  June,  1864.    Honorably  discharged,  3  November,  1865. 

Ikklge,  Tbomas  W. 

Mate,  16  August,  1861.  Acting  Master,  18  June,  1862.  Honorably  discharged  14 
September,  1865.  Acting  Master,  19  December,  1866.  Mustered  out  22  April, 
1869. 

I>od8on,  Willtam. 

Master,  date  not  known.    Discharged  15  April,  1815. 

I^odswortta,  Jolin. 

Midshipman,  15  November,  1809.    Resigned  30  July,  1810. 

'^^ett,  Samael. 

Gunner,  21  September,  1821.  Last  appearance  on  Records  of  Navy  Department,  1 
October,  1 822. 

'^lierty,  John. 

Acting  Third  Assistant  Engineer,  G  February,  1865.  H()noral)lv  discharged  13 
February,  1868. 

*^lirnean,  James  C. 

-Acting  Third  Assistant  Engineer,  9  June,  1863.     Resigned  24  October,  1863. 

*^tg,  Alexander. 

Acting  Fii-st  Assistant  Engineer,  25  November,  1861.    Resigned  0  June,  1863. 

^^^g9  CJoorge. 

Acting  Assistant  Surgeon,  5  March,  1864.     Resigned  1  August,  1865. 

^*^^lan,  Andrew. 

Acting  Second  Assistant  Engineer,  9  May,  1864.  Honorably  discharged  20  No- 
vember,  1867. 

^^len,  George  B. 

Acting  Second  Assistant  Engineer,  8  June,  1864.    Honorably  discharged  20  June, 

"^^lley,  Renben. 

Mate,  7  January,  1862.    Appointment  revoked  5  December,  1862. 
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I>olllTer,  €}eorge  €• 

Mate.    Killed  in  action,  "  Diana;'  28  March,  1803. 

l>oUiTer,  William  F. 

Acting  Ensign,  2  December,  18C3.    Honorably  discharged  10  January,  1866. 

I>oinbangli,  Harry  M. 

Cadet  Midshipman,  G  June,  1872.    Graduated  18  June,  1877. 

iDomett,  George  W. 

Acting  Master,  12  August,  1861.    Resigned  21  Apoil,  1864. 

iDominle,  Rietaard. 

Midshipman,  30  April,  1814.    Died  10  June,  1822. 

]>oiiiiny,  Cyrennins. 

Acting  Volunteer  Lieutenant,  gallant  conduct,  1  August,  1862.     Resigned  2* 
AprU,  1805. 

I>onaline,  Henry  W. 

Acting  Third  Assistant  Engineer,  12  October,  18C1.    Died  8  March,  1802. 

I>onaldfiM>n,  Andrew. 

Mate,  19  December,  1863.    Honorably  discharged  6  August,  1865. 

l>onald8on,  £dward. 

Midshipman,  21  July,  1835.    Passed  Midshipman,  22  June,  1841.    Master, 
May,  1847.    Lieutenant,  23  October,  1847.    Commander,  16  July,  1862.    Oaptai 
25  July,  1866.    Commodore,  28  September,  1871.    Rear-Admiral,  21  Septembe 
1876.    Retired  list,  29  September,  1870. 

]>onald8on,  John. 

Acting  Third  Assistant  Engineer,  24  Decembes,  1864.    Honorably  discharged  % 
October,  1865. 

]>onald8on,  OllTer. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  1  January,  1866. 

Hounegan,  Aui^stns  F. 

Acting  Third  Assistant  Engineer,  1  October,  1864.    Honorably  discharged  2  Jun 
1868. 

]>onnelI,  RnlVis  R. 

Acting  Ensign,  17  September,  1862.    Honorably  discharged  17  August,  1865. 

]>onnell3'9  AlTln. 

Acting  Third  Assistant  Engineer,  4  September,  1863.    Honorably  discharged 
January,  1866. 

]>onnelly,  Jolin. 

Mate,  3  April,  1865.    Honorably  discharged  10  October,  1808. 

]>onnelly9  Patrick. 

Acting  Ensign,  0  April,  1803.    Acting  Master,  22  January,  1804.    Honorably  di  ^^ 
charged  25  November,  18G5. 

l>onohoe9  John  J. 

Acting  Third  Assistant  Engineer,  24  July,  1803.    Honorably  discharged  7  Augu&^f- 

1805. 

Bouor,  William  S. 

Acting  Assistant  Surgeon,  23  February,  1804.    Honorably  discharged  10  October* 
1805. 

]>onoTan9  Michael. 

Mate,  14  December,  1802.    Deserted  12  October,  1803. 

Dooley,  £dward. 

Mate,  13  February,  1803.  Dismissed  25  August,  1803.  Mate,  29  October,  1803- 
Hon()ra])ly  discharged  19  September,  isfio.  Mate,  18  December,  IfSOo.  Api>oint- 
ment  revoked  23  November,  1800.  Mate,  3  January,  1807.  Mustered  out  St' 
Sei)tember,  1SC7. 

Derail,  £dward  C 

Purser,  15  September,  1845.    Pay  Director,  3  March,  1871. 
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'An,  James  S. 

Acting  Third  AssiBtant  Engineer,  1  July,  1861.    Acting  Second  Assistant  Engi- 
neer, 23  October,  1862.    Resigned  10  June,  1863. 

rAn,  Peter  B. 

Mate,  6  December,  1862.    Dismissed  19  June,  1863. 

:K>orAn,  Richard, 

Acting  Third  Assistant  Engineer,  27  November,  1868.  'Honorably  discharged  25 
July,  1865. 

:V>orey,  John. 

Acting  Master  and  Pilot,  1  September,  1864.  Appointment  revoked  31  March, 
1865. 

:ff>ori^n,  Andrew. 

Master,  8  July,  1812.    Resigned  15  April,  1813. 

:V>or^an,  Andrew. 

Master,  tl  September,  1818.  Last  appearance  on  Records  of  Navy  Department,  5 
October,  1813. 

:V>'OrIean8,  Pierre. 

Honorary  appointment  of  Acting  Ensign,  28  May,  1863.    Resigned  30  May,  1864. 

:V>orn,  Edward  J. 

Midshipman,  21  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
1875. 

!KH»min,  Thomas  A. 

Midshipman,  2  May,  1815.  Lieutenant,  13  January,  1825.  Commander,  8  Sep- 
tember,  1841.  Captain,  14  September,  1855.  Commodore,  on  Retired  list,  16 
July,  1862.    Died  22  April,  1874. 

^I>omin,  Thomas  I^ardner. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1800.  Dismissed 
4  June,  1861. 

/nMftrr,  Herman. 

Acting  Assistant  Paymaster,  11  July,  1864.    Resigned  (Sick,)  15  March,  1865. 

l>€»rr,  Joseph. 

Midshi2)man,  11  September,  1799.  Discharged  1  May,  1801,  under  Peace  Estab- 
lishment Act. 

l^orranoe,  Charles  B. 

Acting  Ensign,  7  November,  1862.    Died  on  the  "  Sebago,''  9  October,  1864. 

^^Pranee.  George  W. 

Chaplain,  2  January,  18G0.    Retired  list,  14  February,  1873. 

^^rjr,  John  G. 

Acting  Master,  24  September,  1861.    Appointment  revoked  (Sick,)  11  July,  1862. 

^^fsejr,  Greenberg. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  6 
September,  1805. 

^^if^ey.  Hill. 

Midshipman,  15  November,  1810.    Resigned  25  April,  1811. 

^W'sey,  Hill. 

Midshipman,  9  September,  1811.    Resigned  2  May,  1812. 

^^•^ey,  John. 

Midshipman,  28  April,  1801.    Killed  in  action  7  August,  1804. 

*^i^ey,  John  W. 

Assistant  Surgeon,  16  July,  1803.     Resigned  9  July,  1807. 

"^^^Tftey,  liawrenee  A. 

,^^  (To  Command  on  Galley.)    Captain,  12  September,  1798.     Died  23  January,  1800. 

^^l«ey,  Robert. 

Midshipman,  5  February,  1800.  Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act. 
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Boten,  Clark  W. 

Acting  Second  Assistant  Engineer,  5  May,  18G3.    Acting  First  Assistant 
19  May,  1864.    Honorably  discharged  24  September,  1865. 

]>ortoii9  Ilenry  F. 

Mate,  10  March,  1863.     Acting  Ensign,  10  November,  1868.     Hon      bly 
charged  20  September,  1865.    Acting  Ensign,  11  September,  1867. 
out  23  September,  1868. 

Boty,  Albert  J. 

Acting  Tliird  Assistant  Engineer,  11  August,  1863.  Acting  Second  AssIbUl.  :Bit 
Engineer,  2  June,  1865.  Honorably  discharged  19  February,  1866.  Actij^cag 
Second  Assistant  Engineer,  25  April,  1866.    Mustered  out  27  August,  1867. 

Doty,  George  W. 

Midshipman,  4  January,  1838.  Passed  Midshipman,  8  July,  1839.  Lieutena  "^nt^ 
13  May,  1845.  Commander,  Retired  list,  16  July,  1862.  Captain  on  Retic-^xl 
list,  4  April,  1867. 

]>oty,  Stephen  B. 

Acting  Assistant  Surgeon,  31  October,  1864.    Honorably  discharged  23  Januih^TT, 

1800. 

Doty,  Webster. 

Midshipman,  27  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1^^69. 
Master,  12  July,  1870.    Lieutenant,  27  March,  1873. 

iDonglierty,  Cliarles. 

Acting  First  Assistant  Engineer,  2  August,  1864.  Honorably  discharged  80 
December,  1865. 

I>ouglierty,  Georjice  W. 

Acting  Assistant  Paymaster,  18  September,  1863.    Honorably  discharged  1  ^Wtih 
uary,  1800. 

l>ousherty,  John  €• 

Acting  Third  Assistant  Engineer,  23  March,  1865.    Honorably  discharged  7  ^ep- 
tember,  1865. 

]>ouglierty,  William  J. 

Acting  Third  Assistant  Engineer,  2  January,  1864.    Honorably  discharged  5  Juijt 

1865. 

Bougtaerty,  William  J. 

Mate,  17  February,  1870.     Appointment  revoked  20  July,  1871. 

Douglity9  £zra  T. 

Midshipman,  8  May,  1824.    Passed  Midshipman,  4  June,  1831.     Lieutenant, 
March,  1835.     Resigned  18  February,  1839. 

]>ougliity,  G.  Morris. 

Carpenter,  10  June,  1801.     Warranted  20  December,  1861.     Resigned  22  Octo1)er-« 
1863. 

]>onghty,  John  H. 

Acting  Third  Assistant  Engineer,  10  December,  1803.     Honorably  discharge;!  1 
October,  1805. 

]>onglity,  Tlionias. 

Acting  First  Assistant  Engineer,  8  July,  1802.     Acting  Chief  Engineer,  13  Decem- 
ber, 1862.     Resigned  22  May,  1«05. 

Bonghty,  William. 

Naval  Constructor,  8  February,  1813.    Resigned,  date  not  known. 

]>oiiglass,  Alexander  B. 

Acting  First  Assistant  Engineer,  10  Sci)teinbcr,  1801.     Resigned  11  November, 
1802. 

]>oiigla<4ii!i,  Aii}arnstnH  C-. 

Midshipman,  11  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1818. 

I>ouglass,  Baniel. 

Gunner,  26  May,  1845.     Died  17  June,  1851. 
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I,  George  B. 

>man,  4  September,  1841.    Dismissed  17  August,  1847. 

I,  George  T. 

ter,  19  February,  1870.    Warranted  29  October,  1870. 

\^  GustBTOS. 

)man,  4  July,  1805.    Drowned  5  March,  1810. 

;,  James  C. 

25  September,  1841.     Resigned  24  February,  1858. 

,  Josepta. 

:er,  18  March,  1803.    Resigned  13  January,  1806. 

^  Ricliard  H. 

it  Paymaster,  81  August,  1861.  Paymaster,  24  August,  1862.  Died  4 
1868. 

,  Robert. 

>man,  16  January,  1809.    Resigned  4  April,  1815. 

,  8amuel  M. 

>man,  7  February,  1799.  Discharged  8  June,  1801,  under  Peace  Establish- 
Act 

,  Thomas. 

5  October,  1811.    Last  appearance  on  Records  of  Navy  Dc2)artment. 

,  William  B. 

»man,  30  June,  1837.    Resigned  14  February,  1838. 

njamin  M. 

•man,  1  December,  1826.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
ember,  1839.  Commander,  14  September,  1855.  Retired  1  October,  1804. 
in  on  Retired  list,  4  April,  1807.     Died  10  November,  1808. 

org^e  W.  W. 

ssistant  Engineer,  11  July,  1861.    Resigned  10  xVugust,  1868. 

trinadiike. 

11  November,  1802.     Resigned  4  January,  1806. 

trmadiike,  Jr. 

man,  1  January,  1818.     Died  14  September,  1821. 

'.ruiadnke. 

29  August,  1812.     Died  3  July,  1846. 

er,  2  August,  1844.     Resigned  18  September,  1844. 

n, 

February,  1863.     Appointment  revoked  (Sick,)  20  May,  1864. 

iiaii. 

Assistant  SurgiMin,  6  March,  18^55.     Resigned  10  June,  1865. 

Gc^ori^e. 

Third  Assistant  Engineer,  21)  May,  1805.     Honorably  discharged  5  July, 

niliam. 

man,  15  November,  1800.     Resigned  9  February,  1811. 

tomanzo. 

I  June,  18r)4.     Died  from  ^'ounds  on  ''New  llam2)sli ire,"'  12  September, 

41bert  £. 

man,  1  January,  1818.  Lieutenant,  3  March,  1827.  Lost  in  the  *'  Gram- 
tiarch,  iai3. 

riiarleH  A. 

Lssibtiint  I'aymastcr,  5  March.  18152.     Discharged  18  April,  1867. 

laiiieft. 

-iusign,  11  June,  1803.     Apiuiintment  revoked  23  January,  1860. 
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I>owiie8,  Jolin. 

Midshipman,  1  Juno,  1802.  Lieutenant,  6  March,  1807.  Commander,  24  Jmu^ 
1813.     Captain,  5  March,  1817.    Died  11  August,  1854. 

I>owne8,  jrohn,  Jr. 

Midsliipman,  4  September,  1837.  Passed  Midshipman,  2U  June,  1843.  Master,  9i6 
February,  1851.  Lieutenant,  30  August,  1851.  Commander,  16  July,  ltfC& 
Died  21  September,  18G5. 

l>owneM,  JTohn. 

Midshipman,  22  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1873. 
Master,  25  April,  1875. 

iDowiies,  Siibael. 

Muster,  9  October,  1799.  Discharged  27  October,  1801,  under  Peace  EstabliBh- 
ment  Act. 

iDowneM,  Knbael. 

Master,  12  September,  1813.    Died  13  June,  1825. 

iDownes,  William. 

Master,  26  May,  1812.    Died  7  August,  1812. 

]>owney,  llllliain. 

Acting  Second  Assistant  Engineer,  9  June,  1863.    Died  on  "  Queen  CUy^^  1  Miicbi 

1864. 

]>ownlng,  M.  m. 

Midshipman,  8  March,  1814.    Died  6  October,  1817. 

I>owniug,  Saiiinel  W. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander,  tt 
September,  1887.    Captain,  27  February,  1847.    Cashiered  11  September,  185i 

]>owns,  John  H. 

Boatswain,  14  May,  1861.    Died  29  November,  1864. 

Dowf^,  JBdward  W. 

Midshipman,  17  December,  1810.    Lost  in  the  "  Epervier.^^ 

]>oyle^  Jacob  I>. 

Assistant  Paymaster,  16  June,  1880. 

]>oyle,  James  A. 

Midshipman,  4  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
29  March,  1844.  Reserved  list,  13  September,  1855.  Restored  to  Active  lilt,  7 
August,  1860.    Retired  4  December,  1861.     Died  3  August,  1865. 

]>oyle,  John. 

Midshipman,  17  June,  1823.    Resigned  6  September,  1820. 

]>oyle9  John. 

Acting  Third  Assistant  Engineer,  IS  October,  ISGl.  Acting  Second  ^rVasistant 
Engineer,  9  May,  1864.    Honorably  discharged  30  September,  1867. 

I>oyle9  Michael. 

Acting  Third  Assistant  Engineer,  26  August,  1864.  Resigned  (Sick,)  4  Janoaiyi 
1865. 

Boyle,  P. 

Acting  Ensign,  on  Special  Duty,  7  July,  1803.    Dismissed  4  August,  1803. 

l>oyle,  Patrick. 

Mate,  25  April,  1863.    Appointment  revoked  22  January,  1866. 

]>oyle9  Robert  M. 

Midshipman,  21  September,  1870.  Graduated  21  Juno,  1875.  Ensign,  9  Septem- 
ber, 1876. 

Doyle,  Thomas. 

Midshipman,  4  July,  1805.  Last  a])pearance  on  Records  of  Navy  Department, 
1815.     Baltimore. 

Doyle,  William. 

Acting  First  Assistant  Engineer,  27  November,  1863.  Honorably  discharged  5 
December,  1865. 
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I^jle,  William  A. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  14  November,  1863. 

Acting  Master,  18  July,  1861.    Resigned  (Sick,)  23  September,  1863. 

^xey,  Biscoe. 

Master,  20  June,  1812.    Died  20  May,  1828. 

kizier,  William  Gaillard. 

Midshipman,  1  April,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22  Jan- 
uary, 1858.    Lieutenant,  19  July,  1859.    Resigned  21  December,  ISOO. 

Irain,  George. 

Mate,  0  January,  1862.    Resigned  29  May,  1865. 

tarake,  Andrew  J. 

Midshipman,  5  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  6 
April,  1851.  Lieutenant,  16  October,  1851.  Commander,  16  July,  1862.  Re- 
tired list,  12  April,  1867.     Died  4  August,  1875. 

H^ake,  Beujamin. 

Midshipman,  22  October,  1849.    Dropped  3  September,  1850. 

!irake,  Charles  I>. 

Midshipman,  1  April,  1827.    Dismissed  30  October,  1829. 

Drake,  Edwin  A. 

Midshipman,  26  June,  1884.    Resigned  28  January,  1837. 

Drake,  Edwin  £• 

Mate,  23  September,  1861.  Acting  Master,  7  March,  1862.  Resigned  6  May,  1862. 
Re-appointed  21  May,  1862.  Appointment  revoked  (Sick,)  6  March,  1863. 
Acting  Ensign,  14  July,  1863. 

Drakev  Franklin  J. 

Midshipman,  23  February,  1863.  Graduated  2  Jane,  1868.  Ensi']:n,  19  April, 
1869.    Master,  12  July,  1870.    Lieutenant,  15  November,  1872. 

Ihrake,  Franklin  M. 

Mate,  26  November,  1862.    Dismissed  11  February,  1863. 

^rake,  ^Telson  II. 

Assistant  Surgeon,  26  February,  1876.    Passed  Assistant  Surgeon,  7  August,  1880. 

^rake,  RiTerti. 

Mate,  3  September,  1863.    Honorably  discharged  3  October,  1865. 

^t>an,  Francis  A. 

Mate,  13  December,  1864.  Honorably  discharged  13  May,  1867.  Boatswain,  21 
December,  1874. 

draper,  £•  li.  R. 

Acting  Assistant  Surgeon,  14  April,  1863.  Honorably  discharged  30  November, 
1865. 

^^^aper,  Horace  T. 

Acting  Master,  25  January,  1862.  Resigned  9  August,  1S62.  Ensign,  1  October, 
1862.    Api)ointment  revoked  (Sick,)  14  January,  1805. 

Ihmper,  I^eninel  J. 

Assistant  Surgeon,  26  March,  1802.    Died  30  August,  1879. 

Draper,  William  B. 

Mate,  21  November,  1862.     Resigned  18  September,  1863. 

J^ajrton,  £•  F. 

Assistant  Surgeon,  28  June,  1852.    Dropped  13  May,  1858. 

Orajrton,  Glenn. 

3Iidshipman,  20  June,  1806.  Lieutenant,  9  January.  1813.  Died  in  September, 
1814. 

Irajton,  PerciTal. 

3Iidshipman,  1  December,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
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28  February,  1838.    Commander,  14  September,  1855.    Captain,  16  July,  180. 
Died  4  August,  1865. 

Dray  toil,  William  H. 

Midshipman,  16  July,  1882.  Passed  Midshipman,  23  June,  1838.  Lieutenant;! 
April,  1842. 

Drennan,  Mictaacl  €• 

Acting  Assistant  Surgeon,  15  April,  1863.  Resigned  18  March,  1865.  Re-tp- 
pointed  0  February,  1867.  Assistant  Surgeon,  80  June,  1868.  Passed  Assistant 
Surgeon,  13  June,  1870.    Surgeon,  20  April,  1879. 

I>rew,  Cliarles. 

Master,  15  February,  1809.    Resigned  4  May,  1810. 

I>rew,  Edwin  O. 

Acting  Ensign,  1  September,  1864.    Honorably  discharged  18  August,  1865. 

Drew,  George  A. 

Mate,  9  December,  1861.  Acting  Ensign,  15  October,  1863.  Honorablj  dis- 
charged 27  November,  1865. 

I>rew,  Jacob  J. 

Mate,  13  February,  1863.    Honorably  discharged  9  November,  1865. 

I>rew,  Jotan. 

Master,  6  December,  1814.    Died  19  April,  1823. 

Drew,  IVetaemiah. 

Master,  20  January,  1809.    Resigned  3  February,  1814. 

Drew,  Samuel. 

Boatswain,  26  July,  1839.    Died  2  February,  1857. 

Drisfs,  William  H. 

Midshipman,  21  July,  1865.    Graduated  4  June,  1869.    Ensign,  13  July, 
Master,  27  October,  1872.    Lieutenant,  7  March,  1876. 

Drinen,  G^eorge  €• 

Second  Assistant  Engineer,  1  March,  1871.    Retired  list,  19  October,  1875. 

Drill  k water,  £dward. 

Acting  Ensign  and  Pilot,  17  May,  1805.    Honorably  discharged  19  July,  186 

Drinkwater,  William. 

Acting  Third  Assistant  Engineer,  12  March,  1803.    Honorably  discharged  If^  ^<^ 
vember,  1865. 

Dripps,  William  Ani^stns. 

Third  Assistant  Engineer,  25  August,  1802.     Second  Assistant  Engineer,  20    P^ 
ruary,  1804.     Resigned  29  January,  1807. 

DriTer,  Reynolds. 

Third  Assistant  Engineer,  26  August,  ISoO.     Second  Assistant  Encfinecr,  1  M^t^ 
1802.     Fii-st  Assistant  Engineer,  1  October,  1803.     Died  2  October,  1806. 

Drod)',  A.  G. 

Mate.    Dismissed  21  August,  1862. 

Drummond,  Charles. 

Acting  Third  Assistant  Engineer,  27  June,  1804.  Honorably  discharged  29  June, 
1805. 

Drummond,  Thomas  M. 

Acting  Assistant  Surgeon,  13  November,  1802.  Honorably  discharged  22  JanturJ 
1809. 

Drnry,  Hiram  £• 

Assistant  Paymaster,  8  September,  1870. 

Drury,  John  T. 

Midshipman,   10  January,   1809.     Lieutenant,   9  December,  1814.     Lost  in  t1** 
'' Bperrier;' in  1815. 

Drybnrfipfa,  J.  R.  ^, 

Second  Assistant  Engineer,  15  January,  1845.    Disrated  28  July,  1845,  to  Thi^*^ 
Assistant  Engineer.    Dropped  4  November,  1845. 
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nane,  Martin. 

Acting  Assistant  Paymaster,  1  August,  1861.    Discharged  14  November,  1865. 

nbarry,  £•  !<• 

Surgeon's  Mate,  80  January,  1823.  Surgeon,  24  May,  1826.  Died  12  July, 
1853. 

iBois,  Frank  !<• 

Assistant  Surgeon,  22  May,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  20  February,  1870. 

iboiSy  Joseph  S. 

Mate,  19  May,  1864.     Appointment  revoked  (Sick,)  30  January,  1865. 

nBoifi,  Theo.  B. 

Acting  Master,  28  October,  1861.  Acting  Volunteer  Lieutenant,  for  gallant  con- 
duct in  battle,  5  June,  1863.  Acting  Volunteer  Lieutenant-Commander,  20  No- 
vember, 1864.    Honorably  discharged  7  February,  1866. 

nBois,  William  T. 

Mate,  24  January,  1863.    Resigned  25  May,  1863. 

nbose,  Joiin. 

Midshipman,  10  March,  1799.  Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

iibose,  John. 

Midshipman,  1  March,  1808.    Resigned  29  April,  1804. 

nlMMe,  William  R. 

Assistant  Surgeon,  10  October,  1875.  Passed  Assistant  Surgeon,  7  August, 
1880. 

uBnys,  Gaspard. 

Midshipman,  4  January,  1842.    Resigned  6  April,  1843. 

acker,  George. 

Acting  Third  Assistant  Engineer,  13  October,  1863.    Resigned  12  May,  1865. 

nekett,  Washington. 

Carpenter,  9  July,  1861.    Resigned  28  May,  1862. 

Dckwortli,  Henry. 

Acting  Third  Assistant  Engineer,  9  May,  1804.  Honorably  discharged  11  Jan- 
uary, 1866. 

Ddlejr,  Charles  G.  B. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  25  Sej)- 
tember,  1868. 

ndlejr,  Charles  S. 

Acting  Third  Assistant  Engineer,  26  March,  1863.  Died  at  Farmington,  Maine, 
26  November,  1863. 

Ddley,  Baniel  B. 

Acting  Ensign,  1  July,  1864.    Honorably  discharged  29  October,  1865. 

udley,  James  A. 

Midshipman,  8  February,  1809.     Lieutenant,  24  July,  1813.     Died  in  May,  1817. 

'Udley,  Iiinton. 

Master,  25  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  0 
February,  1809. 

Nier,  John  K. 

Midshipman,  28  December,  1830.  Passed  Midshipman,!  July,  1842.  Master,  3 
November,  1849.     Lieutenant,  20  April,  1850.     Died  14  June,  1859. 

^er,  RnlVis  K. 

Acting  Midshipman,  23  September,  1857.  Midshipman.  Passed  Midshipman. 
Master.  Lieutenant,  1  Auijust,  1862.  Lieutenant-Commander,  25  July,  1806. 
Died  29  June,  1869. 

^Qer,  William  A. 

Midshipman,  6  May,  1799.    Resigned  27  September,  1800. 
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]>ner,  William  A. 

Mate,  16  April,  18G2.    Acting  Ensign,  15  July,  18G3.    Honorably  diacharged 
Januar}',  1868. 

]>nir,  James  B. 

Mate,  13  December,  1861.    Dismissed  5  September,  1862. 
BniTell,  H.  I.. 

Midshipman,  18  June,  1813.    Resigned  20  April,  1813. 

BnfTey,  William. 

Acting  Gunner,  16  June,  1864.    Honorably  discharged  2  October,  1865. 

]>afflel<l,  John  J. 

Acting  Assistant  Paymaster,  15  August,  1863.    Discharged  21  November,  186S. 

Dng^an,  Cornelias. 

Gunner,  80  October,  1860. 

]>ag:a89  John  lionis. 

Midshipman,  8  March,  1709.    Discharged  13  August,  1800. 

]>nke9  James. 

Acting  Third  Assistant  Engineer,  18  May,  1865.    Honorably  diBcharged  12  0^ 
ber,  1865. 

]>nke,  Nathaniel  W. 

3Iidshipman,  1  May,  1822.    Passed  Midshipman,  24  May,  1828.     Lieutenar^a 
March,  1831.    Died  8  July,  1852. 

I>nkehart9  Thomas  M. 

Third  Assistant  Engineer,  3  May,  1850.    Second  Assistant  Engineer,  18  May, 
First  Assistant  Engineer,  20  May,  1863.     Resigned  9  March,  1871. 

Dnlanjr,  Bladen. 

Midshipman,  18  May,  1809.    Lieutenant,  9  December,  1814.    Commander^  8  Kf 
1831.    Captain,  8  September,  1841.    Died  in  Washington,  D.  C,  26 
1856. 

Dnlanjr,  Daniel  F. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1834.    Lieatenamt.. 
February,  1841.    Dropped  13  September,  1855. 

]>nlanjr,  Ung^h. 

Mid8hii)man,  30  November,  1814.    Lieutenant,  13  January,  1825.    Died  6  Janoai: 

1827. 

]>nlany,  James  W. 

Midshipman,  1  September,  1811.    Died  in  1819. 

I>nley,  Wilmot  W. 

Acting  Ensign,  17  September,  1862.    Honorably  discharged  25  November,  186*' 

]>alln,  Edgar  A. 

Acting  Assistant  Surgeon,  21  June,  1865.    Resigned  5  December,  1867. 

Dnmont,  Eng^ene  A. 

Mate,  7  June,  lbG4.    Honorably  discharged  25  October,  1865. 

]>nmont,  Fre<leriok  K 

Mate,  24  January,  1863.    Resigned  17  July,  1863. 

]>nmont,  William  II.  ^ 

Acting  Ensign,  19  July,  1804.     Dismissed  6  December,  1864.     Acting  Ensign,    - 
February,  1865.     Resigned  25  May,  1«()5. 

I>nmont,  William  J. 

Acting  Gunner,  7  July,  1803.    Appointment  revoked  21  March,  1865.    Ensign^ 
March,  1508.     Resigned  11  Sei)teniber,  1SG8. 

I>nnbar,  A.  I>. 

Acting  Master,  21  March,  1802.     Dismissed  0  December,  1862. 

I>niibar,  A»aph. 

Third  Asbistaut  Engineer,  19  Februarj',  1803.     Second  Assistant  Engineer,  20  Jia^ 
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1864.    First  Aanstant  Engineer,  6  June,  1868.    Retired  81  July,  1869.    Died 
October,  1875. 

XMinbar,  Charles  €• 

Acting  Ensign,  28  December,  1864.    Lost  on  the  **  Narcissus,''^  4  January,  1866. 

I^'mmlMiry  Frederick. 

Boatswain,  18  November,  1852.    Appointment  revoked  20  December,  1858. 

X^mmlMU**  Harrj  !«• 

Mate,  28  March,  1868.    Honorably  discharged  81  August,  1865. 

X^^utbary  OllTer. 

Assistant  Surgeon,  14  October,  1700.    Died  11  July,  1800. 

mcaiiy  A.  S*  C 

Midshipman,  1  December,  1809.    Resigned  10  June,  1811. 

lean,  Charles  I>. 

Mate,  7  March,  1864.  Acting  Ensign,  22  October,  1864.  Resigned  28  March, 
1865. 

lean,  Charles  Li. 

Gunner,  June,  1862.  Resigned  12  August,  1862.  Gunner,  20  November,  1873. 
Resigned  22  May,  1874. 

^^unean,  Frederick  €• 

Mate,  14  March,  1864.    Appointment  revoked  18  August,  1865. 

mean,  James  F. 

Midshipman,  12  November,  1825.  Passed  Midshipman,  28  April,  1882.  Died  3 
August,  1885. 

Itauiean,  James  HI. 

Midshipman,  8  December,  1887.  Passed  Midshipman,  20  June,  1848.  Master,  0 
April,  1851.  Lieutenant,  2  December,  1851.  Commander,  16  July,  1862.  Died 
81  August,  1864. 

iHuBcan,  Jesse  £• 

Midshipman,  9  July,  1888.    Died  1  January,  1840. 

XHuean,  John. 

Gunner,  18  December,  1861.    Dismissed  22  September,  1862. 

Aimean,  John  91. 

Midshipman,  81  December,  1798.  Discharged,  date  not  known,  under  Peace 
Establishment  Act. 

VHuiean,  John  HI. 

Acting  Third  Assistant  Engineer,  3  August,  1SC4.  Honorably  discharged  12 
July,  1865. 

Ihinean,  I«ewis  O. 

Mate,  14  April,  1865.    Honorably  discharged  21  September,  1805, 

Duncan,  Robert  E. 

Midshipman,  1  January,  1817.  Last  api)earance  on  Records  of  Navy  Department, 
20  May,  1818.     Dead. 

^Qnean,  Silas. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander,  1 
March,  1829.    Died  14  September,  1834. 

Incanson,  William. 

Midshipman,  20  February,  1800.     Resigned  12  November,  ISOS. 

mderdale,  Cleaveland  F. 

Mate,  20  June,  1862.  Acting  Ensign,  9  March,  1864.  Honorably  discharged  1(5 
January,  1866. 

nderdale,  John. 

Boatswain,  5  May,  1838  Rcsiirned  10  October,  1840.  Boatswain,  28  October, 
1841.    Dropped  20  April,  IbOl. 

idon,  Michael. 

icting  Second  Assistant  Engineer,  21  March,  1S04.    Resigned  31  March,  1805. 
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Assistant  Surgeon,  25  February,  1851.  Passed  Assistant  Surgeon,  9  April,  ^^^/^ 
Surgeon,  1  May,  1801.  Medical  Inspector,  8  March,  1871.  Medical  Dirccto  -  ^''^ 
December,  187(5. 

Bnns^an,  William  W. 

Third   Assistant  Engineer,  26  June,  1856.    First   Assistant  Engineer,  2  Aug     ^^ 
1859.    Chief  Engineer,  1  February,  1862. 

Dnntaain,  C  Moore. 

Acting  Assistant  Paymaster,  0  July,  1863.    Resigned  9  November,  18C4. 

Dnnliam,  Joslah  F. 

Acting  Assistant  Paymaster,  4  November,  1863.    Discharged  2  December,  1865 

I>antaain9  P.  I£. 

Midshipman,  1  January,  1812.    Lieutenant,  1  April,  1818.    Died  In  August, 

Dnnham,  William. 

Third  Assistant  Engineer,  2  February,  1847.    Dismissed  8  April,  1847. 

I>nntaain,  William  J. 

Acting  Third  Assistant  Engineer,  10  November,  1863.    Honorably  diBchargow      -d  1 
August,  1865. 

]>nnkly9  Cfeorfi^e  R.  ^^ 

Acting  Third  Assistant  Engineer,  18  November,  1861.    Acting  Second  Assii^^Eaot 
Engineer,  22  January,  1864.    Honorably  discharged  28  December,  1865. 

I>niilap,  A.  B. 

Acting  First  Assistant  Engineer,  14  July,  1863.  Appointment  revoked  (Sick*  T3^ 
February,  1864. 

]>niilap,  Andrew,  Jr. 

Midshipman,  23  April,  1862.    Graduated  6  June,  1867.    Ensign,  18  DeceiiB.Twr. 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

]>niilap,  Charles  W^. 

Mat«,  24  November,  1863.    Honorably  discharged  1  November,  1865. 

Dnnlap,  John. 

Acting  Third  Assistant  Engineer,  3  July,  1863.    Honorably  discharged  12  A.pril 
1866. 

Dnnlap,  Thomas  J. 

Acting  Ensign,  3  September,  1863.    Resigned  21  September,  1863. 

Dnnlop,  John. 

Acting  Ensign,  18  April,  1863.    Resigned  19  November,  1863. 

Dnnlop,  X.  W. 

Acting  Third  Assistant  Engineer,  1861.    Resigned  (Sick.)  29  April,  1862. 

I>nnn,  Charles. 

Midshipman,  30  Noyember,  1814.    Drowned  31  July,  1819. 

Dnnn,  I>nrln8. 

Midshipman,  14  January,  1800.    Discharged  10  April,  1801,  under  Peace  Estil-^ 
lishment  Act. 

Dnnn,  Edward  T.  . 

Purser,  21  February,  1831.    Chief   Bureau  Provisions  and  Clothing,  12  July,  18^ 
Pay  Director,  3  March,  1871.    Retired  22  January,  lyT3. 

I>nnn,  EllHlia  W. 

Purser,  80  March,  1858.    Died  26  February,  1SG9. 

Dnnn,  Georg^e. 

Acting  Gunner,  14  March,  1863.    Acting  Ensign,  7  July,  1863.    Dismissed  3  Fe 
ruary,  1865.    Mate,  10  February,  1870.     Gunner,  11  April,  1871. 

iDnnn,  Uenry  J. 

Acting  Ensign,  15  December,  1864.    Honorably  discharged  18  September,  1805. 

Dnnn,  martin. 

Acting  Volunteer  Lieutenant,  1  October,  1802.     Resigned  3  August,  1863. 
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Dili,  Richard  F. 

Gunner,  1  November,  1837.    Died  at  Kittery,  Maine,  1  February,  1863. 

an,  Thomas  C. 

Acting  Master,  14  December,  1861.  Acting  Volunteer  Lieutenant,  on  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.  Honorable  discharged  2G  Octo- 
ber, 1865. 

Dili,  William. 

Midshipman,  80  June,  1799.  Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

nn,  Williamson. 

Acting  Midshipman,  24  September,  1860.  Acting  Ensign,  1  October,  1863.  Re- 
signed 8  June,  1866. 

nne,  William. 

Mate,  20  June,  1862.    Acting  Ensign,  2  May,  1864.    Drowned  28  December,  1864. 

nneUi,  Kenry  F. 

Mate,  26  March,  1863.  Acting  Gunner,  5  November,  1863.  Honorably  discharged 
7  October,  1865. 

nnins,  £.  €• 

Assistant  Surgeon,  21  April,  1868.    Resigned  1  January,  1873. 

omins,  William  B. 

Cadet  Engineer,  1  October,  1873.  Graduated  20  June,  1876.  Assistant  Engineer, 
1  July,  1878. 

iiiiiiis,  William  K. 

Acting  Third  Assistant  Engineer,  28  May,  1868.  Honorably  discharged  1  Decem- 
ber, 1865. 

Diiiiiigtoii,  John  W. 

Midshipman,  10  April,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.    Lieutenant,  16  October,  1856.    Resigned  26  April,  1861. 

DAComh,  Charles  F. 

Acting  Assistant  Paymaster,  1  June,  1864.    Discharged  15  October,  1865. 

nsmore,  Daniel. 

Gunner,  28  August,  1861.    Warranted  29  May,  1862.    Resigned  5  June,  1868. 

nston,  William. 

Master,  3  April,  1815.    Last  appearance  on  Records  of  Navy  Department. 

plaine,  BeToni  €• 

Acting  Third  Assistant  Engineer,  21  October,  1868.  Acting  Second  Assistant 
Engineer,  20  June,  1864.    Honorably  discharged  29  November,  1865. 

plaine,  £.  A.  €• 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.    First  Assistant  Engineer,  10  August,  1861.    Resigned  14  May,  1867. 

I  Pont,  Samnel  F. 

Midshipman,  19  December,  1815.  Lieutenant,  26  April,  1826.  Commander,  28 
October,  1842.  Captain,  14  September,  1855.  Rear-Admiral,  16  July,  1862. 
Died  23  June,  1865. 

raid,  Martin. 

Middiipman,  6  September,  1838.    Resigned  17  September,  1845. 

rand,  €(eorge  R* 

Mate,  28  October,  1861.  Acting  Master,  14  April,  1862.  Acting  Volunteer 
Lieutenant,  27  June,  1866.  Master,  12  March,  1808.  Lieutenant,  18  December, 
1868.    Lieutenant-Commander,  25  November,  1877. 

rand,  William  F. 

Cadet  Engineer,  14  September,  1876.    Graduated  10  June,  1880. 

rant,  Edward, 

Gunner,  8  July,  1799.    Last  appearance  on  Records  of  Navy  Department. 

irdine,  Thomas. 

Boatswain,  30  October,  1840.    Last  appearance  on  Records  of  Navy  DepartnieTit. 

15 
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I>nret,  John  B. 

Midshipman,  6  December,  1848.    Droi)ped  12  July,  18-19. 

I>arfee9  Richard. 

Acting  Second  Assistant  Engineer,  4  February,  1868.     Appointment  rerol 
(Sick,)  9  June,  1864. 

Burgln,  W.  F. 

Mate,  80  June,  1862.    Appointment  revoked  17  April,  1868. 

Durham,  Andrew  £• 

Acting  Ensign,  18  August,  1864.    Resigned  14  June,  1865. 

Durham,  Thomas  M. 

Mate,  26  May,  1868.    Discharged  28  October,  1864. 

Durham,  Tolford. 

Acting  Master,  22  November,  1861.    Resigned  5  May,  1865. 

Durkham,  Moses. 

Master,  29  November,  1799.    Discharged  20  May,  1801,  under  Peace  EstabliflTj 
ment  Act. 

Durney,  Michael  J. 

Mate,  11  June,  1868.    Honorably  discharged  22  December,  1865. 

Duryee,  Charles  H. 

Midshipman,  19  August,  1828.    Passed  Midshipman,  28  March,  1829.    Lienl 
81  December,  1888.    Dismissed  80  October,  1887. 

Dnsenbury,  Samuel. 

Midshipman,  16  January,  1809.    Resigned  16  March,  1810. 

Dusenbury,  Samuel. 

Midshipman,  16  July,  1814.    Master,  2  June,  1820.    Died  4  October,  1827. 

Duston,  John  S. 

Acting  Third  Assistant  Engineer,  7  October,  1864.    Honorably  discharged  lOIE^y* 
1866. 

Dutch,  John  €. 

Acting  Master,  7  December,  1861.    Honorably  discharged  6  April,  1866. 

Dutcher,  Charles. 

Acting  Assistant  Paymaster,  26  September,  1868.    Discharged  5  October,  1865. 

Dutcher,  Matthew  J. 

Gunner,  16  August,  1871.    Died  8  October,  1879. 

Durall,  Marius. 

Assistant  Surgeon,  25  January,  1842.  Passed  Assistant  Surgeon,  22  January,  184^ 
Surgeon,  17  September,  1856.  Medical  Inspector,  8 March,  1871.  Medicall^^' 
rector,  1  December,  1871.    Retired  list,  9  June,  1880. 

Durall,  Robert  C. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Ma«l^^» 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  12  Decemb^^''» 
1859. 

Duycker,  Bernard.  _^ 

Gunner,  29  August,  1857.    Drowned  at  Sea,  while  in  charge  of  the  Prize  Schoon^^*^ 
"  Mary  Clinton,''  26  June,  1861. 

Dwyer,  William  W.  W. 

Carpenter,  10  October,  1861.    Resigned  21  October,  1865. 

Dwyer,  Daniel. 

Carpenter,  16  July,  1809.    Appointment  revoked  13  May,  1870. 

Dwyci"?  John  B. 

Mate,  1  October,  1802.    Acting  Ensign,  8  December,  1802.    Resigned  80  Ma^-^ 
18G4. 

Dwyer,  Joseph, 

Purser,  20  February,  1888.    Resigned  25  June,  1888. 
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[I^wjrer,  Ttaoniaa  J. 

Mate,  24  October,  18C1.    Acting  Master,  9  May,  1862. 

C^iryer,  Richard. 

Acting  Third  Assistant  Engineer,  10  August,  1863.    Deserted  1864. 

C^y^^^v  Charles  F. 

Acting  Third  Assistant  Engineer,  9  August,  1864.  Honorably  discharged  19  Octo- 
ber, 1867. 

K^ye,  Charles  B. 

Acting  Assistant  Paymaster,  6  November,  1863.    Resigned  22  March,  1864. 

M^W^^9  Benjamin. 

Acting  Master,  22  January,  1862.  Honorably  discharged  12  September,  18C5. 
Acting  Master,  11  September,  1866.  Died  on  the  ^' Fredonia,^^  (destroyed  by 
tidal  wave,)  18  August,  1868. 

^er,  Charles,  Jr. 

Midshipman,  25  January,  1840.  Passed  Midshipman,  11  July,  1846.  Drowned  in 
Pensacola  Bay,  23  August,  1850. 

rer^  £TereU  B. 

Acting  Third  Assistant  Engineer,  11  December,  1862.  Appointment  revoked 
(Sick,)  4  October,  1864. 

^yer,  Frederick  If  • 

Mate,  14  January,  1864.    Died  at  Key  West,  Florida,  11  June,  1864. 

^X>jer,  C^eorge  li. 

Midshipman,  26  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  25  September,  1873.    Lieutenant,  5  February,  1879. 

I^er,  "N*  Mayo. 

Mate,  4  April,  1862.  Acting  Master,  12  January,  1864.  Acting  Volunteer  Lieu- 
tenant, 22  April,  1865.  Lieutenant-Commander,  12  March,  1868.  18  December, 
1868. 

^er,  William. 

Mate,  80  July,  1866.    Appointment  revoked  12  February,  1868. 

I^er,  William  B.,  Jr. 

Mate,  4  April,  1862.    Dismissed  31  March,  1863 

^^ye*,  John  W.  W. 

Master's  Mate,  18  March,  1843.    Died  11  September,  1855. 

^kes,  Franeis  M. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Honorably  discharged  29 
September,  1868. 

^kes.  George  T. 

Mate,  20  October,  1862.    Resigned  28  October,  1863. 

l^son,  liOgan. 

Mate,  11  August,  1868.  Acting  Ensign,  21  September,  1864.  Honorably  dis- 
charged 15  August,  1865. 

*^son,  Henry. 

Midshipman,  1  January,  1815.    Died  November,  1823. 

^-^er,  Robert. 

Midshipman,  10  February,  1838.     Resigned  4  September,  1838. 

'-^er,  Tallas. 

3Iate,  13  July,  1863.    Resigned  6  May,  18G5. 

*^^ifle,  Henry. 

Midshipman,  1  January,  1818.  Lieutenant,  3  ISFarch,  1827.  Commander,  4  Juno, 
1844.  Captain,  14  September,  1855.  Commodore,  10  Julv,  18G2.  Retired  list. 
1  January,  1863. 

^^liln,  James. 

Midshipman,  21  February,  1800.    Resigned  1  June,  1801. 
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£akin9  Jamefl. 

Master,  4  August,  1807.    Resigned  6  March,  1811. 

£aklii,  Samuel  A. 

Midshipman,  18  June,  1812.    Lieutenant,  1  April,  1818.    Died  80  October,  1822. 

£akiii89  Samnel. 

Acting  Master,  24  March,  1868.    Appointment  revoked  15  April,  1863. 

£akle,  William  P. 

Mate,  9  June,  1863.    Honorably  discharged  20  September,  1865. 

£ames,  Samuel. 

Master,  6  July,  1798.    Resigned  7  January,  1799. 

£arl,  John  T. 

Acting  Third  Assistant  Engineer,  12  January,  1868.    Resigned  15  Jane,  1865. 

£arl,  William. 

Mate,  30  December,  1868.    Honorably  discharged  16  September,  1805. 

£arle,  John. 

Master,  6  December,  1805.    Died  10  October,  1825. 

JEIarle,  John  J.,  Jr. 

Mate.    Resigned  15  December,  1862. 

£arle,  William. 

Acting  Master,  17  December,  1861.    Honorably  dischaiged  15  Janoazy,  1866b 

Eamshaw,  Charles. 

Gunner,  12  June,  1862.    Died  27  March,  1875. 

£asby,  John  W.  

Assistant  Naval  Constructor,  17  May,  1866.    Naval  Constructor,  17  Jane,  191^711 
Chief  Bureau  of  Construction  and  Repair,  15  April,  1878. 

Eason,  Henry. 

Mate,  14  November,  1861.    Acting  Ensign,  6  October,  1862.    Honorably  diBchaiyapBrf 
11  December,  1865. 

£a8tbnrn,  Joseph. 

Midshipman,  9  June,  1811.    Last  appearance  on  Records  of  Nayy  Departiii«B( 
1815.    Frigate  " -BkwKB." 

£asterbrook9  Mason  €• 

Mate,  28  November,  1864.    Resigned  21  Jime,  1865. 

Eastlakei  Abraham. 

Acting  Assistant  Paymaster,  20  January,  1864.    Honorably  dischaiged  10  Ko?en&- 
ber,  1865. 

Eastman,  Charles  T. 

Assistant  Paymaster,  28  April,  1870.    Died  20  March,  1870. 

£a8tman,  Frank  N. 

Mate,  25  August,  1863.    Acting  Ensign,  12  July,  1864.    Honorably  diBchaiged  I 
February,  1868. 

£astman,  John  R. 

Professor,  17  February,  1865. 

lUistman,  Thomas  H. 

Acting  Midshipman,  31  January,  1853.    Midshipman,  20  June,  1856. 
Midshipman,  29  April,  1859.    Master,  5  September,  1859.    Lieutenant,  16  JaniK 
ary,  1861.    Lieutenant-Commander,  30  September,  1862.    Commander,  19  ~ 
1871. 

XSaston,  James  W. 

Acting  Ensign,  8  February,  1865.    Honorably  discharged  12  January,  1866. 
Eastwlck,  Philip  G. 

Third  Assistant  Enjrineer,  18  November,  1802.     Second  Assistant  En'^inecr,  V""^^'' 
March,  18G4.    Resigned  5  August,  1865.  *^ 

Eastwood,  Charles  N. 

Acting  Assistant  Surgeon,  19  December,  1862.    Honorably  discharged  22  Januai 
1866. 
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^Klaston,  DaTld. 

Boatswain,  8  August,  1811.    Died  22  February,  1840. 

TSiatonf  Edwin. 

Chaplain,  27  February,  1847.    Resigned  3  August,  1855. 

:E:aAoii9  Henrj. 

Acting  Master,  27  June,  1862.    Acting  Volunteer  Lieutenant,  on  recommendation 
of  Commanding  Officer,  23  March,  1864.    Resigned  28  September,  1864. 

JE^A^on,  Koraee  B. 

Mate,  1  June,  1864.    Honorably  discharged  19  June,  1868. 

^E2at4»ii,  Joseph  Giles. 

Midshipman,  24  September,  1863.    Ensign,  18  December,  1868.    Master,  21  March, 
1870.    Lieutenant,  21  March,  1871. 

Klakton,  Thomas  €• 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  1  June,  1856. 

S:»toii,  William  B. 

Acting  Volunteer  Lieutenant,  26  August,  1861.    Acting  Volunteer  Lieutenant- 
Commander,  12  December,  1864.    Honorably  discharged  13  January,  1866. 

JEmUnk^  William  O. 

Cadet  Engineer,  1  October,  1872.    Graduated  30  May,  1874.    Assistant  Engineer, 
26  February,  1875. 

S^jmh  Charles  G.  A. 

Acting  Assistant  Surgeon,  80  November,  1861.    Resigned  21  July,  1862. 

Seeiesv  James. 

Acting  Third  Assistant  Engineer,  22  September,  1868.  Acting  Second  Assistant 
Engineer,  27  May,  1865.    Died  on  ^*  Olasgow,^'*  11  September,  1867. 

IBekart,  William  R. 

Third  Assistant  Engineer,  8  July,  1861.    Resigned  2  May,  1864. 

JBekel,  Frederiek. 

Third  Assistant  Engineer,  1  July,  1861.    Resigned  6  September,  1868. 

JBekert,  George  W. 

Mate,  81  August,  1863.    Resigned  6  July,  1864. 

Xckert,  Thomas  J. 

Mate,  8  August,  1864.    Honorably  discharged  6  July,  1865. 

Xckford,  Henry. 

Naval  Constructor,  13  July,  1817.    Resigned  6  June,  1820. 

Xckford,  Joseph  B. 

Midshipman,  1  May,  1827.    Resigned  16  November,  1831. 

^kstein,  Henry  €. 

Assistant  Surgeon,  22  December,  1862.  Resigned  31  January,  1866.  Acting 
Assistant  Surgeon,  1  February,  1866.  Discharged  1  August,  1869.  Re-ap- 
pointed Assistant  Surgeon,  28  September,  1870.  Passed  Assistant  Surgeon,  17 
November,  1873. 

^kworth,  Philip. 

Acting  Second  Assistant  Engineer,  14  November,  1864.  Appointment  revoked 
9  May,  1865. 

^^^fl;  Samnel. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  Engi- 
neer,  2  July,  1864.    Honorably  discharged  17  November,  1865. 

^^^dowes,  Archibald  K. 

Acting  Second  Assistant  Engineer,  1  July,  1861.  Acting  First  Assistant  Engi- 
neer, 3  October,  1862.  Acting  Chief  Engineer,  18  June,  1863.  Honorably  dis- 
charged  1  December,  1865. 

^^dy,  Charles  C. 

Acting  Ensign,  19  December,  1862.    Honorably  discharged  23  June,  1868. 
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Eddy,  George  S. 

Acting  Assistant  Burgeon,  1 1  February,  1863.    Resigned  21  April,  1868. 

£ddy.  Haven  B. 

Mate,  7  February,  1863.    Resigned  19  Noyember,  1864. 

Edellii,  John  M. 

Midshipman,  1  September,  1811.    Died  28  May,  1812. 

EdeH.  Benjamin  liOng. 

Midsliii)man,  23  September,  1801.    Graduated  September,  1865.    Ensign,  1 
cember,  1866.    Master,  12  March,  1868.     Licuteuaut,  20  March,  1809. 

£des,  Robert  T. 

Assistant  Surgeon,  80  April,  18Q1.    Passed   Assistant  Surgeon,  24  April,  ISGSH^  <<>. 
Resigned  31  May,  1805. 

Edgar,  Henry. 

Boatswain,  29  July,  1839.    Resigned  9th  November,  1841. 

*,  James  W. 

Acting  First  Assistant  Engineer,  2  December,  1803.    Dismissed  23  April,  1SC€^ — 2IM. 

Edfcar,  Richard  €• 

Assistant  Surgeon,  23  January,  1809.    Surgeon,  5  May,  1813.    Last  appearance  OKi^oa 
Records  of  Na>7  Department,  1823.    Dead. 

Edgar,  William. 

Mate.    Appointment  revoked  (Sick,)  23  March,  1868. 

Edgar,  William. 

Mate,  22  December,  1863.    Resigned  0  May,  1865. 

Edgar,  William  H. 

Carpenter,  25  May,  1861.    Died  27  September,  1875. 

Edgecomb,  Charles  A. 

Mate,  25  October,  1862.    Dismissed  6  July,  1804. 

Edgerley,  Samnel. 

Acting  Ensign,  22  December,  1863.    Honorably  discharged  2  August,  1865. 

Edgren,  John  A. 

Acting  Ensign,  24  October,  1802.    Resigned  28  October,  1863.    Acting  Ensign^  1 
July,  1804.    Resigned  22  May,  1805. 

Edmond,  George. 

Gunner,  21  January,  1802.    Dead. 

Edmonnton,  Harrison. 

Boatswain,  28  Mav,  1859.     Lost  in  the  ^*' Lena'nt^'*  last  intelligence  fVqm 
ship,  18  September,  1800. 

Edmunds,  Eli  D. 

Mate,  0  September,  1802.  Acting  Ensign,  9  September,  1863.  Acting  Master •_  3 
May,  1805.  Honorably  discharged  30  January,  1800.  Acting  Master,  4  k\}^  *  '' 
1800.    Mustered  out  9  September,  1808. 

Edmnndson,  John  W. 

Acting  Third  Assistant  Engineer,  11  October,  1804.  Honorably  discharged  6  J  iJ  '  ^• 
1805. 

Edson,  Ambrose  If. 

Acting  Ensign,  1  October,  1802.    Died  on  '*  Tu$amUa;'  8  July,  1863. 

Edaon,  JarTis  B. 

Acting  Third  Assistant  Engineer,  1  November,  1804.    Honorably  discharged  ^' 
August,  18C8. 

Edson,  John  T. 

Midshipman,  27  June,  1807.     Graduated  0  June,  1871.     Resigned  17  July,  1872. 

Edwards.  Alexander  H. 

Midshipman,  4  March,  1823.     Resigned  2  February,  1830. 

Edwards,  I>avid  H. 

Surgeon's  Mate,  25  December,  1818.    Surgeon,  5  May,  1825.    Retired  21  Deccnu^  ' 
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ber,  18C1.    Medical  Director,  on  Retired  list,  8  March,  1871.    Died  18  March, 
1874. 

irards,  !>•  W. 

Mate,  11  April,  1865.    Honorably  discharged  l<i  July,  1805. 

irardSt  €reor|?e« 

Mate,  8  May,    sr>2.    Acting  Ensign,  23  December,  1862.    Acting  Master,  30  May, 
1865.    Honorably  discharged  30  September,  1868. 

irards,  Henry  I>. 

Mate,  25  Janimry,  1862.    Acting  Ensign,  17  September,  1862.    Acting  Master,  25 
October,  1864.    Honorably  discharged  19  August,  1865. 

nrards,  Jamefi  Ja 

Second  Lieutenant  Marine  Corps,  18  June,  1811.    Resigned  in  February,  1813. 

nrards,  J.  B. 

Acting  Ensign  and  Pilot,  4  November,  1864.    Acting  Master  and  Pilot,  1  February, 
1865.    Honorably  discharged  21  October,  1865. 

irards,  John  B. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  6  June,  1864. 

ivardSy  John  E. 

Acting  Third  Assistant  Engineer,  11  January,  1864.    Honorably  discharged  19 
February,  1868. 

wardfi,  John  J. 

Midshipman,  1  January,  1808.    Lieutenant,  24  July,  1813.    Died  in  1814. 

wards,  John  R. 

Cadet  Engineer,  1  October,  1871.    Graduated  30  May,  1874.    Assistant  Engineer, 
26  February,  1875. 

.wards,  Philip. 

First  Lieutenant  Marine  Corps.    Killed  in  a  duel  16  October,  1800. 

Iwards,  R.  G. 

Midshipnuin,  1  January,  1809.    Lieutenant,  9  December,  1814.    Died  19  January, 
1824. 

wards,  Richard  F. 

Third  Assistant  Engineer,  1  July,  1863.    Died  23  March,  1866. 

wards,  Samnel  I>. 

Acting  Third  Assistant  Engineer,  28  May,  1863.    Acting  Second  Assistant  Engi- 
neer, 5  December,  1804.     Honorably  discharged  22  September,  1865. 

wards,  Samuel. 

Midshipman,  9  March,  1838.     Passed  Midshipman,  20  Mav,  1844.     Master,  21 
April,  1852.     Lieutenant,  17  January,  1853.     Died  23  March,  1861. 

wards,  Shnbael  P. 

Acting  Ensign,  11  July,  1863.     Honorably  discharged  6  September,  1865. 

wards,  Thomas. 

Acting  Master,  22  October,  1801.     Acting  Volunteer  Lieutenant,  12  April,  1864. 
Honorably  discharged  25  February,  1806.     Dead. 

Iwards,  IVilliaiu. 

Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy  Department 
for  1815.     Frigate  "  Guem'ere:' 

Iwards,  W.  W. 

Mi(lshipman,  1  September,  1811.     Killed  in  action  14  August,  1813. 

pbert,  Daniel. 


:bert.  Ban  lei  B. 

Third  Assistant  Engineer,  8  Octob<;r,  1861.    Resigned  21  January,  1865. 

e,  Oeorg^e  A. 

Mate,  13  February,  1864.    Resigned  15  June,  1865. 
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;ertoii9  R.  IS. 

3Iidsliipinau,  15  Xovcmbcr,  1809.    Last  appearance  on  Records  of  Navy 
meut 

Serton,  Ricliard. 

3Iicl8liipmanf  1  January,  1809.    Resigned  21  May,  1810. 

i^lestony  John  R. 

Midshipman,  2  August,  1847.    Passed  Midshipman,  10  June,  1853. 
September,  1855.    Lieutenant,  16  September,  1855.    Resigned  22  January,  is 

figgleslon,  Newton. 

Acting  Third  Assistant  Engineer,  26  November,  1861.    Acting  Second 

EniriDecr,  4  June,  1862.    Acting  First  Assistant  Engineer,  24  June,  1864.   £lo 
orably  disci) arged  4  December,  1865. 

Effnor,  Frederic. 

Acting  Third  Assistant  Engineer,  7  March,  1865.    Honorably  discharged  5  JTvIr 
1806. 

£g8ter,  diaries  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Resigned  (Sick^  1  Mmicb, 
1865. 

£kiuan,  Charles. 

Mate,  17  December,  1862.    Acting  Ensign.    Resigned  8  Ai>ril,  1865. 

£lberson,  Francis. 

Master,  28  April,  1813.    Resigned  10  March,  1816. 

filbert,  John  li. 

Midshipman,  18  May,  1809.    Re8igne<l  1  July,  1811. 

Elbert,  Samuel. 

Midshipman,  11  December,  1798.    Lieutenant,  4  March,  1803.    Died  20  December*- 
1812. 

£ld,  Henry. 

Midsliipnian,  7  January,  1832.    Passed  Midshipman,  23  June,  1838.    Lieutenant 
21  December,  1842.    Died  12  March,  1850. 

Elder,  Robert  B. 

Mate,  17  September,  1863.    Acting  Eusign,  6  October,  1864.    Honorably  di 
charged  1  April,  1868. 

Eldredge,  Alpheus  S. 

Mate,  5  March,  1802.    Honorably  discharged  21  January,  1866. 

Eldredg^e.  Charles  H. 

Acting  Assistant  Paymaster,  10  July,  1801.     Assistant  Paymaster,  23  Octo 
1801.    Paymaster,  6  February,  1802.     Pay  Inspector,  3  July,  1871. 

£ldred|ce9  Edward. 

Acting  Second  Assistant  Engineer,  30  Januar>',  18C2.  Resigned  21  April, 
Acting  Second  Assistant  Eni^inecr,  5  May,  1802.  Acting  First  Assistant  '. 
necr,  10  October,  1803.    A2)j>oiutment  revoked  (Sick,)  28  January,  1804. 

mdredge,  Henry  C. 

Mate,  5  Noveml)er,  1803.     Acting  Ensign,  20  February,  1865.     HonorabJ 
charged  20  October,  1805. 

Eldredge,  John. 

Acting  Volunteer  Lieutenant,  12  August,  1801.    Appointment  revoketl  20  . 
1801. 

Eldredge,  Joseph  €. 

Purser,  2  February,  1847.    Pay  Director,  3  March,  1871.     Retired  list,? 
1»80. 

£ldredffe,  JoAhna  If . 

•--♦^111!?  Master,  13  June,  1801.      Acting  Volunteer  Lieutenant,  27  Ji 
'•--iianred  4  October,  1808.    Mate,  8  July,  1809.    Resignc 
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^Eldredget  Robert  I>. 

Acting  Master,  2  Augost,  1861.  Ai>2X)intmeiit  revoked  (Sick,)  24  July,  1862» 
Acting  Ensigiif  3  January,  1868.    Resigned  2  March,  1864. 

saiiredge,  Robert  K. 

Mate,  5  September,  1868.    Honorably  discharged  7  August,  1865. 

iSMredge*  Santnel. 

Mate,  20  February,  1864.    Resigned  25  March,  1865. 

DEMredgOf  SylTOster  S. 

Acting  Ensign,  8  September,  1864.    Resigned  10  May,  1865 

JESMredge^  William  J. 

Acting  Ensign,  29  July,  1868.    Honorably  discharged  24  October,  1865. 

^Etdridge^  ]>aiilel. 

Master,  9  May,  1802.    Resigned  17  October,  1803. 

JEldridse,  Daniel. 

Gunner,  10  April,  1805.    Died  81  December,  1806. 

SldridgOy  Frank  K. 

Cadet  Engineer,  1  October,  1878.  Graduated  21  Judc,  1875.  Assistant  Engmeer, 
1  July,  1877. 

EUedgOy  Jobn  W. 

Midshipman,  29  May,  1850.    Dismissed  24  January,  1851. 

Ellery,  Charles. 

Midshii}man,  8  March,  1814.  Lieutenant,  13  January,  1825.  Dismissed  24  No- 
vemlMsr,  1880. 

EUeryt  Frank. 

Midshipman,  1  January,  1812.  Lieutenant,  28  March,  1820.  Reserved  list,  18 
September,  1855.  Commodore  on  Retired  list,  4  Aj^ril,  1867.  Died  24  March, 
1871. 

dlerjr,  Franks  Jr. 

Midshipman,  25  September,  1866.  Graduated  7  June,  1870.  Ensign,  18  July, 
1872.    Master,  28  January,  1875.    Resigned  81  December,  1880. 

CrUerj,  William. 

Acting  Master,  18  May,  1861.    Resigned  2  July,  1862. 

dnery,  William  U. 

Mate,  28  September,  1861.     Resigned  8  October,  1863. 

^^Wlot,  Alfred. 

Midshipman,  2S  September,  1864.  Graduated  2  June,  1808.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.    Died  10  April,  1872. 

^^^llot,  Charles  W. 

Mid8hix>mau,  7  January,  1882.    Resigned  1  February,  1834. 

^^^^Uol,  Saninel  B. 

MidBhipman,  20  August,  1888.  Passed  Midshipman,  11  July,  1846.  Resigned  21 
February,  1852. 

lUot,  Stephen  D. 

Midshipman,  1  March,  1827.    Resigned  12  September,  1832. 

Hot,  William  O. 

Midshipman,  1  April,  1828.     Died  in  1831. 

liot,  WilAon. 

Midshipmun,  9  April,  1800.     Resigned  30  July,  1803. 

liott,  Frank  €• 

Mate,  1  February,  1870.     Appointment  revoked  2  October,  1871. 

liotl,  Frederiek. 

Acting  Ensign,  23  October,  1802.     Honorably  discharged  24  September,  1808. 

^^aiiott,  Ethan  A. 

Acting  Master  and  Pilot,  1  October,  1804.    Appointment  revoked  9  March,  1865. 
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£lliott,  George  J¥. 

Car])enter,  15  August,  1848.    WarraDted  17  July,  1850.    Died  at  Hampton,  Vii 
ginia,  10  December,  1867. 

£lliott,  Jared  I.. 

Cliaplain,  13  July,  1838.    Resigned  18  October,  1842. 

£lIlott,  Jared  I^.  . 

Acting  Master,  20  August,  18G1.    Appointment  revoked  7  Noyemoer,  1861. 

£lliott,  JeHse  I>. 

Midshipman,  2  April,  1804.     Lieutenant,  23  April,  1810.    Commander,  24  Jul 
1813.    Captain,  27  March,  1818.     Died  10  December,  1845. 

i:iliott,  John  B. 

Assistant  Surgeon,  20  May,  1829.    Passed  Assistant  Surgeon,  1  February,  18S 
Retired  8  May,  1861.    Died  5  June,  iy('>9. 

£lliott,  Josepb  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.    Honorably  discharged  25 
tember,  1863. 

£lliott,  St.  Clair. 

Midshipman,  2  April,  1804.     Resigned  26  July,  1815. 

£lliott,  William. 

Midshipman,  18  May,  1800.    Lieutenant,  4  February,  1816.    Last  appearance       on 
Records  of  Navy  Department,  1815.     Schooner  **  7WcA." 

Elliott,  William  Henry. 

Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign,  1  IDe- 
cember,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Resigned 
27  April,  1870. 

£lliott,  W  llliam  P. 

Midshipman,  26  September,  1867.  Graduated  6  June,  1871.  -Ensign,  14  Ju/y, 
1872.    Master,  14  May,  1875. 

£llis,  Edmund  €• 

Mate,  28  September,  1864.    Honorably  discharged  30  September,  1865. 

£1118,  Elisha. 

Carpenter,  12  November,  1833.    Dismissed  23  May,  1835. 

Ellis,  Francis  E. 

Acting  Master,  25  February,  1862.     Resigned  6  April,  1865. 

ElllH,  George. 

Acting  Third  Assistant  Engineer,  8  Septeml>er,  1863.  Honorably  discharged  29 
June,  1866. 

Ellis,  Geori?e  W. 

Acting  Third  Assistant  Engineer,  1  February,  1865.    Resigned  18  October,  1867. 

EUis,  John  I>. 

Acting  Ensign,  Admiral  Dahlgreen's  Staff,  6  July,  1803.  Resigned  31  August^ 
1864. 

Ellis,  Joseph  I>. 

Mate,  19  November,  1801.  Acting  Ensign,  27  October,  1863.  Honorably  dis- 
charged 17  December,  1865. 

Ellis,  liemnel  K. 

Acting  Gunner,  11  September,  1862.     Honorably  discharged  5  February,  186ft. 

Ellis,  Lieonard  K. 

Gunner,  3  February',  1853.  Resigned  31  January,  1^59.  Gunner,  18  February, 
1861.  Dismissed  11  February,  1862.  Roatswani,  8  June,  1866.  Retired  list, 
7  October,  1876.    Died  at  "Washington,  D.  C,  8  July,  1877. 

Ellis,  Richard. 

Acting  Ensign,  1  October,  1862.     Died  on  "  Great  Western,''  5  September,  1863. 

Ellis,  Robert  ]V. 

Third  Assistant  Engineer,  8  August,  1861.  Second  Assistant  Engineer,  8  Decern- 
ber,  1864.     Resigned  15  October,  1867. 


GENERAL  NAVY  REGISTER.  285 

SlUis,  Samnel  B. 

Acting  Third  Assistant  Engineer,  7  June,  1862.  Acting  Second  Assistant  Engi- 
neer, 80  December,  1864.  •  Honorably  discharged  12  January,  1866. 

JEIUis,  Samnel  W. 

Midshipman,  1  April,  1828.    Resigned  6  April,  1829. 

Kills,  Thomas. 

Midshipman,  23  February,  1799.  Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 

XHlis,  William  P. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Acting  Second  Assistant 
Engineer,  9  February,  1865.    Honorably  discharged  27  October,  18G5. 

SUison,  F.  H. 

Lieutenant,  10  July,  1798.  Discharged  9  September,  1801,  under  Peace  Establish- 
ment Act. 

SIlllfMm,  Francis  B. 

Midshipman,  28  May,  1819.  Lieutenant,  17  May,  1828.  Commander,  29  May, 
1850.  Captain,  2  March,  1857.  Retired  1  October,  1864.  Commodore  on  Re- 
tired list,  4  April,  1867. 

KUIson,  Francis  H. 

Master,  8  July,  1813.    Died  18  May,  1848. 

KlUter,  Jnlins. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant 
Engineer,  9  October,  1863.    Honorably  discharged,  5  December,  1865. 

Enmore,  Charles  F. 

Mate,  14  September,  1863.    Honorably  discharged  20  February,  1866. 

Sainis,  Franklin. 

Acting  Ensign,  4  May,  1868.    Honorably  discharged  4  November,  1868. 

Saismore,  Tbomas. 

Mate,  2  December,  1868.    Honorably  discharged  20  October,  1865. 

i^Usworth,  John  T. 

Midshipman,  1  March,  1799.  Discharged  12  October,  1801,  imder  Peace  Estab- 
lishment Act. 

^Kilmer,  Horace. 

Midshipman,  27  September,  1861.  Graduated  22  November,  1804.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 

^3»epper,  Harry  s. 

Cadet  Engineer,  1  October,  1874.    Graduated  10  June,  1879. 

^^3ft|on,  John  W. 

Acting  Assistant  Surgeon,  7  October,  1870.    Resigned  1  August,  1874. 

^^ton,  John  II. 

Midshipman,  4  July,  1805.  Lieutenant,  8  June,  1810.  Commander,  5  March,  1817. 
Died  28  September,  1822. 

^Itrlnirliam,  Alexander. 

Mate,  28  June,  1865.    Honorably  discharged  1  October,  1865. 

^Well,  Alonzo. 

Mate,  23  January,  1862.  Acting  Ensign,  7  March,  1864.  Honorably  discharged 
11  November,  1865. 

^Well,  Robert  W. 

Acting  Ensign,  21  August,  1863.    Resigned  5  May,  1865. 

^^ell,  William  H. 

Acting  Ensign,  31  August,  1863.     Honorably  discharged  7  October,  1865. 

^^yn,  Thomas  O.  Ja. 

Midshipman,  19  September,  1825.     Died  1  August,  1831. 


March,  1866. 
Ely,  Gvy. 

Midshipman,  16  January,  1800.    Last  apj^earance  on  Records  of  Navy  Bepissasirr 
ment,  1815.    Portland,  Massachusetts. 

Ely*  Jobn  H. 

Mate,  28  September,  1864.    Honorably  discharged  19  August,  1865. 

Ely,  Robert  B. 

Mate,  12  September,  1861.  Acting  Master,  81  January,  1862.  Acting  Yolan^^cer 
Lieutenant,  on  recommendation  of  Commanding  Officer,  9  September,  1^361 
Honorably  discharged  20  May,  1865. 

Ely,  Theodore  R. 

Third  Assistant  Engineer,  26  Jime,  1856.    Second  Assistant  Engineer,  2  Aug^m^ 
1859.    Died  23  September,  1861. 

Emannel,  Jonathan  Manly. 

Thiid  Assistant  Engineer,  25  August,  1862.    Second  Assistant  Engineer,  SOlF'eb- 
ruary,  1864.    First  Assistant  Engineer,  6  June,  18G9. 

Emerson,  Andrew  1j. 

Acting  Ensign,  15  September,  1862.    Acting  Master,  on  recommendation  of  Ccn- 
manding  Officer,  19  May,  1864.    Honorably  discharged  6  August,  1865. 

Emerson,  Arthur  W. 

Acting  Master,  26  December,  1861. 

Emerson,  A«  W. 

Aoting  Ensign,  18  February,  1865.    Honorably  discharged  21  October,  1865. 

Emerson,  George. 

Mate,  9  January,  1865.    Honorably  discharged  15  July,  1865. 

Emerson,  George  A. 

Acting  Assistant  Paymaster^  22  June,  1863.    Discharged  25  November,  1865. 

Emerson,  C^eor^e  T. 

Mate,  25  Feoruary,  1864.    Appointment  revoked  28  February,  1865. 

Emerson.  lioring  G. 

Acting  Ensign    li  August,  1862.    Acting  Master,  on  recommendation  ofCoa^- 
mandmg  Officer.  15  January,  1864.    Honorably  discharged  t'8  February,  1868. 

Emerson,  Thomas  A. 

Acting  Assistan   Paymaster,  16  October,  1863.    Discharged  25  November,  1865. 

Emerson,  Thomas  Ij. 

Midshipman,  4  March,  1823.    Resigne<l  24  November,  1825. 

£mery,  Alfred  E. 

Acting  Assistant  Kurgeon,  80  March,  1802.    ApiK>iiitiiient  revoked  29  Jane,  186SL 
Re-appointed  21  August,  1863.    Kcsij^ned  9  February,  1865. 

£merj^  Alfred  J. 

Mate,  18  February,  1864.     Resigned  12  January,  1805. 

Emery,  Caleb  J. 

Purser,  18  April,  1855.    Pay  Director,  3  March,  1871. 

£mery,  Charles  E. 

Third  Assistant  Engineer,  11  July,  1^01.    Secon<l  Assistant  Engineer,  18  Decern' 
ber,  1802.    Resigned  26  December,  1867. 

£mer3',  Geors:e  R. 

Acting  First  Assistant  Engineer,  13  September,  1801.    Resigned  9  December,  ISBK'     ^' 

£mley,  E.  €. 

Mate,  22  November,  1864.    Honcji^ably  discharged  9  November,  1865. 

--*«^1k.  Charles  F. 

^  '^-•^♦ATnber,  1866.    Graduated  7  June,  187a    Ensign,  13  Jul 
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JSsninet,  diristopbier  T. 

Midshipman,  1  October,  1814.    Last  appearance  on  Records  of  Navy  Department, 

15  March,  1822.    Dead. 

Exuinons,  George  D. 

Third  Assistant  Engineer,  8  May,  1850.  Second  Assistant  Engineer,  21  April,  1862. 
First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  5  March,  1871.  Re- 
tired list,  81  October,  1879. 

EMDinoiis,  George  F. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  28  .January,  1856.  Captain,  7  February,  1863. 
Commodore,  20  September,  1868.  Rear- Admiral,  25  November,  1872.  Retired 
list,  28  August,  1873. 

Emuncns,  George  T. 

Midshipman,  4  June,  1870.    Graduated  15  October,  1874.    Ensign,  17  July,  1875. 

Klmmons,  William. 

Acting  Third  Assistant  Engineer,  26  August,  1862.  Honorably  discharged  16 
September,  1865. 

Slmory,  William  Hensley. 

Midshipman,  28  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Slndlcott,  Charles. 

Acting  Master,  12  August,  1861.    Appointment  revoked  20  January,  1862. 

SlBdlcott,  in.  F. 

Civil  Engineer,  18  July,  1874. 

SZBfer.  Emlle  J. 

Acting  Ensign,  8  May,  1864.    Honorably  discharged  15  June,  1867. 

^Ehigard,  Albert  €• 

Acting  Third  Assistant  Engineer,  1861.  Resigned  11  October,  1862.  Third 
Assistant  Engineer,  17  March,  1868.  Second  Assistant  Engineer.  25  July,  1865. 
First  Assistant  Engineer,  11  January,  1878. 

^Kngell,  William  K. 

Mate,  12  September,  1861.  Acting  Ensign,  1  March,  1865.  Honorably  discharged 
10  January,  1869. 

^^§;gren9  Charles  A. 

Acting  Third  Assistant  Engineer,  21  September,  1864.  Honorably  discharged  19 
October,  1867. 

-^Of^le,  Frederick. 

Midshipman,  6  December,  1814.  Lieutenant,  18  January,  1825.  Commander,  8 
September,  1841.    Captain,  14  September,  1855.    Commodore  on  Retired  list, 

16  July,  1862.    Rear-Admiral,  Retired  list,  25  July,  1866.    Died  12  February, 
1868. 

^^^1^9  S*  Allen. 

Assistant  Surgeon,  24  July,  1849.  Passed  Assistant  Surgeon,  24  July,  1854.  Sur- 
geon, 24  April,  1861.    Retired  12  August,  1863.    Died  28  February,  1865. 

t^l^lish.  Earl. 

Midshipman,  25  February,  1840.  Passed  Midshipman,  11  July,  1840.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  28  September,  1871.  Chief 
Bureau  Equipments  and  Recruiting,  20  November,  1878.  Commodore,  25  March, 
1880. 

^^glish,  George  B. 

Second  Lieutenant  Marine  Corps,  1  March,  1815.    Resigned  in  1817. 

E^gUsh,  Henry  €. 

Acting  Midshipman,  29  September,  1862.  Ensign,  18  December,  1868.  Died  15 
August,  1869. 
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£ngli8h,  John  T. 

Acting  Third  Assistant  Engineer,  22  April,  18G3.    Honorably  dischazged  26 
vember,  1865. 

£iiifli8h,  Morfi^ii  H. 

Third  Assistant  Engineer,  21  November,  1857.      Second  Aasiatant  Engine^v  i 
August,  1859.    Died  23  December,  1862.  ' 

Sniflisli.  William  H. 

Mate,  29  June,  1868.    Honorably  discharged  1  January,  1866. 

£no8,  Albert  G. 

Midshipman,  7  November,  1840.    Dismissed  10  Deoember,  1840. 

fntwistle,  Jamefi. 

Third  Assistant  Engineer,  29  October,  1 861 .    Second  Assistant  Eng^eer,  8  Angvtt^ 
1863.    First  Assistant  Engineer,  11  October,  1866. 

£ppes«  James  H. 

Acting  Third  Assistant  Engineer,  12  March,  1868.  Appointment  revoked  18  De- 
cember, 1864. 

£rbeii,  Henry. 

Midshipman,  17  June,  1848.  Passed  Midshipman,  12  June,  1855.  Master,  l^ 
September,  1855.  Lieutenant,  27  December,  1856.  LieutenaDt-Commander,  1^ 
July,  1862.    Conmiander,  6  May,  1868.    Captain,- 1  November,  1879. 

Erickson,  Christian. 

Master,  15  August,  1812.  Last  appearance  on  Records  of  Navy  Department,  1? 
February,  1814. 

£riek8on,  Conrad. 

Acting  Engineer,  2  July,  1868.    Honorably  discharged  6  November,  1865. 

Ernest,  James  £. 

Mate,  1  October,  1862.    Acting  Ensign,  15  June,  1864.    Resigned  16  Jmie,18(^ 

Ernest,  William  HI. 

Mate,  22  April,  1863.    Acting  Ensign,  5  June,  1863.    Honorably  discharged  tt 
December  1865. 

£rsklne,  John  F. 

Gunner,  7  February,  1848.    Died  10  September,  1849. 

ErTin,  Henry  J. 

Acting  Carpenter,  19  February,  1864.    Honorably  discharged  25  December,  ISff**" 

£senwein,  Ansustns. 

Acting  Assistan  Paymaster,  3  August,  1861.    Dismissed  6  December,  1864. 

Eskeridse,  Vernon. 

Chaplain,  11  March,  1851.    Died  of  Yellow  Fever,  at  Portsmouth,  Virginia, 
September,  1855. 

Eskrldij^e,  Alex. 

Midshipman,  1  January,  1812.    Lieutenant,  5  March,  1817.    Died  17  March,  11 

£sler,  James  S. 

Acting  Third  Assistant  Engineer,  18  April,  1864.    Honorably  discharged  28  JoB— - 
1866. 

JGspy,  James  P. 

Professor  of  Mathematics,  7  May,  1842.     Resigned  5  July,  1845. 

JGssex,  £dwin. 

Midshipman,  15  November,  1809.    Last  appearance  on  Records  of  Navy  De] 
mont,  28  April,  1817.    Dead. 

Mid'shipmun,  4  July,  1818.    Died  10  February-,  1819. 

£stabrook,  !Edward  li. 

Mate,  14  October,  1864.     Honorably  discharged  19  May,  1866. 

£stabrooke,  £than. 

Professor,  30  October,  1843.     Dropped  4  September,  1848. 
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Elates,  Sepli. 

Acting  Ensign,  18  Noyemberf  1864.    Honorably  discharged  15  May,  1865. 

BMng,  Henry. 

Midshipman,  1  January,  1818.    {See  Purser.) 

Ettiofft  Henry. 

Purser,  7  November,  1826.  Pay  Director  on  Retired  list,  3  March,  1871.  Died  15 
February,  1876. 

Etting,  Theodore  M. 

Midshipman,  25  November,  1862.  Graduated  2  June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  8  March,  1874.  Resigned  1  July, 
1877. 

£ttrinsliani,  Robert  J. 

Mate,  1  October,  1862.  Acting  Ensign,  29  January,  1863.  Honorably  discharged 
1  December,  1865. 

£ii8tl8,  Alexander  B. 

Midshipman,  4  January,  1833.    Resigned  8  June,  1835. 

Erans,  Amos  A. 

Assistant  Surgeon,  1  September,  1808.  Surgeon,  20  April,  1810.  Resigned  15 
April,  1824. 

Erans,  Harneh  M. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department,  21 
June,  1819.    Dead. 

Erans,  Benjamin. 

Boatewain,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Eraas,  Clareneeji. 

Third  Assistant  Engineer,  17  March,  1863.    Resigned  4  September,  1865. 

Eraiifl,  Edward  A. 

Midshipman,  1  January,  1808.  Last  appearance  on  Records  of  Navy  Department, 
25  March,  1808. 

Erans,  George. 

Master,  11  June,  1812.    Resigned  10  April,  1815. 

Evans,  fieorge  B. 

Midshipman,  ^1  May,  1800.    Lost  in  the  "  Insurgent^ 

Kvanfi^  George  W. 

Assistant  Surgeon,  30  June,  1884.    Lost  in  the  Steamer  "  PulasH^^'*  June,  1838. 

^^ans,  Isaae  S. 

Acting  Third  Assistant  Engineer,  80  December,  1864.  Honorably  discharged  15 
May,  1865. 

E^^^ans,  John. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Died  5  February, 
1885. 

^^^ans,  John,  Jr. 

Midshipman,  1  January,  1811.     Killed  in  action  1  June,  1813. 

^2^^ans,  John. 

Acting  Second  Assistant  Engineer,  28  October^  1863.  Resigned  16  July,  1864. 
Acting  Second  Assistant  Engineer,  6  March,  1865.  Honorably  discharged  13 
July,  1866. 

^"Wans,  John. 

Mate,  1  February,  1864.    Resigned  August,  1865. 

rang,  Richard. 

Acting  Second  Assistant  Engineer,  25  February,  1864.  Honorably  discharged  19 
November,  1865. 

*^^ang,  Richard  JL. 

Kate,  12  February,  1864.    Honorably  discharged  14  August,  1865. 
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Evans,  Robley  D. 

Acting  Midshipman,  20  September,   1860.      Acting  Ensign,   1   October,  II 
Master  on  Retired  list,  10  ^lay,  1866.    Lieutenant  on  Retired  list,  25  July,  l^^<Slt 
Active  list,  25  January,  1867.    Lieutenant-Commander,  12  March,  1868.    Acfc-jx^w 
list.    Commander,  12  July,  1878. 

ETans,  Namnel. 

Midshipman,  11  May,  1708.    Lieutenant,  25  November,  1799.    CommandeTy       24 
April,  1806.    Captain,  4  July,  1812.    Died  2  June,  1824. 

EvaiiH,  8.  W. 

Acting  Second  Assistant  Engineer,  26  September,  1863 

ETans,  Thomas. 

Boatswain,  1  January,  1819.    Died  9  July,  183 

Evans,  Thomas. 

Midshipman,  23  October,  1820.    Resigned  4  February,  1825. 

Evans,  William. 

Mate,  24  May,  1865.    Honorably  discharged  9  November,  1865. 

Evans,  William  E. 

Acting  Midshipman,  4  June,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Resigned  2  Febmsr^f 
1801. 

Everdean,  Charles  S. 

Mate,  20  August,  1863.    Honorably  discharged  29  May,  1868. 

Everdins,  John. 

Third  Assistant  Engineer,  2  December,   1861.    Second  Assistant  Engineer, 
August,  1863.     Resigned  19  June,  1864 

Evered,  Charles  P. 

Acting  Third  Assistant  Engineer,  2  September,  1864.    Resigned  5  May,  1865. 

Everett,  Alfred. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  15  NoTembe^* 
1865. 

Everett,  Delos. 

Acting  Third  Assistant  Engineer,  26  July,  1864.    Resigned  (Sick,)  28  Octote^' 
1864. 

Everett,  James. 

Chaplain,  28  December,  1818.    Resigned  12  April,  1837. 

Everett,  Thomas  H. 

Midshipman,  1  January,  1818.    Last  appearance  on  Records  of  Navy  DepartmeiL. 
1818.    Resigned. 

Everett,  William  B. 

Midshipman,  1  February,  1823.    Dismissed  8  June,  1831. 

Everett,  William  E. 

Third  Assistant  Engineer,  1  September,  1845.  Second  Assistant  Engineer, 
June,  1847.  First  Assistant  Engineer,  31  October,  1848.  Chief  Engineer, 
August,  1852.    Resigned  30  November,  1859. 

Everett,  William  H.  ^g 

Midshipman,  23  July,  1803.    Graduated  2  June,  1808.     Ensign,  19  April,  186^  "^  * 
Master,  12  July,  1870.     Lieutenant,  12  December,  1873. 

Everhardt,  John  II. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Acting  First  Assistant  Eng^ 
neer,  28  November,  1863.     Honorably  discharged  20  November,  1865. 

Everhart,  John  J. 

Mate,  19  April,  1862.    Dismissed  2  July,  1864. 

Evers,  Edward. 

Assistant  Surgeon,  5  October,  1872.    Resigned  12  June,  1874. 

Eversfield,  Charles.  ^ 

Assistant  Surgeon,  29  May,  1843.    Passed  Assistant  Surgeon,  12  February,  ir"^^ 
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Surgeon,  15  August,  1857.    Medical  Inspector,  8  March,  1871.    Medical  Direc- 
tor, 29  June,  1872.    Died  5  October,  1873. 

F^rson,  Albert. 

Acting  First  Assistant  Engineer,  16  December,  1802.    Resigned  11  August,  1868. 

Person,  Alfred. 

Acting  Master,  8  December,  1861.     Resigned  6  April,  1865. 

rerson,  Benjamin. 

Acting  First  Assistant  Engineer,  1  October,  1863.  Honorably  discharged  1  De- 
cember, 1865. 

rerson,  lilnns  J. 

Acting  Third  Assistant  Engineer,  19  December,  1862.  Acting  Second  Assistant 
Engineer,  17  November,  1864.    Honorably  discharged  17  September,  1865. 

irart,  Horatio. 

Carpenter,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

well,  £dward. 

Acting  Third  Assistant  Engineer,  5  January,  1864.  Honorably  discharged  6  De- 
cember, 1865. 

'^irell,  Thomas. 

Surgeon,  16  January,  1808.    Resigned  5  May,  1818. 

^wen,  Warren. 

Acting  Third  Assistant  Engineer,  7  January,  1862.  Acting  Second  Assistant  En- 
gineer, 13  December,  1862.  Acting  First  Assistant  Engineer,  12  November, 
1863.    Honorably  discharged  13  November,  1865. 

Swer,  G.  W. 

Acting  Master,  18  November,  1*861.  Appointment  revoked  (Sick,)  22  September, 
1864. 

Bwer,  John. 

Acting  Master^?  August,  1861.    Resigned  16  October,  1868. 

Bwing,  John  JI. 

Mate,  6  February,  1864.    Resigned  (Sick,)  15  September,  1864. 

^wing,  Robert  T. 

Acting  Third  Assistant  Engineer,  17  August,  1868. 

^9ttnge,  Henry  S. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Appointment  revoked  1  Decem- 
ber, 1863. 

^yttnse,  Henry  S.,  Jr. 

Mate,  1  December,  1862.    Deserted  1  April,  1865. 

*^ben89  George  O. 

Acting  Ensign,  30  May,  1863.    Honora'bly  discharged  11  May,  1865. 

'^Mler,  DaTld. 

Mate,  8  October,  1862.  Honorably  discharged  13  January,  1869.  Mate,  27  Janu- 
ary, 1870.    Resigned  6  June,  1871. 

^S^n,  Henry. 

Third  Assistant  Engineer,  5  September,  1860.  Name  stricken  from  the  rolls  of 
the  Navy,  8  July,  1861. 

<^can,  James. 

Acting  Third  Assistant  Engineer,  6  January,  1862.  Acting  Second  Assistant 
Engineer,  24  February,  1863.    Honorably  discharged  19  November,  1865. 

i^^n,  Peter  W. 

Mate,  11  December,  1861.  Acting  Ensign,  16  November,  1864.  Honorably  dis- 
charged 20  March,  1868*. 

'nJis,  Charles  T. 

Assistant  Surgeon,  19  April,  1851.  Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  1  May,  1861.    Dismissed  13  November,  1861. 
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'ain,  IVIcholas. 

Midshipman,  15  November,  1800.    Resigned  1  October,  1810. 

Fair,  Joliii. 

Gunner,  8  July,  1815.    Resigned  14  June,  1825. 

Falrbairn,  John  O. 

Acting  Third  Assistant  Engineer,  23  April,  18C3.     Acting  Second  AssiBtant 
neer,  29  October,  1863.    Honorably  discharged  19  May,  1866. 

Falrbank,  Allen. 

Mat€,  IW  September,  1866.     Mustered  out  8  September,  1868. 

Falrelilld,  Charles. 

Acting  Assistant  Paymaster,  15  March,  1862.    Assistant  Paymaster,  30  Jane,  31 
Resigned  6  December,  1864. 

Falrchild,  J.  B. 

Mate,  1  September,  1862.    Acting  Ensign,  2  April,  1863.    Honorably  di8chm.i7fi 
8  November,  1865. 

Falrchild,  lionls. 

Midshipman,  20  June,  1806.    Appointed  Purser,  29  September,  1818.    Lost  in  th 
"  Wasp,''  1815. 

Falreoit,  Charles  O. 

Acting  Third  Assistant  Engineer,  22  October,  1868.  Honorably  dischuged  '■ 
October,  1865. 

Fairfax,  Archibald  B. 

Midshipman,  4  August,  1823.  Passed  Midshipman,  28  March,  1829.  Lieatenat^^ 
13  July,  1832.    Commander,  22  August,  1855.     Dismissed  18  April,  1861. 

Fairfax,  Donald  Me3r. 

Midshipman,  12  August,  1837.  Passed  Midshipman,  29  June,  1848.  Hait«r,  ^ 
August,  1850.  Lieutenant,  26  February,  1851.  Commander,  16  July,  W- 
Captain,  25  July,  1866.  Commodore  24  August,  1873.  Rear-Admiml  11  Jnl^ 
1880. 

Fairfax,  Oeta^ins. 

Midshipman,  1  January,  1828.    Passed  Midshipman,  8  July,  1885.    Died  4  Jan^ 
ary,  1837. 

Fairfbx,  Reicinald. 

Midshipman,  28  May,  1839.     Passed  Midshipman,  2  July,  1845.    Master,  8  8 
timber,  1853.     Lieutenant,  28  April,  1854.     Resigned  15  April,  1861. 

Fairfield,  Jaaon  W. 

Acting  Assistiint  Paymaster,  5  November,  1862.    Passed  Assistant  Paymaste 
July,  1866.     Died  5  September,  1807. 

Fairfowl,  A.  IV. 

Acting  First  Assistant  Paymaster,  31  March,  1803.    Honorably  discharged 
vcmbcr,  1805. 

Fair  lie,  Kobert  Y. 

Midshipman,  4  May,  1810.     Resigned  25  August,  1823. 

Failing,  William  A. 

Mate,  19  July,  1807.     Resigned  15  July,  1870. 

Falconer,  R.  T. 

Assistant  Surgeon,  28  March,  1820.     Resigned  12  May,  1824. 

f^aleft    €l^harl€^i4. 

Gunner,  30  October,  1827.     Dropped  2:3  May,  1?334. 

FaleM,  X. 

Acting  Master,  28  January,  1802.    Died  from  injuries  received  on  the  **  Jk 
"••^♦pmber,  1802. 
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PcUeH,  WllUam. 

Acting  Master,  9  October,  1861.    Honorably  discharged  2  November,  18G.J. 

PdUon,  James  £• 

Third  Assistant  Engineer,  17  December,  1863.      Second  Assistant  Engin 
April,  1864.    Resigned  21  May,  1866. 

S^suinlng,  J.  B. 

Parser,  29  December,  1817.    Died  24  October,  1823. 

S=*«innlng«  Jfathanlel. 

Lieutenant,  6  December,  1804.    Died  80  September,  1805. 

iP'mreiiholt,  Oscar  W. 

Acting  Ensign,  19  August,  1864.    Ensign,  12  March,  1868.    Master,  18  Deceml 
1868.    Lieutenant,  21  March,  1870. 

K^mrewell,  William  G. 

Assistant  Surgeon,  10  November,  1868.    Passed  Assistant  Surgeon,  23  Januai 
1874. 

^^mrgo.  Ransom  J« 

Hat«,  5  June,  1868.    Resigned  29  July,  1868. 

*?*art€S,  George  G. 

Midshipman,  17  December,  1810.    Resigned  6  June,  1811. 

**arley,  William. 

Mate,  25  December,  1863.    Deserted  April,  1864. 

V^armer,  Benjamin  A. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant 
Engineer,  5  July,  1864.    Honorably  discharged  28  September,  1805. 

^^armer,  Edward. 

Third  Assistant  Engineer,  8  May,  1850.    Second  Assistant  Engineer,  16  October, 
1861.    First  Assistant  Engineer,  20  May,  1803.    Chief  Engineer,  4  March,  1871. 

**armer,  Henry. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Acting  Second  Assistant 
Engineer,  26  February,  1864.    Honorably  discharged  24  August,  1866. 

^"^•rmer,  John  W. 

Acting  Ensign,  14  December,  1863.    Honorably  discharged  20  August,  1805. 

''^Mnliam,  Bela  M. 

Acting  Assistant  Paymaster,  23  September,  1864.     Discharged  7  June,  18G5. 

^^msworth,  John. 

Midshipman,  25  September,  1869.     Graduated  1  June,  1874.    Resigned  30  June, 
1877. 
^«^ron,  Edward. 

Third  Assistant  Engineer,  1  September,  1845.  Second  Assistant  Engineer,  10 
July,  1847.  First  Assistant  Engineer,  31  October,  1848.  Rcsi<^ned  1  June,  1811). 
Acting  Chief  Engineer,  13  March,  1863.    Appointment  revoked  21  July,  1863. 

^t-on,  George. 

Acting  First  Assistant  Engineer,  9  May,  1801.     Honorably  discharged  24  May, 
^  1808. 

^t-on,  John. 

Tliird  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  20  P\»b- 
rmiry,  1851.    First  Assistant  Engineer,  21  May,  1853.    Chief  Engineer,  23April, 
I'l^jvT.     Lost  on  the  **  2V<^7/wcA,"  5  August,  1804. 

^^ron,  John,  Jr. 

First  Assistant  Engineer,  15  November,  1837.  Chief  Engineer,  13  January,  1840. 
Resigned  3  April,  1848. 

**^ron,  Robert  ©. 

Acting  Third  Assistant  Engineer,  7  October,  1862.  Acting  Second  Assistant  En- 
gineer, 29  September,  1864.     Appointment  revoked  (Sick,)  9  December,  18G4. 

*^^rqahar,  ^Torman  II. 

Acting  M idsh ipman,  27  September,  1854.    Midshipman,  9  June,  1859.     Lieutenant, 
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81  Augast,  1861.    Lieutenant-Commander,  5  August,  1865.     Commander,         i^ 
December,  1872. 

Farqnbarson,  A.  J. 

Assistant  Burgeon,  26  April,  1847.    Passed  Assistant  Surgeon,  26  April,  l^^.^^, 
Resigned  2  1  September,  1855. 

Farraicntf  DaTid  G. 

Midshipman,  17  December,.  1810.    Lieutenant,  13  January,  1825.    Commanded-,  $ 
September,  1841.    Captain,  14  September,  1855.    Rear- Admiral,  16  July,  13K=962. 
Vice- Admiral,  81  December,  1864.    Admiral,  26  July,  1866.    Died  14  AugniBt 
1870. 

Farraffut,  George. 

Master,  2  March,  1807.    Dismissed  25  March,  1814. 

Farraicnt,  W.  A.  €• 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Dropped  1$ 
September,  1855.  Commissioned  Lieutenant  from  9  December,  1814,  on  Keserrod 
list.    Died  20  December,  1859. 

Farrand,  FbenesEer. 

Midsliipman,  4  March,  1823.    Passed  Midshipman,  23  March,  1829.     Lienteaui<^ 
8  March,  1831.    Commander,  10  July,  1854.    Resigned  21  January,  1861. 

Farrand,  James  B. 

Acting  Second  Assistant  Engineer,  12  November,  1862.    Acting  First  AnifUnt 
Engineer,  26  May,  1865.    Honorably  discharged  7  October,  1868. 

Farrar,  JarTis  G. 

Mate,  11  July,  1863.    Drowned  near  Bogue  Inlet,  North  Carolina,  10  June,  1864. 

Farrar,  William  €• 

Midshipman,  1  April,  1826.    Passed  Midshipman,  28  April,  1832.     Died  24  Feb- 
ruary, 1835. 

Farrell,  Fdward. 

Mate,  12  October,  1863.    Deserted  17  October,  1863. 

Farrell,  James. 

Boatswain,  30  July,  1875. 

Farrell,  Jamies  W. 

Acting  First  Assistant  Engineer,  3  September,  1863.    Honorably  discharged  ^ 
July,  1865. 

Farrell,  Rodi^er. 

Mate,  5  September,  1863.    Acting  Ensign,  19  January,  1864.    Appointment  r^" 
yoked  17  November,  1865. 

Farrell,  Thomas  M. 

Acting  Ensign,  27  December,  1862.    Acting  Master,  29  June,  1863.    Honorab^     - 
discnarged  7  December,  1865. 

Farrer,  Frank  M. 

Acting  First  Assistant  Engineer,  8  Januur}-,  1864.    Honorably  discharged  29  Jul     ^' 
1865. 

Farrer,  G<^orse  W. 

Acting  First  Assistant  Engineer,  10  September,  1861.    Acting  Chief  Engineer, 
January,  1803.    Honorably  discharged  26  October,  1865, 

Farrer,  Solon. 

Acting  First  Assistant  Engineer,  4  October,  1861.    Acting  Chief  Engineer,      ^* 
January,  1863.     Honorably  discharged  16  October,  1865. 

Farris,  John. 

Gunner,  23  September,  1813.    Last  appearance  on  Records  of  Navy  Departme^A 
for  1815.    Sloop  "  Frolic:' 

Farroat,  Thomas  G. 

Acting  Third  Assistant  Eagineer,  20  December,  1861.  Appointment  revok^ 
(Sick,)  8  November,  1864. 
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S*arron,  Jameeu 

Acting  Third  Assistant  Engineer,  24  Noyember,  18G3.  Honorably  discharged  22 
August,  1865. 

:ff*arrow,  William. 

Boatswain,  6  May,  1888.    Resigned  16  July,  1889. 

IParwell,  Ang^afi^tns.  . 

Mate.    Dismissed  9  January,  1868. 

Harwell,  Joseph  HI. 

Acting  Master,  24  June,  1861.    Resigned  19  April,  1862. 

Fasnett,  Thomas  O. 

Sailmaker,  6  June,  1861. 

Famis,  B.  F. 

Assistant  Surgeon,  14  July,  1871.    Died  10  May,  1875. 

Fassonx,  Peter,  Jr. 

Midshipman,  16  January,  1809.    Resigned  18  February,  1812. 

Fatio,  li.  €• 

Midshipman,  8  March,  1822.    Resigned  7  July,  1829. 

Faueon,  Fdward  H. 

Acting  Master,  23  July,  1861.  Acting  Volunteer  Lieutenant,  4  October,  1862. 
Honorably  discharged  4  September,  1865. 

Fanl,  William  J. 

Acting  Third  Assistant  Engineer,  9  December,  1863.  Honorably  discharged  9 
November,  1865.  Acting  Third  Assistant  Engineer,  1  December,  1806.  Mus- 
tered out  12  December,  1868. 

Faulkner,  William  B. 

Acting  Chief  Engineer,  1  October,  1862.    Resigned  10  October,  1864. 

Fannee,  C^^eorge  A. 

Mate,  25  January,  1862.  Acting  Ensign,  20  July,  1803.  Honorably  discharged 
11  November,  1865. 

I^aunee,  Peter. 

Mate,  12  October,  1861.  Acting  Ensign,  15  June,  1803.  Honorably  discharged 
15  July,  1867. 

I  anntleroy,  €.  M. 

Midshipman,  3  March,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  16 
October,  1851.     Lieutenant,  2  November,  1852.     Dismissed  13  May,  1861. 

Fanntleroy,  D. 

Purser,  7  July,  1834.    Died  31  August,  1853. 

Fanntleroy,  W.  H. 

Midshipman,  2  March,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
10  August,  1849. 

f'aath,  Henry. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27 
June,  1855.     Resigned  29  Aug.ust,  1856. 

I^awdry,  D.  €. 

Acting  Assistant  Surgeon,  7  September,  1804.  Honorably  discharged  10  October, 
1865. 

t^awkeH,  Thomas. 

Acting  Second  Assistant  Engineer.  Appointment  revoked  (Sick,)  22  Sei)teniber, 
1864. 

I^aicon,  j€»siah. 

Sailmaker,  22  October,  1841.    Died  30  June,  1844. 

Faxon,  William  H. 

Acting  Assistant  Surgeon,  23  July,  1805.  Honorably  discharged  31  November, 
1870. 
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Fay,  Jonas. 

Assistant  Surgeon,  30  June,  1799.    Commission  returned  21  Scptemlier,  1800. 
Fay,  Josiali  H. 

Acting  Third  Assistant  Engineer.     Resigned  10  December,  18C3. 

Fay,  \¥.  Gaston. 

Acting  Assistant  Paymaster,  31  December,  1802.     Resigned  25  November,  isr»^      3 

Fearing^,  William  G. 

Mate,  2  January,  1804.     Resigned  14  March,  1805. 

Feast  er,  Josepb. 

Assistant  Naval  Constructor,  29  July,  1875. 

Featberslon,  John. 

Boatswain,  7  December,  1841.    Warranted  1  December,  1840.    Died  30  Octr»  2w. 

1852. 

Feblger,  Jobn  €1 

Midshipman,  4  September,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  13 
July,  1852.  Lieutenant,  30  April,  1853.  Commander,  27  Au^^ust,  1862.  Oap- 
tain,  0  May,  1808.    Commodore,  9  August,  1874. 

Fecbteler,  Angnslns  F. 

Cadet  Midshipman,  5  June,  1873.    Graduated  18  June,  1879. 

Fe^an,  Jobn  R. 

Mate,  21  December,  1801.    Dismissed  28  June,  1802. 

Feilbnrs,  Vlrle. 

Acting  Ensign,  9  June,  1803.    Honorably  discharged  18  September,  1865. 

Feleb,  CheeTor. 

Chaplain,  12  May,  1815.    Resigned  29  August,  1825. 

Felcb,  €.  li. 

Mate,  4  December,  1807.    Appointment  revoked  14  March,  1872. 

Felix,  Ambrcise. 

Mate,  20  November,  1801.  Acting  Ensign,  14  May,  1803.  Honorably  diachaxg^ 
21  December,  1805. 

Fell,  Robert. 

Carpenter,  0  June,  1803.    Resigned  14  February,  1820. 

Fellows,  Caleb. 

Mate,  8  September,  1802.    Resigned  24  September,  1803. 

Felt,  Jobn. 

Carpenter,  9  June,  1803.    Resigned  10  May,  1800. 

Feltas,  fl  nilam  H. 

Midshipman,  1  September,  1811.    Last  appearance  on  Records  of  Navy  Dep*' 
ment,  1815.    Brooklyn. 

Felter,  Jacob. 

Midshipman,  10  July,  1805.    Broke  by  Court  Martial,  2  March,  1808. 

Fendall,  Benjamin. 

Master,  20  September,  1800.    Discharged  8  June,  1801,  under  Peace  Establis 
ment  Act. 

Fendall,  Jobn. 

Midshipman,  10  July,  1805.    Resigned  4  January,  1808. 

Fendall,  T.  II.  M. 

Assistant  Surgeon,  28  August,  1800.     Discharged  8  June,  1801,  under  Pe&< 
Establishment  Act. 

Fen^ar,  Alvan  A. 

Acting  Master,  11  June,  1801.    Resigned  7  August,  1801. 

Feng^ler,  Richard. 

Acting  Second  Assistant  Engineer,  10  October,  1803.    Honorably  discharged 
December,  1805. 
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:3K*eiiiiell,  Bavid  B. 

ActiBg  Third  Assistant  Engineer,  14  December,  1868.    Acting  Second  Assistant 
Engineer,  17  March,  1865.    Honorably  discharged  19  December,  1867. 

^Venner,  Jeremiah. 

Lieutenant,  9  March,  1799.    Discharged  9  July,  1801,  under  Peace  Establishment 
Act 

^ennlniore,  Wesley. 

Third  Assistant  Engineer,  4  May,  1863.    Resigned  12  October,  1865. 

Venno,  €UH»rge. 

Midshipman,  20  June,  1799.    Resigned  80  May,  1800. 

-■^enton,  Ashbel. 

Purser,  14  October,  1799.   Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 

f*«iitre»8,  Walter  JG.  H. 

Mate,  11  December,  1861.    Actins  Ensign,  27  August,  1862.    Acting  Master,  24 
January,  1868.    Honorably  discharged  18  September,  1867. 

F^rebee,  N.  MePlierBon. 

Assistant  Surgeon,  12  September,  1872.    Passed  Assistant  Surgeon,  11  January, 
1876. 

P^rgnson,  £dward  K. 

Acting  Third  Assistant  Engineer,  16  September,  1861.    Acting  First  Assistant 
Engineer,  29  May,  1862.    Dismissed  18  January,  1868. 

P^ri^son,  James, 

Midshipman,  22  May,  1800.    Discharged  4  June,  1801,  under  Peace  Establishment 
Act 

P^ryiisoii,  James. 

Saihnaker,  24  February,  1835.    Died  at  Philadelphia,  22  July,  1869. 

P^rgQson,  James. 

Master,  27  Hay,  1814.    Reserved  list,  10  October,  1855.    Died  at  Rio  de  Janeiro, 
4  December,  1858. 

Ferguson,  James  li. 

Midshipman,  9  September,  1841.    Resigned  5  March,  1847. 

^er^^son,  John  F. 

Acting  Master,  11  July,  1861.    Resigned  20  March,  1862. 

^^rsruson,  William. 

Actinff  Ensign,  24  January,  1868.    Acting  Master,  18  January,  1864.    Honorably 
discnarged  20  November,  1865. 

'C^i^son,  William  J. 

Gunner,  8  August,  1861. 

^^^nald,  Benjamin  JG. 

Carpenter.  20  February,  1872. 

*^^^nald,  Cbarles  C. 

Acting  Third  Assistant  Engineer,  6  September,  1864.    Honorably  discharged  21 
^^  Septemt)er,  1865. 

^^w-nald,  Cbarles  H. 

^ate,  28  April,  1868.    Acting  Ensign,  6  August,  1864.    Honorably  discharged  20 
^^  August,  1865. 

^^^W^nald,  Frank  I-. 

^^         Assistant  Naval  Constructor,  4  May,  1871.     Naval  Constructor,  12  March,  1875. 

^^nald,  Joseph. 

Acting  Second  Assistant  Engineer,  25   August,  1863.    Honorably  discharged  5 
^  July,  1865. 

^^^^Tiald,  Mark. 

^        Lieutenant,  10  June,  1879.    Last  ai)pearance  on  Records  of  Navy  Department. 
^^  ^^^  ■  I J  >  1  gi    nrheodore 

Boatswain,  15  March,  1830.    Resigned  6  October,  1836. 
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Ferney,  Thomas  H. 

For  duty  at  N.  Rendezvous,  New  Bedford,  Massachusetts,  11  Juue,  18G2.  -Appo: 
ment  revoked,  Rendezvous  having  closed,  21  April,  1865.    Acting  Ensign,  Co atst 
Survey  Duty,  19  May,  1860.    Mustered  out  80  November,  1868. 

Ferrall,  Pet«r. 

Midshipman,  26  March,  1800.  Discharged  14  July,  1801,  under  Peace  E8tabll.^li- 
ment  Act. 

Ferrall,  Thomas  €• 

Carpenter,  81  May,  1850.    Warranted  10  May,  1853.    Dismissed  6  April,  1850. 

Ferrell,  Joseph  li. 

Acting  Assistant  Paymaster,  1  November,  1864.    Honorably  discharged  15  0< 
ber,  1865. 

Ferrell,  J.  W. 

Acting  Third  Assistant  Engineer,  10  July,  1868.    Honorably  discharged  20 
vember,  1865. 

Ferrier,  William  A. 

Acting  Gunner.  4  December,  1862.  Resigned  21  September,  1864.  Acting  Gun n^^r,. 
10  February.  1865.  Honorably  discharged  9  August,  1866.  Mate,  11  JanaA-arj, 
1870.    Gunner,  8  July,  1872. 

Ferris,  George. 

Acting  Master,  21  October,  1861.    Resigned  28  February,  1865. 

Ferris,  Henry  R. 

Mate,  24  November,  1868. 

Ferris,  John. 

Boatswain,  30  July,  1883.    Last  appearance  on  Records  of  Navy  Department. 

Ferris,  John  I>. 

Mate,  8  September,  1863.    Resigned  7  November,  1863. 

Ferris,  John  I>. 

Acting  Third  Assistant  Engineer,  0  July,  1864.    Honorably  discharged  2  Oct^^ 
ber,  1865. 

Ferriss,  Jonathan  D. 

Master,  28  February,  1809.    Lieutenant,  13  July,  1832.     Died  13  November,  18/^  ^ 

Fewkes,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1803.     Appointment  revoked 
September,  1804. 

Fiekbohm,  Herman  F.  Y 

Midshipman,  31  July,  1866.    Graduated  7  June,  1870.    Ensign,  13  July,  187-^ 
Muster,  0  January,  1874.    Lieutenant,  24  February,  1880. 

Fickett,  Levi  S. 

Acting  Ensijjfn,  17  September,  1802.     Acting  Muster,  on  recommendation  of  Com 
mauding  Officer,  26  April,  1864.    Honorably  discharged  7  December,  1868. 

Fiehl,  John.  ^^  \^, 

Acting  Third  Assistant  Engineer,  9  May,  1864.    Honorably  discharged  18  July^""'*' 
1860. 

Field,  Ambrose  D. 

Midshipman,  1  December,  1809.    Last  appearance  on   Records  of  Navy  Depar- 
ment,  1815.     Frigate  "  Constitution^ 

Field,  Charles  A. 

Acting  Gunner,  12  September,  1863.    Drowned  6  October.  1863. 

Field,  Edward.  ^.-t- 

Assistant  Surgeon,  6  August,  1709.     Last  appearance  on  Records  of  Navy  Dei>art — ' 
ment,  0  July,  1801. 

Field,  Fdward  A. 

Midshipman,  22  July,  1865.     Graduated   4  June,  1 809.     Ensign,  13  July.  1870^ 
Master,  26  December,  1871.    Lieutenant,  10  February,  1875. 
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Mib  T. 

Lssistant  SuFgeon,  9  March,  1863.     Honorably  discharged  13  October^ 

in  H. 

October,  1861.    Acting  Ensign,  28  October,  1862.     Resigned  L»9  ()ct.>bcr^ 

nan,  7  December,  1799.    Discharged  9  June,  1800,  under  Peace  Estahlish- 

LCt 

nnsell  B. 

nan,  25  February,  1863.  Graduated  June,  1866.  Ensign,  12  March,  1808. 
,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resignation  iiccoi)ted  1 
1873. 

•bert. 

nan,  1  September,  1811.  Lieutenant,  27  April,  1810.  Resigned  1  Octo- 
22. 

nnel  H. 

insign,  17  September,  1862.     Appointment  revoked  (Sick,)  25  May,  1868. 
Ensign,  2  October,  1863.    Acting  Master,  on  recommendation  of  Com- 
ig  OflBcer,  2  April,  1864.    Honorably  discharged  5  July,  1865. 

nothy  B. 

nan,  1  March,  1825.     Resigned  18  July,  1831. 

lis  liaflin. 

[idshipman,  20  November, ,1862.  Ensign,  18  December,  1868.  Master^ 
ch,  1870.    Lieutenant,  21  March,  1871. 

lllam. 

September,  1861.  Acting  Ensign,  15  June,  1863.  Honorably  discharged 
il,  1868. 

liain. 

April  1865.     Honorably  discharged  15  September,  1866. 

•geS. 

Lssistant  Surgeon,  20  October,  1863.  Assistant  Surgeon,  10  November, 
Dropped  31  December,  1867. 

pli  A. 

ssistant  Surgeon,  22  May,  1803.    Resigned  9  September,  1864. 

lllam  II. 

ppointment  revoked  20  May,  1863. 

n,  Georg^c  B. 

II.    Appointment  revoked  5  February,  1862. 

n,  Thomas  Scott. 

nan,  19  October,  ls41.  Passed  Midshipman,  10  August,  1847.  Master, 
:ember,  1855.  LieutensHit,  15  September,  1855.  Lieutenant-Commander, 
,  1862.    Commander,  25  July,  1806.     Captain,  6  January,  1874. 

John  H. 

dshipman,  24  September,  1874.     Graduated  4  June,  1880. 

lllam  B. 

lan,  20  June,  1800.  Lieutenant,  4  January,  1813.  Commander,  28  March^ 
Captain,  21  February,  1831.     {See  Bolton.) 

rederick  O.  O. 

June,  1804.  Appointment  revoked  5  May,  1865.  Mate,  1  July,  1865. 
itment  revoked  27  September,  1805. 

lames. 

lecond  Assistant  Engineer,  23  March,  1864.  Honorably  discharged  28 
iber,  1865. 

obert. 

hird  Assistant  Engineer,  26  October,  1861.    Resigned  20  December,  1862. 


250  GENERAL  NAVY  REGISTER. 

Fink,  Joseph  H. 

Acting  Carpenter,  10  July,  1863.    Acting  Ensign,  22  April,  1865.    Honorably         ^jg. 
charged  21  March,  1866. 

Flnleyson,  James. 

Mate.    Dismissed  15  September,  1862. 

Finn,  Dennis. 

Mate.    Dismissed  22  June,  1864. 

Finn,  James  H. 

Acting  Third  Assistant  Engineer,   17  July,  1864.     Honorably  dischargecft  S4 
August,  1869. 

Finn,  JV.  II. 

Mate,  11  February,  1864.     Resigned  (Sick,)  13  May,  1864. 

Finn,  William. 

Acting  Third  Assistant  Engineer,  10  September,  1864.    Honorably  dischaiged  1© 
October,  1868. 

Finne^an,  Patrick. 

Acting  Third  Assistant  Engineer,  13  January,  1862.    Resigned  W  August,  18W. 

Finneican,  William. 

Acting  Gunner,  2  May,  1864.     Dismissed  20  October,  1864. 

Finnesan,  William.  ^ 

Acting  Third  Assistant  Engineer,  15  Septenfber,  1864.    HonoraJbly  discharged^  * 
December,  1865. 

Finnemore,  Thomas  E. 

Midshipman,  20  February,  1813.     Lost  in  the  "  Epertier;'  1815. 

Finney,  Elkanah  €• 

Mate,  12  May,  1864.    Honorably  discharged  9  August,  1867. 

Finney,  George. 

Acting  Master,  27  December,  1861.    Honorably  discharged  28  October,  1865. 

Finney,  Robert. 

Mate,  25  January,  1862.    Resigned  12  October,  1863. 

Finnie,  Tbomas. 

Acting  Second  Assistant  Engineer,  4  May,  1864.    Honorably  discharged  80 
vember,  1865. 

Fiseher,  Frederlek  H. 

Acting  Ensign,  15  November,  1864.     Dismissed  17  November,  1865. 

Fish,  II.  Porter. 

Mate,  8  April,  1864.    Honorably  discharged  20  October,  1865. 

Fish,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.    Honorably  discharged  20 
tember,  1865. 

Fisher,  Albert  H. 

Mate,  4  November,  1863.    Honorably  discharged  20  August,  1P665. 

Fisher,  Arthur  H. 

Third  Assistant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  "^     ^ 
June,  1862.    First  Assistant  Engineer,  1  March,  1864.     Resigned  26  S<  '" 

1870. 

Fisher,  Charles. 

Mate,  25  May,  1868.    Boatswain,  19  June,  1863.    Dismissed  6  December,  1865. 

Fisher,  Charles  A. 

Acting  Third  Assistant  Engineer,  5  June,  1863.    Acting  Second  Assistant  En. 
neer,  16  December,  1803.     Honorably  discharged  13  December,  1865. 

Fisher,  Charles  F. 

Mate,  5  January,  1864.     Resigned  27  April,  1865. 

Fisher,  Clark. 

Third  Assistant  Engineer,  3  May,  1859.    Second  Assistant  Engineer,  1  July,  1^^^ 


GENERAL  NAVY  REGISTER.  251 

8tant  Engineer,  20  Mav,  1863.    Chief  Engineer,  23  January,  1871. 
17  March,  1872. 

ler  N. 

,  21  September,  1872.    Graduated  20  June,  1876.    Ensign,  27  October, 

Ik. 

e,  1862.     Acting  Ensign,  17  April,  1803.    Honorably  discharged  18 
,  1865. 

driek. 

50  ilarch,  1799.     Last  appearance  on  Records  of  Navv  Department, 
'99. 

ry. 

d  Assistant  Engineer,  9  December,  1863.    Honorably  discharged  7 
66. 

I. 

ay,  1798.    Last  appearance  on  Records  of  Navy  Department 

1. 

)  March,  1823.     DisnKssed  18  June,  1838. 

I. 

,  1  November,  1826.    Died  11  November,  1828. 

1. 

uary,  1862.    Resigned  9  September,  1862. 

u 

;mber,  1862.    Acting  Ensign,  3-May,  1864.    Honorably  discharged  81 

365. 

I  B. 

,  18  June,  1812.    Died  October,  1817. 

,  19  June,  1799.    Discharged  11  May,  1801,  under  Peace  Establish* 

I  F. 

ay,  1799.    Last  appearance  on  Records  of  Navy  Department. 

I  P. 

rgeon,  22  September,  1800.     Resigned  5  June,  1801. 

I  P. 

aary,  1864.    Honorably  discharged  0  November,  1865. 

I.December,  1809.     Resigned  18  March,  1811. 

ley. 

15  August,  1814.     Resigned  19  October,  1814. 

nas  li. 

mber,  1863.    Honorably  discharged  6  January,  1866. 


Assistant  Engineer,  3  July,  18G3.    Appointment  revoked  (Sick,)  12 
164. 

am  II. 

I  Assistant  Engineer,  10  December,  1864.    Honorably  discharged  12 
1865. 

am  W. 

ovember,  1848.    Resigned  14  November,  1853. 

n. 

er,  8  December,  1804.     Honorably  discharged  30  September,  1865. 

W. 

n,  12  October,  1804.     Resigned  27  April,  1865. 
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Flak,  Photlns. 

Chaplain,  14  March,  1842.    (See  KavoMles.)    Retired  list,  18  July,  t864. 

Flak,  Nqnire. 

Master,  7  May,  1812.    Dismissed  28  August,  1816. 

Flak,  (S.  Hi. 

Acting  Assistant  Surgeon,  28  May,  1861.    Resigned  25  January,  1864. 
Fl8k,  Timothy  W. 

Midshipman,  2  March,  1830.    Died  16  February,  1845. 

FiBk,  William. 

Acting  Gunner,  14  November,  1862.    Died  6  August,  1868. 

Fiske,  Bradley  A. 

Midshipman,  22  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  «r 

1875. 

Fl8ke,  £dward  W. 

Mate.    Resigned  11  April,  1864. 

Fiske,  (Samuel. 

Third  Assistant  Engineer,  9  March,  1858.    Resigned  12  June,  1858. 

Fi8ter,  Tiiomas  D. 

Acting  Midshipman,  29  September,  1855. 

Fltoh,  B.  F.  J>. 

Acting  Assistant  Paymaster,  24  May,  1862.    Resigned  15  October,  1864. 

Fitch,  Charles  T. 

Acting  Assistant  Paymaster,  17  December,  1861.    Died  on  "  TYo^a,**  22  Jmie,18€ 

Fitch,  £li8ha. 

Professor  of  Mathematics,  25  September,  1831.    Died  15  October,  1889. 

Fitch,  Henry  W. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  8  Octobe 
1861.    First  Assistant  Engineer,  20  May,  1863.    Chief  Engineer,  4  March,  187 

Fitch,  re  Roy. 

Acting  Midshipman,  1  October,  1851.  Passed  Midshipman,  29  April,  18' 
Master,  5  September,  1859.  Lieutenant-Commander,  21  September,  1862.  Go 
mander,  28  August,  1870.    Died  13  April,  1875. 

Fitch,  Reuben. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer 
October,  1861.  First  Assistant  Engineer,  1  October,  1863.  Resigned  19  A 
1869. 

Fitch,  Thomas  W. 

Third  Assistant  Engineer,  23  June,  1863.  Second  Assistant  Engineer,  25 
1866.  First  Assistant  Engineer,  8  October,  1873.  Resigned  31  Decc 
1875. 

Fitchett,  (SylTans  W. 

Mate,  30  December,  1861.    Resigned  14  August,  1862. 

Fithian,  Edwin. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engli 
February,  1851.  First  Assistant  Engineer,  15  December,  1853.  Chic 
neer,  23  October,  1859. 

Fitzffferald,  Fdward. 

Purser,  25  April,  1812.    Died  27  February,  1857. 

Fitzgerald,  Thomas. 

Acting  Second  Assistant  Engineer,  13  June,  1864.     Honorably  dischargee 
tember,  1865. 

Fitzff^erald,  William  A. 

Mate,  14  June,  1864.     Honorably  discliargcd  13  November,  1S65. 

Fitzfl^erald,  William  B. 

Midshipman,  30  January,  1838.    Passed  Midshipman,  20  May,  1844. 
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November,  1851.    Lieutenant,  4  November,  1852.    Reserved  list,  13  September, 
1855.    Resigned  15  April,  1861. 

izbufffb,  Andrew. 

Midshipman,  9  June,  1811.  Lieutenant,  27  April,  1816.  Commander,  9  February, 
1837.    Captain,  14  February,  1843.     Died  2  October,  1850. 

.zbngh,  €•  C. 

Midshipman,  date  not  known.    Last  appearance  on  Records  of  Navy  Department 

zhiifffta.  Cole. 

Midshipman,  15  November,  1809.    Resigned  23  April,  1810. 

IPftCzbugh,  George. 

Master,  10  July,  1812.  Last  appearance  on  Records  of  Navy  Department,  17 
July,  1812.    Discharged. 

Vft^zhngh,  Jobn,  Jr. 

Assistant  Surgeon,  28  December,  1818.    Died  6  July,  1826. 

Pft^xhugh,  Robert. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Resigned  18 
December,  1833. 

I^A^zhngh,  W.  E. 

Midshipman,  2  February,  1847.    Dismissed  7  July,  1847. 

¥*mmzhasb,  William  £. 

Midshipman,  20  November,  1848.  Passed  Midshipman,  15  June,  1854.  Master, 
16  September,  1855.  Lieutenant,  15  December,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  25  November,  1876. 

^ftteosborn,  Henry  W. 

Gunner,  9  May,  1857.    Resigned  24  December,  1864. 

^^tepatrlok,  JTames. 

Acting  Master,  1  October,  1862.    Honorably  discharged  30  December,  1865. 

^^Atzfiatrlek,  James. 

i^cting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  discharged  9 
December,  1868. 

^^tzpatrlek,  Jobn  F. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  4  November,  1864.    Honorably  discharged  3  August,  1865. 

^^atipatrlek,  Mlebael  F. 

Acting  Second  Assistant  Engineer,  8  December,  1863.  Honorably  discharged  19 
November,  1865. 

^^Atzslmmons,  Paul. 

Assistant  Surgeon,  19  December,  1871.  Passed  Assistant  Surgeon,  4  January, 
1876.     • 

^^fltislmmons,  William  J. 

Assistant  Second  Engineer,  28  December,  1863.  Appointment  revoked  (Sick,)  7 
February,  1865. 

**l«ref  George  A. 

Midshipman,  21  Septeober,  1861.  Graduated  22  November,  1864.  Ensign,  21 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Died  20  June,  1869. 

*^^rg,  H.  €.,  Jr. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Reserved  list,  13  September,  1855.  Commander,  19  July,  1861. 
Died  23  August,  1862. 

^^%gg,  8amael  I>. 

AsBifltant  Surgeon,  30  July,  1861.    Retired  list,  20  June,  1864. 

^^^agg,  William. 

Lieutenant,  7  March,  1799.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 
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Flaglle,  Bernard. 

Actinf^  Carpenter,  25  April,  18C3.     Appointment  revoked  17  August  1864. 

Flanders,  Timothy. 

Acting  Third  Assistant  Engineer,  10  June,  18G2.    Honorably  discharged  27  JW 
18r.c. 

Planner,  F.  W. 

Acting  Master,  1  October,  1862.    Dismissed  2  March,  1863. 

Flannlgan,  M.  £. 

Acting  Ensign,  9  April,  1863.    Resigned  14  June.  1864. 

FlansberK,  John  W. 

Acting  Ensign,  22  August,  1863.    Honorably  discharged  4  October,  1865. 

Fleet,  Henry. 

Mate,  19  July,  1864.    Discharged  26  June,  1865. 

Fleetwood,  William. 

Master,  7  May,  1812.    Last  appearance  on  Records  of  Nayy  Departmeot,  80  Jk 
1812. 

Flemin|(,  Charles  £. 

Midshipman,  15  January,  1835.    Passed  Midshipman,  22  June,  1841.    Master,  ** 

January,  1848.  Lieutenant,  2  October,  1848.  Dismissed  6  February,  IS^^'* 
Re-appointed  Lieutenant,  13  December,  1859.  Lieutenant-Commander,  16  Jo. ''^* 
1862.    Died  26  September,  1867. 

Fleming,  Charles  R. 

Mate,  8  November,  1861.    Acting  Ensign,  16  September,  1864.    HoDorably 
charged  2  July,  1868. 

Fleming,  James. 

Acting  Chief  Engineer,  1  October,  1862.      Honorably  discharged  8  December  ^' 
1865. 

Fleming,  John  J. 

Sailmaker,  date  not  known.     Died  in  October,  1820. 

Fleming,  Ulatthew. 

Acting  Second  Assistant  Engineer,  17  December,  1862.     Resigned  7  June«  1864. 

Fleming,  Rohert. 

Acting  Second  Assistant  Engineer,  8  March,  1864.    Resigned  (Sick,)  6  Octobe^^'*'' 

1864. 

Fleming,  William. 

Sailmuker,  dale  not  known.    Died  in  November,  1824. 

Fleming,  William. 

Midshipman,  20  February,  1799.     Discharged  5  June,  1801,  under  Peace  Esta 
lishmcnt  Act. 

Flemming,  Watson  B. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Appointment  revoked  (Sic*^^-^ 
19  May,  1S03. 

Flenner,  John  P. 

Chaplain,  25  February,  1828.     Resigned  23  September,  1833. 

Fletcher,  Arthur  Henry. 

Mi<Uliipman,  20  November,  18«J1.    Graduated  September,  1S0.5.    Ensign,  1  Dec^"^*** 
ber,  1^1)6.     Master,  12  March,  1808.     Lieutenant,  20  3larch,  1809. 

Fletclier,  Frank  F. 

Mi«lsliipman,  22  September,  1870.      Graduated  lo  October,   1874.      Ensign,         ^  '^ 
July,  1^70. 

Fletcher,  Frank  H. 

Third  Assistant  Engineer,  22  October,  1800.     Second  Assistant  Engineer,  9 
l.sr.3.     Resigned  0  February,  1809. 

Fletclier.  George  G. 

Acting  Master,  21  May,  1801.    Resigned  6  August,  1862. 


•  - 
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Hate,  7  July,  1863.  Acting  Ensign,  23  February,  1865.  Honorably  discharged  6 
December,  1865. 

*B^tcher,  James  R. 

Midshipman,  26  September,  1864.  Graduated  2  Juuc,  1868.  Resigned  1  Septem- 
ber, 1868. 

I^tcber,  John  D. 

Gunner,  5  October,  1861.  Warranted  24  April,  1862.  Died  at  Phipsburg,  Maine, 
24  November,  1867. 

*l^teber,  Monti^omery.  ^; 

Third  Assistant  Engineer,  24  June,  1850.  Second  Assistant  Engineer,  26  Febru- 
ary, 1851.  First  Assistant  Engineer,  20  June,  1856.  Chief  Engineer,  25  Octo- 
ber, 1859. 

^^tcher,  IVathan. 

Midshipman,  26  September,  1708.    Resigned  10  January,  1800 

'^^tcber,  Hi.  €• 

Chaplain,  7  April,  1845.    Resigned  9  June,  1845. 

^l^teber,  Patrick. 

Lieutenant,  9  July,  1798.  Captain,  11  September,  1798.  Lost  in  the  **  InsurgenW^ 
in  1800. 

'^l^tcber,  Rnf Q8. 

Midshipman,  30  May,  1816.    Last  appearance  on  Records  of  Navy  Department 

^M^cber,  William  M. 

Acting  Third  Assistant  Engineer,  4  December,  1862.  Acting  Second  Assistant 
Engineer,  2  July,  1864.    Honorably  discharged  10  February,  1866. 

*^lck,  George  T. 

Mate,  6  June,  1862.  Acting  Gimner,  20  December,  1862.  Appointment  revoked 
21  October,  1863. 

*Bdnn,  James  HI. 

Acting  Third  Assistant  Engineer,  27  January,  1863.  Acting  Second  Assistant 
Engineer,  gallant  conduct  in  battle,  22  May,  1803.  Honorably  discharged  1 
September,  1865. 

^^B.liit,  James  HI. 

Acting  Assistant  Surgeon,  14  April,  1862.  Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1807.     Surgeon,  24  June,  1874. 

^Mood,  Christopher. 

Acting  Ensign,  6  November,  1862.  Acting  Master,  9  June,  1865.  Honorably  dis- 
charged 23  October,  1865. 

^^ood,  James  HI. 

Acting  Assistant  Paymaster,  24  August,  1864.    Discharged  25  November,  1865. 

^ood,  Thomas  H. 

Mate,  10  December,  1864.     Dismissed  24  July,  1865. 

^^ood,  William  H. 

Mate,  14  October,  1863.    Acting  Ensign,  29  March,  1865.    Honorably  discharged 
16  January,  1866. 

^Ot^ence,  Charles  If .  « 

Mate,  29  June,  1864.    Appointment  revoked  (Sick,)  22  September,  1864. 

^^urnoy,  J.  J.  R. 

Kidshipman,  1  March,  1825.    Resigned  20  September,  1825. 

^^urnoy,  Thomas. 

Midshipman,  10  Februarj',  1841.    Dropped. 

^^irers9  £dward  K. 

Mate,  6  February,  1802.     Killed  on  '*  Maratama;'  11  October,  1862. 

*^wry,  I^ewls  H. 

Acting  First  Assistant  Engineer,  14  September,  1861.  Honorably  discharged  18 
October,  1865. 
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Floyd,  John. 

Naval  Constructor,  11  July,  1820.    Last  appearance  on  Records  of  Nayy  D&^^^ut* 
ment,  8  September,  1830. 

Floyd,  Jobn  A. 

Acting  Boatswain,  22  December,  1864.    Honorably  discharged  11  August,  18G£^<- 

Floyd,  William  R. 

Mate,  80  June,  1864.    Honorably  discharged  18  September,  1865. 

Fludder,  George  M. 

Mate,  4  April,  18C2.     Appointment  revoked  28  November,  1862. 

FlufMr,  Charles  W. 

Midshipman,  19  July,  1847.    Passed  Midshipman,  10  June,  1858.     Master,        }?i 
September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Commander, 
July,  1862.     Killed  on  board  the  **  Miami,''  19  April,  1864. 

Flye,  William.  _    . 

Professor,  7  December,  1841.    Commissioned  14  August,  1848.    Resigned  7  Maic        ^ 

1857. 

Flye,  William. 

Acting  Volunteer  Lieutenant,  6  December,  1861.    Acting  Volunteer  Lieatenio *' 

Commander,  18  July,  1865.    Honorably  discharged  24  December,  1865. 

Flynu,  John,  Jr. 

Acting  Assistant  Surgeon,  17  December,  1862.    Honorably 'discharged  24 
ber,  1866. 

Flynn,  Robert. 

Midshipman,  12  November,  1799.    Discharged  12  October,  1801,  under 
Establishment  Act. 

Flynne,  liQeian. 

Midshipman,  22  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  Jul; 

1875. 

Flynt,  James  M. 

Mate,  1  October,  1862.    Acting  Ensign,  24  April,  1863.    Resigned  28  Octobe 
1868.    Acting  Ensign,  7  June,  1864.    Honorably  discharged  5  Noyember,  If ' 

Fobes,  Fdwin  A. 

Acting  Assistant  Surgeon,  1  April,  1865.    Honorably  discharged  27  Joly,  1865. 

^ogK,  OranTille  W. 

Mate,  27  January,  1863.    Died  on  "  Mercedita;'  30  July,  1863. 

Fogs,  William  H.  _ 

Mate,  25  February,  1863.    Acting.  Ensign,  31  December,  1864.    Honorably  d^ 
charged  3  November,  1865. 

Foley,  Miehael  J. 

Mate,  13  March,  1865.     Resigned  5  March,  1866. 

Foley,  Thomas. 

Acting  Third  Assistant  Engineer,  14  May,  1864.    Acting  Second  Assistant  £d| 
neer,  2  June,  1865.    Honorably  discharged  8  December,  1865. 

Folger,  James.  ^ 

Acting  Third  Assistant  Engineer,  26  November,  1862.    Died  on  "  Silver  Cloudy  "^  ^ 
October,  1864. 

Folger,  James. 

Acting  Master,  9  October,  1861.    Died  on  " Roebuck''  from  wounds,  15  April,  18^ 

Folger,  William  Mayhew. 

Midshipman,  21  September,  1861.  Graduated  22  November,  1864.  Ensign^^^ 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  18'" 
Lieutenant-Commander,  27  April,  1869. 

FoUansbie,  Joshua. 

Third  Assistant  Engineer,  17  January,  1842.  Second  Assistant  Engineer,  20  Jt»^^' 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  31  Octotr^*^ 
1848.     Resigned  1  May,  1865 
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»llet,  Benjamin. 

Midshi;  man,  6  December,  1814.    Died  in  1828. 

^llett,  Fletcher  M. 

Acting  Assistant  Surgeon,  17  January,  1863.  Honorably  discharged  18  October, 
1«65. 

i^llins,  Richard. 

Boatswain,  15  November,  1850.     Resigned  15  November,  1858. 

i^lsoni,  Charles. 

Chaplain,  12  May,  1816.    Last  appearance  on  Records  of  Navy  Department,  1818. 

i^lsom,  Charles. 

Act'mg  Master,  81  October,  1861.     Resigned  8  February,  1864. 

[^Ison,  John. 

Midshipman,  10  July,  1799.     Resigned  6  March,  1800. 

i^lfion,  Namuel. 

Midshipman,  28  August,  1799.     Resigned  8  April,  1800. 

i^ltz^  Jonathan  M. 

Assistant  Surgeon,  4  April,  1881.  Passed  Assistant  Surgeon,  8  December, 
1888.  Surgeon,  8  December,  1838.  Medical  Director,  8  March,  1871.  Chief 
Bureau,  Medicine  and  Surgery,  25  October,  1871.  Retired  list,  25  April,  1872. 
Died  12  April,  1877. 

c^ntalne,  HI. 

Midshipman,  10  July,  1809.    Resigned  2  November,  1811. 

i^ot,  John. 

Lieutenant,  26  August,  1800.  Last  appearance  on  Records  of  Navy  Department, 
29  December,  1801.     Lost 

iMit,  Samuel  C. 

Midshipman,  4  April,  1850.     Resigned  20  December,  1850. 

iMite*  Andrew  H. 

Midshipman,  4  December,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
27  May,  1880.  Commander,  19  December,  1852.  Captain,  29  June,  1861. 
Rear- Admiral,  16  July,  1862.    Died  26  June,  1863. 

oate,  John  P. 

Acting  Master  and  Pilot,  l^October,  1864.  Honorably  discharged  6  December, 
1865. 

^>ote,  Samuel  E. 

Mate,  6  June,  1862.    Died  12  June,  1862. 

^irbes,  Charles  W 

Acting  Third  Assistant  Engmeer,  2  December,  1864.  Honorably  discharged  29 
February,  1868. 

^irbes,  Cornellns  A. 

Third  Assistant  Engineer,  18  May,  1847.     Resigned  5  November,  1847. 

'^rlies,  Frank  H. 

Mate,  18  July,  1864.    Honorably  discharged  10  July,  1865. 

'^rlies,  James  J. 

Midshipman,  80  August,  1881.  Passed  Midshipman,  15  June,  1887.  Lieutenant, 
8  September,  1841.    Resigned  28  November,  1844. 

*^r1»es,  William  D. 

Acting  Third  Assistant  Engineer,  4  September,  1861.  Acting  Second  Assistant 
Engineer,  29  September,  1862.  Acting  First  Assistant  Engineer,  6  November, 
1863.    Honorably  discharged  25  November,  1865. 

^^roe,  Boraee  W. 

Actine  Third  Assistant  Engineer.  19  July,  1864.  Honorably  discharged  16  De- 
cenober,  1867, 

^^rd,  Anirnsins. 

Master,  28  March,  1810.    Died  4  August,  1855. 

17 
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Ford,  Charles  Jl. 

Acting  Assistant  Surgeon,  17  3Iay,  1861.    Resigned  11  April,  1862. 

Ford,  £dward. 

Midshipman,  8  March,  1799.    Last  appearance  on  Records  of  Navy  Departmenl 
20  June,  1799.  *^ 

Ford,  Franklin  £• 

Acting  Ensign,  3  August,  1803.    Honorably  discharged  20  January,  1866. 
Ford,  Georn^e  T. 

Mate,  16  September,  1862.    Acting  Ensign,  25  July,  1863.    Acting  Master,  11 X    ■ 
May,  1865.    Honorably  discharged  15  December,  1868. 
Ford,  JcflTerfion. 

Acting  Master,  26  August,  1861.    Died  at  Beaufort,  North  Carolina,  18  June,  ^s 

1864. 

Ford,  J.  Malachl. 

Midshipman,  18  January,  1841.    Resigned  17  April,  1848. 

Ford,  John. 

Mate,  25  March,  1868.    Resigned  11  August,  1863. 

Ford,  John  I>. 

Third  Assistant  Engineer,  12  August,  1862.    Second  Assistant  Engineer,  15  Fd>--.^ 
ruary,  1864.    First  Assistant  Engineer,  6  June,  1868. 

Ford,  John  Q.  A. 

Acting  Third  Assistant  Engineer,  10  October,  1866.    Third  Assistant  Engineer,^ 
June,  1868.    Second  Assistant  Engineer,  2  June,  1869.    Passed  Assistant  Engi^^ 
neer,  19  February,  1875.    Died  28  February,  1878.  ** 

Ford,  John  W.  I>. 

Midshipman,  2  February,  1829.    Dismissed  2  June,  1886. 

Ford,  liClghton  M. 

Midshipman,  27  September,  1861.    Ensign,  1  December,  1866.    Died  22  rnliniiB^j 

1868.  ' 

Ford,  Oscar  R. 

Acting  Second  Assistant  Engineer.    Resigned  28  November,  1862. 

Ford,  William  B.  H. 

Acting  Ensign,  1  October,  1862.    Resigned  10  April,  1868. 

Foree,  Alfred. 

Acting  Midshipman,  17  April,  1862.    Ensign,  18  December,  1868.    Master,       'll 
March,  1870. 

Forgey,  Alfred  T. 

Mate,  24  November,  1863.    Honorably  discharged  28  October,  1865. 

Forlaw,  James  I^. 

Acting  Master  and  Pilot,  15  November,  1864.    Appointment  revoked  9 
1865. 

Forman,  Isaac  B. 

Midshipman,  1  August,  1800.    Discharged  18  June,  1801,  under  Peace  Establ 
ment  Act. 

Fornian,  ]9I.  T. 

Mate,  14  November,  1861.    Appointment  revoked  1  February,  1862. 

Forman^  Samnel  R. 

Assistant  Surgeon,  1  September,  1861.    Resigned  20  September,  1864. 

Fornanoe,  John. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  A\ 
iyG3.     Lost  on  the  **  Oneida^"  24  January,  1870. 

Forrest,  IS.  G. 

Midshipman,  10  January,  1809.    Last  appearance  on  Records  of  Navy  De'^Mrf- 
ment,  15  December,  1809.    Dead. 
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rrest,  I>.  A. 

MicUhipman,  3  March,  1841.    Passed  Midshipman,  10  August,  l$-i7.    Master, 
September,  1855.    Lieutenant,  16  September,  1855.    Dismissed  6  December,  18 

rrest,  Dulaney  A. 

Midshipman,  ?  March,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
September,  1855.     Lieutenant,  16  September,  1855.     Dismissed  7  Decembc 
1861. 

rrest,  Dulany, 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Died  1  Octobei 
1825. 

rrest,  French. 

Midshipman,  9  June,  1811.    Lieutenant,  5  March,  1817.    Commander,  9  February, 
1887.    Captain,  80  March,  1844.    Dismissed  19  April,  1861. 

rrest,  Kenry. 

Mate,  24  April,  1863.    Deserted  20  August,  1863. 

rrest,  James  W. 

Midshipman,  15  November,  1809.    Resigned  17  April,  1810.    Midshipman,  30 
May,  1810.    Cashiered  29  April,  1814. 

rrest,  Morean. 

Acting  Midshipman,  22  September,  1858.    Lieutenant,  1  August,  1862.    Lieu- 
tenant-Commander, 25  July,  1866.    Died  24  November,  1866. 

rrest,  Richard. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.    Reserved  list,  13  September,  1855.    Died  31  August,  1859. 

rrest,  Samuel. 

Purser,  8  October,  1836.    Died  15  March,  1860. 

rrest,  Thomas. 

Acting  Third  Assistant  Engineer,  13  June,  1864.    Dismissed  20  December,  1865. 

*rester,  George  B. 

Midshipman,  1  January,  1818.    Resigned  10  June,  1822. 

se,  Cbarles  Thomas. 

iidshipman,  24  September,  1863.    Graduated  2  June,  1868.     Ensign,  19  April, 
1869.    Master,  12  July,  1870.     Lieutenant,  11  February,  1873. 

ytfa,  James  M. 

Qtered  Volunteer  Service,  25  September,  1861.     Master,  12  March,  1868.     Lieu- 
tenant, 18  December,  1868.     Lieutenant-Commander,  9  May,  1878. 

ftfa,  James  IV. 

dshipman,  1  November,  1826.     Lost  in  the  *'  Hornet,''^  September,  1829. 

Isaac  B. 

rd  Assistant  Engineer,  8  September,  1863.    Died  1  December,  1865. 

William  F. 

d  Assistant  Engineer,  27  June,  1861.     Second  Assistant  Engineer,  18  Decem- 
r,  1862.    Resigned  21  April,  1805. 

VlUlam  H. 

tant  Surgeon,  24  January,  1862.    Passed  Assistant  Surgeon,  28  June,  1865. 
•d  24  March,  1873. 

B,  Thomas  H. 

r,  18  January,  1862. 

,  John  H. 

pman,  17  December,  1810.     Resigned  16  March,  1812. 

^itepheu. 

lin,  6  September,  1850.     Resigned  14  July,  1S51. 

*ns  I>. 

Third  Assistant  Engineer,  10  October,  1806.    Third  Assistant  Engineer,  2 
1868.     Second  Assistant  Engineer,  2  June,  18G9.    Resigned  1  November, 
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Fofts,  Ija  Roy. 

Mate,  20  January,  1870.    Resigned  1  December,  1870. 
Fobs,  Stepben. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  24  November,  1862. 
Fossett,  liorlng  K. 

Acting  Ensign,  27  November,  1863.    Honorably  discharged  14  September,  1865. 
Foster,  Amos  P. 

Acting  Master,  23  September,  1861.    Acting  Volunteer  Lieutenant,  for  gallaDt 
conduct,  10  September,  1802.    Honorably  discharged  2  September,  1865. 
Foster,  Charles  A. 

Mi(l8hii)man,  1  August,  1866.    Graduated  6  June,  1871.    Ensign,  14  July,  1872. 
Master,  15  March,  1876. 

Foster,  Christopher  If. 

Mat^,  8  January,  1864.    Appointment  revoked  (Sick,)  1  December,  1804. 

Foster,  Fdward. 

Acting  Paymaster,  5  June,  1861.    Assistant  Paymaster,  23  October,  1861.    Pay- 
master, 6  February,  1862.    Pay  Inspector,  23  Januarv,  1878.    Died  11  April, 

1877. 

Foster,  Fllezer. 

Boatswain,  4  August,  1841.    Dismissed  26  January,  1849. 

Foster,  George. 

Acting  Third  Assistant  Engineer.  19  September,  1863.     Appointment  revo 
(Sick,)  4  June,  1864. 

Foster,  George  B. 

Mate,  15  September,  1864.    Honorably  discharged  3  October,  1865. 

Foster,  George  T¥. 

Acting  Second  Assistant  Engineer,  20  July,  18G3.    Acting  First  Assistant 
neer,  8  June,  1864.    Honorably  discharged  1  September,  1865. 

Foster,  Graham  P. 

Acting  Master,  22  November,  1861.    Appointment  revoked  (Sick,)  11  Febnia. 
1863. 

Foster,  Henry  II. 

Mate,  6  March,  1862.    Acting  Master,  8  May,  1862.    Honorably  dischargeci    4 
November,  1865. 

Foster,  Henry  P. 

Mate,  8  January,  1862.  Acting  Ensign,  9  September,  1862.  Honorably  diachaii^^ 
9  January,  1869.    Mate,  3  August,  1809.     Resigned  25  March,  1870. 

Foster,  James. 

Gunner,  12  April,  1815.    Died  5  August,  1818. 

Foster,  James. 

Midshipman,  3  March,  1838.  Passed  Midshipman,  20  May,  1844.  Died  11  :>•**" 
vembcr,  1847. 

Foster,  James  P. 

Midshipman,  14  May,  1846.  Passed  Midshipman,  10  June,  1853.  Master^  }? 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander-  ** 
July,  1862.    Commander,  25  July,  1^06.    Died  2  June,  1809. 

Foster,  Jesse  W.  , 

Mate,  1  October,  1862.  Acting  Ensign,  1  September,  1864.  Honorably  dischar^*^ 
28  November,  1865. 

Foster,  John  €. 

Mate,  21  October,  1864.    Resigned  26  March,  1866. 

Foster,  John  G. 

Gunner,  25  November,  1861. 

Foster,  John  II.  . 

Acting  Second  Assistant  Engineer,  21  September,  1803.    Acting  First  AsBis**** 
Engineer,  8  July,  1864.     Honorably  discharged  11  October,  1865. 
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f^OBter .  John  K. 

Acting  Third  Assistant  Engineer,  14  November,  1864.  Honorably  discharged  29 
July,  1865. 

f*o8ter,  J.  W. 

Hate,  26  November,  1869.    Discharged  2  February,  1871. 

iter^  Josepb. 

Acting  Assistant  Paymaster,  19  October,  1863.  Assistant  Paymaster,  23  July, 
1866.  Passed  Assistant  Paymaster,  10  May,  1867.  Paymaster,  23  February, 
1877. 

iter,  Robert  C,  Jr. 

Midshipman,  1  October,  1850.    Resigned  21  Octobei;,  1851. 

;ter,  Tbomas  J. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Acting  Third  Assistant  Engi- 
neer, 19  June,  1865. 

^K*oeter,  William. 

Midshipman,  1  February,  1814.  Lieutenant,  28  April,  1826.  Cashiered  28  De- 
cember, 1827. 

Foster,  William  €. 

Acting  Assistant  Surgeon,  16  February,  1863.    Resigned  4  October,  1864. 

V*oater,  William  £. 

Acting  Assistant  Pajrmaster,  30  July,  1862.    Resigned  25  February,  1865. 

I'oster,  William  J. 

Acting  Master  26  August,  1861.    Died  at  New  York,  April,  1862. 

Poster,  Wluslow. 

Master,  10  March,  1811.  Last  appearance  on  Records  of  Navy  Department,  8  Jan- 
uary, 1814. 

Poulk^  George  C. 

Midshipman,  14  June,  1872.  Graduated  20  June,  1876.  Ensign,  25  November, 
1877. 

^^^antain,  James. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Died  at  New  York,  20  Octo- 
ber, 1863. 

^^rantaln,  James. 

Acting  Master  and  Pilot,  14  October,  1864.    Appointment  revoked  27  May,  1865. 

^^M»e,  George. 

Gunner,  13  May,  1862. 

*^^ntly,  George  W. 

Acting  Master,  1  October,  1802.    Died  at  Hospital,  Fort  Donelson,  10  April,  1863. 

*^«wle,  Charles  W. 

Midshipman,  15  November,  1809.    Died  15  March,  1811. 

*^«wle,  William  W. 

Acting  Master,  26  February,  1862.     Resigned  12  May,  1865. 

^wler,  Albert  C. 

Acting  Ensign,  13  May,  1864.     Honorably  discharged  15  September,  1805. 

^wler,  Archibald  C. 

Acting  Assistant  Surgeon,  18  June,  1863.    Honorably  discharged  27  October,  1866. 

^wler,  Benjamin  W. 

Acting  Sect)nd  Assistant  Engineer,  27  June,  1864.  Hononibly  discharged  25  Feb- 
ruary, 1868. 

^'^wler,  Charles  S. 

Acting  Third  Assistant  Engineer,  10  November,  1 803.  Acting  Second  Assistant 
Engineer,  9  December,  1863.     Appointment  revoked  (Sick,)  17  December,  1864. 

^'^wler,  George  M. 

^^  Midshipman,  1  November,  1828.    Drowned  2  May,  1882, 
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Fowler,  Gilbert. 

Midshipman,  23  June,  1869.    Graduated  31  May,  1878.    Died  22  August,  1874. 
Fowler,  Ricbard. 

Acting  Third  Assistant  Engineer,  17  May,  1804.    Resigned  12  May,  1885. 
Fowler,  (Samuel. 

Acting  Third  Assistant  Engineer,  26  Januar}-,  1863.  Resigned  9  May,  18688^  -^ 
Acting  Third  Assistant  Engineer,  1  September,  1868.  Honorably  discharged  1  -BClft 
October,  ISOo. 

Fowler,  Thomas. 

Lieutenant,  20  March,  1709.    Last  appearance  on  Records  of  Navy  DepartmenV"  '^^ 
Fowler,  William. 

Gunner,  date  not  known.    Last  appearance  on  Records  of  Nayy  Department,  181( 
Frigate  "  Otterriere.^^ 

Foy,  William  D. 

Carpenter,  28  October,  1858.    Warranted  3  April.  1860. 

Foye,  Fdward. 

Mate,  4  March,  1862.    Resigned  23  August,  1862. 

Fox,  Almond  F. 

Acting  Second  Assistant  Engineer,  13  April,  1868.    Resigned  11  June,  1864. 

Fox,  Charles  £. 

Midshipman,  23  June,  1868.    Graduated  1  June,  1872.    Ensign,  15  July,  1871 
Master,  25  November,  1877. 

Fox,  Onstarns  T. 

Midshipman,  12  January,  1838.    Passed  Midshipman,  20  May,  1844.    MastO', 
August,  1851.    Lieutenant,  9  July,  1852.    Resigned  10  July,  1852. 

Fox,  Irrln. 

Acting  Second  Assistant  Engineer,  18  March,  1863.    Acting  First  Assistant  En^S.* 
neer,  9  June,  1863.    Honorably  discharged  8  January,  1866. 

Fox,  James  A. 

Acting  Second  Assistant  Engineer,  13  January,  1862.    Discharged  81  March, 

Fox,  James  £. 

Acting  Third  Assistant  Engineer,  29  August,  1861.    Acting  Second  Assista: 
Engineer,  20  November,  1802.    Resigned  28  November,  1862.    Acting  Secocm 
Assistant  Engineer,  15  December,  1802.    Acting  First  Assistant  Engineer,  ^ 
November,  1863.    Discharged  31  3Iarch,  1805. 

Fox,  Joliu  li. 

Assistant  Surgeon,  9  February,  1837.    Passed  Assistant  Surgeon,  6  June,  11 
Surgeon,  16  August,  1847.    Died  17  December,  1804. 

Fox,  Joseph  W. 

Mate,  28  February,  1865.    Honorably  discharged  27  August,  1865. 

Fox,  Joslali. 

Naval  Constructor,  1  August,  1798.    Appointment  revoked  2  August,  1799. 

Fox,  Joslah. 

Carpenter,  4  May,  1804.    Last  appearance  on  Records  of  Navy  De])artment. 

Fox,  Thomas  J. 

Acting  Third  Assistant  Engineer,  24  October,  1864.    Honorably  discharged  2 
vemiier,  1865. 

Fox,  William  H. 

Professor  of  Mathematics,  30  December,  1841.    Drowned  28  October.  1844. 

Foxoron,  Samuel. 

Midshipman,  18  June,  1812.    Dismissed  24  November,  1814. 

Fralley^  Jam€*s  M.  ' 

Midshipman,  1  May,  1828.    Passed  IMidshipnian,  4  June.  1836.     Lieutenan-t^   J' 
September,  1841.    Commander.  24  April,  ls({l.      Captain,  6  Februaiy,  10^^       i 
Commodore,  2  March.  1870.    Died  26  September,  1877  J 
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VwrwMey^  Iieonard  A. 

Acting  Assistant  Paymaster,  20  August,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.    Paymaster,  29  January,  1869. 

FarAlley,  WllUam  B.  S. 

Midshipman,  22  July,  1863.  Ensign,  18  December,  1868.  Resigned  15  February, 
1870. 

Fsrjuice,  Richard. 

Mate,  20  July,  1863.    Deserted  17  October,  1863. 

FBTsncis,  George  £• 

Acting  Assistant  Surgeon,  15  May,  1863.    Honorably  discharged  28  October,  1865. 

Psrancls,  Henry  B. 

Mate,  27  May,  1862.  Acting  Ensign,  14  June,  1863.  Honorably  discharged  12 
September,  1865. 

F*:ananei89  Isaac,  Jr. 

Acting  Ensign,  17  October,  1862.    Died  at  Beaufort,  North  Carolina,  18  May,  1863. 

F*^^ank,  Adam. 

Assistant  Surgeon,  26  September,  1867.    Resigned  25  July,  1872. 

F^w-ank,  A.  J. 

Acting  Master,  18  November,  1861.    Honorably  discharged  26  January,  1866. 

l^s-ank,  Joh^  A. 

Acting  Third  Assistant  Engineer,  24  November,  1863.  Honorably  discharged  26 
July,  1865.  Acting  Third  Assistant  Engineer,  24  March,  1866.  Mustered  out 
27  August,  1868. 

l^*vankland^  George  W. 

Sailmaker,  16  May,  1859. 

Pvankland,  Kenry  W. 

Sailmaker,  2  November,  1848.  Resigned  16  October,  1858.  Re-appointed  27  Feb- 
ruary, 1861. 

^^imnklln,  Benjamin  K. 

Acting  Assistant  Paymaster,  24  December,  1863.    Discharged  22  November,  1^05. 

^"■"mnklln,  Cbarles  IjOtc. 

Acting  Midshipman,  23  October,  1854.  Midshipman,  11  June,  1858.  Lieutenant, 
19  April,  1861.  Lieutenant-Commander,  3  March,  1865.  Commander,  24  May, 
1872.    Died  18  September,  1874. 

^^^nklln,  OuBtaTns  H. 

Assistant  Surgeon,  22  May,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Resigned  2  November,  1868. 

^^i^nklln,  James. 

Midshipman,  26  September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  29  December,  1871.    Lieutenant,  8  February,  1875. 

^^c^nklln,  John,  Jr. 

Third  Assistant  Engineer,  10  June,  1862.    Second  Assistant  Engineer,  21  Novem- 
,^^       ber,  1863.    Resigned  26  June,  1865. 

^"^mnklln,  John  H. 

Mate,  15  August,  1863.    Honorably  discharged  15  August,  1865. 

'^nklln,  John  (S. 

,^^^    Sailmaker,  15  August,  1873. 

^"^"mnklln,  (Samnel  R. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
18  April,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1962.    Commander,  25  July,  1866.    Captain,  13  August,  1872. 

^"^^nks,  WilUam  J. 

Mate,  gallant  conduct  in  action  at  Yazoo  City,  14  April,  1864.  Honorably  dis- 
charged  27  August,  1865. 

^^anzen,  Asa  A. 

Mate,  17  February,  1862.  Acting  Ensign,  22  July,  1864.  Died  on  "  MaJuuka^''^  10 
September,  1867. 


aiT9  If  illlam  K. 

Boatswain,  18  April,  1879. 

'aser,  John. 

Acting  Second  Assistant  Engineer,  19  December,  1861.    Killed  in  action  at  Babine 
Pass,  8  September,  1868. 

rasers,  Alexander  B. 

Second  Assistant  Engineer,  21  September,  1861.    First  Assistant  Engineer,  15 
October,  1863.    Retired  list,  24  March,  1874. 

.<>a«iler,  Darld. 

Acting  First  Assistant  Engineer,  19  December,  1861.    Honorably  discharged  4 
October,  1868. 

FraTel,  Theophllas  A. 

Acting  Assistant  Paymaster,  28  January,  1865.    Honorably  discharged  20  Septem- 
ber, 1865. 

Frazer,  Alexander. 

Assistant  Surgeon,  14  December,  1809.    Last  appearance  on  Records  of  Navy  De- 
partment.   Resigned. 

Frazer,  Archibald. 

Midshipman,  16  April,  1799.    Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act 

Frazer,  Darld  If . 

Assistant  Surgeon,  21  February,  1815.    Died  October,  1818. 

Frazer,  James. 

Sailmaker,  11  December,  1841.    Lost  in  the  ^^  Albany. ^^    Last  intelligence,  28  Sep-       

tember,  1854. 

Frazer,  James  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.    Honorably  discharged  12  JnlY>         ^ 
1865. 

Frazer,  Perslfer,  Jr. 

Acting  Ensign,  25  October,  1864.    Honorably  discharged  3  October,  18G3. 

Frazer,  Reah. 

Assistant  Paymaster,  15  July,  1875.     Passed  Assistant  Paymaster,  27  October.     ^-, 
1879. 

Frazer,  Richard. 

Purser,  19  April,  1803.     Died  25  March,  1804. 

Frazer,  Thomas. 

Master,  1  July,  ia07.    Dismissed  2  August,  1809. 

Frazler,  James. 

Master,  4  March,  1809.     Discharged  7  April,  1814. 

Frazler,  John. 

Boatswain,  7  September,  1798.     Last  appearance  on  Records  of  Navy 
ment. 

Frazler,  Solomon. 

Lieutenant,  Flotilla  Service,  26  April,  1814.    Last  appearance  on  Records  of  Nav 
Department,  6  Februar}',  1815.    Discharged. 

Freaney,  John. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Resigned  15  July,  1864. 

Frederic,  lionls. 

Acting  Gunner,  1  October,  1862.    Honorably  discharged  12  December,  1865. 

Frederiokfuon,  George. 

Mate,  15  November,  1861.    Acting  Ensign,  31  October,  1862.    Lost  at  sea  c» 
•*  ^rr^it^r  80  December,  1862. 

-     -u«,.   1802,     Roflijrned  15  Ma  v.  1863. 
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W^elon,  Tbomas  W. 

Midshipman,  12  June,  1812.    Lieutenant,  28  March,  1820.    Commander,  8  Sep- 
tember, 1841.    Died  10  May,  1847. 

^eman,  Albert  T. 

Midshipman,  24  September,  1868.    Graduated  1  June,  1872.    Ensign,  15  July,. 
1878.    Master,  25  November,  1877. 

^eman,  Charles  C. 

Sailmaker,  15  January,  1874. 

^eman,  Corey  C. 

Acting  Third  Assistant  Engineer,  80  December,  1864.    Honorably  discharged  19 
June,  1865. 

man,  £df(ar. 

Midshipman,  9  June,  1811.    Lieutenant,  5  March,  1817.    Resigned  14  November, 
1828. 

man,  £dward  R. 

Cadet  Engineer,  1  October,  1878.    Graduated  21  June,  1878 

^^Br^eman,  Frank  H. 

Mate,  26  June,  1862.    Acting  Ensign,  21  July,  1864.    Honorably  discharged  18 
February,  1866. 

man,  Isaae. 

Sailmaker,  24  July,  1827.  Last  appearance  on  Records  of  Navy  Department,  1881. 
Sloop  "  Erie,'' 

^ireeman,  Isaae  I>. 

Sailmaker,  9  July,  1838.    Died  24  March,  1863. 

^^'eeman,  James  in. 

Midshipman,  24  May,  1814.    Died  in  October,  1820. 

^^x*eeman,  John. 

Master,  11  May,  1839.    Resigned  26  August,  1846. 

^''^^eeman,  John. 

Boatswain,  10  May,  1830.    Resigned  20  July,  1836. 

^^eeman,  Josepb  HI. 

Third  Assistant  Engineer,  16  February,  1852.     ResigDed  8  October,  1853. 

^^Kreeman,  Jnllns  C. 

Midshipman,  4  October,  1866.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  11  July,  1877. 

^areeman,  Martin. 

Acting  Volunteer  Lieutenant  and  Pilot,  18  October,  1864.  Honorably  discharged 
20  January,  1867. 

**^*eeman,  M.  B. 

,^      Carpenter,  28  April,  1840.     Last  appearance  on  Records  of  Navy  Department. 
^^^eeman,  Wathaniel  Chapman. 

,^      Acting  xVssistant  Paymaster,  17  February,  1863.    Resigned  24  February,  1864 
^^weeman,  IVathanlel  W. 

Mate,  1-2  February,  1864.    Resigned  17  May,  1865. 

freeman,  Peter. 

Gunner,  13  December,  1841.    Dismissed  7  June,  1842. 

^"eeman,  Robert  J. 

Assistant  Surgeon,  6  July,  1859.    Dismissed  4  June,  1861. 

9^man,  Ronieyn. 

Acting  Assistant  Paymaster,  3  June,  1863.    Discharged  20  November,  1865. 
^^man,  8imeon  ]¥• 

Acting  Master,  14  August,  1861.    Appointment  revoked  28  July,  1865. 
>eeman9  TIrgtnins. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engit^cer,  21 
May,  1853.  First  Assistant  Engmeer,  9  May,  1857.  Name  strickea  from  the 
Rollg  of  the  Navv.  8  Julv.  1861.  ^ 
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Freeman,  Watson,  Jr. 

Acting  Master,  26  February,  1802.    Resigned  19  September,  1868. 

Freeman,  William. 

Boatswain,  10  July,  1823.    Resigned  6  October,  1823. 

Freeman,  William  I>. 

Acting  Master,  6  July,  1861.    Resigned  5  May,  1864. 

Fremont,  J.  C 

Professor  of  Mathematics,  4  April,  1837.    Dropped. 

Fremont,  John  C 

Midshipman,  24  June,  1868.    Graduated  1  June,  1872.'  Ensign,  15  July,  187Si 
Master,  25  November,  1877. 

French,  Abel  £•  C.  P. 

Acting  Third  Assistant  Engineer,  18  March,  1863.    Acting  Second  Aasiatant  En- 
gineer, 7  July,  1804.    Honorably  discharged  1  December,  1865. 

French,  Anthony. 

Acting  Third  Assistant  Engineer.    Ap])ointmcnt  revoked  (Sick,)  18  July,  1868. 
French,  Charles  A. 

Acting  Master,  13  August,  1^61.    Acting  Volunteer  Lieutenant,  mark  of  appn-     ^ 
ciation  of  gallantry,  18  September,  18(J2.    Acting  Volunteer  Lieutenant-Com*    ^ 
niander,  30  May,  1865.    Honorably  discharged  21  October,  1865.  "* 

French,  Qustavns  £. 

Mate,  3  March,  1862.    Acting  Ensign,  1  September,  1863.    Resigrned  28  Jane; 

1800. 

French,  C^eorge  If. 

Mate,  4  April,  1862.    Acting  Ensign,  30  May,  1864.    Honorably  dischaiged 
February,  1866. 

French,  Hay  den  T. 

Acting  Midshipman,  2  December,  1859.    Ensign,  1   July,  1863.     Lieutenant, 
February,  1864.    Died  1  March,  1865. 

French,  Henry. 

Midshipman,  1  January,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenaxsl^ 
15  April,  1840.  Commander,  1*4  September,  1855.  Retired  24  June,  1865.  Cap- 
tain on  Retired  list,  4  April,  1867.    Died  22  May,  1867. 

French,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,  1865.  Honorably  discharged  ^ 
July,  1865. 

French,  James  S. 

Acting  Master,  29  Au^st,  1861.  Acting  Volunteer  Lieutenant,  recommendati^^^ 
of'Commanding  Oflicer,  15  July,  1864.  Honorably  discharged  22  Decemt>«'f 
1865. 

French,  JelTerson  A. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  17  June,  1864. 

French,  John  A. 

Mate,  27  January,  1863.  Acting  Ensign,  31  August,  1863.  Acting  Master,  reco««J" 
niendation  of  Commanding  Officer,  15  July,  1864.  Honorably  discharged  ^^ 
November,  1865. 

French,  Matthew. 

Midshipman,  14  April,  1800.  Discharged  18  June,  1801,  under  Peace  Establi**"" 
ment  Act. 

French,  Oratns  8. 

Acting  Second  Assistant  Engineer,  8  Januarj*,  1804.    Honorably  dischaiged  ^^ 
April,  1866. 

French,  R.  If. 

Mate,  5  June,  1863.    Appointment  revoked  (Sick,)  26  June,  1863i 

French,  Robert. 

Assistant  Surgeon,  16  January,  1808.    Resigned  28  April,  1809 
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^^^v^neb,  Robert  F. 

Midshipman,  11  June,  1814.    Resigned  18  January,  1815. 

-■^"v^nebf  Tbomas. 

Acting  Chief  Engineer,  1  October,  1862.    Resigned  27  December,  1862. 

•K^sr^ncb,  Walter  M. 

Midshipman,  27  July,  1866.    Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  22  August,  1876. 

^?*x^iicb,  William  H. 

Gunner,  26  July,  1861.    Died  30  December,  1868. 

'x^lok,  James. 

Mate,  6  April,  1863.    Dismissed  18  May,  1863 

'arlek^  Horace  £• 

Assistant  Engineer,  11  March,  1875. 

^Pnek,  William,  Jr. 

Third  Assistant  Engineer,  26  June,  1856.    Second  Assistant  Engineer,  2  August, 
1859.    First  Assistant  Engineer,  6  January,  1862.    Resigned  12  April,  1862. 

^K^iel,  Patrick  H. 

Acting  Third  Assistant  Engineer,  8  March,  1864.    Honorably  discharged  7  Sep- 
tember, 1865. 

'^iriele,  l>aiiiel. 

Acting  Ensign,  5  October,  1864.    Honorably  discharged  30  October,  1865. 

l^'iriell,  William  O. 

Mate,  3  Noyember,  1865.    Resigned  22  December,  1865. 

Pirlend,  Josepb  I<. 

Midshipman,  27  October,  1841.    Passed  Midshipman,  10  August,  1847.    Died  18 
October,  1851. 

^Vies,  Bra.  T. 

Hate,  6  April,  1864.    Acting  Ensign,  23  January,  1865.    Honorably  discharged 
80  July,  1868. 

^■ries,  Frederick. 

Acting  Third  Assistant  Engineer,  21  November,  1863.    Resigned  18  May,  1864. 

^^isbie,  Cbarles  H. 

Acting  Ensign,  4  August,  1863.    Acting  Master,  5  September,  1J3G4.     Acting  Vol- 
unteer Lieutenant,  2  June,  1865.     Honorably  discharged  4  October,  1865. 

*^^isbie,  £dgar  H. 

Mate,  23  June,  1863.    Acting  Ensign,  1  July,  1864.    Honorably  discharged  18 
December,  1865. 

***l»bie,  J.  T. 

Acting  Assistant  Surgeon,  21  November,  1861.    Appointment  revoked  28  Decem- 
ber, 1863. 

*^^n*bjr,  Edgar. 

Professor,  11  June,  1878. 

^^^riielle,  Sejrmoar  €• 

Acting  Assistant  Paymaster,  9  December,  1861.    Dismissed  2  August,  1862. 

'woek,  Jobn  E. 

Acting  Assistant  Paymaster,  14  December,  1864.    Honorably  discharged  24  Octo- 
ber, 1865. 

**^^t,  Charles. 

Sailmaker,  7  January,  1842.    Resigned  10  February,  1843. 

**»o»t,  Charles  T. 

Sailmaker,  10  August,  1848.    Warranted  6  November,  1851.    Lost  in  the  **  Levant'^ 
Last  intelligence  from  the  Ship,  18  September,  1860 

**i^t,  G.  W. 

Acting  Master,  26  August,  1861.    Honorably  discharged  14  December,  1865. 

^'ost,  John  A. 

Boatswain,  1  January,  1839.    Died  20  October,  1842. 


208  GENERAL  NAVY  REGISTER. 

Fro8t,  John  IV. 

Acting  Ensign,  26  July,  1864.    Honorably  discharged  12  October,  1865. 
Fro8t,  Joseph. 

Acting  Ensign,  10  September,  1862.    Resigned  27  June,  1865. 
Frost,  lieslie  D. 

Assistant  Surgeon,  10  April,  1866.    Resigned  27  November,  1866. 
FroHt,  Nathaniel. 

Chaplain,  5  October,  1844.    Died  in  New  York,  14  July,  1868. 
Frost,  P.  M. 

Mate.    Appointment  revoked  10  January,  1865. 

Frost.  William. 

Assistant  Surgeon,  date  not  known.    Discharged  14  July,  1801,  under  Peacei 
lishment  Act. 

Frost,  William. 

Mate,  6  February,  1862.    Resigned  20  june,  1863. 

Frost,  William  €. 

Mate,  19  December,  1863.  Acting  Ensign,  129  November,  1864.  Honorably  tfE-  ^ 
charged  4  November,  1865. 

Frost,  Woodbnrjr  G. 

Acting  Assistant  Surgeon,  4  June,  1864.    Honorably  discharged  6  Novemlr' 
1865. 

Frothingham,  £dward. 

Acting  Assistant  Surgeon,  25  April,  1866.    Assistant  Surgeon,  28  May,  It 
Lost  in  the  "  Oneida,''  24  January,  1870. 

Frjr,  Henrjr. 

Purser,  27  February,  1813.  Last  appearance  on  Records  of  Navy  Departme**** 
1816.    Furloughed. 

Frjr,  Joseph. 

Midshipman,  15  September,  1841.  Passed  Midshipman,  10  August,  1847.  Maat^*"* 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  1  Februax^^ 
1861. 

Fry,  Pearson  JL. 

Acting  Third  Assistant  Engineer,  14  November,  1862.    Acting  Second 
Engineer,  22  November,  1863.     Acting  First  Assistant  Engineer,  9  Septeml>< 
18G4.     Resigned  28  February.  1805. 

Fngitt,  William  B. 

Sailmaker,  29  January,  1848.    "Warranted  17  July,  1850.     Died  in  New  York, 
Marcli,  1860. 

Fahr,  Isaae  H. 

Acting  Third  Assistant  Engineer,  12  April,  1864.     Honorably  discharged  1  S^ 
tember,  18G5. 

Faloher,  John  H. 

Acting  Third  Assistant  Engineer,  28  August,  18G3.    Honorably  discharged         *• 
October,  1865. 

Fall,  John  S. 

Mate,  1  October,  1862.    Acting  Ensign,  12  February,  1864.    Appointment 
yoked  3  June,  1864. 

Fnllam,  William  F. 

Cadet  Midshipman,  24  September,  1873.    Graduated  18  June,  1870. 

Faller,  Anfi^.  II. 

Mate,  25  January,  1862.     Acting  Ensign,  5  September,  1864.     Honorably 
charged  19  September,  1865. 

Fuller,  Charles  M. 

Mate,   10  January,   1863.    Acting  Ensign,  10  February,  1864.    Honorably   d, 
charged  5  September,  1865 
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Diller,  I>ariiui  S. 

Acting  Third  Assistant  Engineer,  4  October,  1864.  Honorably  discharged  17 
July,  1865. 

■iller,  Edward  €• 

Midshipman,  27  September,  1870.  Graduated  1  June,  1874.  Resigned  9  Septem- 
ber, 1874. 

Killer,  George  K. 

Acting  Third  Assistant  Engineer,  20  June,  1862.    Dismissed  11  September,  1862. 
nller,  George  W. 

Mate,  80  October,  1863.    Resigned  30  May,  1865. 
viller,  Henrjr  €• 

Mate,  28  July,  1862.  Honorably  discharged  28  November,  1868.  Mate, 4  February, 
1870.    In  Service. 

mller,  Icbabod  €• 

Acting  Ensign,  26  September,  1864.    Honorably  discharged  80  September,  1865. 

uller,  James. 

Midshipman,  15  November,  1809.    Resigned  24  August,  1810. 

tiller,  John. 

Acting  Master,  10  September,  1861.    Resigned  6  February,  1863. 

mier,  John. 

Mate,  8  July,  1864.    Resigned  9  June,  1865. 

Qller,  John  J.,  Jr. 

Mate,  21  September,  1864.    Resigned  22  May,  1865. 

Qller,  Walter. 

Acting  Assistant  Paymaster,  9  October,  1863.    Discharged  29  January,  1866. 

Oiler,  William  A. 

Actincr  Third  Assistant  Engineer,  23  March,  1864.  Honorably  discharged  18  De« 
ceniber,  1865. 

itUer,  William  H. 

Third  Assistant  Engineer,  23  May,  1861.    Resigned  16  November,  1861. 

itller,  Zacheas  R. 

Carpenter,  12  April,  1815.    Dismissed  30  June,  1829. 

Hlmer.  DaTid  m. 

Third  Assistant  Engineer,  4  May,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.    Passed  Assistant  Engineer,  8  December,  1872. 

niton,  Albert  K. 

Third  Assistant  Engineer,  6  January,  1862.  Second  Assistant  Engineer,  1  Octo- 
ber, 1863.    Resigned  25  April,  1864. 

niton,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  4  No- 
vemmber,  1865. 

niton,  James. 

Purser,  20  November,  1858.  Pay  Inspector,  3  March,  1871.  Pay  Director,  28 
August,  1876. 

niton,  James  B. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  15  January,  1867. 

niton,  Thomas  €. 

Acting  First  Assistant  Engineer,  1861.    Resigned  31  October,  1862. 

nnck,  John  M. 

Midshipman,  5  May,  1806.    Killed  in  action  25  October,  1812. 

^rher,  £dward  G. 

Acting  Midshipman,  2  October,  1854.  Midshipman,  11  June,  1858.  Resigned  25 
August,  1860.  Mate,  16  January,  1862.  Acting  Master,  11  April,  1862.  Hon- 
orably discharged  21  January,  1866. 
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Fnrbnah,  Frederick. 

Mate,  27  May,  1862.    Acting  Ensign,  25  July,  1863. 
Fnrch,  William. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharsed  80 
November,  1865. 

Farey,  John. 

Acting  Assistant  Paymaster,  6  October,  1863.    Passed  Assistant  Paymaster,  23   ,^« 

July,  1866.    Paymaster,  24  October,  1871. 

Fnrlong,  Joseph. 

Acting  Gunner,  31  March,  1863.    Honorably  discharged  13  May,  1865. 
Farniss,  Hartman  K. 

Acting  Master,  18  July,  1861.    Acting  Volunteer  Lieutemant,  for  gallant  conduct;*-.* 
11  November,  1861.    Dismissed  12  September,  1863.  "^ 

Fnrnlss,  I^eon. 

Acting  Assistant  Paymaster,  1  July,  1863.    Resigned  13  October,  1863. 

Fnssell,  Unneas.  

Acting  Assistant  Surgeon,  1  March,  1865.    Acting  Passed  Assistant  Snxgeon,  ^^S0 
July,  1868.    Resigned  3  September,  1874. 

Fyffe,  Joseph  P. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  15  June,  1854.    Master,  ~3i5 
September,  1855.    Lieutenant,  16  September,  1855.    Retired  list,  8  June,  18^B^. 
Lieutenant-Commander  from  16  July,  1862.     Commander,  2  December,  18^7. 
Captain,  18  January,  1879. 

GabrielBon,  £rie. 

Mate,  13  December,  1861.    Acting  Ensign,  20  May,  1863.    Honorably  diachaigped 
30  September,  1865. 

Gadsden,  Christopher,  Jr. 

Midshipman,  22  February,  1799.    Lieutenant,  12  January,  1807.    Gomnuuider,  10 
July,  1812.    Died  28  August,  1812. 

Gadsden,  Thomas. 

Purser,  21  July,  1840.'   Resigned  31  March,  1843. 

Gaedlcke    HT    J 

Midshipman,  19  August,  1823.    Died  17  December,  1829. 

Gage,  George  8. 

Mate,  6  March,  1865.    Honorably  discharged  2  October,  1865. 

Gage,  Howard. 

Cadet  Engineer,  1  October,  1874.    Graduated  20  June,  1878. 

Gage,  I<eninel. 

Acting  Master,  10  October,  186l.    Dismissed  8  May,  1862. 

Gager,  £.  Y. 

Acting  Master,  17  May,  1861.    Resigned  8  July,  1802. 

Oagg,  William. 

Acting  Third  Assistant  Engineer,  16  February,  1865.    Resigned  15  June,  186£^- 

Gaillard,  Augustin. 

Midshipman,  30  November,  1814.    Resigned  16  June,  1815. 

Gaillard,  ».  8. 

Midshipman,  1  February,  1815.     Resigned  25  August,  1815. 

Gaillard,  Samuel. 

Midshipman,  10  May,  1820.    Resigned  28  January,  1823. 

GaineH,  James  H.  ^ 

Assistant  Surgeon,  20  December,  1873.    Passed  Assistant  Surgeon,  16  June,  1^''* 

Gaiunrord,  Charles. 

Mate,  5  June,  1802.    Died  29  May,  1880. 
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da^lry,  George. 

Acting  Ensign,  28  October,  1863.    Appointment  revoked  (Sick,)  16  January,  1865. 

ds^braith,  Williain. 

Acting  Second  AsBistant  Engineer,  12  June,  1863.    Honorably  discharged  8  No- 
vember, 1865. 

Cls^e,  George  W. 

Acting  Assistant  Surgeon,  19  April,  1862.    Acting  Passed  Assistant  Surgeon,  6 
July,  1865.    Honorably  discharged  29  June,  1869. 

€i«^e,  John. 

Midshipman,  19  October,  1841.    Dismissed  9  September,  1848. 

OjBtfe,  Williain. 

Acting  Assistant  Surgeon,  18  October,  1862.    Acting  Passed  Assistant  Surgeon,  18 
June,  1865.    Honorably  discharged  2  August,  1868. 

G^JBtf  e,  WiUiam  A* 

Acting  Assistant  Paymaster,  25  April,  1865.    Discharged  12  October,  1865. 

^^Wltntln,  Edward  A. 

Mate,  6  March,  1862.    Resigned  15  March,  1865. 

tt^Bdlagber,  James. 

Mate,  8  February,  1862.    Dismissed  22  January,  1863. 

Gi^amai^er,  James  G. 

Sailmaker,  27  November,  1829.    Died  at  the  Naval  Hospital,  Chelsea,  Massachu- 
setts, 8  March,  1866. 

ts^mllagher,  John. 

Master,  16  January,  1809.    Lieutenant,  24  July,  1813.    Commander,  2  March,  1825. 
Captain,  22  December,  1835.    Died  1  November,  1842. 

G^adlagher,  John. 

Third  Assistant  Engineer,  21  January,  1842.    Second  Assistant  Engmeer,  22  Janu- 
ary, 1846.    Resigned  17  February,  1847. 

GUaiai^er,  John  I<. 

Acting  Chief  Engineer,  24  February,  1864.    Dismissed  6  July,  1864. 

GUriiagher,  Joseph  P. 

Acting  Ensign,  2  November,  1863.    Honorably  discharged  15  May,  1865. 

dallagher,  liawrence. 

Boatswain,  15  November,  1828.    Died  at  Naval  Hospital,  New  York,  3  December, 
1861. 
^^^agher,  liawrence  B. 

Mate,  12  February,  1870. 

^^Uagher,  William  F. 

Acting  Third  Assistant  Engineer,  5  January,  1865.    Resigned  7  November,  1865. 

^^laher,  Benjamin  F. 

Purser,  15  July,  1852.    Dismissed  22  August,  1862. 

^^Igher,  Barins  F. 

^^      Acting  Third  Assistant  Engineer,  5  November,  1862.    Dismissed  15  July,  1863. 

^^Ulishan,  Charles  A. 

^^       Acting  Ensign,  20  January,  1865.    Deserted  22  May,  1866. 

^^^lloap,  John  li. 

^^       Mate,  23  December,  1863.     Resigned  2  August,  1866. 

^^lloway,  Charles  B. 

Midshipman,  22  September,  1866.    Graduated  6  June,  1871.    Ensign,  14  July, 
1872.    Master,  9  December,  1875. 

^^lloway,  John. 

Midshipman,  28  February,  1799.    Died  22  September,  1804. 

^«^Iloway,  Thomas. 

Acting  Third  Assistant  Engineer,  24  September,  1862.    Acting  Second  Assistant 
Engineer,  14  January,  1863.    Honorably  discharged  1  May,  1866. 
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Gait,  Francis  Ii. 

Assistant  Surgeon,  2  October,  1856.    Passed  Assistant  Surgeon,  4  May,  1860. 
signed  20  March,  1861. 

Gait,  Robert  W. 

Assistant  Engineer,  12  October,  1871.    Passed  Assistant  Engineer,  24 
1879. 

Gait,  Rogers  II. 

Midsliipman,  20  June,  1808.    Graduated  1  June,  1872.    Ensign,  15  July,  1ST 
Master,  11  December,  1»77. 

Gait,  William  W. 

Assistant  Paymaster,  25  January,  1878. 

Galven,  John. 

Lieutenant,  8  June,  1800.    Discharged  18  June,  1801,  under  Peace  Establishmc nt 

Act. 

Gamble,  Fras.  B. 

Midshipman,  18  May,  1809.    Lieutenant,  19  December,  1814.    Died  29  Septem 

1824. 

Gamble,  John  Ii. 

Acting  Ensign,  2  August,  1802.    Acting  Master,  favorable  rei)ort  of  seryices^ 
February,  1804.     Honorably  discharged  11  April,  18GC. 

Gamble,  John  HI. 

Midshipman,  16  January,  1809.     Appointed  Second  Lieutenant  Marine  Corpa^    16 
January,  1809.    First  Lieutenant,  5  March,  1811.    Captain,  18  June,  1814.   ksijor 
by  Brevet,  18  April,  1810.    Major,  1  July,  1834.    Lieutenant-Colonel,  by  Brerev,  3 
March,  1827.     Died  11  September,  1^30. 

Gamble,  Joseph  G. 

Master,  19  March,  1812.    Dismissed  5  January,  1814. 

Gamble*  Peter. 

Midshipman,  16  January,  1809.    Lieutenant,  17  March,  1814.    Killed  in  action  11 
September,  1814. 

Gamble,  Robert  M. 

Midshipman,  9  May,  1803.    Lieutenant,  21  February,  1809.    Last  appearance  ^^ 
Records  of  Navy  Department,  28  August,  1811. 

Gamble,  Thomas. 

Midshipman,  2  April,  1804.    Lieutenant,  27  April,  1810.    Commander,  27  Ap*^** 
1816.    Died  10  October,  1818. 

Gamble,  William  H. 

Third  Assistant  Engineer,  8  July,  1862.    Died  26  August,  1862. 

Gamble,  William  M. 

Midshipman,  1  March,  1841.  Passed  Midshipman,  1  August,  1847.  Master^  *  * 
September,  18«)5.  Lieutenant,  1 5  September,  1 805.  Lieutenant-Commander* ^J 
July,  1862.    Retired  26  April,  1806.     Commander  on  Retired  list,  4  April,  id^  '• 

Gamble,  W.  P. 

Midshipman,  10  October,  1832.    Died  8  September,  1838. 

Gambrill,  Amos  G. 

Assistant  Surgeon,  10  June,  1829.    Passed  Assistant  Surgeon,  8  March,  1885. 
geon,  20  February,  1838.     Died  12  February,  1854. 

Game,  Mark. 

Carpenter,  20  November,  1799.     Discharged  25  May,  1801. 

Gammon,  Thomas  B.  ^ 

Mate.    Resigned  12  September,  1863.    Mate,  26  April,  1870.    Resigned  28  MtfC?'^ 
1871. 

GanneToort,  Gnert.  ^ 

Midshipman,  4  March,  1823.    Passed  Midshipman,  28  April,  1832.     LieuteniBW    ' 
March,  1837.    Commander,  14  September,  1H55.     Captain,  10  July,  1863. 
tired  list,  28  January,  1867.    Commodore,  Retired  list    Died  15  July,  1868. 
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^ii^aieTOortf  XInnii. 

MidBhipman,  8  May,  1828.    Passed  Midshipman,  23  June,  1888.    Lieutenant,  27 
February,  1842.    Lost  in  the  "  Orampua;'  March,  1848. 

€l«uiseToort9  P.  Ii. 

Midshipman,  1  June,  1828.    Drowned  7  March,  1832. 

0«ui8eTOort9  Stanwix. 

Midshipman,  8  November,  1841.    Resigned  9  October,  1847. 

Midshipman,  16  June,  1884.     Passed  Midshipman,  16  July,  1840.    Master,  26 
August,  1846.    Lieutenant,  25  February,  1847.     Died  12  March,  1852. 

Cn  — ntt,  Joseph. 

Midshipman,  18  June,  1799.    Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act 

^l^^ntt,  Richard. 

Midshipman,  16  July,  1799.    Lost  in  the  *^  InsurgenV 

^l-mirebedian,  XI.  Paal. 

Acting  Third  Assistant  Engineer,  6  August,  1864.    Honorably  discharged  19 
August,  1865. 

G^^U'dlner,  A.  F. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Dismissed  13  October,  1864. 

G(«rdiner,  Charles  A. 

Acting  Assistant  Paymaster,  20  August,  1862.    Honorably  discharged  7  September, 
1865. 

^(ardiner,  £beii  G. 

Acting  Third  Assistant  Engineer,  25  June,  1862.    Appointment  revoked  (Sick,) 
81  July,  1868. 

^tardiner,  Henrjr  B. 

Mate,  29  September,  1864.    Honorably  discharged  3  October,  18G5. 

^Pardiner^  Robert  M. 

Acting  First  Assistant  Engineer,  24  August,  1863.    Resigned  3  November,  1868. 

^Oardner,  A.  S. 

Acting  Master,  26  August,  1861.    Dismissed  13  July,  1865. 

^kudner,  Charles  F. 

Acting  Assistant  Paymaster,  18  August,  1864.    Honorably  discharged  9  September, 
1865. 

Gardner,  Edward  €. 

Master,  18  August,  1812.    Dismissed  as  Supernumerary,  6  March,  1813. 

^^U^ner,  Francis. 

Gamier,  7  September,  1882.    Died  1  May,  1885. 

^^rdner«  Frank  P. 

Mate,  1862.    Died  25  March,  1862. 

^*%irdner,  F.  W. 

Acting  Assistant  Paymaster,  17  February,  1863.    Resigned  12  November,  1864. 

^^rdner,  Gilbert. 

Master,  16  December,  1817.    Resigned  1  February,  1822. 

^^^irdner,  James  £. 

Assistant  Surgeon,  8  July,  1876.    Passed  Assistant  Surgeon,  7  August,  1880. 

^^^irdner,  James  W. 

Mate,  21  September,  1863.    Honorably  discharged  6  July,  1865. 

^^rdner,  John  M. 

Midshipman,  1  May,  1799.    Lieutenant,  19  January,  1807.    Commander,  4  Feb- 
ruary,  1815.    Died  1  September,  1815. 

^^rdner,  John  M. 

Midshipman,  1  June,  1826.    Passed  Midshipman,  18  April,  1882.    Lieutenant,  8 


.idsnipn 
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1887.    Died  27  November,  1847. 
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Gardner,  John  Weslejr. 

Third  Assistant  Engineer,  21  April,  18()3.     Second  Assistant  Engineer,  28  Septem- 
ber, 1864.    Passed  Assistant  Engineer,  81  December,  1872. 

Gardner,  I^aDiyette. 

Acting  Ensign,  22  June,  1868.    Honorably  discharged  26  July,  1865. 

Gardner,  Samuel  II. 

Mate,  16  November,  1864.    Discharged  24  August,  1865. 

Gardner,  Thomas  €• 

Assistant  Burgeon,  10  December,  1814.    Last  appearance  on  Records  of  Navy 
Department,  1820.    Died  in  New  York. 

Gardner,  Thomas  M. 

Acting  Master,  18  June,  1861.    Master,  12  March,  1868.    Lieutenant.  18  December, 
1868.    Lieutenant-Commander,  2  February,  1878. 

Gardner,  Walter. 

Midshipman,  6  December,  1814.    Resigned  16  July,  1817. 

Gardner,  Walter. 

Midshipman,  1  January,  1818.    Died  21  February,  1820. 

Gardner,  William  H. 

Midshipman,  6  December,  1814.    Lieutenant,  18  January,  1825.    Commander,  ^ 
September,  1841.    Captain,  14  September,  1855.    Commodore  on  Retired  lisl^ 
16  July,  1862.    Died  19  December,  1870. 

Gardner,  William  Ross. 

Midshipman,  29  December  ,1881.    Passed  Midshipman,  15  June,  1887.    Lientent^^H 
8  September,  1841.    Died  22  April,  1857. 

Garfield,  Walter  H. 

Acting  Master,  4  October,  1861.    Acting  Volunteer  Lieutenant,  reconmiendatic^a 
of  Rear- Admiral  Dahlgren,  25  May,  1864.     Honorably  discharged  4  AiunLact 

1867. 

Garland,  Bndson  M. 

Midshipman,  20  November,  1848.    Passed  Midshipman,  12  June,'1855.    Maittf^ 
16  September,  1855.    Lieutenant.  17  October,  1856.    Died  26  Februaiy,  IMt^ 

Garliek,  George  W. 

Mate,  1  October,  1862.    Acting  Ensign,  5  August,  1863.    Resigned  (Sick,)   S8 
January,  1865. 

Garliek,  John. 

Midshipman,  26  July,  1799.    Discharged  12  August,  1801,  under  Peace  Establisli- 
ment  Act. 

Garner,  John  M. 

Acting  Assistant  Surgeon,  2  February,  1863.    Acting  Passed  Assistant  Smgeoiit 
18  May,  1865.    Honorably  discharged  10  October,  1865. 

Garnett,  Algernon  S. 

Assistant  Surgeon,  16  May,  1857.    Dismissed  10  May,  1861. 

Garnett,  A.  Y.  P. 

Assistant  Surgeon,  8  September,  1841.    Resigned  21  October,  1850. 

Garnett,  James. 

Acting  Assistant  Paymaster,  28  August,  1803.    Resigned  19  January,  1865. 

Garner,  John  €• 

Acting  Third  Assistant  Engineer,  19  September,  1863.    Resigned  27  April,  1865- 

Garrard,  William,  Jr. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navv  Dci>artmc^*' 
12  June,  1^^01^ 

Garreoht,  WUliam  H. 

Acting  Third  Assistant  Engineer,  18  October,  1864.     Honorably  discharg*^ 
September,  1805. 

Garretson,  Isaac. 

Purser,  25  April,  1812.    Died  30  Januai-y,  1830. 
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^^^^vrigan,  Michael. 

Acting  Third  Assistant  Engineer,  15  February,  1865.  Honorably  discharged  27 
October,  1865. 

Mate,  18  November,  1861.  Resigned  8  May,  1862.  Acting  Ensign,  23  January, 
1868.  Acting  Master,  1  September,  1864.  Appointment  revoked  18  Jauuarv, 
1866. 

Cvfl^rrison,  J.  €• 

Assistant  Surgeon,  22  December,  1812.    Died  18  November,  1820. 

Midshipman,  1 1  January,  1832.    Cashiered  20  October,  1834. 

^^a^rrlson,  William  H. 

Acting  Third  Assistant  Engineer,  7  September,  18Q4.  Honorably  discharged  29 
November,  1865. 

Osuwt,  Perry. 

Midshipman,  28  July,  1863.  Graduated  2  July,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  5  April,  1874. 

Oaftrihwaite,  George  W. 

Acting  Asaistant  Paymaster,  10  June,  1864.  Drowned  on  ^^SasMdu,^^  5  April, 
1865. 

^aurto,  Peter. 

Purser,  29  August,  1799.    Last  appearance  on  Records  of  Navy  Department. 

AauTia,  JBenJamin  F. 

Third  Assistant  Engineer,  29  March,  1847.  Second  Assistant  Engineer,  31  Octo- 
ber, 1848.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  11 
May,  1858. 

C^airria,  John. 

Midshipman,  22  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.    Lieutenant,  3  October,  1874. 

Omrrin,  Bfiehael  F. 

Acting  Assistant  Surgeon,  11  September,  1863.  Appointment  revoked  17  October, 
1863. 

Ornkill,  Tineent  H. 

Acting  Assistant  Surgeon,  19  February,  1864.    Resigned  18  May,  1805. 

Claskins,  B'Arcy  M. 

Mate,  21  March,  1862.  Acting  Ensign,  2  May,  1864.  Honorably  discharged  30 
December,  1865. 

^^askins  John. 

Gunner,  20  April,  1857. 

^^acwiaway,  John. 

Midshipman,  16  January,  1809.  Appointed  Second  Lieutenant  Marine  Corps,  18 
June,  1810.    Resigned  29  December,  1810. 

^^•i^soway,  £lmore  S. 

Mate,  10  September,  1864.    Honorably  discharged  26  October,  1805. 

^*te«,  George  I-. 

Acting  Third  Assistant  Engineer,  10  October,  18C6.  Third  Assistant  Engineer,  2 
June,  1868.  Second  Assistant  Engineer,  2  June,  1869.  Passed  Assistant  Engi- 
neer,  29  October,  1874. 

^^te«,  James  A. 

Gunner,  26  December,  1855.  Warranted  21  March,  1857.  Died  13  December, 
1857. 

^«^te«,  V.  Brace. 

Mate,  25  July,  1864.    Dismissed  29  December,  1864. 
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Gatewood,  Richard. 

Purser,  10  January,  1812.    Last  appearance  on  Records  of  Nayy  DepartmMit. 
Gatewood,  Richard. 

Cadet  Engineer,  15  September,  1875.    Graduated  10  Jane,  1879. 

Gaal,  Andrew  K. 

Acting  First  Assistant  Engineer,  27  July,  1863.    Honorably  discharged  7  Aaffiisl0% 

1865. 

Gaal,  William. 

Acting  Third  Assistant  Engineer,  80  December,  1868.    Reduced  to  Fireman, 
November,  1864. 

Ganlt«  John. 

Midshipman,  16  January,  1799.    Resigned  23  January,  1799. 

Gault,  John. 

Midshipman,  19  March,  1799.    Last  appearance  on  Records  of  Nayy  Departmi 

Ganntt,  Charles. 

Midshipman,  1  September,  1811.     Lieutenant,  5  March,  1817.     Commander.. 
February,  1837.    Captain,  24  February,  1847.    Died  at  New  Brunswick,  N- 
Jersey,  21  August,  1855. 

Gantier,  Thomas  ]¥. 

Lieutenant,  15  February,  1800.    Discharged  20  October,  1801,  under  Peace 
lishment  Act. 

Gantier,  Thomas  N. 

Master,  4  August,  1807.    Resigned  25  November,  1814. 

GaTagan,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1863.    Acting  Second  Assistant 
neer,  2  February,  1865.    Honorably  discharged  9  August,  1865. 

GaTaret,  Kmile. 

Acting  Assistant  Surgeon,  1  October,  1802.    Honorably  discharged  21  October, 
1865. 

Gajr,  Charles  W. 

Midshipman,  27  October,  1818.    Resigned  11  April,  1828. 

Gajr,  £dward. 

Third  Assistant  Engineer,  24  August,  1861.    Second  Assistant  Engineer,  81 
1863.    Died  19  January,  1870. 

Gajr«  George  W. 

Midshipman,  1  April,  1828.    Dismissed  28  November,  1828. 

Gay,  James  W. 

Acting  Ensign,  14  July,  1868.    Appointment  revoked  19  November,  1868. 

Gay,  Jesse. 

First  Assistant  Engineer,  20  February,  1847.    Chief  Engineer,  81  October,  X' 
Resigned  22  October,  1859. 

Gay,  John. 

Carpenter,  1  September,  1803.    Last  appearance  on  Records  of  Navy  DepartcO' 

Gay,  Thomas  S. 

Mate,  80  March,  1864.    Acting  Ensign,  27  October,  1864.    Honorably  dischsft^ 
4  November,  1868.    Sailmaker,  6  December,  1871.    Resigned  3  March,  187S- 

Gay,  Timothy. 

Midshipman,  6  June,  1815.    Last  appearance  on  Records  of  Navy  DepartH^^"^ 
1821.     Ship  **  Independence:' 

Gayle,  John  H. 

Mate,  20  May,  1864.    Resigned  4  October,  1864. 

Gayle,  Riehard  H. 

Midshipman,  13  October,  1848.    Resigned  27  June,  1853. 

Gaylor,  Charles  II. 

Mate,  10  December,  1863.    Acting  Ensign,  22  November,  1864.    Resigned  ISk^^^* 
1865. 
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d^flftjrlord,  Charles. 

Acting  AsBistant  Surgeon,  10  August,  1864.    Honorably  discharged  23  May,  1866. 

O^flftyring,  DaTid. 

Acting  Second  Assistant  Engineer,  12  October,  1868.  Honorably  discharged  15 
SeptembPT,  1866. 

O^^aring,  Henrjr  €• 

Midshipman,  12  June,  1872.  Graduated  20  June,  1876.  Ensign,  25  November, 
1877. 

O^^arjr,  Alexander  BI. 

Acting  Second  Assistant  Engineer,  1  February,  1864.  Honorably  discharged  22 
November,  1865. 

Q^ary,  Amos  H. 

Mate,  20  January,  1863.    Dismissed. 

Gtoddes,  €.  Wright. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  11 
January,  1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  5  Sep- 
tember, 1855.  Re-appointed  Second  Assistant  Engineer,  27  August,  1859.  De- 
clined appointment  31  August,  1859. 

C^eddes,  George  H. 

Midshipman,  14  October,  1799.  Lieutenant,  28  April,  1809.  Resigned  24  Janu- 
ary, 1811. 

C>«ddls,  George  William. 

Third  Assistant  Engineer,  8  July,  1862.    Resigned  9  March,  1864. 

^'^ddesy  Henry. 

Captain,  24  September,  1799.  Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act 

^l^ddes,  Henry,  Jr. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
15  March,  1809. 

^^4dl89  Henrj,  Jr. 

Midshipman,  30  April,  1800.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

^'^^ney,  Jonathan. 

Carpenter,  1  August,  1809.  Last  appearance  on  Records  of  Navy  Department,  18 
December,  1815. 

^^^^ney,  Thomas  R. 

Midshipman,  4  March,  1815.  Lieutenant^  13  January,  1825.  Commander,  8  Sep- 
tember, 1841.    Pied  30  November,  1857. 

^^«,  Samuel. 

Mate,  12  November,  1869. 

^^^^r,  Abram. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Honorably  discharged  10  July, 
1866. 

^^«r,  George  S. 

Acting  Third  Assistant  Engineer,  19  January,  1863.    Acting  Second  Assistant 
Engineer,  6  June,  1864.    Honorably  discharged  1  December,  1805. 
^^«r,  Nhabael. 

Acting  Third  Assistant  Engineer,  31  January,  1865.  Honorably  discharged  15 
February.  1866. 

^^islng^er,  DaTld. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
11  March,  1829.  Captain,  24  May,  1838.  Reserved  list,  13  September,  1855. 
Died  5  March,  1860. 

^^latt,  Joseph  S. 

Acting  Ensign,  16  December,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  16  April,  1864.    Honorably  discharged  1  November,  1865. 
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Genet,  Charles  £dinand. 

Midshipman,  22  February,  1841.    Dissmised  18  February,  1850. 
Genther,  Samuel. 

Acting  Second  Assistant  Engineer,  1  August,  1862.    Acting  First  Assistant 
neer,  12  November,  1862.    Dismissed  3  February,  1865. 

Georfi^e,  £uooh. 

Acting  Second  Assistant  Engineer,  18  August,  1864.    Honorably  discharged  ^2- 
Sejjtember,  1865. 

Georfi^e,  F.  A.  R. 

Third  Assistant  Engineer,  11  April,  1859.  Resigned  13  Au^^ust,  1862.  ActiE=*8 
Second  Assistant  Engineer,  11  December,  1862.  Acting  Firet  Assistant  £n^^^^* 
neer,  7  January,  1863.     Dismissed  8  June,  1864. 

C^eofifhegan,  John. 

Master,  16  September,  1818.    Discharged  15  April,  1815. 

€tooltz,  liewis. 

Mate,  7  October,  1863.  Acting  Ensign,  17  March,  1865.  Honorably  diBchmiged_  C 
October,  1868. 

Germaiu,  Charles. 

Acting  Master,  17  May,  1861.     Resigned  23  June,  1863. 

Germaiu,  George. 

Acting  Third  Assistant  Engineer,  21  October,  1862.    Resigned.  (Sick,)  13  Fe- 
ruary,  1865. 

Germaiu,  John. 

Acting  First  Assistant  Engineer,  21  October,  1862.    Acting  Chief  Engini 
January,  1863.    Honorably  discharged  2  December,  1866. 

German,  James  B. 

Acting  Third  Assistant  Engineer,  31  August,  1863.    Resigned  16  November,  18< 

German,  I^ewis. 

Midshipman,  15  November,  1809.    Lieutenant,  24  July,  1813.    Died  12  April,  1ft  1  »- 

Geronld,  M.  li. 

Acting  Assistant  Surgeon,  22  September,  1863.    Honorably  discharged  7 
ber,  1865. 

Gerrand,  Henry. 

Acting  Assistant  Paymaster,  1  July,  1862.    Assistant  Paymaster,  27  Febni&: 
1867.    Passed  Assistant  Paymaster,  26  August,  1868.    Died  8  July,  1872. 

€^rranH,  Charles. 

Acting  Third  Assistant  Engineer,  18  November,  1863.     Acting  Second  Assist 
Engineer,  28  May,  1864.     Honorably  discharged  25  November,  1865. 

€^rrar<l,  George. 

Acting  Ensign,  6  January,  1863.    Honorably  discharged  2  December,  1865.    Act  5-*^8 
Ensign,  12  March,  1867.    Resigned  29  May,  1867. 

Gerrish,  David  F. 

Acting  Assistant  Engineer,  25  November,  1863.    Honorably  discharged  26  Aug"*:*- »» 

1865 

Gerrish,  Francis. 

Assistant  Surgeon,  10  December,  1814.    Died  12  April,  1819. 

Gerry,  Charles  M.  S.  ^ 

Acting  Third  Assistant  Engineer,  30  January,  1864.    Honorably  dischargee^.        ^ 
September,  1865. 

Gerry,  James  T.  ^ 

Midshipman,  20  December,  1815.     Lieutenant,  28  April,  1826.    Commander^        ^' 
April,  1842.     Lost  on  the  **  Albany,'''  28  September,  1854. 

Gerry,  Martin  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.    Acting  Second 
Engineer,  23  October,  1863.    Resigned  12  March,  1866. 
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S^rry,  OliTer  XI. 

Carpenter,  29  May,  1861.    Warranted  11  December,  1861.    Died  at  Sea  on  board 
the  '*  /rajTMOM,"  10  August,  1867. 

I^rry,  Samncl  R. 

Haster,  17  January,  1809.    Last  appearance  on  Records  of  Navy  Department,  1820. 

«rry,  Thomas  R. 

Midshipman,  6  December,  1814.    Resigned  27  August,  1838. 

etiy,  Robert. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  21  August,  1868. 

etiy,  Robert  H. 

Midshipman,  16  June,  1837.    Passed  Midshipman,  29  June,  1843.    Died  6  July, 
1847. 


Midshipman,  1  January,  1812.    Resigned  5  February,  1814. 

eutfili,  Ferdinand  H. 

Midshipman,  22  July,  1866.    Graduated  7  June,  1870.    Resigned  22  May,  1873. 

iMeen,  £dward  Hickman. 

Acting  Midshipman,  25  September.  1862.  Graduated  June,  1807.  Ensign,  18 
December,  1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

iMeradi,  Bancroft. 

Midshipman,  26  June,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.    Commander,  26  July,  1866.    Captain,  9  November,  1874. 

il^bon,  Frederick  S. 

Midshipman,  9  June,  1811.    Lieutenant,  1  April,  1818.    Died  3  December.  1825. 

il^bon,  James. 

Midshipman,  20  June,  1799.  Lieutenant,  21  Januarv,  1807.  Died  in  December, 
1811. 

ibbon,  liardner. 

Midshipman,  22  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  10 
April,  1851.    Lieutenant,  5  December,  1851.    Resigned  15  May,  1857. 

tl>erfion,  Charles  H. 

Assistant  Surgeon,  19  October,  1861.  Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  9  November.  1868. 

tl»erfiou,  Robert  D 

Acting  Third  Assistant  Engineer,  21  October,  18G8.  Acting  Second  Assistant 
Engineer,  16  June,  1864.  Honorably  discharged  27  August,  1867.  Acting 
Second  Assistant  Engineer,  14  March,  1866.    Mustered  out  27  August,  1867. 

tftbfi,  Albion  P. 

Acting  Ensign,  22  February,  1864.  Honorably  discharged  28  October,  1865. 
Mate,  21  January,  1876.    Appointment  revoked  30  October  1871. 

^libs,  Benjamin  F. 

Assistant  Surgeon,  12  November,  1858.  Passed  Assistant  Surgeon,  22  May,  1862. 
Surgeon,  22  May,  1862.    Medical  Inspector,  17  March,  1876. 

^Iibs,  Cbarles  J. 

Acting  Master,  8  February,  1862.  Acting  Volunteer  Lieutenant,  good  service,  4 
February,  1864.    Honorably  discharged  5  January,  1866. 

t^bbft,  George  T. 

Acting  Second  Assistant  Engineer,  27  July,  1864.  Honorably  discharged  2  No- 
vember, 1865. 

^t^bbs,  Henry  li. 

Acting  Assistant  Surgeon,  2  February,  1864.     Resigned  3  June,  1865. 

^tbbs,  John  W. 

Midshipman,  16  January,  1809.  Lieutenant,  9  December^  1814.  Resigned  26  Feb- 
ruary, 1816. 
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Oibbfiu  Panl  €. 

Acting  Master,  15  April,  1862.    Resigned  5  October,  1863. 
Gibbs,  William  €• 

Acting  Master,  26  February,  1862.    Resigned  21  February,  1868. 
Oibbs,  William  B. 

Acting  Master,  26  December,  1861.    Appointment  revoked  25  July,  1864. 
Gibney,  James  €• 

Mate,  25  January,  1862.    Acting  Ensign,  21  July,  1862.    Resigned  18  Octol 
1863. 

Gibson,  Alexander.  

Midshipman,  4  July,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  r^  — ^^ 
February,  1888.  Reserved  list,  13  September,  1855.  Commissioned  Cominapd  ft 
on  Active  list,  14  September,  1855.  Captain  on  Retired  list,  4  April,  18(W  7» 
Died  8  August,  1872. 

Gibson,  A.  J. 

Acting  Ensign,  Admiral  Farragut's  Staff,  28  August,  1864.    Resigned  14  Api 

1865. 

Gibson,  £dward  K. 

Acting  Assistant  Paymaster,  4  June,  1862.    Discharged  24  June,  1865. 

Gibson,  James. 

Carpenter,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Gibson,  James. 

Acting  Third  Assistant  Engineer,  9  March,  1865.    Honorably  discharged  18 

1865. 

Gibson,  John  ]>• 

Purser,  8  June,  1840.    Retired  list,  10  December,  1867.    Died  8  September,  \9tM^ 

Gibson,  John  J. 

Assistant  Surgeon,  4  July,  1860.  Surgeon,  22  September,  1863.  Died  19  Tehramrjr 
1870. 

Gibson,  Otis  W. 

Acting  Assistant  Surgeon,  10  September,  1861.  Appointment  revoked  2  Decem- 
ber, 1862. 

Gibson,  Thomas. 

Acting  Ensign,  24  February,  1863.  Acting  Master,  5  December,  1868.  HonontblT 
discharged  21  October,  1865. 

Gibson,  Thomas  W. 

Midshipman,  8  February,  1832.    Dismissed  80  April,  1835. 

Gibson,  William. 

Midshipman,  11  February',  1841.  Passed  Midshipman,  10  July,  1847.  Master,  "** 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  1® 
July,  1862.  Retired  26  April,  1867.  Commander  on  Retired  list,  27  Aprils 
1867.  Lieutenant-Commander,  Active  list,  12  December,  1878.  Comman.<i®'» 
Active  list,  13  January,  1879. 

Gibson,  William  B. 

Assistant  Surgeon,  2  Novcnil)cr,  1861.    Died  8  November,  1862 

Gibson,  William  €. 

Entered  Volunteer,  Service,  15  December,  1802.    Ensign,  12  March,  1868. 
18  December,  1868.    Lieutenant,  21  March,  1870. 

Gibson,  William  H. 

Acting  Ensign,  16  November,  1803.    Resigned  27  March,  1805. 

Giddeons,  William. 

Midshipman,  20  June,  1799.    Lust  appearance  on  Records  of  Navy  Departojc**^ 

Giddinii^,  John  K.  ^ 

Acting  Master,  20  August,  1861.  Resigned  16  May.  1803.  Acting  Ensign,  * 
August,  1804.  Acting  Master,  10  July,  1805.  Honorably  discharged  29  JoW» 
1865.    Acting  Master,  1  May,  1866.    Mustered  out  4  September,  1868. 
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Glfldeon,  Caspar  P. 

Boatswain,  8  May,  1826.    Resigned  3  June,  1826. 

Ofldeoiit  George,  Jr. 

Third  Assistant  Engineer,  81  October,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  28  Aprils 
1859.    Diedl6  June,  1868. 

diet,  George  W. 

Sailmaker,  3  October,  1861.    Died  30  August,  1877. 

GIflet,  John  Jf.  • 

Acting  Master,  28  September,  1861.    Resigned  6  December,  1862. 

Olflford,  Cbarles  P. 

Acting  Ensign,  2  September.  1864.    Appointment  revoked  (Sick,)  24  April,  1865. 

Olfibrd,  George  P. 

Mate,  25  February,  1864.  Appointment  revoked  8  April,  1868.  Mate,  27  January ^ 
1870.    Resigned  9  September,  1870. 

AtObrd,  John  I«. 

Actins  Ensign,  11  October,  1862.  Acting  Master,  faithful  manner  of  performing 
duties,  31  October,  1803.  Acting  Volunteer  Lieutenant,  recommendation  of 
CoDunanding  Officer,  1  May,  1865.    Honorably  discharged  29  November,  1865. 

^tfibdrd,  Rohinson. 

Acting  Ensign,  9  August,  1864.    Honorably  discharged  27  October,  1865. 

^itrord,  B.  W. 

Acting  Assistant  Surgeon,  3  March,  1863.    Resigned  28  April,  1865. 

^tfTord,  Thomas  II. 

Acting  Master,  10  June,  1861.    Dismissed  23  August,  1861. 

Qtft^  Oeorse  W. 

Midshipman,  30  November,  1847.    Resigned  10  January,  1851. 

Dillon,  Albert  li. 

Assistant  Surgeon,  2  May,  1855.  Passed  Assistant  Surgeon,  4  May,  1860.  Sur-^ 
geon,  1  August,  1861.  Medical  Insi^ector,  7  November,  1872.  Medical  Direc- 
tor, 20  August,  1879. 

Gilbert,  Daniel  ». 

Acting  Assistant  Surgeon,  8  November,  1861.  Assistant  Surgeon,  CO  January, 
1863.    Resigned  8  August,  1864. 

Gilbert,  Foster  B. 

Acting  Assistant  Paymaster,  3  June,  1864.  Honorably  discharged  28  November,. 
1 865. 

^tlbert,  John. 

Acting  Thii-d  Assistant  Engineer,  22  October,  1863.  Appointment  revoked  (Sick,) 
8  August,  1864. 

Gilbert,  John  P. 

Acting  Assistant  Surgeon,  18  December,  1861.  Appointment  revoked  12  Novem- 
ber,  1862. 

^^tlbert,  Phfllip  J. 

Acting  Assistant  Surgeon,  20  February,  1865.  Appointment  revoked  7  June, 
1865. 

^•ibert,  William  W. 

Acting  Third  Assistant  Engineer,  28  December,  1864.    Honorably  discharged  14 
^.^^  September,  1865. 

^^Uehrist,  Edward. 

Assistant  Surgeon,  26  January,  1832.  Passed  Assistant  Surgeon,  8  November, 
1836.    Surgeon,  27  September,  1840.    Died  6  November,  1809. 

^^Iderdale,  George  D. 

Mate,  22  October,  1862.  Acting  Ensign,  14  August,  1803.  Honorably  discharged 
20  September,  1865. 
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GtlderAleeTe,  Benjamtn. 

Acting  Third  Assistaut  Engineer,  28  December,  1S61.    Resigned  24  June,  18G2. 

Gildersleeve,  Tltomas  J. 

Mate,  20  November,  1862.    Deserted  81  October,  1868. 

Otles,  Alpha  E. 

Acting  First  Assistant  Engineer,  1  Octol>cr,  1862.    Resigned  17  June,  1864. 

Giles,  Edward, 

Midshipman,  10  May,  1800.     Resigned  25  April,  1804. 

Giles,  MelTin  P.  « 

Acting  Third  Assistant  Engineer,  10  March,  1865.     HonoraUy  dischaxged 
October,  1865. 

Giles,  H  illiam  B. 

Mate,  28  July,  1864.    Resigned  3  April,  1866. 

Giles,  William  W. 

Midshipman,  17  Dcceml>er,  1810.    Dismissed  8  August,  1812. 

Gilfillan,  William  J. 

Acting  Assistant  Surgeon,  17  April,  1863.     Resigned  28  April,  1865. 

Gill,  Christopher  €. 

Acting  Ensign,  16  August,  1862.    Acting  Master,  25  July,  1868.    Resigned  o 

Februar\-,  1864.    Acting  Ensign,  4  April,  1804.     Acting  Master,  recommen< 

Officer,  11 


tion  of  Commanding  Officer,  11  August,  1864.    Honorably  discharged  26 
ber,  1865.    Acting  Master,  30  April,  1866.     Discharged  13  August,  1860. 

Gill,  riittbrd  B. 

Midshipman,  25  September,  1862.    Graduated  22  November,  1864.    Ensiga^  i$ 
March,  1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Gill,  J.  W. 

Acting  Master,  23  September,  1861.    Resigned  24  November,  1868. 

Gill,  Thomas  A. 

Chaplain,  22  December,  1874. 

Gill,  William  I.. 

Midshipman,  8  March,  1814.    Resigned  21  January,  1815. 

Gillau,  l>avid. 

Mate,  G  March,  1865.    Resigned  15  June,  1865. 

Gillau,  James. 

Mate,  4  November,  1801.    Dismissed  24  October,  1864. 

Gillaiicier,  Alexauder. 

Acting  Third  Assistant  Engineer,  21  May,  1862.    Dismissed  14  March,  1868. 

Gillaspy,  George. 

Surgeon,  13  March,  1798.    Discharged  15  April,  1801,  under  Peace  Establiahmtfi* 

Act. 

Gillespie,  E.  C. 

Mate,  12  October,  1866.     Resigned  13  January,  1809. 

Gillespie,  Edward. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Resigned  22  November,  H 
Acting  Third   Assistaut  Engineer,  4   May,   1863.     Resigned    18   April,  18 
Acting  Third  Assistant  Engineer,  27  August,  1804.    Honorably  discharged 
July,  1805. 

Gillespie,  Geor^^e. 

Acting  First  Assistant  Engineer,  14  July,  1803.    Honorably  discharged  8  31*' 

1808. 

Gillespie,  Johu  £. 

Assistant  Surgeon,  29  June,  1808.    Died  29  June,  1872. 

Gillespie,  William,  Jr. 

Acting  Assistant  Paymaster,  4  December,  1802.    Resigned  28  October,  1868. 
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Lllesple^  Wllltain  T. 

Acting  Master,  26  August,  1801.  Acting  Volunteer  Lieutenant,  13  March,  18G5. 
Honorably  discharged  29  December,  1865. 

Hess,  Walter  T. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Died  11 
June,  1853. 

llleU  Samuel  T. 

Midshipman,  1  December,  1826.  Passed  Midshipman,  28  April,  18^2.  Lieuteniint, 
9  February,  1837.  Appointed  Chaplain,  8  September,  1841.  Resigned  19  Janu- 
ary, 1843. 

llett,  Francis  T. 

Acting  Assistant  Paymaster,  20  October,  1863.  Passed  Assistant  Paymaster,  23 
July,  1866.    Paymaster,  23  January,  1873.    Died  15  February,  1878. ' 

LUett,  Simeon  P. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1800.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  27  April,  1800.  Resigned  80  De- 
cember, 1871. 

Lllelte,  Robert  H. 

Acting  Assistant  Paymaster,  21  July,  1863.  Killed  on  ^'  Gettysburg,^''  16  January, 
1865. 

lUey,  Jolin  H. 

Mate,  24  December,  1861.    Honorably  discharged  14  October,  1865. 

iUey,  William  I.. 

Mate,  28  November,  1863.  Acting  Ensign,  14  November,  1864.  Honorably  dis- 
charged 8  October,  1868.    Mate,  9  March,  1870. 

Illiam,  Henry. 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Last  appearance 
on  Records  of  Navy  Department,  1823.    New  Orleans. 

tlliam,  James  S. 

Assistant  Surgeon,  26  April,  1847.  Resigned  2  December,  1858.  Re-appointed  11 
March,  1869.    Lost  in  the  "•  Levant,''  June,  18G1 

llliland,  Cliristoplier  €. 

Acting  Carpenter,  15  October,  1863.    Resigned  12  January,  1865. 

tlUlaud,  l>aTid. 

Acting  Third  Assistant  Engineer,  12  April,  1804.  Honorably  discharged  29 
August,  1865. 

Ullland,  Samuel. 

Assistant  Surgeon,  1  August,  1809.    Resigned  13  June,  1812. 

ttlingliam,  Edward  £• 

Acting  Third  Assistant  Engineer,  10  August,  1804.    Resigned  29  October,  1864. 

ttlls,  James  H. 

Midshipman,  12  October,  1848.  Passed  ^lidshipman,  15  June,  1854.  blaster,  10 
September,  1855.  Lieutenant,  17  September,  1855.  Lieutenant-Comhiander,  16 
July,  1862.     Commander,  25  July,  1800.     Captain,  30  September,  1870. 

'^UiMh  James  M. 

Kidshipman,  1  March,  1827.  Passed  Midshipman,  10  June,  1883.  Lieutenant,  28 
February,  1838.  Reserved  list,  17  September,  1855.  Commander,  Reserved 
list,  19  July,  1801.     Captain,  16  July,  18C2.     Died  8  February,  1805. 

'Ulss,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1802.    Resigned  30  May,  1804. 

'tllss.  Joint  p. 

Midshipman,  12  December,  1825.  Passed  Midshipman,  4  Januarj,  1831.  Lieu- 
tenant, 9  February,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1862.  Retired  list,  24  September,  1804.  Commodore  on  Retired  list,  28  Se^). 
tember,  1866.    Died  25  February,  1873. 
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Glllinartlii,  Peter  P. 

Acting  Assistant  Surgeon,  12  June,  1863.    Resigned  28  September,  1864. 

GlUmore,  Jolin. 

Acting  Third  Assistant  Engineer,  9  February,  1864.  Honorably  discharged 
August,  1865. 

Glllmore^  James  C. 

Midshipman,  20  September,  1871.    Graduated  20  June,  1876.    Ensign,  80  Janoi 

1879. 

GtUpatrtck,  W.  Wllberforoe. 

Midshipman,  80  September,  lbC2.  Graduated  23  November,  1864.  Ensign^ 
March,  1868.    Master,  26  March,  18G0.     Lieutenant,  21  March,  1870. 

Gtlman,  Aufl^fitna  H. 

Paymaster,  1  June,  1801.  Pay  Inspector,  3  March,  1871.  Pay  Director.  15  H 
1879. 

Gllman,  Henry  HI. 

Mate,  22  June,  1868.    Resigned  80  September,  1SG3. 

Gilman,  O.  B. 

Acting  Assistant  Paymaster,  81  December,  1862.  Honorably  discharged  87  fi 
tember,  1865. 

Gilman,  William  H. 

Acting  Assistant  Paymaster,  22  September,  1862.    Discharged  5  July,  1866. 

Gllmejer,  Jaeob  £• 

Midshipman,  1  January,  1813.    Resigned  20  February,  1822. 

Giimore,  A.  H. 

Acting  Second  Assistant  Engineer,  8  November,  1868.  Honorably  discbaiige 
October,  1808. 

Glimore,  Fernando  P. 

Acting  Midshipman,  28  February,  1863.  Graduated.  Ensign,  1 8  December,  29 
Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Gilmore^  Otis  H. 

Gunner,  10  June,  1861.    Dismissed  7  May,  1862. 

Gilmore,  TiiomaA  S. 

Mate,  8  September,  1864.    Honorably  discharged  12  September,  1865. 

Glni^len,  Humphrey. 

Acting  Third  Assistant  Engineer,  29  December,  1864.  Honorably  discharged  S 
September,  1865. 

Gipson,  James  €• 

Acting  Ensign,  1  October,  1862.  Acting  blaster,  24  October,  1863.  Acting  Vo 
unteer  Lieutenant,  0  July,  1864.    Ilouurably  discharged  14  November,  1865. 

Girand,  Henry  £. 

Mate,  17  Kovember,  1868.    Resigned  13  May,  1865. 

Girand,  James  S. 

Appointed  Volunteer  Service,  12  December,  1804.  Passed  Assistant  Paymaifcc 
23  July,  1806.    Paymaster,  2  July,  1801).    Dismissed  25  March,  1871. 

Glrand,  Pierre. 

Acting  Master,  26  August,  1801.  Acting  Volunteer  Lieutenant,  gallant  coDda 
on  *' J/imtot/X^,"  5  August,  1803  Acting  Volunteer  Lieutenant-Commander. 
December,  1864.    Honorably  discharged  15  Januarj-,  1809. 

Giranlt,  Arnene  IV. 

Professor,  14  August,  1848.    Retired  list,  25  December,  1863.     Died  2  May,  18" 

Girty,  BaTid. 

Acting  Third  Assistant  Engineer,  3  Sci^tember,  18G4.  Appointment  revolc 
(Sick,)  1  December,  1864. 

Girty,  Thomas. 

Acting  Second  Assistant  Engineer,  1  November,  1862.  Acting  First  AssisU 
Engineer,  13  May,  1863.     Honorably  discharged  8  November,  18C5. 
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Ust,  Hordecal. 

Midshipman,  14  April,  1800.  Discharged  81  August,  1801,  under  Peace  Estab- 
lishment Act. 

Jftt,  Spencer  C 

Midshipman,  1  May,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.    Died  22  October,  1847. 

1st,  W.  Ferfl^fton. 

Midshipman,  19  November,  1799.    Permitted  to  Retire,  1  August,  1801. 

i^an,  George  W. 

Mate,  10  September,  1868.    Appointment  revoked  (Sick,)  8  March,  1864. 

Iven,  Robert. 

Chaplain,  18  October,  1855. 

l&ddtng,  Willtam  H. 

Acting  Third  Assistant  Engineer,  21  July,  1864.    Dismissed  18  May,  1865. 

Iiulding,  William  O. 

Mate,  21  December,  1868.    Resigned  29  May,  1865. 

landing,  William  H. 

Third  Assistant  Engineer,  20  September,  1858.    Dropped  4  August,  1868. 

tiUMi,  Careen. 

Hate,  18  May,  1865.    Honorably  discharged  7  October,  1865. 

^litss,  George. 

Acting  Ensign,  14  September,  1864.    In  Service. 

^lass,  Henry. 

Actinff  Midshipman,  24  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November^  1866.  Lieutenant-Commander,  13 
March,  1868.    Commander,  27  October,  1879. 

■^lasseoek,  Thomas  O. 

Midshipman,  17  July,  1882.    Resigned  11  May,  1839. 

•(lamell,  William  T. 

Midshipman,  15  March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  6  December, 
1861. 

Stamford,  Henry  A. 

Acting  Volunteer  Lieutenant,  3  December,  1862.  Honorably  discharged  29  Novem- 
ber, 1865. 

^Umsoii*  Joltn  J. 

Midshipman,  1  February,  1828.  Passed  ^lidshipman,  4  June,  1831.  Lieutenant, 
0  February,  1837.  Reserved  list,  13  September,  1855.  Commissioned  Com- 
mander on  Active  list,  from  14  September,  1855.  Retired  1  October,  1864. 
Commodore,  Retired  list,  4  April,  1867. 

liuiter,  James. 

Sailmaker,  6  June,  1803.    Last  appearance  on  Records  of  Navy  Department. 

l^ason,  Joltn  H. 

Mate,  18  December,  1861.    Dismissed  15  July,  1864. 

^l^aTes,  Albert. 

Cadet  Midshipman,  10  June,,  1873.    Graduated  18  June,  1879. 

t^aTes,  Joltn  W. 

Midshipman,  16  January,  1809.    Resigned  15  July,  1811. 

t^ndjr,  William  HI. 

Midlahipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  25  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired 
16  July,  1862.    Died  16  July,  1873. 

K«nn,  Noble  W. 

Midshipman,  2  July,  1801.    Resigned  23  April,  1804. 

l^nn,  marshallo 

Midshipman,  22  May,  1800.    Resigned  25  March,  1802. 
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Glenney,  Daniel  W. 

Acting  Ensign,  8  Octobor,  1862.    Acting  Master,  2  October,  1868.    Besetted 
November,  1864. 

Gleunou,  James  H. 

Cadet  Midshipman,  24  September,  1874.    Graduated  4  June,  1880. 

Glennon,  Marltn. 

Acting  Third  Assistant  Engineer,  21  October,  1862.    Honorably  discharged 
December,  1866.     " 

Olentwortli,  H.  H. 

Assistant  Surgeon,  11  March,  1829.  Passed  Assistant  Surgeon,  8  March,  IBS 
Surgeon,  9  February,  1887.    Died  15  August,  1847. 

Glentworth,  J.  B. 

Midshipman,  19  August,  1828.    Resigned  21  January,  1881. 

Olidden,  George  B.  B. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  1  October,  1868.  !■ 
ter,  10  May,  1886.  Lieutenant,  21  February,  1867.  LieutenantrCommander... 
March,  1868. 

Gltsson,  BCenry  T. 

Acting  Assistant  Paymaster,  11  December,  1862.    Resigned  14  March,  1865. 

GliB8on,  OllTer  S. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  28  April,  1882.  Lieata 
ant,  8  March,  1887.  Commander,  14  September,  1855.  Captain,  16  July,  18S2 
Commodore,  25  July,  1866.  Bear- Admiral,  10  June,  1870.  Retired  18  Januiij 
1871. 

GloTer,  WilUain. 

Master,  date  not  known.  Discharged  18  April,  1801,  under  Peace  Eatabliflhrnn^ 
Act. 

Glynn,  James. 

Midshipman,  4  March,  1815.  Lieutenant,  18  January,  1825.  Commander,  8  Sep* 
tember,  1841.  Reserved  list,  18  September,  1855.  Commissioned  Captain  oc: 
Active  list,  from  14  September,  1855.  Conmiodore  on  Retired  list,  4  April,  l¥T 
Died  13  May,  1871. 

Goble,  Edward  H. 

Acting  Second  Assistant  Engineer,  7  November,  1862.    Appointment  revokeC 

(Sick,)  17  September,  1864. 
Goble,  Samuel  B. 

Acting  Chief  Engineer,  1  October,  1862.    Appointment  revoked  (Sick,)  21  Jontf 

1864. 

Godby,  William. 

Carpenter,  16  January,  1802.    Died  26  November,  1808. 

Goddard,  John. 

Surgeon,  28  August,  1800.    Died  81  December,  1802. 

Cioddard,  William. 

Acting  Third  Assistant  Engineer,  20  January,  1862.  Resigned  18  Novembea 
1862. 

Ciodilrey,  Georg^e. 

Mate.    Resigned  6  March,  1862. 

Godfrey,  Jolin  W. 

Acting  Master,  21  November,  1861.    Resigned  12  September,  1863. 

Godfrey,  Jones. 

Acting  Third  Assistant  Engineer,  10  October,  1866.    Third  Assistant  Engineer, 
June,  1868.    Dismissed  27  September,  1873. 

€U>dfrey,  Thomas. 

Master,  8  April,  1815.    Died  13  Februarj-,  1820. 

€N>dfrey,  Wasliington. 

Acting  Master,  10  December,  1801.  Acting  Volunteer  Lieutenant,  gallant  condC3 
at  Port  Hudson,  7  March,  1804.    Honorably  discharged  4  December,  1865. 
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e^>dmaii9  Hainllton. 

Midshipman,  10  December,  1837.    Resigned  15  May,  1889. 

d^^idniaii,  Stewart  A. 

Midshipman,  4  November,  1841.    Resigned  4  May,  1842. 

Ci(€>doii9  Tictor  Jj. 

Assistant  Sargeon,  23  February,  1885.  Passed  Assistant  Surgeon,  8  July,  1841. 
Resigned  20  September,  1844. 

Ocdon,  SylTanus  W. 

Midshipman,  4  March,  1819.  Lieutenant,  17  December,  1836.  Commander,  14 
September,  1855.  Captain,  16  July,  1802.  Commedore,  2  January,  1863. 
Rear-Admiral,  25  February,  1866.  Retired  list,  18  June,  1871.  Died  i7  May, 
1879. 

O^wiiiy  John. 

Midshipman,  2  January,  1800.    Died  2  June,  1804. 

€l«e,  William. 

Master,  15  April,  1799.    Resigned  19  May,  1801. 

CUiff;  Albert  H. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  25  No- 
▼eniber,  1865. 

Q^flT,  Joseph  W. 

Acting  Third  ABsistant  Engineer,  30  December,  1864.  Honorably  discharged  14 
July,  1865. 

«off;  William  Fo 

Acting  Second  AsBistant  Engineer,  24  February,  1868.    Resigned  21  March,  1865. 
Chiln,  John  W. 

Acting  Master,  recruiting  duty  at  New  York,  16  April,  1868.  Appointment  re- 
yoked  25  August,  1864. 

Ooln,  Thomas. 

Master,  28  November,  1839.    Died  14  March,  184V. 

^Id,  Cornelias  B. 

Acting  Assistant  Paymaster,  81  October,  1864.    Discharged  1  March,  1866. 

^Id,  Joseph. 

Midshipman,  1  July,  1886.    Resigned  27  February,  1839. 

^H^lden,  William  H. 

Acting  Second  Assistant  Engineer,  21  October,  1802.  Acting  First  Assistant 
Engineer,  6  November,  1862.    Honorably  discharged  2  December,  1866. 

folding,  Thomas. 

Acting  Ensign,  22  September,  1863.    Honorably  discharged  27  April,  1869. 

^^Idsborongh,  John  R. 

Midshipman,  16  November,  1824.  Parsed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 6  September,  1837.  Commander,  14  September,  1855.  Captain,  10  Julv, 
1862.    Commodore,  13  April,  1867.    Retired  2  July,  1870.     Died  22  June,  lb<?"7. 

^^Idsboron^h,  liOnis  M. 

Midshipman,  18  Jun 2, 1812.  Lieutenant,  13  January,  1825.  Commander,  8  he]}- 
tember,  1841.  Captain,  14  September,  1855.  Rear- Admiral,  16  Julv,  1»02. 
Retired  list,  6  October,  1873.    Died  20  February,  1877. 

^^Idsboronich,  R.  W. 

Purser,  80  April,  1804.  Last  appearance  on  Records  of  Navy  Department,  21 
March,  1810.    Died  at  Norfolk. 

^^Idftborongh,  Worthins^ton. 

Acting  Assistant  Paymaster,  80  September,  1862.  Assistant  Paymaster,  2  July, 
1864.    Paymaster,  4  May,  1866. 

^^IdHborongh,  W.  S. 

Midshipman,  5  May,  1806.  Last  appearance  on  Records  of  Navy  Department, 
May,  1807 
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Goldsmith,  Isaac  IVo 

Mate,  5  June,  1863.    Acting  Ensign,  5  September,  1888.    Honorably  diichaxged 
November,  1865. 

Goldsmith,  Nathan  A. 

Mate,  6  June,  1864.    Honorably  discharged  22  June,  1866. 

Goll,  John  J. 

Acting  Third  Assistiint  Engineer,  18  December,  1861.    Resigned  8  April,  1802. 
Gollet,  James  M. 

Master,  18  October,  1798.    Discharged  10  April,  1801,  under  Peace  Establishme 
Act 

Golsteu,  Emlle  H. 

Acting  Third  Assistant  Engineer,  24  Noyem1)er,  1863.    Acting  Second  Aasist^ 
Engineer,  5  December,  1864.    Honorably  discharged  28  September,  1865. 

Good,  Georf^e. 

Mate,  6  March,  1862.    Resigned  27  August,  1862. 

Good,  Samnel. 

Mate,  14  November,  1861.    Cancelled  22  January,  1862. 

Goodhue,  David  P. 

Acting  Assistant  Surgeon,  4  January,  1864.    Honorably  discharged  0  Octc^ 
1865. 

Goodlufc*  Frederick  A. 

Mate,  29  January,  1863.    Resigned  18  November,  1865. 

Goodlni^,  Geors^e  H. 

Acting  Ensign,  19  August,  1864.    Honorably  discharged  21  August,  I860 

Goodlnic,  P.  C. 

Acting  Ensign,  15  February,  1865.    Honorably  discharged  80  September,  1865. 

Gooding:,  William  T. 

Mate,  1862.    Resigned  28  June,  1862. 

Goodlni:,  W.  M. 

Acting  Assistant  Surgeon,  12  September,  1865.    Resigned  1  NoTember,  18M. 

Goodloe,  John  J. 

Midshipman,  14  October,  1845.    Resigned  1  June,  1846. 

Goodloe,  Joseph  A. 

Acting  Third  Assistant  Engineer.    Resigned  18  April,  1864. 

Goodman,  Richard  F. 

Acting  Assistant  Paymaster,  8  February,  1864.    Honorably  discharged  28  Ai 

1865. 

Goodmanson,  Geori^e  H. 

Mate,  21  December,  1868.    Honorably  discharged  80  September,  1865. 

Goodmanson,  John  P. 

Acting  Master,  26  August,  1861.    Dismissed  20  January,  1868. 

Goodrich,  Caspar  Frederick. 

Midshipman,  10  December,  1861.  Graduated  22  November,  1864.  Ensign,  1 B 
vember,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March.  1868.  Lii 
tenant-Commander,  26  March,  1869. 

Goodrich,  Geori^e  F. 

Mate,  25  January,  1862.    Appointment  revoked  (Sick,)  24  August,  1864. 

Goodrich,  Isaiah  W. 

Mate,  11  March,  1863.    Resigned  (Sick,)  12  November,  1868.    Acting  Ensign^^ 
December,  1864.    Honorably  discharged  16  September,  1865. 

Goodrich,  James  M.  ^ 

Acting  Third  Assistant  Engineer,  3  November,  1863.    Honorably  dischsigs^^ 
July,  1865. 
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CUNMlsoe*  Angnstas  O* 

Carpenter,  8  June,  1861. 

CiF<N>dsnin9  James. 

Midshipman,  18  June,  1812.    Lieutenant,  1  April,  1818.    Died  9  May,  1836. 

Cltoodwtii,  Benjamii^. 

Master,  16  January,  1800.  Last  appearance  on  Records  of  Navy  Department,  22 
October,  1810.     Drowned  at  Sea. 

CSoodwtn,  €•  G. 

31iilshipman,  17  October,  1799.     (See  Ridgely.f 

<^€»^»dwin,  Charles. 

Acting  Third  Assistant  Engineer,  11  May,  1863.  Acting  Second  Assistant  Engi- 
neer, 4  May,  1864.  Acting  First  Assistant  Engineer,  22  March,  1865.  Hon- 
orably discharged  4  December,  1865 

C(^»€>dwln,  Cliarles  J. 

Acting  Enpign,  80  December,  1862.  Appointment  revoked  (Sick,)  21  March,  1864. 
Actmg  Ensign,  16  December,  1864.    Honorably  discharged  7  August,  1865. 

^^€»odwln,  Charles  HI. 

Acting  Third  Assistant  Engineer,  11  November,  1863.  Honorably  discharged  16 
September,  1865. 

Oo^dwiiit  Daniel. 

Midshipman,  80  November,  1814.    Struck  off  3  January,  1825. 

^UKklwin,  Edward  M. 

Acting  Assistant  Surgeon,  4  January,  1864.  Honorably  discharged  21  Octobe 
1865. 

^UH>dwin,  Ezra    S. 

Acting  Master,  7  December,  1861.    Resigned  5  April,  1867. 

Goodwin,  Francis  C. 

Third  Assistant  Engineer,  12  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Retired  list,  2  March,  1868. 

^^Oodwin,  Henry  B. 

Acting  Third  Assistant  Engineer,  10  February,  1863.  Acting  Second  Assistant 
Engineer,  21  January,  1865.    Honorably  discharged  19  March,  1866. 

Goodwin,  J.  K. 

Mate,  20  August,  1863,    Resigned  17  May,  1865. 

^^Midwin,  John. 

Midshipman,  27  May,  1800.     Resigned  29  December,  1802. 

^^^odwin,  John  !>.,  Jr. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Philadelphia. 

^^M^win,  Joseph  B. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  21  Octo- 
ber, 1865. 

^^^odwin,  Joseph  W. 

Mate,  12  September,  1862.  Acting  Ensign,  12  November,  1863.  Honorably  dis- 
charged 27  August,  1865. 

^U^odwin,  Nathaniel. 

Acting  Master,  81  August,  1861.    Resigned  30  June,  1862. 

^^U^odwin,  William. 

Midshipman,  2  April,  1804.    Drowned  7  June,  1808. 

^^^odwin,  W.  Wallace. 

Acting  Assistant  Paymaster,  4  October,  1861.    Honorably  discharged  8  March ,  1 866 

^^Nidwin,  Walton. 

Acting  Midshipman,  26  February,  1868.  Graduated.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 
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Goodwyn,  Georfce. 

Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Nav7l>epartiiieDt,  \i 

December,  1812.    Resigned. 

Goold,  John. 

Master,  16  July,  1812.    Discharged  7  May,  1813. 

Gordan,  Alexander.  G. 

Midshipman,  1  Januarv,  1818.    Lieutenant,  3  March,  1827.    Commander,  14 
1849.    Died  11  October,  1849. 

Gordon,  Benjamin. 

Boatswain,  8  November,  1814.    Resigned  9  March,  1815. 

Gordon,  Charles- 
Midshipman,  24  June,  1799.    Lieutenant,  16  January,  1800.    Commander,  25  Ai 
1806.    Captain,  2  March,  1813.    Died  in  1817. 

Gordon,  Edward. 

Midshipman,  21  September,  1841.    Dismissed  21  August,  1849. 

Gordon,  James. 

Acting  Second  Assistant  Engineer,  15  August,  1864.   Appointment  revoked  (SiS^«i. 
8  March,  1865.  ^^ 

Gordon,  James  B. 

Acting  Master,  10  June,  1861.    Appointment  revoked  24  August,  1861.    Aoc^ 
Master,  28  August,  1861.    Dismissed  21  March,  1862.  ^^ 

Gordon,  James  H. 

Mate,  11  October,  1862.    Resigned  17  January,  1863.    Mate,  1  August,  1801    JSb- 
signed  2  December,  1864. 

Gordon,  John. 

Acting  Assistant  Surgeon,  5  June,  1864.    Honorably  discharged  16  December 
1865. 

Gordon,  John  H. 

Assistant  Surgeon,  24  July,  1818.    Surgeon,  27  March,  1818.    Resigned  97  Ibiciu 
1827. 

Gordon,  John  S. 

Acting  Master,  26  April,  1862.     Dismiss^'d  7  June,  1863. 

Gordon,  Joseph  R. 

Acting  Master,  10  June,  1861.    Resigned  1  February,  1862. 

Gordon,  OliTer  A. 

Mate.    Resigned  29  March,  1865. 

Gordon,  Rohert  F. 

Acting  Third  Assistant  Engineer,  28  March,  1865.     Honorably  diBchamd  '^-^ 
Apnl,  1866. 

Gordon,  Rohert  H. 

Acting  Third  Assistant  Engineer,  26  May,  1863.     Dismissed  2  May,  1864. 

Gordon,  Samnel. 

Mate,  28  July,  1864.     Acting  Ensign,  15  September,  1865.    Honorably  disc: 
13  February,  1866. 

Gordon,  Thomas. 

Midshipman,  7  April,  1799.    Discharged  10  June,  1801,  under  Peace  Establi 
ment  Act. 

Gordon.  Tomhighee. 

Midsliipman,  3  June,  1823.    Resigned  12  August,  1824. 

Gordon,  William. 

Mate,  5  Au«,Mist,  1863.    Resigned  17  May,  1805. 

Gordon,  William  I^. 

Midshipman,  15  November,  1809.    Lieutenant,  9  December,  1814.    Ck>inman^- 
24  April,  1828.    Died  25  May,  1834. 


GENERAL  NAVY  REGISTEK.  291 

^i^tr^BM^  Albert  €• 

Assistant  Surgeon,  80  August,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  13  October^  1861.    Medical  Inspector,  6  October,  1873. 

^jtorman,  Daniel. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  ApiJointment  revoked 
(Sick,)  8  November,  1864. 

Ciloriiiaii,  John. 

Mate,  23  January,  1862.  Acting  Ensign,  8  June,  1863.  Honorably  discharged  80 
September,  1865. 

C^ormaii,  IHaurice  HI. 

Acting  Ensign,  80  November,  1864.    Honorably  discharged  6  May,  1868. 

Ctormley,  Henry. 

Acting  Second  Assistant  Engineer,  14  May,  1861.  Honorably  discharged  15  Sep- 
tember, 1865. 

Ctorrtnge,  Henry  H. 

Mate,  13  July,  1862.  Acting  Ensign,  1  October,  1862.  Acting  Master,  26  Sej)- 
tember,  1863.  Acting  Volunteer  Lieutenant,  27  April,  1864.  Acting  Volunteer 
Lieutenant-Commander,  10  July,  1885.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 18  December,  1868. 

Norton,  William  F. 

Third  Assistant  .Engineer,  16  February,  1852.    Died  31  August,  1858. 

Ctossiek,  John  D. 

Mate,  5  July,  1862.  Acting  Ensign,  20  July,  1864.  Honorably  discharged  80 
September,  1865. 

Ctotwold,  J.  H. 

Assistant  Surgeon,  10  June,  1881.    Killed  in  action,  31  January,  1863. 

Ck^ndy^  Jason. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Died  28  March,  1865. 

CUingli,  Georice  W. 

Acting  Second  Assistant  Engineer,  13  May,  1863.  Honorably  discharged  30  Ko- 
vember,  1865. 

CUingli,  OliTer  P. 

Acting  Third  Assistant  Engineer,  27  November,  1862.  Acting  Second  Assistant 
Engineer,  8  August,  1868.    Resigned  12  December,  1863. 

Ckinld,  Abraham  If. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  capture  of 
"ifaiZ,"  12  November,  1863.    Honorably  discharged  29  December,  1865. 

^^nld,  Cliarles. 

Acting  Third  Assistant  Engineer,  21  June,  1864.  Honorably  discharged  15  June, 
1865. 

^'^nld,  Charles  H. 

Acting  Assistant  Paymaster,  11  September,  1862.    Discharged  9  January,  1866. 

^^i^nid,  £dward  A. 

Mate,  12  April,  1864.    Resigned  12  May,  1865. 

^^c^nld,  James  B. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  October,  1844. 
Kesigned  6  March,  1854. 

^'^^ald,  James  li. 

Mate,  8  March,  1864.  Acting  Ensign,  8  May,  1865.  Honorably  discharged  19 
February,  1866, 

^^^»uld,  John  K. 

Mate,  25  July,  1868.    Honorably  discharged  21  August,  1865. 

^*^lald,  W.  Goddard. 

^^^       Acting  Assistant  Paymaster,  1861.    AiDpointment  revoked  23  November^  1861. 

^^mid,  Northnp. 

Carpenter,  16  May,  1871.     Warranted  22  October,  1873. 
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mid,  William  E. 

Mate,  11  February,  1863.    Resigned  80  May,  1866. 
onrdin,  lUlliam  Theodore  Jj. 

Midshipman.  1  January,  1812.    Resigned  11  September,  1812. 
lOTe,  Charles  A. 

Midshipman,  5  June,  1871.    Graduated  20  June,  1876.    Ensign,  20Mazchy  i<ffl> 
AoTe,  Frauds  Mills. 

Midsliii)inan,  27  September,  1861.  Graduated  22  November,  1864.  EnBign, 
December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  Marcli.  1869.  ' 
signed  12  May,  1875. 

Gove,  Gilman  D.  , 

Acting  Alidshipman,  22  May,  1852.    Midshipman,  1  October,  1856.    RetigiMd 

January,  1858. 

GoYe,  Gilman  D. 

Acting  Ensign,  1  October,  1862.    Resigned  28  February,  1868. 
GoTe,  James  M. 

Midshipman,  25  July,  1860.     Graduated  7  June,  1870. 
GoTe,  Samuel  A. 

Acting  Ensign,  15  July,  1863.    Honorably  discharged  14  October,  1866. 
Gover,  Frederick  John. 

Acting  Master,  22  November,  1801.    Acting  Volunteer  Lieutenant,  25  Jiinei  1    ^^ 
Honorably  discharged  16  January,  1866.  ^^ 

G0W9  John  Ja. 

Cadet  Engineer,  1  October,  1874.    Graduated  20  June,  1878. 

Gowiug,  B.  C. 

Third  Assistant  Engineer,  21  September,  1861.     Second  Assistant  Engineer,  10 
July,  1863.    First  Assistant  Engineer,  11  October,  1866. 

Graee,  Henry  P. 

Boatswain,  19  January,  1858.    Dismissed  4  June,  1859.    Re-appointed  28  Septem- 
ber, 1859.    Dismissed  16  May,  1863.    Boatswain,  16  October,  1872.    Diamiaied 
26  February,  1874.    Boatswain,  21  December,  1874.    Warranted  from  8  Auguitv 
1868. 

Graee,  John  R. 

Acting  Master,  19  November,  1861.    Ilonorably  discharged  4  Januaty,  1866.' 

Grady,  John  O. 

Mate,  18  November,  1861.    Resigned  3  May,  1862 

Graef,  €.  T. 

Mate,  9  October,  1867.    Resigned  2  July,  1868. 

Graff;  Willtam  T. 

Acting  Second  Assistant  Engineer,  29  April,  1863.  Honorably  diBchaiged 
August,  1865. 

Grafly,  l>aniel  Wo 

ThiM  Assistant  Engineer,  21  April,  1802.    Second  Assistant  Engineer,  2  Febnu 
1804.     First  Assistant  Engineer,  1  January,  1808.     Resigned  1  April,  1878. 

Grailon,  £dward  €• 

Midshipman,  5  October,  1841.     Passed  Midshipman,  10  August,  1847.    Rew 
list,  28  September,  1855.    Commissioned  as  Lieutenant  on  Active  list,  fro 
September,  1855.     Lieutenant-Commander,  16  July,  1862.    Commander,  2f 
ccmber,  1806.     Retired  18  Januarj-,  1871.     Died  24  June,  1876. 

•"-•- fiton,  Frank  W. 

"  -'-rrrt,  1  August,  1864.     Ilonorably  discharged  5  June,  1865. 
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\1pwkgg9  Samiiel. 

Third  AssiBtant  Engineer,  29  October,  18C1.  Second  Assistant  Engineer,  8  August, 
186d.    First  Assistant  Engineer,  11  October,  1866. 

^rasS9  William  F. 

Mate,  20  November,  1861.  Acting  Ensign,  15  December,  1864.  Honorably  dis- 
charged 8  December,  1865. 

^IrAliaiii,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  5  September,  1863.  Honorably  discharged  8 
August,  1865. 

^Iraliam,  Cliarles  K. 

Midshipman,  19  October,  1841.    Resigned  3  May,  1848. 

^raiiam,  Franklin  A. 

Gunner,  17  December,  1861.    Died  4  September,  1873. 

draliam,  Cleorge  HV. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 80  October,  1812.    Dead. 

^raiiamf  James  Dnnc^in. 

Acting  Midshipman,  25  September,  1857.  Acting  Ensign,  2  October,  1862. 
Lieutenant,  1  August,  1862.  Lieutenant-Commander,  25  July,  1866.  Com- 
mander, 9  September,  1876. 

Qraham,  J.  £•  N. 

Mate,  30  April,  1864.  Acting  Ensign,  29  December,  1864.  Honorably  discharged 
2  January,  1867. 

Ctaraham,  John. 

Midshipman,  27  February,  1819.     Lieutenant,  17  May,  1828.    Died  27  June,  1846. 

Graham*  John  €• 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Resigned  11 
January,  1836. 

Qraham,  John  H. 

Midshipman,  18  May,  1809.    Resigned  9  July,  1810. 

Qrahanif  John  H. 

Midshipman,  18  June,  1812.  Lieutenant,  5  March,  1817.  Commander,  28  Feb- 
ruary, 1838.  Captain,  7  March,  1849.  Reserved  list,  13  September,  1855.  Com- 
modore on  Retired  list,  4  April,  1807.    Died  15  March,  1878. 

Gmham,  John  W. 

Midshipman,  1  January,  1825.     Dismissed  9  July,  1833. 

^'a!iam^  Joseph. 

Mate,  14  January,  1864.  Acting  Ensign,  22  March,  1865.  Honorably  discharged 
8  November,  1865. 

^^'lUiam,  Hiohael. 

AjBsistant  Surgeon,  date  not  known.  Surgeon,  16  January,  1809.  Last  appearance 
on  Records  of  Navy  Department,  20  October,  1812.     Dead. 

^**^liam,  Wewell. 

^-^       Acting  Master,  11  January,  1802.     Dismissed  17  November,  1864. 

^^^^bam,  Oliver. 

g^        Acting  Third  Assistant  Engineer.     Ai^pointment  revoked  (Sick,)  28  August,  1863. 

^^^ham,  Richard  ¥F.  HI. 

^^        ^lidshipman,  9  June,  1855.     Died  19  November,  1«0G. 

^«^ham,  Samuel  I-. 

^Midshipman,  27  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
^^  Master,  5  June,  1874. 

^^^ham,  Wallace. 

Midshipman,  6  December,  1861.  Graduated  22  November,  18G4.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died  6 
March,  1876. 
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Graham,  William. 

Surgeon,  7  June,  1790.    Permitted  to  retire  80  July,  1801. 

Graham,  William  C. 

Mate,  13  December  1861.    Dismissed  20  October,  1862. 

Graham,  William  K. 

Midshipman,  2  April,  1804.    Resigned  18  April,  1805. 

Graham,  W.  R. 

Midshipman,  18  June,  1812.     Discharged  10  June,  1813. 

Grail,  Thomas. 

Acting  Gunner,  15  December,  1863.    Honorably  discharged  11  March,  186^ 

Graing^er,  John  R. 

Gunner,  23  November,  1861. 

Grandison,  C.  F. 

Master,  20  September,  1805.    Dismissed  12  January  1808. 

Grandison,  Charles. 

Master,  25  March,  1812.    Dismissed  1  May,  1813. 

Granger,  Brownell. 

Civil  Engineer,  14  July,  1874.    Removed  22  January,  1877. 

Grangrer,  H.  M. 

Midshipman,  23  August,  1836.     Resigned  28  April,  1837. 

Granger,  layman  C. 

Acting  Assistant  Surgeon,  24  June,  1863.    Died  September,  1864. 

Grant,  Albert  W. 

Cadet  Midshipman,  9  Juno,  1873.     Graduated  18  June,  1870. 

Grant,  Alexander  91. 

Acting  Master,  1  October,  1862.    Resigned  23  July,  1863. 

Grant,  Daniel  J. 

Acting  Ensign,  22  December,  1862.    Honorably  discharged  22  Octobei,  1M(. 
Grant,  Franklin. 

Mate,  7  October,  1863.    Honorably  discharged  13  May,  1867. 

Grant,  Gongh  W. 

Midshipman,  30  May,  1833.    Passed  Midshipman,  8  July,  1830.    Lientenantv     ^ 
March,  1845.     Resigned  15  July,  1850. 

Grant,  Joel. 

Professor  of  Mathematics,  15  October,  1830.    Resigned  2  October,  1843. 

Grant,  John. 

Midshipman,  18  June,  1812.    Resigned  23  February,  1813. 

Grant,  John  W. 

Acting  Third  Assistant  Engineer,  10  August,  1864.     Honorably  discharged  ^* 
October,  1866. 

Grant,  Joseph. 

Boatswain,  27  November,  1801.    Not  in  Service,  31  December,  1803. 

Grant,  William. 

Purser,  12  October,  1844.    Commissioned  expired  3  March,  1845. 

Grant,  William. 

Acting  Second  Assistant  Engineer,  5  August,  1864.    Honorably  discharged  4Ni 
vember,  1865. 

Grantzonr,  F.  W. 

Acting  Ensign,  8  June,  1864.     Honorably  discharged  22  March,  1866. 

Grattan,  J.  W. 

Acting  Ensign,  Admiral  Porter's  Staff,  6  December,  1863.    Discharged  20  Api 
1805. 

Gravatt,  Charles  N. 

Assistant  Surgeon,  27  September,  1871;     Passed  Assistant  Surgeon,  24 
1874. 
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lenjamtn  F. 

June,  1864.    Resigned  20  August,  1864. 
!harles  J. 

Midshipman,  17  December,  1858.    Midshipman,  10  June,  1857.    Passed 
ipman,  25  June,  1860.    Master,  24  October,  1860.    Lieutenant,  8  April, 
Dismissed  24  December,  1861. 

(eorge  W. 

Master,  11  July,  1801.    Acting  Volunteer  Lieutenant,  29  January,  1868. 
ably  discharged  10  February,  1866. 

[iram  B. 

June,  1803.    Acting  Ensign,  20  August,  1863.     Honorably  discharged  6 
iber,  1865. 

antes  €• 

N^ovember,  1868.    Acting  Assistant  Paymaster,  2  March,  1864.    Mustered 
tfay,  1867. 

ohn. 

\  July,  1812.    Resigned  20  October,  1813. 

ewell  F. 

I  December,  1863.    Acting  Ensign,  27  July,  1864.    Resigned  19  June 

ilrew  F.  V. 

man,  15  October,  1820.    Passed  Midshipman,  8  July,  1835.     Lieutenant, 
ember,  1841.    Died  15  March,  1860. 

arles. 

man,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Dropped 
tember,  1855. 

irin  F. 

man,  8  April,  1846.    Passed  Midshipman,  8  June,  1852.     Master,  15  Sep- 
•,  1855.    Lieutenant,  16  September,  1855.    Resigned  29  December,  1857. 

*a. 

'hird  Assistant  Engineer,  23  March,  1864.    Resigned  24  June,  1865., 

>rge. 

nan,  14  April,  1800.     Last  appearance  on  Records  of  Navy  Department,  5 
iber,  1800.     Resigned. 

irtce  R. 

nan,  1  November,  1826.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
jmber,  1838.    Reserved  list,  13  September,  1855.     Died  2  October,  1866. 

>rge  W. 

nan,  1  January,  1812.     Resigned  10  August,  1814. 

Harrison. 

ssistaut  Surgeon,  10  June,  1871.    Resigned  4  October,  1872. 

nry. 

aan,  1  January,  1812.     Lieutenant,  1  April,  1818.     Last  appearance  on 
Bof  Navy  Department.    Dead. 

irard  P. 

'hird  Assistant  Engineer,  29  September,  1868.    Honorably  discharged  16 
r,  1865. 

ACS  li. 

ismissed  28  January,  1802. 

>ert  F. 

May,  1804.     Resigned  10  November,  1864. 
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iaster,  22  May,  1801.     Dismissed  22  August,  1864. 

ney  ]¥. 

rlay,  1802.    Acting  Ensign,  21  November,  1864.    Honorably  discharged 
ember,  1865. 
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Gray,  W.  H.  H. 

Midsbipman,  2  Febroary,  1829.    Resigned  4  June,  1820. 

Gray,  William  Fo 

Carpenter.  8  July,  1869.    Died  13  December,  1871. 

Gray,  William  H. 

Mate,  11  June,  1868.    Honorably  discharged  7  August,  1865. 

Graydon,  James  W. 

Midshipman,  22  JHily,  1865.    Graduated  4  June,  1869.    Ensigiii  12  JanUAiyy  1( 
Master  27  March,  1878.    Lieutenant,  25  November,  1877. 

Grayson,  John. 

Midshipman,  26  June,  1799.    Resigned  18  October,  1800. 

Grayson,  Jolin  R» 

Master,  14  February,  1809.    Resigned  29  March,  1815. 

Grayson,  ITilliam  R. 

Midshipman,  20  June,  1806.    Resigned  2  April,  1808. 

Greaton,  John. 

Midshipman,  6  December^  1814.    Resigned  23  February,  1815. 

Greatorex,  Henry. 

Acting  Third  Assistant  Engineer,  22  February,  1864.    Acting  Second 
Engineer,  18  April,  1865.    Honorably  discharged  18  June,  1866. 

Greafrake,  €•  !«• 

Second  Assistant  Engineer,  15  March,  1847.    Resigned  25  October,  1847. 

Greeley,  AlfVed  J. 

Acting  Assistant  Paymaster,  21  October,  1864.  Discharged  20  November,  iM^ 
Acting  Assistant  Paymaster.  2  March,  1867.  Passed  Assistant  Paymuter,  1^ 
February,  1870.    Retired  30  June,  1875.    Died  10  August,  1875. 

Green,  Allen  J. 

Midshipuuin,  6  January,  1800.    Resigned  17  January,  1808. 

Green,  Arciiibald. 

Midshipman,  1  March,  1825.    Resigned  19  October,  1827. 

Green,  Bennett  W. 

Assistant  Surgeon,  21  August,  1859.    Dismissed  May,  1861. 

Green,  Charles. 

Midshipmftn,  1  May,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired 15  November,  1862.    Commodore,  Retired  list,  4  April,  1867. 

Green,  Charles. 

Acting  Third  Assistant  Engineer,  3  October,  1864.    Resigned  13  January,  1865. 

Green,  Charles  li. 

Acting  Assistant  Surgeon,  31  May,  1804.  Assistant  Surgeon,  28  June,  1864. 
Passed  Assistant  Surgeon,  11  October,  18G7.    Resigned  15  January,  1870. 

Green,  l>aTid. 

Boatswain,  24  January,  1848.    Dismissed  26  June,  1850. 

Green,  Edward  II. 

Assistant  Surgeon,  11  March,  1875. 

Green,  Klliott. 

Carpenter,  17  August,  1823.    Died  14  November,  1834. 

Green,  £llis  I^. 

Midshipman,  3  July,  1798.    Resiirncd  18  December  1798. 

Green,  Faruifold. 

Midshipman,  1  May,  1822.    Dismissed  17  December,  1827. 

Green,  Francis  jH. 

Acting  Master,  18  June,  18C1.  Acting  Volunteer  Lieutenant,  2  April,  1864.  Hon^ 
orably  discharged  21  May,  1866.  Acting  Volunteer  Lieutenant,  3  September  " 
iy(»r>.    Lieutenant,  12  March,  1868^    Lieutenant-Commander,  18  December,  1868-- 
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reen,  George. 

Acting  Third  AsBistant  Engineer,  4  Augast,  1864.    Resigned  12  May,  186d. 

reen,  Henry  A. 

Actinff  Ensign,  27  Jnly,  1863.    Acting  Master,  80  November,  1864.    Honorably 
liscnarged  26  September,  1865. 
reen,  Henry  B. 

Acting  Third  Assistant  Engineerr,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  8  March,  1864.    Resigned  (Sick,)  22  March,  1865. 

reen,  Henry  ]>• 

Mate,  8  September,  1868.  Acting  Ensign,  10  December,  1868.  Honorably  dis- 
charged 11  November,  1865. 

reen,  Henry  I«. 

Midshipman,  21  July,  1866.  Graduated  7  June,  1870.  Ensign,  18  July,  1871. 
Master,  28  May,  1874. 

^reen,  Henry  W. 

Acting  Master,  10  June,  1861.    Dismissed  6  July,  1861. 

ireen,  James  £• 

Acthig  Carpenter,  1  October,  1862.    Appointment  revoked  29  October,  1868. 

(reen,  James  G. 

Mate,  11  May,  1861.  Acting  Ensign,  27  November,  1862.  Acting  Master,  11 
August,  1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1808.  Lieu- 
tenant-Commander, 8  July,  1870. 

'reen,  John. 

Purser,  5  April,  1805.  Last  appearance  on  Records  of  Navy  Department,  11  Jan* 
nary,  1811. 

^I'een,  John. 

Carpenter,  28  January,  1838.    Died  12  January,  1864. 

^reem,  John  M. 

Gunner,  28  November,  1828.     Resigned  8  September,  1886. 

^reen,  John  P. 

Third  Assistant  Engineer,  24  February,  1862.  Appointment  revoked  1  March^ 
1862. 

V'^en,  John  B. 

Purser,  25  April,  1812.    Died  24  August,  1812. 

K^^en,  Jofieph  F. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant^ 
28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  2  December,  1807.  Rear- Admiral,  13  July,  1870.  Retired  list,  25 
November,  1872- 

■^^en,  Joseph  Story. 

Third  Assistant  Engineer,  11  Fcbruaiy,  18G2.  Second  Assistant  Engineer,  15 
October  1863.     Retired  24  May,  1867 

^«en,  lieTi  R. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  1  Decem- 
ber, 1860.  First  Assistant  Engineer,  15  October,  18G3.  Resigned  2  August, 
1869. 

^een,  Nathaniel. 

Acting  Midshipman,  28  May,  1852.    Midshipman,  1  October,  1850.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  27  February, 
1861.    Lieutenant-Commander,  2  January,  1863.    Retired  list,  21  January,  1873, 
Died  22  March,  1873. 

^^*een,  Richard. 

Boatswain,  12  December,  1799.    Discharged  1  August,  1800. 

^^«en,  f^amnel. 

Master,  19  January,  1809:    Appointment  revoked  8  May,' 1809. 
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Green,  Samuel  \. 

Midshipman,  1  April,  1828.     Resigned  9  July,  1828. 
Qreen,  Samuel  S. 

8ailmaker,  1802.  Last  appearance  on  Records  of  Navy  Department,  19  December, 
1803. 

Green,  Stephen  S. 

Acting  Assistant  Surgeon,  5  March,  1864.    Honorably  discharged  5  December, 

1865. 

Green,  Thomas  B. 

Acting  Third  Assistant  Engineer,  28  October,  1861.  Acting  Second  Assistint 
Engineer,  26  December,  1863.  Acting  First  Assistant  Engineer,  8  October, 
1864.    Honorably  discharged  20  March,  1866. 

Green,  Thomas  H. 

Acting  Gunner,  14  September,  1863.    Honorably  discharged  16  October,  1885. 

Green,  William. 

Master,  26  June,  1812.  Last  appearance  on  Records  of  Navy  Department,  181S. 
Lake  Champlain. 

Green,  William. 

Boatswain,  80  September,  1861.  Warranted  30  September,  1862.  Appointmeiit 
revoked  19  May,  1869. 

Green,  William. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  17Miy, 
1847.    Reserved  list,  13  September,  1855.    Resigned  6  May,  1861. 

Green,  William  H. 

Acting  First  Assistant  Engineer,  11  June,  1862.  Acting  Chief  Engineer,  21  Jolyt 
1863.    Resigned  15  August,  1863. 

Green,  Willis  M. 

Midshipman,  30  November,  1814.    Resigned  14  June,  1819. 

Green,  W.  M.,  Jr. 

Midshipman,  16  December,  1836.    Dismissed  19  September,  1840. 

Greene,  Albert  S. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  17 
November,  1862.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer,  • 
March,  1871. 

Greene,  Benjamin  F. 

Professor,  21  March,  1873.    Retired  list,  25  October,  1879. 

Greene,  Charles  H. 

Midshipman,  13  May,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  IS 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Conunander,  If 
July,  1862.    Wholly  retired  17  May,  1867. 

Greene,  Christopher  if. 

Midshipman,  1  February,  1827.     Resigned  23  October,  1827. 

GrcN^ne,  Daniel  H. 

Assistant  Surgeon,  18  October,  1833.  Passed  Assistant  Surgeon,  1  August,  1887* 
Surgeon,  8  September,  1841.    Dismissed  2  May,  1861. 

Greene,  David  M. 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  28  Octobtfi 
1862.  First  Assistant  Engineer,  1  January,  1865.  Resigned  16  Septcmb*» 
1869. 

GrcN^ne,  Edward  K. 

Mate,  21  November,  1864.  Honorably  discharged  6  May,  1867.  Mate,  26  Nof«»* 
ber,  1869.    Deserted  16  April,  1872. 

Greene,  Francis  £. 

Midshipman,  25  September,  1867.  Graduated  6  June,  •1871.  Ensign,  14  Wi 
1872.    Master,  16  June,  1875. 
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Franets  T. 

Assistant  Surgeon,  19  December,  18G2.    Acting  Passed  Assistant  Surgeon, 
igust,  1865.    Passed  Assistant  Surgeon,  Retired  list,  30  June,  1879. 

Frank  C 

Gunner.,  5  August,  1863.     Honorably  discharged  G  December,  1865. 

George  Maxon. 

Lssistant  Engineer,  25  Auijust,  1862.  Second  Assistant  Engineer,  20  Feb- 
,  1864.    First  Assistant  Engineer,  1  January,  1808.    Died  2  June,  1878. 

George  W. 

er,  16  November,  1875. 

Hugh  W. 

28  February,  1889.    Resigned  15  May,  1851. 

lames  €• 

Ensign,  11  November,  1862.  Dismissed  7  June,  1863.  Acting  Ensign,  8 
aiber,  1864.     Honorably  discharged  29  July,  1805. 

fames  HI* 

I's  Mate,  20  April,  1825.  Surgeon,  4  December,  1828.  Retired  21  Decem- 
861.    Medical  Director  on  Retired  list,  3  March,  1871.    Died  9  June,  1871. 

Paul. 

Ensign,  17  September,  1864.    Honorably  discharged  13  July,  1865. 

Assistant  Surgeon,  5  November,  1863.    Resigned  18  May,  1865. 

Samuel  Dana. 

Midshipman,  21  September,  1855.  Midshipman,  9  June,  1859.  Lieutenant, 
jijust,  1861.  Lieutenant-Commander,  11  August,  1865.  Commander,  12 
aber,  1872. 

Hewart. 

Second  Assistant  Engineer,  28  March,  1863.  Resigned  10  April,  1863. 
g  Second  Assistant  Engineer,  21  May,  1868.  Honorably  discharged  19 
er,  1865. 

Theodore  P. 

man,  1  November,  1826.    Passed  Midshipman,  28  April,  1832.     Lieuten- 
0  December,  1837.     Commander,  14  September,  1855.     Captain,  16  July, 
Commodore,  24  July,  1867.    Retired  1  November,  1871.    Rear-Admiral, 
;d  list,  24  May,  1872. 

RTllliam  A. 

t  Surgeon,  7  March,  1838.    Died  November,  1839. 

RTiUiam  R. 

Second  Assistant  Engineer,  17  December,  1861.  Killed  in  action  at  Gal- 
i,  Texas,  1  January,  1863. 

gh,  John. 

Snsign,  19  December,  1863.    Honorably  discharged  5  May,  1808. 

igh,  J.  W.  B. 

t  Surgeon,  7  March,  1838.  Resigned  10  September,  1844.  Re-appointed 
ril,  1&7.  Passed  Assistant  Surgeon.  Retired  14  May,  1861.  Dismissed 
,  1861. 

ir,  James.  v 

man,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
vember,  1814. 

r,  Charles  II. 

ssistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  August, 
First  Assistant  Engineer,  11  October,  1806. 

r,  Frederick  W. 

man,  29  July,  1863.  Graduated  1  June,  1807:  Ensign,  18  March,  1908. 
r,  21  March,  1870.     Lieutenant,  31  October,  1871. 


300  GENERAL  NAVY  REGISTER. 

Oreenleaf,  Jonathan 

Midshipman,  81  October,  1709.     Died  30  June,  1800. 
Green 0W9  John. 

Carpenter,  date  not  known.    Last  appearance  on  Records  of  Navy 
Greenow,  Samnel. 

Carpenter,  15  April,  1799.    Warrant  returned  1  May,  1801. 
Green  way,  €•  Hunter. 

Mate,  6  May,  1870.    Resigned  21  November.  1871. 
Green  way,  William  W.  T. 

Acting  Assistant  Paymaster,  1  August,  1801.    Dismissed  4  December,  1808. 
Greenwell,  £dward. 

Midshipman,  9  June,  1811.    Dismissed  4  December,  1819. 

Greenwood,  Charles  H. 

Mate.    Deserted  25  April,  1866. 

Greenw<NMl,  £•  1a. 

Midshipman,  1  December,  1826.    Resigned  18  May,  1883. 
Greenw<NMl,  €(eorge  W. 

Acting  Third  Assistant  Engineer,  14  May,  1864.    Honorably  diBcharsed  10  Awo^ 
1865. 

Greenwood,  John  T« 

Acting  Third  Assistant  Engineer,  8  October,  1863.    Honorably  diachaiged  St  9^' 
tober,  1868. 

Greenwood,  Thales. 

Midshipman,  1  January,  1808.    Dismissed  6  November,  1809. 

Greer,  Alexander. 

Third  Assistant  Engineer,  1  December,  1854.  Second  Assistant  Engineer,  9 
1857.  First  Assistant  Engineer,  2  August,  1859.  Chief  Engineer,  21  ICay, 
Died  10  September,  1867. 

Greer,  James  A. 

Midshipman,  10  January,  1^48.    Passed  Midshipman,  15  June,  1854.    Master,  L 
Se])tember,  1855.      Lieutenant,  10  September,  1855.      T  ii  iili  iiiiiil  rniiiinsiMlii^^i 
16  July,  1862.    Commander,  25  July,  1806.    Captain,  26  April,  1876, 

Greeves,  Thomas. 

Midshipman,  9  November,  1813.    Died  in  1817. 

Grefcs,  John. 

Mate,  24  January,  1803.  Acting  Ensign,  13  February,  1864.  Honorably  di^ 
charged  12  December,  1805. 

GreiciCy  William. 

Mate,  24  January,  1803.    Appointment  revoked  (Sick,)  1  August,  1868. 

Gregs,  William  J¥. 

Mate,  23  September,  1802.  Dismissed  4  February,  1803.  Mate,  4  February,  18©^ 
Discharjred  29  April,  1805.  Mate,  22  April,  1870.  Appointment  revoked  9^ 
September,  1870. 

Gregory,  Francis. 

Midshipman,  23  May,  1840.  Passed  Midshipman,  11  July,  1846.  Died  27 
ruary,  1852. 

Grei^ory,  Franels  II.  ^. 

Midshipman,  16  January,  1809.  Lieutenant,  28  June,  1814.  Commander,  *^ 
April,  1828.  Captain,  18  Januarv,  1838.  Kear- Admiral  on  Retired  list,  16  JoIJ* 
1802.    Died  4  October,  1800. 

Gregory^  Frank  F.  .0 

Mate,  27  April,  1804.  Acting  Ensign,  18  May,  1805.  Honorably  dischaiged  *^ 
July,  1805. 

Grencory,  George  A. 

Mate,  3  June,  1864.    Honorably  discharged  13  May,  1866. 
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C^vegory,  Henry  H. 

Acting  AfiBistant  Paymaster,  31  October,  1863.  Honorably  discharged  21  Novem- 
ber,  1865.  ' 

Gregory,  H.  M. 

Acting  Assistant  Surgeon,  2  August,  1861.     Resigned  27  February,  1862. 

Orei^ory,  H.  P. 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer,  80 
July,  1863.    Resigned  27  April,  1865. 

Ore^^ory,  Hugh  M. 

Acting  Master,  27  May,  1861.  Acting  Volunteer  Lieutenant,  13  October,  1862. 
Resigned  6  February,  1864. 

Ctrei^ory,  John  H. 

Mate,  4  November,  1861.  Acting  Ensign,  1  April,  1864.  Honorably  discharged 
80  November,  1865.  Acting  Ensign,  22  August,  1867.  Mustered  out  9  Decem- 
ber, 1868. 

Gregory,  Joseph,  Jr. 

Mate,  24  December,  1861.    Honorably  discharged  24  October,  1865. 

Gregory,  Justus  £• 

Acting  Assistant  Surgeon,  16  February,  1864.  Honorably  discharged  9  October, 
1865. 

Qrtigory,  Michael  B« 

Acting  Master,  24  July,  1861.    Dismissed  1  October,  1861. 

^i^gory,  Richard  €• 

Assistant  Surgeon,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Gregory,  Bohert. 

Mate,  20  June,  1868.    Deserted  18  September,  1863. 

Gregory,  Samuel  B. 

Acting  Master,  3  October,  1861.     Resigned  15  November,  1864. 
Gregory,  Thomas  B. 

Acting  Volunteer  Lieutenant,  1  October,  1862.  Honorably  discharged  80  October, 
1865. 

C^regory,  Weston. 

Mate,  5  March,  1862.    Acting  Ensign,  26  December,  1862.    Resigned  8  May,  1863. 

Gregory,  William  B. 

Acting  Master,  20  August,  1861.  Dismissed  6  September,  1861.  Re-appointed  8 
October,  1861.    Appointment  revoked  27  June,  1862. 

^t^gory,  William  B. 

Mate,  7  January,  1864.    Honorably  discharged  21  May,  1866. 

^^«nliek9  Joseph. 

Mate,  17  May,  1864.    Dismissed  3  August,  1865. 

^^ennel.  Moss  H. 

Midshipman,  80  April,  1800.  Lieutenant,  19  February,  1807.  Dismissed  1  August, 
1807. 

^^ennel,  Sloss  H. 

Master,  24  April,  1812.    Died  24  Mardi,  1813 

^^^eppin,  Joseph. 

Acting  Second  Assistant  Engineer,  10  December,  1862.  Honorably  discharged 
28  March,  1867. 

^^ejr,  Henry  W. 

Mate,  10  September,  1864.    Honorably  discharged  4  October,  1865. 

^Yice,  Francis. 

Kaval  Constructor,  7  May,  1817.    Chief  Naval  Constructor,  1  December,  1846. 

ttrice,  Joseph. 

Carpenter,  19  February,  1819.  Last  appearance  on  Records  of  Navy  Department, 
24  February,  1819. 
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Gridlejr,  Charles  Ternon. 

Acting  Midshipman,  2G  September,  1860.  Acting  Ensign,  1  October,  18631 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Cominasder, 
12  March,  1868. 

Grier,  Edward  H. 

Mate,  17  December,  1864.    Honorably  discharged  26  October,  1865. 
Grier,  €(eorge  W« 

Acting  Third  Assistant  Engineer,  11  February,  1864.  Honorably  diachaiged  I 
October,  1866. 

Grier,  Henry  F« 

Acting  Third  Assistant  Engineer,  19  October,  1863.  Honorably  diachaiged  T 
October,  1865. 

Grier,  John  A. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  SI  July, 
1858.  First  Assistant  Engineer,  8  August,  1859.  Chief  Engineer,  81  Jinmiji 
1862.    Resigned  15  November,  1865. 

Grier,  John  W. 

Chaplain,  8  March,  1825.    Resigned  15  October,  1850. 

Grier,  William. 

Assistant  Surgeon,  7  March,  1838.  Passed  Assistant  Surgeon.  Btngeon,  14Apifl» 
1852.  Medical  Director,  8  March,  1871.  Surgeon-General,  Retired  list|  6  Octo- 
ber, 1878. 

Grieve,  Cliarleft. 

Mate,  9  January,  1864.  Acting  Ensign,  80  August,  1864.  Acting  ]CMter«6  Apd, 
1865.    Honorably  discharged  7  July,  1866. 

Griffin,  Alien. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Died  18  BeptanlNi^ 
1828. 

Griffin,  Charles  £•  !«• 

Midi^ipnian,  2  November,  1828.  Passed  Midshipman,  14  June,  1884.  Dinnitfed 
11  January,  1849. 

Griffin,  Colnmbnci  !«• 

Acting  Third  Assistant  Engineer,  1861.  Appointment  revoked  (Sick,)  19  Maid^ 
1862.  Actin  Third  Assistant  Engineer,  1  August,  1862.  Appointment  revok«i 
(Sick,)  15  September,  1862. 

Griffin,  Georfi^e  B. 

Mate,  27  Fcbruar>',  1863.    Acting  Ensign,  17  April,  1864.    Honorably  dischazge^ 
25  October,  1865. 

Griffin,  Geori^e  W. 

Acting  Assistant  Paymaster,  14  January,  1862.    Resigned  19  September,  1864. 

Griffin,  Israel  S. 

Midshipmuu,  4  March,  1823.     Dismissed  8  June,  1831. 

Griffin,  James. 

Gunner,  26  February',  1840.    Appointment  revoked  13  December,  1840. 

Griffin,  John. 

Mate,  8  May,  1802.     Acting  Ensign,  81  August,  1803.    Honorably  diac; 
November,  IbOo.     Mute,  15  March,  18G7.     In  service. 

Griffin,  I^arlcin. 

Assistant  Surgeon,  8  September,  1802.     Surgeon,  27  November,  1804.    Dio»^ 
November,  1814. 

Griffin,  liOTi, 

First  Assistant  Engineer,  1  November,  1842.     Disrated  to  Second  Assistant 
neer,  28  July,  1815.     Resigned  2  November,  1847. 

Griffin.  Robert  Xeoliols. 

Midshipman,  21  January,  1862.  Graduated  22  November,  1864.  Died  7  Sep* 
ber,  1867. 
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Griffin,  Robert  S. 

Cadet  Engineer,  1  October,  1874,    Graduated  20  June,  1878. 
driffin,  Samuel  I«. 

Acting  Ensign,  7  October,  1863.    Resigned  3  December,  1868. 
driffin,  Samuel  P. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.    Dis- 
missed 15  June,  1854. 

driffin,  Thomasi  D. 

Midshipman,  20  September,  1872.    Graduated  20  Jime,  1876.    Ensign,  1  Novem- 
ber, 1879. 

driffin,  Thomas  J. 

Second  Assistant  Engineer,  28  May,  1861.    Resigned  6  April,  1863. 
driffln,  Timothy  J. 

Bailmaker,  13  May,  1846.    Resigned  6  April,  1852. 

driffln,  William. 

Acting  Third  Assistant  Engineer,  13  February,  1865.    Honorably  discharged  16 
Beptember,  1865. 

Griffin,  William  P. 

Middiipman,  1  October,  1827.    Passed  Midshipman,  10  June,  1888.    Lieutenant, 
28  February,  1838.    Died  4  December,  1851. 

Cbriffing,  George  H. 

Acting 'Assistant  Paymaster,  18  November,  1864.    Passed  Assistant  Paymaster,  23 
July,  1806.    Paymaster,  8  October,  1874. 

CIriffith,  Alberto. 

Midshipman,  1  November,  1826.    Passed  Midshipman,  28  April,  1832.    Lieuten« 
ant,  0  September,  1887.    Died  20  December,  1842. 

CMffith,  Alfred. 

Assistant  Surgeon,  16  October,  1867.    Resigned  13  October,  1871. 

CMffith,  Milton. 

Acting  Ensign,  81  March,  1863.    Appointment  revoked  10  January,  1865. 

CMfltlM  Samuel  H. 

Assistant  Surgeon,  15  December,  1877. 

CMAth,  TheophiluB. 

Mate.  28  January,  1802.    Resigned  9  September,  1862. 

«rifflth,  William. 

Acting  Guuner,  5  August,  1863.    Deserted  10  November,  1863. 

Qrtffith,  William. 

Midshipman,  17  February,  1800.    Lost  on  the  "■  InaurgenV 

Griffiths,  Bominiek  £. 

Mate,  2  November,  1863.    Discharged  22  April,  1864. 

fisiffiths,  Herhert  M. 

Carpenter,  25  September,  1861. 

O^iffitiis,  Isaac  J. 

Third  Assistant  Engineer,  16  January,  1863.    Resigned  20  February,  1863. 
^^iffllhs,  John  J. 

Acting  Assistant  Paymaster,  16  September,  18G2.    Resigned  30  May,  1864. 

Ci»ifflths,  John  W. 

Acting  Ensign,  27  April,  1864.    Honorably  discharged  29  October,  18C5. 

^^iffiths,  Montn^omery  P. 

Acting  Third  Assistant  Engineer,  15  September,  18G4.    Honorably  discharged  4 
September,  1865. 

^«lliths,  Oliver  W. 

Carpenter,  16  September,  1862.    Resigned  15  October,  1808. 

^^rlfliths,  Walter  B. 

Acting  Gunner,  13  December,  18C2.    Resigned  10  August,  1864. 
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Grigffs,  Charles  ]>• 

Mate,  2  September,  1864.    Honorably  discharged  8  October,  1865. 

GriggSf  Georgre  H. 

Acting  Third  Assistant  Engineer,  15  January,  1862.    Resigned  24  Maic]i,18ttL 
Acting  Third  Assistant  Engineer,  12  June,  1862.    Resigned  16  December,  1881 
Grlmball,  John. 

Actiuff  Midsliipman,  23  September,  1854.    Midshipman,  11  June,  1858.    Resigned 

24  December,  1860. 

Grimliall,  William. 

Midshipman,  1  September,  1811.    Resigned  20  December,  1813. 

Grimes,  James  McF. 

Midshipman,  28  July,  1863.  Graduated  June,  1807.  Ensign,  18  December,  1888. 
Master,  21  March,  1870.    Lieutenant,  26  December,  1871. 

Grimes,  John. 

Acting  Third  Assistant  Engineer,  16  April,  1863.  Honorably  discbaiged  180eto> 
ber,  1865. 

Grimes,  John., 

Acting  Third  Assistant  Engineer,  6  August,  1866.    Mustered  out  5  3Iarch,  1888. 

Grimke,  Benjamin  H. 

Midshipman,  80  November,  1814.  Lieutenant,  13  January,  1825.  Drowned  k 
November,  1825. 

Grimshaw,  £•  S. 

Midshipman,  4  August,  1823.    Resigned  16  October,  1823. 

Grinnell,  II.  Walton. 

Mate,  23  June,  1862.  Acting  Ensign,  11  November,  1862.  Acting  Msster,  8 
January,  1864.  Acting  Volunteer  Lieutenant.  3  May,  1865.  Ensign,  but  did 
not  accept,  12  March,  1868.    Honorably  discharged  25  July,  1868. 

GriscMim,  John  S. 

Mate,  12  October,  1862.    Acting  Ensign,  22  February,  1 864.    Killed  on  "  MaekiMt," 

25  December,  1864. 

Griswold,  Charles  I>enning. 

Midshi])man,  20  Noyember,  1861.    Graduated  22  Noyember,  1864.    EnsigD,  ^ 
December,  1866. 

Griswold,  BaTid  H. 

Mate,  20  December,  1861.    Resigned  (Sick,)  3  December,  1862. 

Griswold,  Edward  I>. 

Lieutenant,  31  October,  1799.    Resigned  29  September,  1800. 

Griswold,  George  B. 

Purser,  15  September,  1853.    Died  5  April,  1857. 

Griswold,  George  B. 

Mate,  2  May,  1862.    Deserted  30  March,  1863. 

Griswold,  William  Ji. 

Acting  Master,  9  July,  1861.    Honorably  discharged  18  September,  1800. 

GriTett,  John  W. 

Acting  Master  and  Pilot,  1  October,  1864.    Uonorably  discharged  27  Decern 
1865. 

Grooms,  Robert  I«. 

Acting  First  Assistant  Engineer,  11  May,  1863.    Dismissed  5  August,  1868. 

Gross,  CJharles  W« 

Mate,  29  June,  1863.    Appointment  revoked  13  April,  1864. 

Gross,  I>aniel  H. 

Mate,  8  January,  1862.    Acting  Ensign,  23  May,  1863.    Dismissed  5  Decent 
1863. 

Gross,  F.  A. 

Acting  Ensign,  30  May,  1803.     Acting  Master,  8  Mav,  1865.    Honorably 
charged  23  December,  1805. 
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C(ros«4  Frederick  A.,  Jr. 

Mate,  29  December,  1863.    Honorably  discharged  25  October,  1865. 

Clr<ra»9  Thomas  II.  P. 

Mate,  5  September,  1863.    Resigned  30  June,  18C5. 

Cir<raTenor,  G.  H. 

Mate,  27  April,  1865.  Honorably  discharged  24  December,  1865.  Mate,  26  May, 
1866.    Resigned  13  October,  1866. 

Groth,  Theodore  A. 

Acting  Third  Assistant  Engineer,  22  3Iarch,  1865.  Honorably  discharged  7  Octo- 
ber, 1865. 

Gront,  John  K« 

Midshipman,  21  November,  1848.     Dropped  12  July,  1849. 

Grove,  Francis  H. 

Acting  Master,  22  January,  1862.    Honorably  discharged  23  November,  1865. 
GroTC,  James  B. 

Mate,  29  December,  1863.    Resigned  6  May,  1865. 

Grove,  Thomas  G. 

Actin^^  Master,  18  June,  1862.  Acting  Volunteer  Lieutenant,  4  February,  1865. 
Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March, 
1870. 

GroTcr,  Fldridge  II. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Appointment  revoked  (Sick,) 
8  November,  1864. 

Groves,  Charles  li. 

Acting  Third  Assistant  Engineer,  2  September,  1864.  Honorably  discharged  30 
June,  1865. 

Groves,  Geori^e  J. 

Acting  Master,  1  October,  1862.     Honorably  discharged  11  December,  1865. 

Grow,  Artemns  li. 

Acting  Thii-d  Assistant  Engineer,  25  July,  1863.  Honorably  discharged  31  Octo- 
ber, 1868. 

^rosier,  IVilliam  W. 

Acting  Master,  28  October,  1861.    Honorably  discharged  24  December,  1865. 

Qmbh,  C^eorge  G. 

Middiiipman,  4  June,  1801.    Discharged  17  March,  1804. 

Gnibh,  IVilliam  H. 

Acting  Ensign,  15  August,  1864.    Honorably  discharged  18  August,  1865. 

Gnniley,  William  R. 

Mate,  24  October,  1861.    Resigned  25  February,  1862. 

€»»nnd3r,  Felix. 

Midshipman,  21  October,  1845.    Dismissed  12  June,  1851. 

^■Tmes,  William  F. 

Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 

Gudgeon,  William  H. 

Acting  Ensign,  10  March,  1863.  Resigned  22  April,  1863. 

^^ernsey,  David  W. 

Acting  Assistant  Paymaster,  23  October,  1863.  Honorably  discharged  12  Septem- 
ber,  1865. 

Guernsey*  Thomson. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  15 
December,  1865. 

^^^rard,  Biehard  B. 

Third  Assistant  Engineer,  11  January,  1849.    Dismissed  20  July,  1850. 
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Gaertln,  FranK. 

Midshipman,  1  July,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  8  August,  1877. 

Gncst,  John. 

Midshipman,  16  December,  1837.  Passed  Midshipman,  20  June,  1843.  Master, 
16  July,  1850.  Lieutenant,  24  December,  1850.  Commander,  16  July,  1861 
Captain,  25  July,  1866.  Commodore,  12  December.  1872.  Died  12  JanoiiT, 
1879. 

Guild,  Cbarles  F. 

Acting  Assistant  Paymaster,  8  October,  1864.  Assistant  Paymaster,  12  December, 
1864.    Paymaster,  1  September,  1865. 

Guild,  Charles  Hf. 

Acting  Assistant  Paymaster,  19  September,  1861.    Mustered  out  28  April,  1889. 
Guild,  Henry  A. 

Acting  Third  Assistant  Engineer,  8  September,  1864.  Honorably  dischaiged  18 
December,  1865. 

Guild,  Samuel  £• 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Honorably  dischaiged  6  Jai- 
uary,  1866. 

Guilford,  Henry  M« 

Mate,  15  December,  1864.    Dismissed  13  March,  1866. 

GuiUon,  €.  T. 

Assistant  Surgeon,  9  February,  1837.  Passed  Assistant  Smgeon,  6  Jane,  184i 
Surgeon,  28  August,  1847.    Resigned  15  September,  1854. 

Guion,  John  A. 

Assistant  Surgeon,  20  June,  1838.    Resigned  80  January,  1848. 

Guiteras,  Haniel. 

Assistant  Surgeon,  3  June,  1879. 

Gulick,  Charles  H. 

Mate,  1  October,  1862.  Acting  Ensign,  22  June,  1863.  Honorably  discbaigedl^ 
November,  1865. 

Guliek,  John  S. 

Purser,  1  February,  1851.    Pay  Director,  3  March,  1871. 

Gumpert,  P.  P. 

Carpenter,  30  October,  1828.    Resigned  26  April,  1831. 

Gumphert,  William. 

Acting  Third  Assistant  Engineer,  4  December,  1863.    Acting  Second 
Engineer,  19  April,  1864.    Honorably  discharged  18  August,  1865. 

Gundenrath,  William. 

Acting  Third  Assistant  Engineer,  18  February,  1865.    Honorably  difichaige^-- 
September,  1865. 

Gunderson,  Hforg^an. 

Acting  Master,  27  December,  1861.    Dismissed  14  January,  1862. 

Gunn,  John- 
Mate,  G  June,  1862.    Acting  Ensign,  28  May,  1863.    Honorably  diBchaiged 
January,  1869. 

Gunn,  John  €•  C 

Midshipman,  17  December,  1810.    Appointed  Second  Lieutenant  Marine  Coi^^ 
13  September,  1812.    Last  appearance  on  Records  of  Navy  Department    T 
signed. 

Gunnell,  Francis  HI. 

Assistant  Sur<rcon,  22  March,  1849.    Surgeon,  23  April,  1861.    Medical 
3  March,  1871.    Medical  Director,  8  February,  1875. 

Gunnell,  Robert  H. 

Third  Assistant  Engineer,  17  February,  1800.    Second  Assistant  Engineer 
June,  1862.    First  Assistant  Engineer,  1  March,  1864.    Retired  8  July,  187*" 
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Innnlnfc*  Jofllah  H. 

Assistant  Surgeon,  3  September,  1861.     Resigned  20  April,  1805. 
Iniining,  William. 

Micialiipmon,  16  Jituu&r;,  180B.     Lost  at  Sea,  6  October,  1811. 
inrlcy.  Royal. 

MidBhipman,  S  December,  1709,    Resigned  25  February,  1801. 
Inthrle,  John  J. 

Midsliipmun,  28  February,  1834.    Pasaed  MidBhipmaii,  1«  July,  1840.    Master,  23 
Marcli,  1847.     Lieutenant,  7  July,  1847.     DiHmiased  13  July,  1801. 
iaj-enne.  Tfaomag. 

Midshipmau,  27  April,  1799.    Resigned  9  August,  1800. 
Inyer,  tieoi^e  II. 

Acting  Second  Assistant  Engiueer,  33  September,  1862.    Appointment  revoked 
15  July,  1865. 
Dwathme]-,  Wagblnrton. 

Midshipman,  31  July,  1833.    Passed  Midshipman,  33  June,  1888.    Lieutenant,  28 
Jmie,  1843.    Dismissed  17  April,  1861. 
Dwln,  William. 

Midshipman,  7  April,    1847.     Passed  Hidsbipman,  19  June,  1853.    Master,  IS 
September,  18S5.     Lieutenant,  16  September,  18QS.     Lieutenant- Commander,  16 
July,  18Q2.    Killed  in  battle,  8  January,  1803. 
Iwinn,  JotaD. 

Midshipman,  18  May,  1B09.    Lieutenant,  27  April,  1816.    Commander,  9  February, 
1837.     Captain,  17  April,  1843.     Died  4  September,  1849. 
Iwlnner,  Henry  W. 

Midshipman,  3  October,  1861.  Graduated  33  November,  1804.  Ensign,  1  Decem- 
ber. 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died  26 
September,  1872. 

Iaa«.  Clement  J. 

Mate,  18  November,  1861.    Died  1863. 
laasi  Jerome. 

Acting  Third  Assistant  Engineer,  24  December,  1863.    Honorably  discharged  4 
November,  1865. 
raberHtaam,  Alexander  W. 

Midshipman,  3  March,  1841.    Passed  Midshipman,  10  August,  1847.    Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Resigned  30  May,  1800. 
[nblRlinrHt,  Conrad  J. 

Third  Assistant  Engineer.  1  July,  1803.     Second  Assistant  Engineer,  3  September, 
1805.    First  Assistant  Engiueer,  17  September,  IHTi. 
[ablrsbaw,  William  If. 

Third  Assistant  Engineer,  20  July,  1861.    .Appointment  revoked  5  February,  1863. 
[ackelt,  Frank  W. 

Acting  Assistant  Paymaster,  II  September,  1863.     Resigned  6  October,  1804, 
[nckeft,  Samnel  H. 

Acting;  Midsliipman,  28  September,  1855.    Midshipman,  9  June,  1850.    Dismissed 
18  July,  1801. 
[ackley,  Georsc  S. 

Midshipman,  3  January,  1801.    Died  8  Julj,  1805. 
[add away,  Edward  H. 

Midahipman,20  June,  18UI).     Lieutenant,  0  December,  18U.     Died  15  June,  1817. 
Eaddaway,  W.  II. 

Midshipman,  30  June,   1806.      Lieutcuaut,  9  December,   1814.     Died  30  March> 
1815. 
[adden,  O.  W. 
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Ha«l(leii,  William  A. 

MidshipDiau,  28  September,  1SG5.    Graduated  June,  ISGO.    Ensign,  13  July,  1870. 
Master,  1  January,  1872.    Lieutenant,  12  March^  187(k 

Ha4l«loek,  Willlaim  J. 

Mate.     Resigned  80  June,  18G3. 

Haddock,  Worcester. 

Acting  Third  Assistant  Engineer,  24  March,  1865.    Appointment  revoked  IG 
June,  18G5. 

Ha«lflcld«  Joseph. 

Acting  Knsign,  7  October,  1803.    Honorably  discharged  20  August,  1805. 
Ha4lfleld,  William. 

Acting  Third  Assistant  Engineer,  10  September,  1804.    Honorably  discharged  "i 
August,  1805. 

Hadlejr,  Francis  J. 

Acting  Third  Assistant  Engineer,  10  January,  1803.    Acting  Second  Afliiitint 
Engineer,  7  October,  1804.    Honorably  discharged  24  December,  18G5. 

Hadley,  S.  W. 

Acting  Master  and  Pilot,  28  October,  1804.    Honorably  discharged  6  December, 
1805. 

Hafliii|!^toii,  Jesse. 

blaster,  15  September,  1813.    Discharged  15  April,  1815. 

Hafiier,  Josepli. 

Acting  Third  Assistant  Engineer,  18  February,  1805.    Honorably  discharged  25 
October,  1805. 

Hagaii,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1803.    Honorably  discharged  ST 
July,  1805. 

Hagenman,  John  William. 

Midshipman,  21  July,  1803.    Graduated  June,  1807.    Ensign,  18  December,  18(Si 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Hager,  FJiJah  W\ 

Chaplain,  1  March,  1873.    Died  7  July,  1880. 

Ilasernp,  Anthony. 

Acting  Ensign,  3  September,  1803.    Honorably  discharged  17  October,  1865. 

Hagicerty,  Francis  S. 

Midshipman.  17  February,  1833.  Passed  Midshipman,  28  June.  1838.  Lieutenant, 
19  December,  1843.  Commander,  11  October,  1801.  Retired  5  May,  IJ^ 
Captain  on  Retired  list,  4  April,  1807. 

Ha^srins,  Fdmnnd  II. 

Acting  Third  Assistant  Engineer,  8  December,  1803.    Honorably  dificbaiged    *' 
October,  1805. 

Hahn,  Jacoh. 

Mate,  2  February,  1803.     Dismissed  31  December,  1803. 

Haicrhtr   James 

Midshipman,  21  October,  1799.     Resigned  27  July,  1802. 

Haii^ht,  Samuel. 

Midshipman,  1  March,  1827.     Resigned  17  March,  1829. 

Hain,  Franklin  K.  ^   • 

Third  Assistant  Engineer,  21  November,  1857.    Resigned  9  August,  1858.    Th  ^^^ 
Assistant  £n£:ineor,  23  Alav,  ISiU.    Second  Assistant  Engineer,  29 
1802.    Resigned  24  January*  1803. 

Haines,  Matthias  B. 

Acting  Ensign.  13  December,  1802.     Honorably  discharged  10  December,  1865 ^ 

Haines,  Edward  li. 

Acting  Master,  7  December,  1801.     Honorably  discharged  11  January,  IfUM 
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lalnes^  Hiram. 

Third  Assistant  Engineer,  16  February,  1852.    Resigned  25  July,  1854. 

lalnes,  Martin  T.  B. 

Acting  Ensign,  22  January,  1863.  Acting  Master,  4  December,  180i5.  Honorably 
discharged  16  September,  I860.  Acting  Master,  11  December,  1866.  Mustered 
out  27  August,  1868. 

lalera,  £dward  W. 

Mate,  5  March,  1862.  Acting  Ensign,  27  November,  1863.  Honorably  discharcred 
3  February,  1866.  Acting  Ensign,  6  April,  1866.  Appointment  revoked  6  Feb- 
ruary, 1867. 

laid,  Tigo  I«.  T. 

Mate,  21  June,  1862.    Dismissed  17  December,  1862. 

laldentan,  Rol>ert  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.  Appointment  revoked  (Sick,) 
80  January,  1865. 

lale,  Bei^Jamin  P. 

Mate,  12  April,  1865.    Dismissed  2  March,  1866. 

lale,  Charles  R. 

Chaplain,  10  March,  1863.     Resigned  26  March,  1871. 

lale,  BaTid  W. 

Acting  Assistant  Paymaster,  24  May,  1802.  Resigned  8  March,  1868.  Acting 
Assistant  Paymaster,  25  September,  1803.    Mustered  out  17  November,  1865. 

lale,  £•  W.,  Jr. 

Mate,  28  September,  1861.    Resigned  10  July,  1863. 

lale,  Howard. 

Mate,  24  January,  1863.  Acting  Ensign,  17  January,  1864.  Honorably  discharged 
1  December,  1865. 

Bale,  Mark. 

Midshipman,  1  March,  1825.     Resigned  29  [May,  1832. 

Hale,  Thomas  O. 

Mate,  2  October,  1801.  Acting  Master,  81  March,  1802.  Dismissed  4  November, 
1802.  Mate,  20  February,  1803.  Acting  Ensign,  22  April,  18*»4.  Acting  Mas- 
ter, 26  May,  1805.    Honorably  discharged  81  August,  1865. 

Haley,  Patrick. 

Boatswain.  IS  October,  1878. 
Halford.  William. 

Gunner,  14  April,  1871. 

BTall,  Albert  B. 

Acting  Ensign,  5  December,  1804.     Honorably  discharged  7  August,  1865. 

*^«II,  Alfred  I-. 

Midshipman,  26  September,  1872.     Graduated  18  June,  1S79. 

^aii,  Asaph. 

Professor,  2  May,  1803. 
^ai|,  Astaton  H. 

Midshipman,  9  November,  1813.     Lost  in  the  "  W'asj)''  in  1815. 
^^1,  CliarleR. 

Master,  11  June,  1799.     Resigned  8  February,  1800. 

^^Il,  Charles. 

Mate,  7  August,  1802  Acting  Ensign,  10  September,  1804.  ITrmorably  discharged 
30  November,  1805.  Acting  Ensign,  18  May,  1800.  Mustered  out  23  Septem- 
ber, 1808. 

^11,  Charles  H.  II. 

Assistant  Surgeon,  1  May,  1874.     Passed  Assistant  Surgeon,  0  December,  1878. 

^tl,  Charles  N. 

^ate,  7  August,  1862.    Acting  Ensign,  24  February,  1863.     Re8igiic<l  %  3u\y, 
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1864.    Acting  Ensign,  8  October,  1864.    Honorably  discharged  21  July,  1ft 
Acting  Ensign,  1  February,  1807.    Mustered  out  17  July,  1868. 

Hall,  Crawford  W. 

Midshipman,  1  June,  1826.    Resigned  16  January,  1827. 

Hall,  BaTld. 

Master,  17  August,  1812.    Last  appearance  on  Records  of  Navy  Department 

charged. 

Hall,  Havid  A. 

Mate,  9  June,  1863.     Acting  Ensign,  9  July,  1864.    Honorably  discbaigecl       8 
August,  1868. 

Hall,  Harid  H. 

Mate,  7  October,  1864.    Resigned  17  May,  1865. 

Hall,  £ldrid|ce  H. 

Mate,  2  March,  1870.    Carpenter,  8  July,  1870. 

Hall,  Francis  €• 

Midshipman,  2  March,  1803.    Resigned  23  September,  1805. 

Hall,  Frank  €• 

Acting  Ensign,  4  October,  1864.    Ilonorably  discharged  80  July,  1868. 

Hall,  Oeorice. 

Acting  Third  Assistant  Engineer,  5  November,  1864.    Resigned  10  Hay,  1865. 

Hall,  George  B. 

Mate,  20  December,  1868.    Honorably  discharged  20  December,  1865. 

Hall,  George  F. 

Assistant  Paymaster,  11  June,  1862.    Died  2  September,  1862. 

Hall,  George  O. 

Acting  Second  Assistant  Engineer,  7  January,  1865.    Ilonorably  diacluiged 
January,  1866. 

Hall,  George  O. 

Acting  Second  Assistant  Engineer,  18  August,  1864.    Honorably  discharged 
January,  1866. 

Hall,  George  S. 

Acting  Second  Assistant  Engineer,  4  June,  1864.    Dismissed  5  November,  1864. 

Hall,  George  W. 

Mate,  9  June,  1868.    Dismissed  19  March,  1864. 

Hall,  George  W. 

Third  Assistant  Engineer,  8  May,  1859.    Stcond  Assistant  Engineer,  8 
18()1.    First  Assistant  Engineer,  25  July,  1866.    Resigned  16  November,  1 

Hall,  George  W. 

Third  Assistant  Engineer,  21  September,  1861.    Second  Assistant  Engineer^p^ 
August,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Hall,  Harry. 

Cadet  Engineer,  14  September,  1876.    Graduated  10  June,  1880. 

Hall,  H.  Clay. 

Acting  Master,  12  April,  1862.    Dismissed  28  August,  1862. 

Stall    Ifiaae 

Sa'ilmaker,  1  April,  1822.    Died  18  April,  1828. 

Hall,  James  €• 

Actijig  Ensign,  28  April,  1863.     Ilonorably  discharged  23  November,  1865. 

Hall,  John. 

Boatswain,  15  January,  1802.     Last  appearance  on  Records  of  Navy  Departna^ot 

Hall,  John. 

Boatswain,  16  March,  1866.     Died  22  February,  1880. 

Hall,  John. 

Midshipman,  11  January,  1832.    Passed  Midshipman,  28  June,  1888.    LieuteitfAl; 
28  June,  1843.    Reserved  list,  18  September,  1855.    Died  5  October,  18Ca 
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II9  John  €• 

Sailmaker,  25  August,  1829.    Last  appearance  on  Records  of  Nayy  Department, 

11  March,  1883. 

Jl,  John  H. 

Assistant  Surgeon,  81  March,  1874.    Passed  Assistant  Surgeon,  9  November,  1877. 

II,  John  li. 

Mate,  19  April,  1864.    Lost  on  ^^i^arowtM,"  4  January,  1866. 

*11,  John  li. 

Acting  Ensign,  24  February,  1864.    Acting  Master,  8  April,  1865.    Honorably  dis- 
charged 11  November,  1865. 

kU,  John  P. 

Midshipman,  29  December,  1840.    Passed  Midshipman,  11  July,  1846.    Master,  1 
March,  1855.    Dropped  13  September,  1855.    Died  8  September,  1862. 

III,  John  R. 

Gunner,  29  August,  1861.    Died  10  September,  1866. 

Ill,  John  S. 

Acting  Master,  12  August,  1861.    Resigned  28  May,  1862. 

Jl,  I«eonard. 

Master,  7  September,  1818.    Last  appearance  on  Records  of  Navy  Department. 
Dead. 

II,  Martin  £. 

Midshipman,  19  September,  1865.    Graduated  June,  1869.    Ensign,  12  July,  1870. 
Master,  12  December,  1873.    Lieutenant,  1  November,  1875. 

11,  Michael. 

Boatswain,  18  April,  1842.    Died  22  August,  1864. 

11,  Moses. 

Boatswain,  11  June,  1847.    Died  18  February,  1851. 

II,  Nathaniel,  Jr. 

Mate,  1  July,  1864.    Resigned  9  June,  1865. 

11,  Reynold  T. 

Assistant  Engineer,  22  April,  1880. 

11,  Richard  R. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  16  June,  1868. 

11,  Namnel. 

Acting  Master,  25  January,  1802.    Ilonorably  discharged  24  November,  1865. 

11,  Samuel  O. 

Acting  Second  Assistant  Engineer,  6  June,  1864.    Ilonorably  discharged  8  July, 
1865. 

11,  Sidney. 

Mate,  4  September,  1861.     Acting  Ensign,  21  May,  1868.    Honorably  discharged 

12  December,  1866. 

kll,  Thomas  G. 

Mate,  21  May,  1862.    Killed  in  action,  "  Diana;'  28  March,  1868. 

Jl,  Thoman  IV. 

Acting  First  Assistant  Engineer,  12  August,  1863.    Honorably  discharged  28  Sep- 
tember, 1865. 

Jl,  T.  R. 

Boatswain,  15  November,  1886.    Died  27  September,  1857. 

Jl,  Warren. 

Midshipman,  17  December,  1810.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 

kll,  Wesley  R. 

Acting  Third  Assistant  Engineer,  80  August,  1864.     Honorably  discharged  8 
October,  1865. 
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Hall,  Wllbnm  B. 

Acing  Midshipman,  9  June,  1855.    MidBhipman,  20  September,  1855.    Resigned 

7  March,  18G1. 

Ball,  millam. 

Hidshipmnn,  1  January,  1812.    Last  appearance  on  Records  of  Navy  Departmenti 

8  November,  1812.    Dead. 

Ball,  William. 

Midshi))inuii,  16  January,  1809.  Last  a2)X)earancc  on  Records  of  Navy  Depurtmcit, 
10  July,  1812. 

Ball,  William  B. 

Midshipman,  1  January,  1808.    Dismissed  3  May,  1813. 

Ball,  William  D. 

Acting  Ensign,  11  June,  1863.    Dismissed  20  October,  1864. 

Ball,  William  B. 

Mate,  4  December,  1867.    Mustered  out  20  April,  1869. 

Ball,  William  K. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  U 
January,  1849.  First  Assistant  Engineer,  26  February',  1851.  Resigned  15  Fdh 
ruary,  1853. 

Balladay,  Charles  S. 

Acting  Assistant  Paymaster,  7  June,  1864.    Appointment  revoked,  8  June,  1865b. 

Ballet,  F.  A. 

Mid^ipman,  13  September,  1841.    Resigned  1  December,  1845. 

Ballett,  Charles. 

Acting  Muster,  4  November,  1861.    Honorably  discharged  22  August,  1806. 

Ballett,  Daniel  B. 

Mate,  11  September,  1862.  Acting  Ensign,  20  December,  1863.  Resigned  li 
May,  1864. 

Ballett,  George  B. 

Acting  Ensign,  Coast  Survey,  duty  30  November,  1866.    Mustered  out  80  November, 

1808.  . 

Ballett,  James  B. 

Acting  Muster,  12  August,  1861.     Resigned  30  July,  1862. 

Ballett,  Oliver. 

Mate.     Kebigned  27  Jmie,  1862. 

Ballett,  Warren. 

Acting  Ensign,  15  December,  1862.     Resigned  1  June,  1863. 

Balloek,  Isaae. 

Mate,  23  October,  1801.  Acting  Ensign,  2  April,  1864.  Acting  Master,  25  JUJ, 
1805.     Ilonurably  discharged  8  June,  18G8. 

Balloway,  James  t\ 

Mate,  13  February,  1804.     Resigned  11  June,  1864. 

Ballowell,  Franelfi  P. 

Third  Assistant  Engineer,  B  September,  1863.     Resigned  12  November,  1867. 

Ballowell,  Georice  A. 

Master,  4  October,  1798.  Disappeared  till  5  December,  1S12.  Ap]>ointed  Mafitcji 
6  Decenil)er,  1812.  Last  appearance  on  Records  of  Navy  Dei)artment,  lli20» 
Furlougbed. 

Balplii,  John.  . 

Acting  Third  Assistant  Engineer,  7  October,  1802.  Appointment  revoked  (SiWi* 
13  November,  1H03.  Acting  Third  Assistant  Engineer,  20  April,  1864.  »•' 
signed  5  May,  1805. 

Balplne,  !¥•  J.  Ii.  T. 

Midshipman,  t  June,  1871.    Graduated  18  June,  1879. 
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lird  Assistant  Engineer,  20  August,  1864.    Lost  on  **  Narcisaus^''^  4  Jana- 
6. 

rilllam  F. 

Qveniber,  1862.    Appointment  revoked  (Sick,)  4  June,  1863. 

an,  81  October,  1799.    Resigned  2  October,  1800. 

April,  1812.    Died  2  January,  1888. 

lehard  £• 

istaut  Engineer,  16  January,  1863.    Resigned  30  October,  1868. 

llllam  F. 

An,  21  September.  1869.    Graduated  31  May,  1873.    Ensign,  16  July» 
Master,  18  March  ,h  880. 

Israel  T. 

isign,  10  September,  1862.    Resigned  11  May,  1805. 

HT*  H*  R* 

an,  1  November,  1828".     Resigned  10  December,  1829. 

*rank  W. 

«igiied  8  April,  1862.     Acting  Pinsign,  12  October,  1868.     Honorably 
jed  4  November,  1805. 

Andrew  T. 

isign,  16  October,  1862.    Honorably  discharged  2  October,  18G5. 

a,  John  N. 

26  October,  1819.    Purser,  26  May,  1824.    Retired  21  December,  1861. 
December,  1870. 

n,  Samnel. 

April,  1812.    Died  18  January,  1851. 

9  James  W. 

December,  1863.    Acting  Ensign,  21  April,  1865.    Honorably  discharged 
uary,  1866. 

tenjamln  F. 

jsistunt  t^urgeon,  27  October,  1863.    Resigned  81  August,  1804.     Acting 
it  Surgeon,  1  November,  1804.    Honorably  dischaiged  16  Ai)ril,  18G6. 

hoinas  in. 

lau,  26  June,  1847.     Resigned  24  August,  1849. 

,  George  W. 

lan,  18  May,  1809.     Lieutenant,  3  May,  1815.     Died  12  September,  1823. 

,  George  W. 

lan,  1  September,  1837.    Passed  Midshipman,  29  June,  1843.    Resigned 
1, 1850. 

,  I«eirl8  R. 

''ebruary,  1802.     Acting  Ensign,  3  December,  1863.     Honorably  dis- 
.  23  July,  1806. 

.  Robert. 

lan,  1  January,  1812.     Died  in  March,  1815. 

,  ThoiiiRH  S. 

:  January,  1812.    Lieutenant,  27  April,  1810.     Dismissed  16  July,  1831. 

Alaiisou. 

^mie,  1803.    Honorably  discharged  7  August,  1865. 

Alexander. 

ister,28  October,  1861.     Dismissed  23  September,  1862. 

Archibald. 

an,  18  Mav    1809.     Lieutenant,  24  July,  1813.     Killed  in  action  15 
',  1815. 
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Hainllton,  Bnrt* 

Acting  Third  Assistant  Engineer,  2i  December,  1864.    Ilonorably  diseharged  S7 
July,  1865. 

Hamilton,  €•  B« 

Assistant  Surgeon^  2  April,  1811.    Surgeon,  15  April,  1814.    Resigned  13  April, 
1836. 

Hamilton,  Charles  €• 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Dismissed  21  September,  1863i 

Hamilton,  Cliarles  H. 

Acting  Master,  17  September,  1861.    Resigned  7  February,  1865. 

Hamilton,  Cleason  F. 

Acting  Third  Assistant  Engineer,  20  July,  1864.    Honorably  dischaxged  20  Jnii' 
ar>',  1806. 

Hamilton,  Edward  W. 

Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  Departnati 
lb22. 

Hamilton,  Henry. 

Gunner,  20  August,  1861.    Appointment  revoked  23  September,  1868. 

Hamilton,  James. 

Acting  Gunner,  24  March,  1864.    Appointment  revoked  9  January,  1865. 

Hamilton,  James. 

Acting  First  Assistant  Engineer,  30  July,  1802.    Deserted  5  February,  1868. 

Hamilton,  James. 

Assistant  Surgeon,  22  July,  1844.    Died  6  September,  1854. 

Hamilton,  James  A. 

Acting  Ensign,  20  December,  1862.    Acting  Master,  recommendation  of  Coin^      ^ 
manding  Officer,  16  July,  1864.    Honorably  discharged  1  March,  1866. 

Hamilton,  James  F. 

Acting  Assistant  Paymaster,  19  May,  1863.    Assistant  Paymaster,  8  March,  185^ 
Paymaster,  29  June,  1866.    Resigned  14  January,  1875. 

Hamilton,  James  T. 

Acting  Ensign,  22  October,  1864.    Honorably  discharged  29  August,  1865. 

Hamilton,  John.  ^^i 

Mi'lshipman,  4  July,  1818.     Lieutenant,  3  March,  1827.     Lost  in  the  *' Eomet^ 
September,  1829. 

Hamilton,  John  R. 

Midsliipnian,  8  September,  1845.    Passed  Midshipman,  6  October,  1851.    Masti 
19  September,  1855.     Lieutenant,  16  Sejitember,  1806.    Resigned  15  ~ 
1800. 

Hamilton,  John  li. 

Acting  Master,  18  January,  1862.     Honorably  discharged  15  January,  1866. 

Hamilton,  John  W. 

Acting  Assistant  Surgeon,  24  November,  18G1.     Honorably  discharged  4  Augoi^'^ 
18C5. 

Hamilton,  Robert. 

Master,  1  March,  1814.    Resigned  21  November,  1814. 

Hamilton,  Robert.  _ 

Acting  Third  Assistant  Engineer,  13  September,  1861.    Resigned  11  Pebrmr'""** 
18C2. 

Hamilton,  Robert  B. 

Mate,  6  March,  1805.    Honorably  discharged  9  September,  1865. 

Hamilton,  Robert  W. 

Lieutenant,  17  September,  1798.    Resigned  25  January,  1802. 

Hamilton,  Thomas  H. 

Acting  Third  Assistant  Engineer,  17  May,  1864.    Honorably  dischaxged  21  JtJft 
1865. 
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unllton,  Thomas  J. 

Acting  Third  Assistant  Engineer,  15  August,  1864.  Ilonorably  discharged  30 
October,  1865. 

iinllton,  William 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  12  April,  18G4. 
Acting  Volunteer  Lieutenant-Commander,  17  July,  1865.  Honorably  discharged 
15  Apnl,  1866. 

unlUon,  William  F. 

Acting  Master,  1  October,  1862.  Acting  Volunteer  Lieutenant,  10  October,  18G2. 
Resigned  6  April,  1868. 

Gimlltoii,  William  H. 

Gunner,  15  June,  1850.    Died  18  September,  1865. 

Bimlltoii,  William  J. 

Acting  Second  Assistant  Engineer  *1  October,  1862.  Acting  First  Assistant  Engi- 
neer, 29  March,  1864.    Honorably  discharged  8  November,  1865. 

RDilIn,  Benjamin  N. 

Mate,  6  July,  1863.    Lost  at  Sea,  21  August,  1863. 

RDilln,  Jolin  €• 

Hate,  11  October,  1861.  Acting  Ensign,  7  October,  1862.  Acting  Master,  con* 
sideration  of  good  service,  19  November,  1863.  Appointment  revoked  7  Decem- 
ber, 1865. 

unmatt,  Charles  0« 

Acting  Assistant  Paymaster,  5  September,  1863.  Ilonorably  discharged  27  Jan* 
uary,  1866. 

Unmett,  Cbarles. 

Mate.    Dismissed  24  September,  1862. 

tumett,  William,  Jr. 

Mate,  5  March,  1863.  Acting  Ensign,  18  November,  1803.  Honorably  discharged 
9  November,  1865. 

kmmond,  Charles  E. 

Assistant  Paymaster,  14  November,  18G1.    Died  27  February,  1862. 

kinmond,  C.  Ij.  O. 

Midshipman,  8  November,  1847.    Resigned  23  March,  1854. 

tmmond,  George  F. 

Acting  Master,  7  December,  1861.     Resigned  5  May,  1864. 

immond,  G.  W. 

Acting  Ensign,  Admiral  Dahlgren's  Staff,  20  August,  1864.  Resigned  11  January, 
1865. 

kmmond,  Jcraeph  H. 

Acting  Master,  27  December,  1861.    Resigned  2  April,  1802. 

immond,  Joslah. 

Mate,  28  October,  1861.  Acting  Master,  18  February,  1862.  Dismissed  6  June, 
1862. 

immond,  Nathan  W. 

Acting  Master,  1  April,  1802.  Acting  Volunteer  Lieutenant,  29  November,  1862. 
Honorably  discharged  8  August,  1865. 

immond,  W. 

Midshipman,  29  December,  1840.    Resigned  27  October,  1846. 

imre,  0enry. 

Mate,  1  September,  1862.  Acting  Ensign,  31  July,  1863.  Honorably  discharged 
21  January,  1806. 

uiaway,  James  W. 

Mate,  4  November,  1864.    Honorably  discharged  21  July,  1865. 

tneoek,  John. 

Mate,  21  March,  1802.  Acting  Ensign,  8  October,  1803.  Honorably  discharged 
8  November,  1865. 
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Hand,  Rayard  £• 

Midshipman,  7  April,  1847.    Passed  Midsliipmnii,  10  June,  1853.    Matter,  Uf 
September,  1855.    Lieuteuant,  16  September,  1855.    Died  16  July,  1859. 
Hand,  Benjamin. 

Acting  First  Assistant  Engineer,  17  November,  1862.     AppointmeDt  nfokfld 
(Sick,)  17  March,  1804. 

Hand,  George  Ballafi. 

Midshipman,  9  September,  1847.     Resigned  28  April,  1853. 
Hand,  Henry  W« 

Acting  Master,  13  November,  18^1.    Honorably  discharged  21  Febmiiji  1881 
Acting  Master,  1  May,  1»60.    Mustered  out  1  Februai-y,  1869. 

Hand,  Jasper. 

burgeon,  7  March,  1809.     Dismissed  9  April,  1810. 

Hand,  Samnel  T. 

Acting  Third  Assistant  Engineer,  l;$  August,  18G4.    Resigneii  29  May,  1865. 

Hand,  Hetlu 

Acting  Ensign,  1  July,  1803.    Honorably  discharged  21  October,  1868. 
Hand,  H.  S. 

Mate,  7  June,  1862.    Acting  Ensign,  10  December,  1863.    Honorably  discbiiged 

7  September,  1866. 

Hand,  William  H. 

Mate,  23  August,  1862.    Acting  Ensign,  4  Ax)ril,  1863.    Honorvibly  discharged  8 
April,  1809. 

Handey,  James  A. 

Acting  Ensign,  2  June,  1864.    Honorably  discharged  20  October,  1866. 

Hanfllan,  £ngene  Y. 

Acting  Ensign,  1  October,  1802.    Resigned  17  April,  1863. 

Handren,  John  W. 

Acting  Third  Assistant  Engineer,  17  May,  1801.     Resigned  23  April,  1862. 

Hands,  Robinson  W. 

Third  Assistant  Engineer,  1  February,  1802.    Lost  on  the  "  3/bnitor,"  81  December* 
1802. 

Handy,  Albert  G. 

Master,  28  Sei^tember,  1838.     Last  appearance  on  Records  of  Navy  Departmea**' 
Dead. 

Handy,  Bethnel  G. 

Acting  blaster,  4  November,  1801.      Disrated  to  Acting  Ensign,  28  Angust,  1881^' 
Resigned  2  Sei)tcmber,  1802. 

Hanfiy,  Charles  O. 

Purser,  29  December,  1817.    Resigned  4  June,  1846. 

Hanfiy,  Edwaril  li. 

Midshipman,  1  June,  1826.    Passed  Midshipman,  28  April,  1832.    Lientenant,^ 
March,  1837.    Commander,  14  J:?c[>tcnibcr,  1855.     Dismisbcd  14  June,  1861. 

Handy,  Henry  O. 

Midshipman,  28  July,  1805.      Graduated  June,  1800.      Ensign,  12  July,  18iC^ 
Master,  12  July,  1871.     Lieutenant,  9  November,  1874. 

Handy,  I^eTln. 

Midshipman,!  June,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, JP* 
Februai-y,  1841.    Died  14  September,  1842. 

Handy,  Robert. 

Midshi]nnan,  1  February,  1826.    Passed  Midshipman,  28  April,  1832.    Lientenai  '^ 

8  March,  1837.    Reserved  list,  13  Sci)teniber,  1855.    Commander  on  Active  li.    * 
14  September,  1855.    Retired  list,  0  February,  1802.    Commodore,  Retired  li 
4  April,  1807. 

Handy,  Sewall. 

Midshipman,  28  August,  1800.    Resigned  12  April,  1804. 
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pmaii,  29  January,  1314.     Died  27  October,  1S24. 
ianinel. 

Maaicr,  21  September.  18C1.     Honorobly  diBcLargctl  30  October,  I8CC. 
Hngh. 

Third  Asaistant  Engineer,  2S  September,  1 8G3.     Honorably  discharged  1 
mbw,  18C5. 
,  Franklin. 
pmnn,  29  November,  16G3.     Orndiiated  June,  18GG.     Ensign,  12  Marcb, 

Master,  20  Marcli,  IBGO.     Lieutenant,  21  March,  lUTO. 
,  WHIlam  C. 

April,  181)3,    Acting  Ensign,  4  December,  1803.    Appointment  rcTofced 
,)  10  August,  1863.    Acting  Ensign,  2  September,  1803.     Resigned  10 
,1804. 
k.  P.  R. 

October,  1867.    Resigned  27  August,  1871. 
Benjamin. 

pnutn,  7  January,  1613.    Resigned  IS  Hnrcb,  1814. 
George  H. 

pmao,  2  April,  1804.    Resigned  30  December,  1806. 
H.  MelTllle. 

nt  Paymaster,  11  June,  1802.    Resigned  13  February,  1605. 
Tbotnas. 

Tliird  A&siBtant  Engineer,  18  August,  1864.     Resigned  IT  June,  186S. 
,  William  A. 

5  September,  1863.    Honorably  discharged  S-)  October,  1805. 
in,  8.  I.. 

t>uiaD,  2  January,  1834.     Dismissed  8  July,  1839. 
r,  Thomas  8. 

AID,  16  September,  1828.     Died  3  January,  ISSO. 
in,  ThomaH. 

Third  Asaistaut  Engineer,  6  July,  1804.    Resigned  23  March,  1805. 
,  Horace  A. 

18  October,  1863.      Acting  Ensign,  13  November,   1863.     Ilonorably  dia- 
jed  19  November,  1805. 
I,  James. 

pman,  80  April,  1800.    Dismissed  4  September,  1801. 
I,  Josiah  A. 

Master,  27  May,  1  SGI.     Honorably  discharged  26  October,  1865.     Acting 
Br,  G  February,  1807.    Mustered  out  SO  December,  1808. 

I.  William  G. 

pman,  23  September,  1872.     Ensign,  2  August,  1879. 

e,  John  I^wls. 

Assistant  Engineer,  21  April,  I8G3.     Second  Assistant  Engineer,  28  Septem- 

1804.    First  Assistant  Engineer,  33  November,  1873. 

■n,  Thomas. 

Master,  5  May,  1862.    Honorably  discharged  B  February,  1800. 

n,  Isaiah. 

Constructor,  14  March,  18.^0.    Chief  Bureau  Construction  and  Repair,  38 

ary,  1671.     Retired  list,  29  June,  .1877.     Died  6  March,  1880. 

n,  John  F. 

nt  Naval  Constructor,  39  July,  1873. 

II,  I<eonar<l. 
ter,  14  May,  1866. 
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Banscoin,  William  iL. 

Naval  Constructor,  15  October,  1853.    Resigned  4  January,  1866. 
April,  1871.    Retired  list,  15  August,  1874. 

Bansen,  Alexander. 

Acting  Ensign,  1  October,  18G3.    Ilonorably  discharged  27  October,  1865. 

Bansen,  Herman. 

•  Sailuiaker,  17  January,  1876. 

Sansen,  Peter. 

Acting  Ensign,  2  September,  1864.    Honorably  discharged  20  August,  1865. 

Sansford,  €.  II. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.    Died  8  September,  188ft 

BEansfordy  Jefferson. 

Midshipman,  4  December,  1821.    Died  10  September,  1826. 

Hanson,  Aaron  Y. 

Acting  Assistant  Surgeon,  6  October,  1868.    Honorably  discharged  19  JaDDSiJf 
1866. 

Hanson,  Barlliold  €•  H. 

Acting  Third  Assistant  Engineer,  27  February,  1865.    Honorably  discharged  5 
September,  1865. 

Hanson,  Charles  H. 

Mate,  8  July,  1868.    Acting  Ensign,  26  July,  1864.    Honorably  discbazged  8  No- 
vember, 1865. 

Hanson,  Frederick  W. 

Acting  Assistant  Paymaster,  14  April,  1864.    Honorably  discharged  85  Notcib- 
ber,  1865. 

Hanson,  James  W. 

Acting  Assistant  Paymaster,  17  January,  1865.    Honorably  discharged  1  NofO"^' 
ber,  1865. 

Hanson,  John. 

Acting  Master,  27  March,  1862.    Honorably  discharged  16  December,  1865. 

Hanson,  Jobn  J.  .  . 

Midshipman,  21  September,  1841.    Passed  Midshipman,  10  August,  1847.  W*** 
25  August,  1853. 

Hanson,  Robert  W. 

Acting  Ensign,  12  November,  1863.    Honorably  discharged  12  December,  1865. 

Hanson,  Samnel,  of  S. 

Purser,  80  March,  1804.    Dismissed  16  July,  1811 

Hanson,  William. 

Acting  Master,  22  January,  1863.    Appointment  revoked  2  July,  1867. 

Hanson,  William. 

Acting  Ensign,  1  September,  1804.    Honorably  discharged  20  September,  1865- 

Hanns,  GnstaTns  C. 

Midshipman,  26  July,  1865.    Graduated  6  June,  1871.    Ensign,  14  July, 
Master,  8  May,  1875. 

Haps{;ood,  Charles  B. 

Mute,  20  September,  1864.    Honorably  discharged  26  October,  1865. 

Haradon,  A.  F. 

Mate,  23  January,  1802.     Resigned  15  April,  1863.  • 

Haralson,  C.  L. 

Midshipman,  10  September,  1847.    Resigned  13  December,  1854. 

Harben,  James  W. 

Mate,  12  Sept^imber,  1864.    Resigned  (Sick,)  20  April,  1865. 

Harbenson,  Henry.  _  ^i 

Acting  Third  Assistant  Engineer,  5  November,  1862.    Acting  Second  Ab85>  *"^ 
Engineer,  6  May,  1864.    Honorably  discharged  27  October,  1805. 


i 


GBNERAL  NAVY  REGISTEU. 


Sift 


,  12  July,  1870. 
Honorably  iii^c'.;;irge<l 


Giles  B. 

'man,  24  July,  1360.     Graduated  June,  1960. 

r,  13  July,  1871.    Lieutenant,  IB  Beptember,  1H74. 

m,  S.  H. 

4  JaDuary,  1863.      Acting  ICnaign,  IT  Juuc,  1864. 

lember,  1865. 

•erl  SI. 

imaD,  18  June,  1612.    Resigned  4  Deoember,  1827. 

1^  Charles. 

I  December,  1864.     Appointment  revoked  33  April,  1365. 

t,  William. 

1  June,  1353.    DiemisHed  13  January,  1S92.    Re-appointed  Gunner,  1 
1853.     Dismissed  13  August,  1855.    Mate,  28  January,  1862.     Acting 
n,  25  February,  1863.     Acting  Master,  26  April,  1864.     Honorably  diB- 
ed  10  Kovember,  1865. 
John  F. 

Master,  36  Auguat,  1801.     Acting  Volunteer  Lieutenant,  recommendation 
Imiral  Farragut,  3S  March,  1804.     Honorably  discharged  13  December, 

Acting  Master,  24  April,  136T.    Mustered  out  15  Beptember,  1868. 
Walter  S. 

Third  Assistant  Engineer,  21  July,  1862.    Appointment  revoked  (Sick,)  6 
^1668. 

William  N. 

First  Aasiatant  Engineer,  1  October,  1862.    Honorably  discharged  4  No- 
)r,  1855. 

nrffh,  T.  R. 

>man,  2S  February,  1790.    Struck  off  in  January,  180S. 
',  James  H. 

Master,  3C  October,  1861.    Distuissed  27  May,  1868. 
David. 
Lssistant  Engineer,  11  May,  1860.    Second  Assistant  Engineer,  98  October, 

Retired  list,  15  Marcb,  18C7. 
,  Janicft  R. 

Ensign,  1  December,  1864.     Honorably  discharged  8  August,  1805, 
,  Jeremiah. 

Boatswain,  6  April,  1865.    Honorably  discharged   11   September,  1863. 
waiii,21  May,  1860. 
.  Samncl,  Jr. 

I  October,  1861.    Acting  Ensign,  22  June 
,  Thomas  W. 

Second  Assistant  Engineer,  4  January,  1 
,ry,  1866. 
,  William  A. 
Resigned  20  February,  1802. 
I,  William. 

30  August,  1801.    Dismissed  29  June,  1864. 
I,  James  W. 

rhir<l  .\ssistant  Engineer,  5  March,  1804.  _  Resigned  31  May,  1864. 
h,  Charles. 

Third  Assistant  Engineer,  9  September,  1862.     Resigned  4  May,  1803. 
k,  Thomas. 

21  April,  1814.    Discharged  23  May,  1815. 
Libert  W. 

First  Assistant  Engineer.  1  October,   1803.     Acting  Chief  Engineer,  15 
ij,  1863.    Honorably  discharged  30  November,  1865. 


3.    Dismissed  6  July,  1864. 
Honorably  discharged  14 
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Hardy,  Charles  S. 

Mate,  9  November,  1863.    Resigned  27  April,  1805. 
Hardy,  E.  S. 

Acting  Master,  11  June,  1801.     Dismissed  27  March,  1862. 
Hardy,  Henry. 

Acting  Third  Assistant  Engineer,  21  April,  1804.    Honorably  diacharged  11  ^iXJm 
18G5. 

Hardy,  Ifthain  G. 

Acting  First  Assistant  Engineer,  2  February,  1863.    Acting  Chief  Engine  ^lj,  iff 
June,  1804.    Honorably  discharged  10  October,  1805. 

Hard3\  J.  Ij.  C 

Midshipman,  18  June,  1812.     (See  Marine  Corps.) 

Hardy,  Otis  B. 

Acting  Third  Assistant  Engineer,  12  April,  1865.    Honorably  dischatged  80    Cbto- 
ber,  1865. 

Hardy  man,  Tyler. 

Midshipman,  28  June,  1804.    Resigned  27  July,  1805. 

Hare,  Geori^e  H. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Masto;]^ 
September,  1855.     Lieutenant,  15  September,  1855.    Died  24  July,  1857. 

Hare,  James. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Honorably  discharged  17 
August,  1865. 

HarglH,  Thomas  O.  m^ 

Acting  Ensign,  1  May,  1863.    Died  at  Naval  Hospital,  Norfolk,  Virginia,  19  Maj.     |" 
1864. 

Haricons,  Peter  J.  ik 

Mate,  11  October,  1861.     Acting  Master,  having  distinguished  himself  on  tlM     1^ 
**  Congress,''  14  June,  1862.     Resigned  17  March,  1865.  |^ 

Harker,  John  C. 

Midshipman,  1  March,  1826.    Dismissed  9  July,  1833. 

Harkinn,  Henrj^ 

Acting  Ensign,  1  October,  1862.     Resigned  25  January,  1804. 

HarknesH,  George. 

Acting  Master,  27  August,  1801.     Resigned  29  November,  1861. 

Harkness,  William. 

Professor,  24  August,  1803. 

Harlan,  DaTld.  ,«^t 

Assistant  Surgeon,  23  February,  1835.    Passed  Assistant  Surgeon^  8  July,  l^"^. 
Surgeon,  6  December,  1845.    Medical  Director,  3  March,  1871.    Retired  lii;^^ 
November,  1871. 

Harlan,  J.  €. 

Acting  Assistant  Surgeon,  21  May,  1861.    Resigned  15  August,  186i. 

Harloe,  Matthew.  ^ 

Acting  Second  Assistant  Engineer,  30  August,   1864.    Honorably  discluuged      "^ 
July,  1865. 

Harlow,  Alexander  H. 

Acting  Ensign,  26  August,  1863.    Honorably  discharged  10  December,  1865. 

Harlow,  linelns. 

Acting  Third  Assistant  Engineer,  23  July,  1803.     Honorably  discharged  25  Ji^V' 
1800. 

Harman,  Daniel. 

Acting  Assistant  Paymaster,  22  July,  1802.    Resigned  4  September,  1862. 

Harmon,  Andrew. 

Acting  Gunner,  17  November,  180C.    Honorably  discharged  6  May,  1866.   Qns^^^* 
9  February,  1870. 
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*inoii,  George  E.  H. 

^.ssistant  Surgeon,  20  December,  1873.  Passed  Assistant  Surgeon,  25  May, 
1877. 

'inony,  DaTid  B. 

liidshipman,  7  April,  1847.  Passed  Midshipman,  7  April,  1847.  Master,  10  June, 
1853.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16  July,  Ibli'i. 
Commander,  25  July,  1866     Captain,  4  February,  1875. 

Tnony,  Joseph  H. 

Third  Assistant  Engineer,  8  July,  1862.  Second  Assistant  Engineer,  25  July,  18G6. 
First  Assistant  Engineer,  1  January,  1868.    Died  27  November,  1877. 

*niony,  Peter* 

Hate,  17  February,  1865.  Resigned  3  April,  1866.  Mate,  7  January,  1867.  Re- 
signed 10  July,  1868. 

melt,  Jolm  W. 

Acting  Third  Assistant  Engineer,  26  January,  1863.  Resigned  12  October,  1863. 
Acting  Third  Assistant  Engineer,  19  January,  1864.  Acting  Second  Assistant 
Engineer,  25  February,  1864.    Resigned  25  March,  1865. 

rnlsli,  William  M. 

lAate,  18  December,  1863.    Appointment  revoked  19  February,  1864. 

rper,  John  S. 

Acting  Third  Assistant  Engineer,  10  December,  1862.  Acting  Second  Assistant 
Engineer,  23  December,  1863.  Acting  First  Assistant  Engineer,  22  March,  1865. 
Honorably  discharged  11  November,  1865. 

rper,  Joseph  Ij. 

liidshipman,  4  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1818.    Dead. 

rper,  H'llllain. 

Master,  23  January,  1809.    Resigned  25  June,  1814. 

rper,  W.  J. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Philadelphia. 

rrell,  Abram  DaTls. 

Midshipman,  4  January,  1834.  Passed  Midshipman,  16  July,  1840,  Master, 
22  March,  1847.  Lieutenant,  17  May,  1847.  Dropped  14' September,  1855. 
Commissioned  Commander,  16  July,  1862.  Retired  9  February,  1867.  Captain 
on  Retired  list,  4  April,  1867.    Died  16  December,  1871. 

rriden,  IJ* 

Master,  80  June,  1799.  Lieutenant,  31  March,  1807.  Commander,  27  April,  1816. 
Died  9  January,  1818. 

rrlsan,  Michael  T. 

Acting  Third  Assistant  Engineer,  28  December,  1864.    Resigned  3  May,  1865. 

rrlman,  Charles  !!• 

Acting  Master,  22  January,  1862.    Appointment  revoked  25  November,  1862. 

rrlman,  George  A. 

Mate,  21  March,  1862.  Acting  Ensign,  1  March,  1863.  Honorably  discharged  20 
December,  1865. 

rrlman,  H^orace  HI. 

Acting  Assistant  Paymaster,  11  September,  1862.  Honorably  discharged  29  Jan- 
uary, 1866. 

Trington,  Charles  H* 

Acting  Second  Assistant  Engineer,  29  August,  1861.  Acting  First  Assistant 
Engineer,  6  February,  1863.    Resigned  6  December,  1864. 

^rrlngton,  Daniel  C. 

Mate,  17  November,  1862.  Dismissed  11  November,  1864.  Mate,  11  February, 
1870.    Resigned  19  May,  1871. 
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arrlngton,  Dennis. 

Acting  Third  Assistant  Engineer,  17  August,  1863.    Honorably 
August,  1805. 

larriiii^ton,  Eben* 

Carpenter,  1  April,  1822.     Resigned  25  June,  1828. 

Harrinicton,  Kllot  €. 

Mate,  5  February,  1868.    Resigned  20  November.  1870. 

Harrington,  James. 

Mate,  30  November,  1868.    Resigned  13  May,  1865. 

Harrington,  John  €• 

Acting  Ensign,  6  April,  1804.    Honorably  discharged  12  October,  1805. 

Harrington,  Pnrnell  F. 

Acting  Midshipman,  20  September,  1861.  Acting  Ensign,  1  October,  ISftS.  1^ 
ter,  10  Mav,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Comnuuider^ 
March,  1868. 

Harrington,  W.  H. 

Midshipman,  17  December,  1810.    Resigned  12  April,  1818. 

Harris,  Abraham  !¥• 

Acting  First  Assistant  Engineer,  27  August,  1864.     Honorably  dischaiged 
June,  1865. 

Harris,  Amos* 

Acting  Third  Assistant  Engineer,  16  August,  1864.    Honorably  diachaiged 
August,  1865. 

Harris,  Andrew* 

Acting  Third  Assistant  Engineer,  8  Au^st,  1863.  Acting  Second  Assistant  £b^ 
neer,  28  October,  1864.    Honorably  discharged  21  August,  1865. 

Harris,  Arnold 

Acting  Ensign,  24  March,  1863.    Resigned  21  February,  1865. 

Harris,  Arnold  G. 

Acting  Master,  26  October,  1801.    Dismissed  17  July,  1862. 

Harris,  Benjamin  G* 

Assistant  Surgeon,  1  January,  1800.    Last  appearance  on  Records  of  Navy  Der 
ment,  17  February,  1800. 

Harris,  Charles* 

Mate,  23  October,  1861.    Died  7  February,  1862. 

Harris,  Charles  H. 

Mate,  24  May,  1861.    Acting  Master,  24  April,  180*J.    Honorably  dischar 
December,  1865. 

Harris,  Dwii^ht  J* 

Acting  Assistant  Surgeon,  13  May,  1864.    Resigned  1  May,  1865. 

Harris,  £.  Raj'niond* 

Mate,  1802.    Appointment  revoked  14  May,  1862. 

Harris,  Fielder* 

Midshipman,  20  June,  1800.    Last  appearance  on  Records  of  Navy  De 
3  July,  1807.    Dead. 

Harris,  Franeis  Ja. 

Mate,  21  Januarv,  1862.     Acting  Ensign,  19  December,  1862.     Haiy 
charged  28  October,  18G5. 

Harris.  George* 

Acting  Master,  29  October,  1801.    Dismissed  17  December,  1862.     • 

Harris,  George. 

Acting  Third  Assistant  Engineer,  27  June,  1864.    Honorably  discharp 

ber,  1865. 

Harris,  George  D. 

*   ^'-^w  Assistant  Surgeon,  12  November,  1863.    Resigned  1  May,  IB' 
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Tris,  Geors^e  J. 

Hate,  9  October,  1867.    Mustered  out  22  September,  1871. 

rris,  €^eorse  !L* 

Acting  Third  Assistant  Engineer,  28  January,  1862.  Acting  Second  Assistant 
Engineer,  20  October,  1862.  Acting  First  Assistant  Engineer,  17  June,  1863. 
Honorably  discharged  17  November,  1867. 

'Tris,  Gwlnii. 

Purser,  25  April,  1812.    Resigned  29  September,  1830. 

>rrl8,  Henry* 

Midshipman,  1  August,  1866.    Graduated  7  Jiine,  1870.    Resigned  24  July,  1872. 
rrls,  H.  T.  B. 

Actinfir  Assistant  Paymaster,  1  November,  1864.  Honorably  discharged  13  Sep- 
tember, 1865.  Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Pay- 
master, 17  February,  1869. 

krrls,  Ira. 

Acting  Midshipman,  22  September,  1860.  Ensign,  28  May,  1863.  Lieutenant,  25 
July,  1866.  Lieutenant-Commander,  12  March,  1868.  Resigned  21  March, 
1871. 

*rl8,  James  M. 

Third  Assistant  Engineer,  16  September,  1853.  Second  Assistant  Engineer,  9 
May,  1857.     Died  6  October,  1864 

*rl8,  J.  George. 

Purser,  19  August,  1845.  Pay  Director,  3  March,  1871.  Retired  list,  23  October, 
1871. 

^rrls,  J.  lionls. 

Mate,  2  March,  1864.  Acting  Ensign,  6  April,  1864.  Honorably  discharged  8 
October,  1868. 

Cftrrls^  John. 

Midshipman,  27  May,  1800.  Last  appearance  on  Records  of  Navy  Department. 
Resigned. 

strrls,  Jotan. 

Acting  Second  Assistant  Engineer,  16  September,  1861.  Acting  First  Assistant 
Engineer,  18  April,  1863.     Honorably  discharged  7  October,  1805. 

strrls,  John  H. 

Mate,  4  June,  1862.  Acting  Ensign,  1  August,  1862.  Acting  Master,  10  July, 
1864.    Honorably  discharged  18  January,  1866. 

^rrls,  Joseph  W. 

Acting  Midshipman,  1  January,  1853.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  12  January, 
1861.    Died  24  August,  1861. 

^rrls,  Martin  J. 

Acting  Master,  11  November,  1861.     Dismissed  23  November,  1861. 

^^rrls,  Renben. 

Midshipman,  25  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  24 
November,  1854.     Lieutenant,  8  August,  1855.     Died  28  October,  1857. 

^rrls,  Robert. 

Assistant  Surgeon,  17  July,  1798  Surgeon,  7  November,  1799.  Resigned  5  De- 
cember, 1802. 

^^rrls,  Robert,  Jr. 

Midshipman,  1  January,  1818.    Died  in  1822. 

'^rris,  Robert  L. 

Third  Assistant  Engineer,  3  May,  1859.  Second  Assistant  Engineer,  29  July,  1861. 
First  Assistant  Engineer,  20  May,  1803.    Chief  Engineer,  4  March,  1871. 

^rris^  T.  A. 

Acting  Master,  2''  Maj,  1861.  Acting  Volunteer  Lieutenant-Commander,  27 
Apnl,  1863.    Honorably  discharged  24  October,  1865. 
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Harris,  Thomas. 

Surgeon,  6  July,  1812.    Died  5  March,  1861. 

Harris,  Thomas  C. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Mister, 
14  September,  1855.  Lieutenant,  15  September.  1855.  Lieutenant-CommaDder. 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  1.2  December,  1872.  Died 
24  January,  1875. 

Harris.  Thomas  J. 

Midshipman,  1  May,  1822.  Resigned  27  May,  1830. 

Harris,  Thomas  J. 

Third  Assistant  Engineer,  27  January,  1848.    Dismissed  7  July,  1849. 

Harris,  Thomas  R. 

Mate,  1  May,  1861.  Acting  Master,  12  April,  1862.  Acting  Volunteer  Lieatenaot 
11  November,  1868.    Honorably  discharged  22  September,  1865. 

Harris,  Thompson  S* 

Chaplain,  23  April,  1841.    Died  28  December,  1842. 

Harris,  Uriah  R. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  ISItl 
Master,  1  January,  1872.    Lieutenant,  11  February,  1875. 

Harris,  William. 

Acting  Ensign,  31  October,  1862.    Honorably  discharged  28  February,  1866. 

Harris,  William  A. 

Assistant  Surgeon,  27  November,  1844.  Passed  Assistant  Sureeon.  4  Febniaiyt 
1851.    Retired  list,  8  May,  1861. 

Harris,  William  B. 

Midshipman,  16  January,  1809.    Resigned  18  August,  1809. 

Harris,  William  H. 

Third  Assistant  Engineer,  21  September.  1861.  Second  Assistant  Engineer,  SO 
July,  1863.    First  Assistant  Engineer,  11  October,  1866. 

Harris,  William  J. 

Midshipman,  1  September,  1811.    Last  appearance  on  Records  of  Navy  Dep»^* 
ment,  19  November,  1811.    Resigned. 

Harris,  William  S.  » 

Midshipman,  80  November,  1814.    Lieutenant,  13  January,  1825.    Commande^^ 
September,  1841.    Died  15  May,  1848. 

Harrison,  A.  C.  ^^ 

Midshipman,  26  June,  1799.    Master.  7  June,  1803.    Lieutenant,  8  February,  11^^ 
Discharged  16  February,  1809. 

Harrison,  Benjamin. 

Midshipman,  1  January,  1812.      Last  appearance  on  Records  of  Navy  Dep    ^ 
ment,  1816.    Furloughed. 

Harrison,  €.  P*  €. 

Midshipman,  4  June,  1828.    Last  appearance  on  Records  of  Navy  Departm^^ 
Drowned. 

Harrison,  Georg^e  R. 

Midshipman,  2  October,  1850.    Dismissed  12  June,  1851. 

Harrison.  GnstaTUS,  Jr. 

Midshipman,  27  October,  1841.    Passed  Midshipman,  10  August,  1847. 
3  November,  1854. 

Harrison,  G.  W. 

Midshipman,  21  June,  1839.    Died  6  June,  i844. 

Harrison,  G.  W. 

Midshipman,  20  January,  1832.    Passed  Midshipman,  28  June,  1838. 
2  November,  1842.    Resigned  17  April,  18G1. 

Harrison,  H.  H. 

Midshipman,  21  September,  1837.    Resigned  25  April,  1845. 
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larrlson,  Horace  !¥• 

Cadet  MidBhipman,  26  September,  1872.    Graduated  18  June,  1879. 

larrlson,  H.  N. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  3  July,  1835.  Lieutenant,  8 
September,  1841.    Reserved  list,  28  September,  1856.    Died  29  March,  IbOl. 

larrlson,  James  F. 

Assistant  Surgeon,  6  March,  1847.  Passed  Assistant  Surgeon,  26  April,  1852. 
Surgeon,  5  March,  1861.    Resigned  15  June,  1861. 

larrlson,  John. 

Assistant  Surgeon,  16  January,  1805.     Died  4  March,  1825. 

larrlsoii)  Napoleon  B. 

Midshipman,  27  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  2 
April,  1852.  Lieutenant,  6  January,  1853.  Commander,  16  July,  1862.  Cap- 
tam,  28  April,  1868.    Died  27  October,  1870. 

larrlson,  Randolph. 

Assistant  Surgeon,  4  August,  1851.    Resigned  1  April,  1856. 

larrlson,  Richard. 

Midshipman,  7  July,  1800.    Lost  in  the  "  Insurgent^ 

larrlson,  Richard  J. 

Assistant  Surgeon,  6  September,  1887.    Died  28  February,  1842. 

larrison,  R.  M. 

Midshipman,  9  November,  1825.    Died  5  April,  1828. 

torrison,  Robert.  ' 

Master,  18  July,  1799.  Lieutenant,  14  October,  1799.  Discharged  8  July,  1801, 
under  Peace  Establishment  Act. 

[jurrlson,  Thomas. 

Acting  Third  Assistant  Engineer,  7  September,  1863.  Honorably  discharged  5 
October,  1865. 

[Arrison,  Thomas  liocke. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Dis- 
missed 26  July,  1861. 

[arrlson,  Thomas  S. 

Acting  Assistant  Paymaster,  10  July,  1861.    Appointment  revoked  April,  1863. 
:arrlson.  Timothy  J. 

Chaplain,  2  October,  1829.     Died  10  March,  1865. 

[arrlson,  T.  P. 

Midshipman^  9  June,  1811.     Resigned  29  January,  i820. 

[arrlson,  H  Ullam  D. 

Assistant  Surgeon,  25  April,  1848.  Surgeon,  22  April,  1861.  Dismissed  3  Febru- 
ary, 1863. 

[arrlson,  William  H. 

Mate,  13  December,  1861.    Appointment  revoked  (Sick,)  28  August,  1862.    Acting 
Ensign,  1  October,  1862.     Acting  Master,  16  June,  1«03.     Apj^ointment  revo 
21  November,  1864. 

Earrlson.  William  H. 

Mate,  24  May,  1862.  Acting  Ensign,  11  March,  1865.  Appointment  revoked  23 
November,  1865. 

farrlson.  William  Henry. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865.  Resigned  8  October, 
1872. 

larrlson*  W.  P. 

Midshipman.  19  October,  1841.    Resigned  10  June,  1843. 

larrlss,  John  li. 

Midshipman,  30  November,  1814.    Resigned  4  October,  18? 
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Harsen,  Ellsba. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  20  fLj^rU, 
1863.    Lost  on  the  "  Tecumseh,''  5  August,  1864. 

Harl,  Benjamin  F. 

Purser,  8  February,  1838.    Died  2  November,  1842. 

Hart,  Edwin  M* 

Acting  Assistant  Paymaster,  19  August,  1862.    Passed  Assistant  Paymaster,   53 
July,  1866.    Resigned  18  July,  1868. 

Hart,  £zeklel  B. 

Midshipman,  80  April,  1814.    Killed  in  action  26  August,  1814. 

Hart,  George  W.  ^^ 

Acting  Second  Assistant  Engineer,  11  March,  1864.    Honorably  discharged    ^^ 
October,  1865. 

Hart,  Henry  €• 

Midshipman,  1  September,  1827.    Resigned  29  December,  1834. 

Hart,  John. 

Midshipman,  1  January,  1825.    Dismissed  31  December,  1828. 

Hart,  John. 

Assistant  Surgeon,  10  September,  1798.  Last  appearance  on  Records  of  Nary  I^  ^ 
partment.    Dead. 

Hart,  John  £• 

Midshipman,  23  February,  1841.  Passed  Midshipman,  10  August,  1847.  MasU^^* 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant •Ck)mmandig'^< 
16  July,  1862.    Killed  in  Battle  11  June,  1863. 

Hart,  Samuel. 

Naval  Constructor,  1  June,  1819.    Last  appearance  on  Records  of  Navy 
ment,  6  December,  1839. 

Hart,  Samuel  T. 

Naval  Constructor,  15  July,  1847. 

Hart,  Simeon. 

Midshipman,  8  June,  1799.    Discharged  12  October,  1801,  under  Peace  Establish*' 
ment  Act. 

Hart,  William. 

Boatswain,  2  December,  1831.    Died  26  February,  1861. 

Harter,  lia  Fayette. 

Acting  Assistant  Paymaster,  31  December,  1862.    Honorably  discharged  4  D 
cember,  1865. 

Hartford,  Riehard  F. 

Mate,  21  January,  1864.    Acting  Ensign,  3  December,  1864.    Honorably  dischi 
26  August,  1865. 

Harti^an,  William. 

Midshipman,  11  April,  1799.    Discharged  30  April,  1801,  under  Peace  Establis: 
ment  Act. 

Hartleb,  I^onis. 

Mate.    Resigned  1  March,  1865. 

Hartley,  John. 

Midshipman,  20  March,  1800.    Resigned  2  January,  1802. 

Hartley,  William  W\ 

Acting  Third  Assistant  Engineer,  9   Seutember,  1863.      Ap|x>intment  rcvoki 
(Sick,)  24  October,  1864. 

Hart  man,  W.  B. 

Acting  Assistant  Surgeon,  4  April,  1864.    Honorably  discharged  21  October,  li 

Hartnett.  John  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.    Honorably  discharged  6  Norc 
ber,  1865. 
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.Ytohom,  Andre. 

Hate,  21  January,  1862.    Acting  Ensign,  22  June,  1863.    Honorably  discharged  80 
June,  1866. 

rtfihoniy  J.  H. 

Acting  Ensign,  27  November,  1862.    Died  on  "  KataMin,'"  18  August,  1863. 

rtstene,  Henry  J. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant,  23 
February,  1840.    Commander,  14  September,  1855.     Resigned  9  January,  1861. 

krtt,  Clark. 

Acting  Third  Assistant  Engineer,  27  April,  1863.    Acting  Second  Assistant  Engi- 
neer, 6  March,  1865.    Honorably  discharged  6  October,  1866. 

iHt,  £dward. 

Naval  Constructor,  25  July,  1866. 

irU,  I«awrenee  O. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Honorably  discharged  31 
March,  1868. 

irtl,  Selh. 

Acting  Third  Assistant  Engineer,  9  March,  1864.    Honorably  discharged  7  August, 
1865. 

Kjirtnper,  John  W. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Acting  Chief  Engineer,  22 
April,  1863.    Honorably  discharged  15  December,  1865. 

ttartwell,  Charles  F. 

Mate,  19  May,  1864.    Honorably  discharged  15  August,  1865. 

K^^rtwell,  Samuel  Ji. 

Acting  First  Assistant  Engineer,  20  December,  1861.  Appointment  revoked  17 
March,  1862.  Acting  First  Assistant  Engineer,  24  March,  1862.  Acting  Chief 
Engineer,  24  March,  1863.    Honorably  discharged  22  January,  1866. 

^«^«^well,  Seth  £• 

Acting  Assistant  Paymaster,  8  February,  1865.    Mustered  out  4  October,  1865. 

^•^•^well,  W.  B. 

Purser,  11  November,  1845.    Died  at  Sea  12  July,  1849. 

^^Brtwlg,  Henry. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  2  December,  1865 

artwig,  Peter  R, 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  11  November, 
1865. 

arty,  John  I>. 

Acting  Master,  14  May,  1863.  Acting  Volunteer  Lieutenant,  9  April,  1864.  Re- 
signed 28  March,  1865. 

vtzell,  Franklin  K. 

Assistant  Surgeon,  10  November,  1868.    Resigned  31  December,  1873. 

rTey,  Alexander  J. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Resigned  23  June,  1865. 

rrey,  Andrew  W. 

Mate,  29  August,  1861.    Acting  Ensign,  2  November,  1864.    Honorably  discharged 
29  October,  1865. 

vey,  Charlen. 

8ailmaker,  27  January,  1842.    Resigned  18  April,  1846. 

•FTey,  Clinton  D. 

Acting  Assistant  Paymaster,  4  December,  1862.    Died  at  New  York,  15  December, 
1864. 

rrey,  Darld. 

Hate,  20  January,  1862.    Resigned  14  May,  1863. 

ey,  Henry  P. 

Assistant  Surgeon,  28  May,  1872.    Passed  Assistant  Surgeon,  12  June,  i876. 
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Harrejr,  Joseph  S. 

Acting  Assistant  Pa3rma8ter,  11  Sq)tember,  1862.    Resigned  18  April,  1866. 

HarTey,  liUther  Rogl. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engina  ^mzr  js 
October,  1863.    First  Assistant  Engineer,  1  January,  1868.  ' 

Httrvcy,  Richard  M • 

Midshipman,  24  June,  1830.    Passed  Midshipman,  15  June,  1837.    Dismias^  so 
July,  1841. 

Harvey,  Thomas. 

Gunner,  22  June,  1810.    Resigned  0  January,  1811. 

HarTey,  Thomas  £• 

Mate,  26  June,  1862.    Acting  Ensign,  21  January,  1864.    Honorably  dischai;^  ^ 
May,  1866. 

Harvey,  William. 

Midshipman,  80  November,  1814.    Resigned  18  October,  1817. 

Harvie,  Jacqueline  B. 

Midshipman,  2  January,   1801.     Lieutenant,  25  February,  1809.    Resigned 
April,  1812. 

Harwood,  Audrew  A.  ^^^Si 

Midshipman,  1  January,  1818.  Lieutenant,  3  j^arch,  1827.  Commander.  2  Octob^^^^ 
1848.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired  lia^^^ 
0  October,  1804.    Rear- Admiral,  Retired  list 

Harwood,  James  K. 

Purser,  24  November,  1852.    Dismissed  81  May,  1861. 

Harwood,  TVicholas. 

Assistant  Surgeon,  9  July,  1803.  Surgeon,  3  March,  1809.  Died  15  Septembei^^ 
1812. 

Hancall,  Bailey. 

Acting  Assistant  Paymaster,  30  June,  1862.    Discharged  9  September,  1865. 

Haseltou,  John  B. 

Acting  Assistant  Paymaster,  4  November,  18G2.    Dismissed  22  April,  1863. 

Haskell,  Charles  W. 

Midshipman,  23  June,  1870.    Graduated  1  June.  1874.    Ensign,  17  July,  1871 
Kesigned  28  March,  1879. 

Haskell,  Cyrus  A. 

Mate,  24  March,  1865.    Honorably  discharged  0  October,  1868. 

Haskell,  Elijah. 

Gunner,  13  September,  1845.    Retired  list.  10  December.  1805.    Died  27 

1877. 

Haskell,  Forbes  B. 

Mate,  18  June,  18C3.    Honorably  discharged  22  August,  1865. 

Haskell,  Frank  A. 

Mate,  25  Julv,  18G3.    Honorably  discharged  14  August,  1865.    Mate,  21 
18G6.     Resigned  14  May,  1807*. 

Haskell,  Otis  li. 

Acting  Ensign,  27  January,  1805.    Resigned  10  June,  1865. 

Haskell,  Theodore  II. 

Acting  Assistant  Paymaster,  14  October,  18G1.    Discharged  5  February,  1866. 

Hasker,  Charles  H. 

Boatswain,  28  March,  1857.    Dismissed  4  June,  1801. 

Haskiu,  Beujauiln  F. 

Acting  Midshipman,  2  November.  1859.    Ensign,  25  November,  1862.    Dropi>^ 
7  July,  1804. 

Haskiu,  Harry  R. 

Midshipman,  18  June,  1812.    Resigned  30  April,  1814. 
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ins,  Charles  R. 

kte,  3  October,  1863.  Acting  Ensign,  9  December,  1864.  Honorably  discL  irged 
>7  June,  1868. 

ins,  Georsre  S. 

ilmaker,  19  November,  1870. 

^r,  Charles  A. 

sistant  Surgeon,  4  November,  1884.  Passed  Assistant  Surgeon,  12  July,  1839. 
burgeon,  22  July,  1844.    Drowned  27  November,  1846. 

Bt,  John. 

sistant  Surgeon,  26  May,  1824.  Surgeon,  23  May,  1826.  Resigned  5  December, 
1845. 

HU  Andrew. 

dshipman,  17  December,  1810.  Las'  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  Chesapeahe.^^ 

elteno,  I>.  Carlos. 

'ting  First  Assistant  Engineer,  27  July,  1863.  Acting  Chief  Engineer,  18  May, 
1864.    Honorably  discharged  7  May,  1866. 

ler,  Charles  W. 

flistant  Paymaster,  29  August,  1861.  Paymaster,  14  April,  1862.  Resigned  9 
February,  1870. 

on,  Urilllam  F.  C. 

det  Engineer,  14  September,  1876.    Graduated  10  June,  1880. 

Ings,  Charles. 

vil  Engineer,  1852.    Commissioned,  28  March,  1867.    Resigned  23  April,  1874. 

Ings,  Frank  F. 

;ting  Assistant  Paymaster,  22  8eptember,  1862.    Discharged  26  March,  1866. 

ings,  John. 

isistant  Surgeon,  8  September,  1841.  Passed  Assistant  Surgeon,  13  March,  1846. 
Passed  Assistant  Surgeon,  15  March,  1847.    Resigned  9  May,  1850. 

ings,  liOTeu  W. 

ate,  23  July,  1863.  Acting  Ensign,  6  April,  1865.  Honorably  discharged  1 
December,  1865. 

rell,  Charles  H. 

lief  Engineer,  12  July,  1836.  Engineer-in-Chief,  3  October,  1844.  Successor 
appointed,  1  Decern  I  cr,  1850.    Dropped  from  the  Navy  list,  14  May,  1852. 

rell,  Gonvenor  li. 

Jting  Midshipman,  ii2  September,  1859.  Ensign,  7  October,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  23 
November,  1876. 

Fell.  John  M. 

idshipman,  15  October,  1800.  Lieutenant,  26  February,  1807.  Last  appearance 
m  Records  of  Navy  Department,  24  May,  1810. 

Fell,  Rohert. 

eutenant,  4  March,  1799.  Last  appearance  on  Records  of  Navy  Department,  13 
April,  1801. 

h,  Charles  F. 

ate,  25  July,  1863.    Resigned  5  August,  1864. 

h,  George  W. 

;ting  Assistant  Surgeon,  9  May,  1863.    Resigned  18  March,  1865. 

h,  WiUlam. 

irpenter,  1  November,  1831.    Discharged  29  January,  1836. 

h,  William. 

ate.    Dismissed  6  January,  1863. 

h,  William  li. 

cting  Ensign,  16  March,  1864.    Honorably  discharged  20  August,  1865. 
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Hatch,  William  S. 

Gunner,  16  August,  1854.    Dismissed  24  September,  1858. 
Hatch,  William  W. 

Acting  Ensign,  13  March,  1865.    Honorably  discharged  21  August,  1865. 
Hatcher,  Jackson  R. 

Third  Assistant  Engineer,  24  September,  1847.  Second  Assistant  Engineer,  M 
February,  1851.    Died  23  December,  1853 

Hatcher,  Joseph  !<• 

Carpenter,  20  February,  1872. 

Hatfield,  Charles  H. 

Acting  Boatswain,  10  August,  1861.    Dismissed  4  January,  1862. 
Hatfield,  Chester. 

Acting  Midshipman,  21  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  28  Janoftiy, 
1861.  Lieutenant-Commander,  2  October,  1862.  Commander,  28  October,  IsAi 
Died  15  December,  1879. 

Hatfield,  Daniel. 

Assistant  Surgeon,  5  May,  1810.  Surgeon,  15  September,  1814.  Last  appearuce 
on  Records  of  Navy  Department,  23  April,  1814. 

Hatfield,  John. 

Midshipman,  18  June,  1812.    Killed  in  action  27  April,  1813. 

Hatfield,  Rohert  F. 

Third  Assistant  Engineer,  24  August,  1861.    Resigned  18  July,  1862. 

Hatfield,  W.  B. 

Assistant  Surgeon,  24  March,  1809.  Last  appearance  on  Records  of  Navy  Depiit* 
ment,  8  March,  1811. 

Hathaway,  Frederick  H . 

Acting  Ensign,  28  February,  1863.    Honorably  discharged  5  December,  1865. 

Hathaway,  F.  W. 

Mate,  10  June,  1865.    Honorably  discharged  16  June,  1866. 

Hathaway,  Henry  P. 

Acting  Ensign,  19  May,  1864.    Honorably  discharged  18  February,  1866. 

Hathaway.,  James  H. 

Acting  Assistant  Paymaster,  6  August,  1862.  Honorably  discharged  10  Harcb, 
1806. 

Hathaway,  Joseph  T. 

Acting  Third  Assistant  Engineer,  18  June,  lvS02.  Acting  Second  Assistant  Engi' 
neer,  12  November,  1862.  Acting  First  Assistant  Engineer,  16  May,  18^ 
Honorably  discharged  18  August,  1866. 

Hathaway,  William  R. 

Acting  Master,  80  July,  1861.  Acting  Volunteer  Lieutenant,  27  June,  1865.  Dj*^ 
11  February,  1867. 

Hat  home,  Fhen. 

Midshipman,  16  January,  1809.    Kesigned  6  December,  1810. 

Hat  home,  W.  H. 

Acting  Assistant  Paymaster,  31  March,  18C8.  Honorably  discharged  8  OctobOt 
1865. 

Hathorne,  William  H. 

Mate,  16  November,  1863.    Resigned  30  December,  1864. 

Haven,  William  H. 

Mate,  8  April,  1864.     Resigned  26  May,  1865. 

Havens,  Joseph  A. 

Mate,  22  January,  1862.  Resigned  25  August,  1862.  Acting  Ensign,  12  D6ce»" 
ber,  1863.     Honorably  discharged  12  October,  1865. 

Haverly,  liCwis  A. 

Third  Assistant  Engmeer,  19  July,  1861.    Died  29  August,  1862. 
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ersfleld,  John. 

cting  Third  Assistant  Engineer,  28  October ,  1862.  Honorably  discharged  27 
October,  1865. 

Hand,  £•  II. 

[ate,  8  November,  1865.    Appointment  revoked  5  December,  1865. 

'eth  Asa  T. 

[ate,  11  September,  1862.    Died  20  November,  1863. 

^es,  Benjamin  F. 

.cting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  25  July,  1863.  Acting  First  Assistant  Engineer,  19  October,  1864. 
Honorably  discharged  14  November,  18G5. 

res,  DaTid  B. 

cting  Ensign,  17  Jane,  1863.    Resigned  31  May,  1866. 

res,  Franklin. 

.cting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  19 
January,  1866. 

res,  fitonford  B. 

.cting  Third  Assistant  Engineer,  28  May,  1863.  Appointment  revoked  (Sick^  5 
November,  1863. 

res,  William  H. 

[ate,  26  June,  1862.  Acting  Ensign,  13  June,  1866.  Honorably  discharged  27 
June,  1868.    Mate,  6  December,  1869.    Resigned  14  October,  1871. 

res,  William  H.  H. 

cting  Third  Assistant  Engineer,  8  June,  1864.  Honorably  discharged  14  June, 
1865. 

rke,  J.  Albert. 

ssistant  Surgeon,  24  June,  1867.  Passed  Assistant  Surgeon,  26  February,  1873. 
Surgeon,  1  May,  1879. 

rkesworth,  George  T. 

[aster,  11  April,  1815.  Last  appearance  on  Records  of  Navy  Department,  18 
April,  1815. 

rkey,  James. 

.cting  Third  Assistant  Engineer,  7  October,  1863.  Honorably  discharged  6 
August,  1866. 

rkey,  Thomas. 

.cting  Second  Assistant  Engineer,  31  May,  1861.    Dismissed  20  Septcniber,  1S02. 

rkins,  Absalom  W. 

.ssistant  Surgeon,  1  July,  1861.  Passed  Assistant  Surgeon,  22  June,  18G4.  Re- 
signed 28  July,  1866. 

rkins,  Benjamin. 

.cting  Third  Assistant  Engineer,  24  September,  1863.  Appointment  revoked 
(Sick,)  25  May,  1864. 

rkins,  Cbarles  E. 

lidshipman,  4  March,  1818.    Resigned  17  October,  182G. 

rkins,  Charles  £• 

.cting  Master,  26  May,  1862.  Honorably  discharged  29  November,  1865.  Boat- 
swain, 11  February,  1871. 

rkins,  George  X. 

lidshipman,  1  March,  1826.  Passed  Midshipman,  28  April,  1832.  Died  7  July, 
1837. 

rkins,  H.  €• 

[ate.    Resigned  12  May,  1863. 

rkins,  John. 

cting  Third  Assistant  Engineer,  13  September,  1862.  Acting  Second  Assistant 
Engineer,  25  May,  1864.    Ilonorably  discharged  5  August,  1865. 
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Hawkins,  John  S. 

Third  Assistant  Engineer,  29  July,  1861.    Second  Assistant  Engineer,  18 

ber,  18G2.    First  Assistant  Engineer,  80  January,  1865.    Resigned  18  Janixair 
1869. 

Hawkins,  Joseph. 

Siiilmaker,  25  June,  1800.     Warrant  returned  10  July,  ISOO. 

Hawkins,  Rohert  in. 

Mate,  24  November,  1863.    Resigned  (Sick,)  8  November,  1804. 

Hawkins,  Samnel. 

Acting  Third  Assistant  Engineer,  1  October,  1864.    Resigned  12  May,  186S. 

Hawkins,  S.  B. 

Sailmaker,  18  March,  1834.    Died  27  July,  1844. 

Hawks,  Phllo  P. 

Mate,  14  February,  1863.    Acting  Ensign,  14  January,  1864.    Resigned  8  ]bj» 
1865. 

Hawksworth,  HaTld. 

Acting  Second  Assistant  Engineer,  24  July,  1862.    Resigned  30  May,  1864. 

Hawler,  Isaac. 

Master,  7  July,  1814.    Resigned  25  September,  1815. 

Hawley,  Charles  £• 

Midshipman,  3  December,  1849.  Passed  Midshipman,  12  June,  1855.  Muter,  1^ 
September,  1855.  Lieutenant,  26  June,  1856.  Retired  list,  10  August,  iM- 
Lieutenant-Commander  on  Retired  list,  4  April,  1867. 

Hawlejr,  Francis  H • 

Acting  Assistant  Paymaster,  80  August,  1862.    Resigned  4  April,  1868. 

Hawley,  John  Mitchell. 

Midshipman,  23  July,  1868.    Graduated  June,  1868.    Ensign,  19  April,  1869. 
ter,  12  July,  1870.    Lieutenant,  6  January,  1874. 

Hawthorn,  Joseph  W. 

Acting  Ensign,  22  July,  1862.    Resigned  4  May,  1863. 

Hawthorne,  £ngene  P. 

Mate,  6  January,  1863.    Acting  Ensign,  17   March,  1863.    Resigned  28  0ctoJ>* 

1803. 

Haxtnu,  Milton. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  MMt« 
14  September,  1855.  Lieutenant,  15  September,  lbo5.  Lieutenant-Conunawl^' 
10  July,  1SG2.     Commander,  12  January,  1867.    Captain,  2  February,  1878. 

Hay,  Kdward  H. 

Acting  Third  Assistant  Engineer,  11  March,  18C5.    Resigned  30  May,  1865. 

Hay*  Edward  H. 

Carpenter,  31  March,  1874.    Resigned  19  August,  1874.    Carpenter,  1  Jannal^t 

IbTo. 

Hay,  William  O. 

Assistant  Surgeon,  12  September,  1854.    Passed  Assistant  Surgeon,  20  May,  185* 
Surgeon,  1  August,  1861.     Resigned  18  February,  1862. 

Hayanga,  O.  A. 

Acting  Assistant  Surgeon,  8  September,  1 803.    Honorably  discharged  9  0ctob^« 
1805. 

Hayden,  Havld  H. 

Acting  Master,  17  December,  1861.    Dismissed  29  November,  1862. 

Hay  den,  H.  H. 

Acting  Assistant  Surgeon,  15  May,  18G3.    Honorably  discharged  2  Decemb^' 
1865. 

Hay  den,  £dward  H.  ^^ 

Acting  Assistant  Paymaster,  27  September,  1802.    Honorably  discharged  2  F*"^ 
ruary,  1806. 
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lyden,  Henry  F. 

Acting  Third  Assistant  Engineer,  80  October,  1861.  Appointment  revoked  18 
December,  1861.  Acting  Third  Assistant  Engineer,  8  January,  1862.  Acting 
Second  Assistant  Engineer,  16  July,  1868.  Honorably  discharged  17  Septem- 
ber, 1867. 

Eijrden,  Henry  J. 

Sailmaker,  4  November,  1861.    Resigned  16  February,  1865. 

Ayden,  John. 

Carpenter,  1  November,  1837.    Appointment  revoked  7  July,  1840. 

nyden,  John  C 

Boatswain,  20  September,  1852.    Dismissed  2  November,  1857. 

ftyden,  John  W. 

Acting  Second  Assistant  Engineer,  9  January,  1865.  Honorably  discharged  14 
October,  1865. 

ayden,  Ji.  H. 

Acting  Ensign,  6  May,  1868.    Died  on  "  Penguin,''  6  July,  1864. 

ayes,  Dennis. 

Acting  Third  Assistant  Engineer,  27  June,  1864.  Honorably  discharged  10  Julv, 
1865. 

ayes,  Denny  M. 

Mate,  7  June,  1864.  Acting  Ensign,  18  November,  1864.  Honorably  discharged 
21  October,  1866.  Acting  Ensign,  5  July,  1866.  Appointment  revoked  7  De- 
cember. 1867. 

ayes,  Henry  H. 

Chaplain,  8  March,  1827.     Resigned  18  April,  1883. 

dyes,  Henry  S. 

Mate,  81  October,  1861.    Resigned  20  September,  1862. 

^yes9  Jaeoh  Ij. 

Actiiij^  Ensign,  10  April,  1863.    Honorably  discharged  14  September,  1865. 

^yes,  James. 
Qunner.  11  September,  1863. 

kye9,  John  J. 

Acting  Carpenter,  1  October,  1862.    Resigned  28  March,  1864. 

Lyes,  Peter. 

Acting  Volunteer  Lieutenant,  28  August,  1862.    Honorably  discharged  26  October, 
1865. 

lyes,  Peter. 

Mate,  21  October,  1868.    Dismissed  21  September,  1864. 

iye9,  Thomas. 

Midshipman,  16  June,  1814.    Resigned  25  November,  1814. 

lyes,  William  G. 

Midshipman,  25  September,  1811.    Resigned  28  March,  1812. 

iye9,  William  I^ee. 

Acting  Master,  15  August,  1861.    Honorably  discharged  8  October,  1865. 

kyman,  Anthony  W. 

Master,  22  April,  1818.    Discharged  7  July,  1814. 

^yman,  George  M. 

Acting  Third  Assistant  Engineer,  12   August,   1868.    Honorably  discharged  4 
November,  1865. 

kynes,  John. 

Boatswain,  11  September,  1799.    Discharged  1  May,  1801. 

tynes,  John. 

Mate,  22  November,  1862.     Deserted  15  August,  1863. 

tyne,  Paul  II. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.    Died  14  September,  1S81. 
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Hays,  Adam. 

Surgeon,  28  September,  1811.    Resigned  4  December,  1811. 

Hays,  Charles  W. 

Midshipman,  12  March,  1838.    Passed  Midshipman,  20  May,  1844.    Mnite,  15 
November,  1852.    Lieutenant,  9  September,  1853.    Dismissed  5  June,  1861. 

Hays,  John. 

Gunner.  14  March,  1800.    Last  appearance  on  Records  of  Navy  Department,  IS 
May,  l.'iiOO.     Resigned. 

Bays,  John  S. 

Acting  Third  Assistant  Engineer,  26  April,  1864.    Acting  Second  AaBirtant  Engi- 
neer, 1  February,  1865.    Honorably  discharged  5  October,  1865. 

Hays,  Walter  W. 

Midshipman,  8  August,  1888.    Died  9  November,  1839. 

Hays,  William  B. 

Midshipman,  7  Noyember,  1845.    Died  10  August,  1849. 

Bayter,  Samnel  O. 

Mate,  6  March,  1862.    Resigned  24  Noyember,  1862.  | 

Bayward*  Addison  S. 

Acting  Third  Assistant  Engineer,  20  July,  1864.   Honorably  dischaiiged  7  Kofcs- 
ber,  1865. 

Bayward,  George  W. 

Acting  Midshipman,  26  September,  1857.  Midshipman,  1  June,  1861.  LieoUB- 
ant,  16  Jr.ly,  1862.  Lieutenant-Commander,  25  July,  1866.  Comnuuiidflr,  9  K<^ 
vember,  1874. 

Bayward,  Richard. 

Chaplain,  2  October,  1876. 

Baywood,  Joley. 

Boatswain,  4  May,  1828.    Dismissed  18  April,  1832. 

Baywood,  Philemon. 

Midshipman,  19  October,  1841.     Dismissed  28  August,  1849. 

Baywood,  Samuel. 

Captain,  (to  command  a  Galley.)  2  September,  179S.     Appointed  LieateniSB.'^ 
January,  1800.    Discharged  1 801,  under  Peace  Establishment  Act. 

Bazard,  Alfred. 

Midshipman,  23  March,  1800.    Dismissed  22  April,  1809. 

Bazard,  Andrew  R. 

Acting  Ensign,  80  November,  1864.    Honorably  discharged  28  October,  186i!^- 

Bazard,  Daniel. 

Midshipman,  20  January,  1814.    Resigned  0  April,  1815. 

Bazard,  John  A. 

Purser,  12  March,  1799.     Died  21  July,  1799. 

Bazard,  JoMiah. 

Master,  23  October,  1799.     Dismissed  10  June,  1803. 

Bazard,  Samuel  F. 

Midshipman,  January,  1823.     Passed  Midshipman,  4  June,  1831.     Lieutea*** 
February,   1837.     Commander,  14   September,  isr.n.     Captain,  16   July,     * 
Uetired  3  November,  1803.     Died  15  January,  1807. 

Bazard,  Stanton. 

Midshipman,  10  January,  1799.    Resigned  2;^  January-,  1799. 

Bazard,  William  S. 

Acting  Third  Assistant  Engineer,  30  October,  1801.     Appointment 
December,  1801. 

Ilazell,  William. 

Midshipman,  1  January,  1808.    Resigned  28  June,  1810. 
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laEelttne,  Edward  €• 

Acting  Midshipman,  22  September,  1859.  Ensign,  27  December,  1862.  Lost  on 
the  **  Eimsatanic;'  17  February,  1864. 

lazeltOB,  John  A. 

Mate,  6  September,  1864.    Resigned  20  June,  1865. 

lazleton,  Isaac. 

Assistant  Surgeon,  17  September,  1861.    Resigned  11  September,  1865. 

lazlett,  George  J. 

Acting  Ensign,  13  May,  1868.    Resigned  1  March,  1865. 

lazlett,  H.  R. 

Acting  Master,  1  October,  1862.  Appointment  revoked  (Declined,)  29  January, 
1863. 

lazletl,  Isaac* 

Midshipman,  27  September,  1861.  Graduated  24  September,  1865.  Ensign,  1 
December,  1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 

SalKlUt,  James  W. 

Mate,  6  Noyember,  1861.    Dismissed  25  May,  1868. 

EUizard,  Urilliam  S. 

Acting  First  Assistant  Engineer,  24  September,  1868.  Honorably  discharged  16 
August,  1865. 

ffeacock,  urilUam  C. 

Midshipman,  22  September,  1868.  Graduated  1  June,  1872.  Ensign,  16  July, 
1873.    Resigned  21  November,  1877. 

ieald,  £phraiiii. 

Carpenter,  24  July,  1827.    Discharged  8  November,  1828. 

rcii.ld,  Engene  de  F. 

midshipman,  80  September,  1863.  Graduated  June,  1867.  Ensign.  18  December, 
1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

e«ley,  E.  €• 

Acting  Master,  28  February,  1862.    Honorably  discharged  4  March,  1866. 

^«iley,  John. 

Acting  Third  Assistant  Engmeer,  28  March,  1863.  Killed  in  action  20  April, 
1863. 

^«iley,  William  J. 

Acting  Assistant  Paymaster,  23  September,  1868.  TTonnrably  discharged  2  No- 
vember, 1865.  Assistant  Paymaster,  27  Febnuirv,  7.  Passed  Assistant  Pay- 
master, 19  July,  1868.    Died  11  July,  1873. 

^mny^  John. 

Acting  Third  Assistant  Engineer,  7  October,  1862.    Resigned  12  March,  1863. 

^ap,  James  !<• 

Midshipman,  5  June,  1830.  Passed  Midshipman,  U  June,  lb36.  Died  15  Janu- 
ary, 1839. 

"^^p,  Samuel  D. 

Assistant  Surgeon,  5  April,  1804.  Surgeon,  27  November,  1804.  Resigned  25 
December,  1825. 

^fearn,  Frederick  W. 

Acting  Ensign,  24  October,  1862.    Honorably  discharged  12  November,  1805. 

'^arson,  Frederick  li. 

Acting  Third  Assistant  Engineer  24  December,  1864.  Honorably  discharged  17 
July,  1805. 

'^artle,  Isanic. 

Master,  6  July,  1815.    Last  appearance  on  Records  of  Navy  Department. 

^^ath,  Allen  S. 

Acting  Assistant  Surgeon,  28  May,  1801.     Resigned  14  August,  1802. 

^^ath,  Beujamln,  Jr. 

Mate,  8  February,  1864.    Honorably  discharged  1  December,  1865 
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Heath,  Byron  S. 

Acting  Third  Assistant  Engineer,  4  October,  1864.    Resigned  8  June,  1865. 

Healh,  Daniel  C. 

Midshipnian,  28  Marcli,  1799.    Resigned  18  April,  1805. 

Heath,  David  P. 

Acting  Master,  4  November,  1861.     Resigned  13  March,  1865. 

Heath,  Frank  R. 

Cadet  Midshipman,  28  September,  1873.    Graduated  18  June,  1879. 

Heath,  Henry. 

Mate.    Resigned  29  April,  1862. 

Heath,  IjneiuH  E. 

Mate,  27  May,  1803.    Resigned  17  May,  1865. 

Heath,  Mareellus  €• 

Acting  Third  Assistant  Engineer,  22  November,  1862.     Acting  Second 
Engineer,  19  November,  1863.    Honorably  discharged  21  January,  1868. 

Heath,  Xathan  B. 

Acting  Master,  9  September,  1861.     Acting  Volunteer  Lieutenant,  18  Anja*^ 
1865.    Honorably  discharged  8  May,  1866. 

Heath,  Richard  S. 

Midshii)man,  17  December,  1810.     Lieutenant,  27  April,  1817.    Killed  in  a  dttcl 
2  June,  1817. 

Heath,  Samuel  €• 

Mate,  8  May,  1862.    Resigned  28  ^larch,  1864. 

Heath,  H  illiam. 

Midshipman,  20  June,  1806.     Resigned  5  June,  1809. 

Heat  ley,  Thomas. 

Lieutenant,  20  March,  1799.    Discharged  13  March,  1802,  under  Peace  Ertabli*!*' 
meut  Act. 

Heaton,  William  Warford. 

Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer,  8 
tember,  1863.    First  Assistant  Engineer,  11  October,  1866. 

Hehard,  Henry. 

Chief  Engineer,  6  February,  1840.     Died  4  August,  1846. 
Hehard,  George  F. 

Second  Assistant  Engineer,  27  January,  1848.    First  Assistant  Engineer,  26 
ruar\%  1851.     Dropped  17  September,  1856. 

Hehar<l,  George  F. 

Acting  First  Assistant  Engineer,  21   October,  1863.     Acting  Chief  Engineer*  ^ 
March,  1864.    Honorably  discharged  10  April,  1866. 

Hehard,  John  H. 

Acting  Second  Assistant  Engineer,  24  November,  1863.    Honorably  discharged  ^ 
October,  1867. 

Hehhard,  Samnel. 

Gunner,  23  January,  1822.     Died  9  July,  1832. 

Heherton,  £dii-ar<l  P. 

Acting  Assistant  Paymaster,  25  September,  1861.     Ap])ointment  revoked  (SieJ^»^ 
23  April,  1863. 

Hehron,  Thomas. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Acting  Chief  Engineer,    ^ 
November,  1862.     Honorably  discharged  11  November,  1865. 

Hehnrn,  Patrieins. 

Midshipman,  18  June,  1812.    Dismissed  8  March,  1814. 

Hehnrn,  Patrieins. 

Midshipman,  1  January,  1818.    Resigned  23  Februar}^  1821. 


GENERAL  NAVY  REGISTER.  887 

s^kle*  John. 

Sailmaker,  9  November,  1831.    Died  15  January,  1847. 

^^^den,  £dward  F. 

Acting  Third  Assistant  Engineer,  4  December,  18C2.  Honorably  discharged  5 
August,  1865. 

^^dge,  Cornelins  G. 

Mate,  9  May,  1863.    Desert<jd  20  May,  1863. 

^^Hlger,  Wllllttm. 

Acting  Master,  9  April,  1802.    Honorably  discharged  11  January,  1866. 

L^^dge«,  Frederick  £• 

Midshipman,  9  June,  1811.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Georgetown,  D.  C. 

Lodges,  James  I>. 

Acting  Third  Assistant  Engineer,  1  October,  1864.  Appointment  revoked  (Sick,) 
29  April,  1865. 

ledrlcks,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1868.    Resigned  9  August,  1865. 

Keede,  Peter. 

Acting  Ensign,  17  December,  1862.  Resigned  14  March,  1864.  Acting  Ensign, 
80  June,  1864.     Dismissed  31  August,  1864. 

Keenan,  Thomas. 

Actini;  Third  Assistant  Engineer,  23  November,  1861.  Acting  Second  Assistant 
Engineer,  17  October,  1863.  Acting  First  Assistant  Engineer,  28  April,  1866. 
Honorably  discharged  4  February,  1866. 

^^erman,  liewls. 

Surgeon's  Mate,  8  February,  1802.  Surgeon,  27  November,  1804.  Died  19  May, 
1888. 

^^ep,  Joseph  K. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Acting  Chief  Engineer,  23 
November,  1863.     Honorably  discharged  25  October,  1865. 

^^Qenser,  Arthur  C 

Assistant  Surgeon,  19  March,  1875.    Passed  Assistant  Surgeon,  4  June,  1878. 

^^Qbrds^  William. 

Acting  Master,  14  November,  1861.  Acting  Volunteer  Lieutenant,  for  duty  as 
Pilot,  13  November,  1863.    Honorably  discharged  23  October,  1865. 

^^tleinan,  JqIIuh  O. 

Midshipman,  10  March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  31  December, 
1856. 

^^llfl^e,  Charles  C. 

Acting  Third  Assistant  Engineer,  14  December,  1868.  Appointment  revoked 
(Sick,)  12  September,  1864. 

^^llner,  I^ewls  €. 

Midshipman,  25  July,  1866.  Graduated  7  June,  1870.  Ensign,  18  July,  1871. 
Master,  27  September,  1878.    Lieutenant,  2  June,  1879. 

'^luer,  Henry  Dillon. 

Third  Assistant  Engineer,  24  December,  1861.     Resigned  i>2  April,  1865. 

^t^keil,  Horace  M. 

I^urser,  18  September,  1841.  Pay  Director,  3  March,  1871.  Retired  list,  24  Sep- 
tember, 1875. 

^^Itman,  Barthold  H. 

Mate,  12  July,  1865.    Resigned  2  March,  1866. 

^Hzerman,  John  B. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  11  Noyember,  1865. 

22 
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Hekey,  Peter. 

Carpenter,  19  October,  1799.    Drowned  at  Sea,  12  March,  1800. 

Hellen,  Clifton. 

Assistant  Paymaster,  8  November,  1861.    Paymaster,  16  November,  1861  Ite- 
signod  15  February,  1865. 

Heller,  £dward  li. 

Acting  Third  Assistant  Engineer,  22  October,  1863.    Honorably  discharged  1  Sep- 
tember, 1865. 

Helm,  Francis  T. 

Midshipman,  10  January,  1809.    Resigned  5  March,  1810. 

Helm,  James  M. 

Midshipman,  29  September,  1871.    Graduated  21  June,  1875.    Ensign,  18  July, 
1876. 

Hemenway,  Peter. 

Carpenter,  11  November,  1813.    Resigned  10  August,  1814. 

Hemphill,  J.  A. 

Midshipman,  4  March,  1823.    Resigned  24  January,  1826. 

Hemphill,  Joseph  Newton. 

Midshipman,  29  September,  1862.    Graduated  June,  1866.    Ensign,  13  Mirel^ 
1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Hempstead,  William  H. 

Acting  Assistant  Paymaster,  19  October,  1861.    Appointment  revoked  16  Miy, 
1862. 

Hensley,  James  T. 

Mate,  26  September,  1864.    Honorably  discharged  20  September,  1865. 

Henck,  £•  Hr. 

Mate,  8  April,  1865.    Honorably  discharged  5  August,  1866. 

Heneke,  Jaeoh. 

Acting  Third  Assistant  Engineer,  29  January,  1804.    Resigned  1  May,  1865. 

Hendee,  Georse  £. 

Acting  Assistant  Paymaster,  25  March,  1864.    Passed  Assistant  Paymaster,  2^ 
July,  1866.    Paymaster,  27  February,  1809. 

Henderson,  Albert  H. 

Acting  Ensign,  8  April,  1864.    Honorably  discharged  9  December,  1865. 

Henderson,  Alexander. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer.  S* 
May,  1853.  First  Assistant  Engineer,  9  May,  1857.  Chief  Engineer,  28  irax^ 
1861. 

Henderson,  Alexander  M. 

Midshipman,  1  April,  1827.    Resigned  17  July,  1833. 

Henderson,  Andrew  A. 

Assistant  Surgeon,  8  September,  1841.    Surgeon,  1  March,  1856.    Medical  Dii 
tor,  3  March,  1871.     Died  4  April,  1875. 

Henderson,  Andrew  H. 

Third  Assistant  Engineer,  8  September,  18G3.     Dismissed  17  April,  1866. 

Henderson,  B.  li.  T. 

Midshipman,  2  January,  1840.     Resigned  0  April,  1846. 

Henderson,  diaries. 

Midshipman,  6  April,  1830.     Resin:iiea  12  March,  1832. 

Henderson,  £•  F. 

Mate,  11  October,  1861.     Dismissed  :U  May,  1862. 

Henderson,  Frauds. 

Acting  Second  Assistant  EnLrinecr.  3  April,  18C3.    Acting  First  Assistant 
necr,  y  April,  1^04.     Dismii*so<l  12  November,  1SG4. 

Henderson.,  George. 

Midshipman,  1  May,  1828.    Resigned  13  September,  1834. 
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nderson,  George  !>• 

Chaplain,  2  July,  1864.    Died  20  May,  1875. 

nderson,  Gerard. 

Carpenter,  19  April,  1845.    Resigned  1  February,  1850. 

nderson,  James  B. 

Mate,  17  May,  1862.  Acting  Ensign,  11  August,  1803.  Dismissed  28  November, 
1865. 

nderson,  James  li. 

Midshipman,  1  June,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  6 
July,  1840.    Commander,  14  September,  1855.    Resigned  18  April,  1861. 

nderson,  John  A. 

Assistant  Engineer,  8  July,  1876. 

nderson,  John  £• 

Acting  Third  Assistant  Engineer,  23  March,  1864.  Honorably  discharged  13 
October,  1865. 

Anderson,  Joseph  W. 

Acting  Third  Assistant  Engineer,  7  March,  1864.  Honorably  discharged  1  No- 
yexnoer,  1865. 

Anderson,  Moses  K. 

Mate,  26  March,  1863.  Honorably  discharged  27  October,  1870.  Gunner,  27 
August,  1872. 

Anderson,  Richard. 

Midshipman,  25  September,  1872.  Graduated  20  June,  1876.  Ensign,  1  July 
1878. 

aderson,  Robert. 

Acting  Ensign,  23  December,  1863.    HonoraJbly  discharged  5  August,  1865. 

uderson,  Thomas. 

Acting  Third  Assistant  Engineer.    Dismissed  22  August,  1863. 

Uderson,  William. 

Midshipman,  6  March,  1800.    Resigned  20  March,  1800. 

uderson,  William. 

Mate,  21  March,  1862.  Acting  Ensign,  16  March,  1864.  Dismissed  28  November, 
1864. 

iftderson,  William  F. 

Acting  Third  Assistant  Engineer,  11  September,  1863.  Honorably  discharged  8 
January,  1866. 

Hdrieks,  William. 

Mate,  4  June,  1863.  Acting  Ensign  and  Pilot,  29  April,  1864.  Dismissed  3  June, 
1864. 

Hdrieks,  William, 

Acting  Ensign  and  Pilot,  29  April,  1864.    Dismissed  2  July,  1804. 

Hdrickson,  William  W. 

Acting  Midshipman,  26  September,  1860.  Acting  Ensign,  1  October,  1863.  Mas- 
ter, 10  November,  1865.  Lieutenant,  10  November,  1800.  Lieutenant-Com- 
mander, 12  March,  1868.     Resigned  12  June,  1873.     Professor,  21  Mareh,  1873. 

tidrix,  Fremont  M. 

Midshipman,  21  March,  1862.  Graduated  September,  1805.  Ensign,  1  December, 
1866.  Master,  12  March,  18C«.  Retired  list,  11  November,  1871.  Died  11 
June,  1880. 

tidry,  Thomas,  Jr. 

Midshipman,  1  January,  1808.  Lieutenant,  8  March,  1813.  Resigned  10  Decem- 
ber, 1819. 

tieberf^er,  liUCien  G. 

Assistant  Surgeon,  17  June,  1874.    Passed  Assistant  Surgeon,  10  November,  1877. 

tiery,  Samuel. 

Acting  Third  Assistant  Engineer,  20  May,  1804.  Honorably  discharged  2  Novem- 
ber. 1865. 
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Ilenoy,  John  €• 

Mat€,  19  September,  1863.    Resigned  31  March,  1865. 

ITeiikle,  Franklin. 

Acting  Assistant  Surgeon,  8  August,  1861.    Resigned  20  September,  1862. 

If  en  ley,  John  I>. 

Midshipman,  14  October,  1799.    Lieutenant,  3  January,  1807.    Commander,  24 
July,  1813.    Captain,  5  March,  1817.    Died  23  May,  1835. 

llonley,  P.  T. 

Midshipman,  1  January,  1818.    Last  appearance  on  Records  of  Navy  Department, 
2  April,  1824.     Dead. 

llonley,  fikiniucl. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Died  14  July,  1885. 

Henley,  WllUttm. 

Purser,  22  January,  1812.    Last  appearance  on  Records  of  Navy  Departmont 

Henley,  William  D. 

Midshipman,  20  August,  1800.    Discharged  12  August,  1801,  under  Peace  Estob- 
ment  Act. 

Henly,  Robert. 

Midshipman,  8  April,  1799.      Lieutenant,  29  Januarv,  1807.      Commander,  It 
August,  1814.    Captain,  3  March,  1825.    Died  7  October,  1828. 

Hennessey,  £•  J. 

Mat€,  23  March,  1863.    Honorably  discharged  10  July,  1865. 

Hennessey,  James  M. 

Acting  Third  Assistant  Engineer,  30  July,  1864.    Honorably  discharged  20  Jolf 
1865. 

Hennessey,  William. 

Acting  Assistant  Paymaster,  24  January,  1862.    Appointment  revoked  (SickJ^' 
March,  1863.^ 

Hennessy,  HaTld. 

Acting  Third  Assistant  Engineer,  24  December,  1868.    Honorably  dischaxgni  1& 
July,  1865. 

Hennessy,  J.  B. 

Midshipman,  20  June,  1799.    Last  appearance  on  Records  of  Navy  Department 
Dead. 

Henop,  I^ewls  W. 

Midshipman,  17  June,  1799.    Last  appearance  on  Records  of  Navy  DepartmeD^ 
27  June,  1800. 

Henop,  Philip. 

Midshipman,  26  November,  1799.    Resigned  6  August,  1801. 

Henrleks,  Edward  William. 

Midshipman,  23  September,  1863.    Graduated  June,  1867.    Ensign,  18  Deconly^^' 
1868.    Master,  21  March,  1870.    Resigned  13  October,  1871. 

Henrlekson,  Charles  A. 

Acting  Ensign,  25  February,  1864.    Honorably  discharged  24  October,  1865. 

Henrique^,  Frederle  H. 

Acting  Third  Assistant  Engineer,  18  January,  1864.    Acting  Second  AMi»t^^ 
Engineer,  14  October,  1864.    Honorably  discharged  8  Octolxjr,  1865. 

Henry^  Bernard. 

Assistant  Surgeon,  27  November,  1844.    Passed  Assistant  Surgeon,  1  April,  IJ 
Resigned  11  October,  1850. 

Henry,  Charles  J. 

Acting  Third  Assistant  Engineer,  30  Sei)tember,  1803.    Acting  Second  A«ist^^ 
Engineer,  9  September,  1864.     Ilonorahly  discharged  19  July,  I860. 

Henry,  £dninnd  W. 

Midshipman,  7  April,  1842.    Passed  Midshipman,  5  August,  1848.    Master.      ' 
September,  1855.    Lieutenant,  16  September,  1«55.    Lieutenant-Commander«    * 
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July,  1863.    Retired  1?  March,  1867.    Commander  on  Retired  list,  28  April,  1867. 
Died  8  March,  1872. 

enry,  Edward  T. 

Acting  Third  Assistant  Engineer,  19  April,  1864.    Honorably  discharged  20  Octo- 
ber, 1865. 

enry«  Henry. 

Master,  1  July,  1812.    Lieutenant,  5  March,  1817.    Commander,  9  February,  1837. 
Captain,  27  February,  1847.    Died  26  July,  1857. 

enry9  Isaac. 

Assistant  Surgeon,  9  March,  1798.    Surgeon,  12  July,  1799.    Last  appearance  on 
Records  of  Navy  Department. 

enry,  James. 

Master,  16  June,  1814.    Resigned  19  October,  1818. 

enry,  J.  Cacuiln. 

Midshipman,  6  March,  1688.    Passed  Midshipman,  8  July,  1889.    Lieutenant,  17 
May,  1844.    Died  18  February,  1846. 

enry«  John. 

Acting  Third  Assistant  Engineer,  29  August,  1861.    Acting  Second  Assistant 
Engineer,  19  November,  1863.    Resigned  19  May,  1865. 

ienry,  John. 

Acting  Third  Assistant  Engineer,  22  June,  1863.    Honorably  discharged  19  Jan- 
uary, 1866. 

[enry,  John  B. 

Midshipman,  80  October,  1804.    Dismissed  13  July,  1808. 

[enry,  John  B. 

Master's  Mate,  28  April,  1805.    Dismissed  26  May,  1806. 

[enry,  John  F. 

Acting  Assistant  Surgeon,  22  March,  1864.     Dismissed  9  June,  1865. 

[enry,  Morris  II. 

Acting  Assistant  Surgeon,  17  May,  1861.    Resigned  8  July,  1868. 

lenry,  Bobert. 

Acting  Third  Assistant  Engineer,  19  December,  1868.  Honorably  discharged  1 
March,  1866. 

lenry,  Bobert. 

Acting  First  Assistant  Engineer,  22  January,  1802.  ApiDointnient  revoked  29  Jan- 
uary, 1868. 

leury,  S.  B.  B. 

Midshipman,  26  April,  1798.  Last  appearance  on  Records  of  Navy  Department,  1 1 
December,  1798. 

tenry,  Wilkes. 

Midshipman,  18  December,  1837.    Killed  by  South  Sea  Islanders,  24  Ju^y,  1840. 

•«nry,  William. 

Mate.  Appointment  revoked  (Sick,)  20  July,  18G2.  jMate,  9  September,  1862. 
Acting  Ensign,  0  October,  1802.     Honorably  discharged  29  August,  1805. 

^nry,  William, 

Boatswain,  20  February,  1815.     Dismissed  2  October,  1810. 

^nry,  William  A. 

Midshipman,  5  December,  1817.  Passed  Midshipman,  29  June,  1848.  Died  14 
December,  1844. 

^nry,  William  P. 

Mate,  12  February,  1803.     Resigned  10  February,  1804. 

^^DHe,  Frederick. 

Acting  Third  Assistant  Engineer,  1  October,  1802.  Resigned  2  March,  1868. 
Acting  Third  Assistant  Engineer,  13  August,  1803.  Appointment  revoked 
(Sick,)  20  July,  1864. 
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Hcnshaw,  H •  Clay. 

Acting  Third  Assistant  Engineer,  19  December,  1801.    Resigned  17  Septanber, 

HeiiMlniw,  J.  Sidney. 

Professor,  1  July,  1842.    Dropped  4  September,  1848. 

HeiiAley,  Edward  HI. 

Mate,  8  July,  1863.    Resigned  30  January,  1864.    Mate,  12  February,  1864.   R^ 
signed  8  June,  1865. 

Hendg,  Georice. 

Acting  Master,  1  October,  1862.    Dismissed  6  June,  1863. 
Henton,  William. 

Boatswain,  10  July,  1875.     Retired  list,  12  October,  1876. 
Hepbnrn,  Richard. 

Acting  Ensign,  2  December,  1863.    Honorably  discharged  13  January,  1866. 
Berber,  Jacob. 

Acting  Second  Assistant  Engineer,  1  December,  1863.    Dismissed  21  July,  186i 
Herbert,  John  €• 

Sailmaker,  10  June,  1861. 

Herbert,  Joshua. 

Midshipman,  18  November,  1798.    Last  appearance  on  Records  of  Navy  Depirt- 
ment,  29  April,  1801.    Resigned. 

Herbert,  Joshna* 

Master,  4  August,  1807.    Last  appearance  on  Records  of  Navy  Department 

Herbert,  Theodore  €• 

Sailmaker,  15  June,  1842.    Resigned  10  August,  1849.    Re-appointed  21  Notob- 
ber,  1850.    Retired  list,  20  March,  1876. 

Herbert,  Thomas. 

Master,  9  September,  1814.    Discharged  4  May,  1815. 

Herbert,  William  H. 

Mate,  7  August,  1862.    Resigned  23  March,  1863. 

Heriot,  James. 

Midshipman,  1  April,  1828.     Resigned  20  March,  1830. 

Heriot,  Thomas. 

Midshipman,  17  December,  1810.    Resigned  1  August,  1812. 

Herndon,  Cnmberland  G. 

Assistant  Surgeon,  3  May,  1874.    Passed  Assistant  Surgeon,  23  March,  1878: 

Herndon,  W.  Ij. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutentnt, 
25  February,  1841.    Commander,  14  September,  1855.    Lost  12  September,  185T. 

Herold,  James. 

Boatswain,  21  January,  1862.    Warranted  30  September,  1862.     Died  at  Washing- 
ton, D.  C,  10  July,  1809. 

Heron,  James. 

Midshipman,  19  October,  1841.     Dismissed  3  March,  1849. 

Heron,  James. 

Mate,  4  June,  1866.     Boatswain,  16  April,  1873. 

Herr,  Benjamin  W. 

Mate,  24  November,  1863.    Acting  Ensign,  13  March,  1865.    Honorably  Ottr 

charged  12  October,  1865. 

Herriok,  £dward. 

Acting  Master,  19  April,  1802.     Dismissed  8  March,  1865. 

Herriek,  Richard  P. 

i*Iate,  8  August,  1803.     Resigned  13  March,  18G5. 

Herring,  Benjamin. 

Third  Assistant  Engineer,  11  August,  1800.     Dismissed  8  July,  1861. 
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erring,  William  H. 

Mate,  9  Januar>%  1862.     Gunner,  4  February,  1863.    Warranted  8  March,  1864. 
Dismissed  18  July,  1864.    Restored  on  probation.    Dismissed  8  June,  1865. 

erring,  William  J. 

Acting  Ensign,  1  July,  1864.    Honorably  discharged  15  November,  1868. 

erron,  James  O. 

Acting  Third  Assistant  Engineer,  29  September,  1864.    Honorably  discharged  30 
October,  1865. 

erron,  Jolin. 

Acting  Second  Assistant  Engineer,  13  March,  1863.    Honorably  discharged  29 
October,  1865. 

erron,  John  £• 

Midshipman,  1  January,  1816.    Resigned  28  August,  1822. 

erron,  Tliomas  G. 

Mate,  1  October,  1862.    Acting  Ensign,  16  February,  1864.    Honorably  discharged 
5  September,  1865. 

erron,  William  €• 

Male,  1  October,  1862.    Promoted  to  Acting  Ensign,  6  June,  1863.    Resigned  22 
August,  1868. 

ershey,  Andrew  H. 

Acting  Assistant  Surgeon,  2  July,  1862.    Died  6  February,  1863. 

ersbey,  Benjamin  J. 

Acting  Assistant  Surgeon,  14  December,  1861.    Resigned  81  August,  1864. 

erty,  James  W. 

Assistant  Surgeon,  80  November,  1859.    Dismissed  17  December,  1861. 

erwig,  Henry. 

Assistant  Engineer,  9  [^September,  1874.    Passed  Assistant  Engineer,  22  May, 
1880. 

eslewood,  Frederick. 

Mate,  22  January,  1864.    Appointment  revoked  (Sick,)  17  June,  1864.    Mate,  24 
August,  1864.    Died  at  New  Orleans,  Louisiana,  25  September,  1867. 

a«lip,  Josepii. 

3Iidshipman,  16  January,  1809.    Resigned  16  May,  1809. 

esfie,  Frederick:  G. 

Professor,  18  May,  1861.    Resigned  2  May,  1868. 

esselbacher,  €•  €• 

Mate,  1  February,  1870.    Resigned  9  July,  1878. 

ester,  Isaac  W. 

Midshipman,  12  October,  1848.    Passed  Midshipman,  15  June,  1854.    Master,  16 
September,  1855.    Lieutenant,  16  September,  1855.    Died  18  January,  1859. 

etta,  Jolin. 

Midshipman,  25  June,  1814.    Resigned  1  May,  1822. 

etkerington,  James  H. 

Cadet  Midshipman,  9  June,  1874.    Graduated  4  June,  1880. 

etlierini^oii,  John. 

Mate,  18  December,  1863.    Deserted  24  June,  1865. 

etrick,  Samnel  S. 

Acting  Second  Assistant  Engineer,  16  August,  1862.    Resigned  5  April,  1865. 

ewes,  J<Mlina  D. 

Acting  Second  Assistant  Engineer,  28  September,  1863.    Honorably  discharged  9 
August,  1865. 

lewitt,  Fdward  Jj. 

Third  Assistant  Engineer,  24  Februar}*,  1802.    Second  Assistant  Engineer,  15 
October,  1863.    Resigned  2  November,  1866. 
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Hewitt,  Isaac  B. 

Acting  Second  Assistant  Engineer,  1  November,  1862.    Acting  First 
Engineer,  8  October,  1863.    Honorably  discharged  24  September.  1865. 

Hewitt,  Thomas. 

Midshipman,  20  June,  1798.    Resigned  23  November,  1798. 

Hewitt,  William. 

Midshipman,  81  March,  1840.    Resigned  26  December,  1840. 

Hewlett,  Felix. 

Boatswain,  25  August,  1851.    Warranted  2  July,  1853.    Died  1  August,  1854. 

Hewrie,  Daniel. 

Midshipman,  4  January,  1833.    Resigned  5  May,  1838. 

Hewson,  Albert. 

Mat€.    Resigned  10  August,  ^63. 

Heydon,  Caleb. 

Carpenter,  5  November,  1814.    Resigned  2  March,  1815. 

Heyerman,  Oscar  Frederick. 

Midshipman,  30  November,  1801.  Graduated  22  November,  1864.  EniigDi  ^ 
November,  1806.  Master,  1  December,  1866.  Lieutenant,  12  March,  1880- 
Lieutenant-Commander,  13  October,  1869. 

Heyl,  Theodore  C. 

Assistant  Surgeon,  21  March,  1870.    Passed  Assistant  Surgeon,  10  October,  187^  • 

Heylin,  li.  C. 

Midshipman,  1  January,  1817.    Resigned  16  January,  1826. 

Heywood,  Charles. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  28  April,  1883.  Lievte^* 
ant,  8  March,  1837.    Died  16  January,  1853. 

Hibben,  Henry  B. 

Chaplain,  2  July,  1864. 

Hibbert,  Stephen  H. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  S  ^ 
May,  1853.  First  Assistant  Engineer,  0  May,  1857.  Chief  Engineer,  29  Jua^-> 
1861. 

Hibbett,  Charles  T. 

Assistant  Surgeon,  15  January,  1875.    Passed  Assistant  Surgeon,  30  April,  1S5*0. 

Hiehborn,  Philip. 

Assistant  Niival  Constructor,  26  June,  1869.     Naval  Constructtir,  12  March,  187^- 

Hiokcy*  Charles. 

Acting  Third  Assistant  Engineer,  18  April,  1S03.  Actin*?  Second  Assistant  Eng'*' 
neer,  27  January,  1805.     Honorably  discharged  9  November,  1865. 

Hioke^',  John  K. 

Acting  Third  Assistant  Engineer,  18  May,  1803.  Acting  Swond  Assistant  Enj^*  ' 
neer,  12  November,  1863.     Honorably  discharged  21  August,  1865. 

IIi<*ke3',  miohael. 

Mute,  12  September,  1801.  Acting  Master,  19  November,  1803.  Honorably  di  ^" 
charged  27  December,  1805.     Boatswain,  9  July,  IbOO.     Died  30  April,  1876. 

Hiok»,  A.  II. 

Mate.    Acting  Ensign,  gallant  conduct  in  action,  1  June,  1868.    Resigned 
March,  1805. 

Hicks,  Charles  IV. 

Acting  Ensign,  13  September,  1802.    Honorably  discharged  20  September,  1868. 

Ilioknian,  Kdward. 

Midshipman,  18  June,  1812.     Kesi<rned  8  November,  1812. 

Hider,  Arthur  J. 

Acting  Ensign,  24  October,  1^03.  Honorably  discharged  25  July,  1865.  Actir^^ 
Ensign,  11  September,  isi^.O.     Resigned  4  May,  1807. 
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I,  IiewlB. 

It  Surgeon,  8  February,  1802.    Surgeon,  27  November,  1804.    Died  Id 
1888. 

WllUam. 

Third  Assistant  Engineer,  22  April,  1863.    Resigned  18  April,  1864. 

f  onas  8. 

Master,  22  October,  1861.    Resigned  28  April,  1864. 

L.  P. 

)man,  1  November,  1826.    Resigned  28  June,  1833. 

William  H. 

Assistant  Paymaster,  14  January,  1862.    Resigned  16  January,  1864. 

William  P. 

[  January.  1863.    Acting  Ensign,  4  FebrQary,  1864.    Honorably  discharged 
itember,  1865. 

Benedict. 

}man,  1  January,  1812.    Discharged  5  May,  1814. 

►tham,  George  B. 

Assistant  Surgeon,  24  September,  1861.  Honorably  discharged  13  ?eb- 
,  1866. 

►tham,  J.  li. 

)man,  31  October,  1799.  Lieutenant,  18  March,  1801.  Last  appearance  on 
ds  of  Navy  Department.  3  January,  1801.     Furloughed 

^Iham,  William  If . 

Ensign,  Admiral  Farragut's  StaflF,  1  April,  1864.  Killed  in  Battle,  5 
St,  1864. 

Anthony. 

Third  Assistant  Engineer,  14  July,  1864.    Honorably  discharged  9  August, 

£dward. 

)man,  23  January,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  30 
1849.     Lieutenant,  20  August,  1849.     Resigned  16  February,  1854. 

£lias  B. 

J  October,  18G2.    Appointment  revoked  (Sick.)  26  August,  1863. 

James. 

)man,  13  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  25 
lary,  1854.    Lieutenant,  6  October,  1854.     Resigned  31  December,  1856. 

James. 

Third  Assistant  Engineer,  13  May,  1864.     Discharged  20  August,  1864. 

Jesse. 

)man,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
1815.    Furloughed. 

Thomas. 

Assistant  Paymaster,  29  August,  1864.    Honorably  discharged  23  August, 

William  P. 

Third  Assistant  Engineer,  9  September,  1862.     Resigned  28  April,  1865. 

n,  Francis  J. 

Midshipman,  21  September,  1857.  Graduated  18  July,  1862.  Acting 
r.  Lieutenant,  1  August,  1862.  Lieutenant-Commander,  25  July,  1866. 
lander,  10  June,  1876. 

ham,  D. 

)man,  18  June,  1812.     Died  15  October,  1817. 

William. 

Second  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  30 
nber,  1866. 
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Ililand,  Martin. 

Acting  Third  AssiBtant  Engineer,  31  December,  1864.    Honorably  dischaieed  4 
October,  1866. 

lliland,  Thomas. 

Assistant  Surgeon,  22  November,  1861.    Passed  Assistant  Snrg^n,  28  June,  1865. 
Surgeon,  7  June,  1869. 

Hildbnrg,  liOuis. 

Mate.    Resigned  31  December,  1862. 

If  ilderbrand,  Balthaser. 

Acting  Third  Assistant  Engineer,  28  August,  1862.    Resigned  11  March,  1868. 

Uildrelh,  C.  F.  P.    . 

Acting  Assistant  Surgeon,  28  October,  1862.     Resigned  4  February,  1864. 

Hill,  Alonzo  A.  T. 

Assistant  Surgeon,  14  March,  1848.    Resigned  6  April,  1854. 

Hill,  Charles  H. 

Acting  Assistant  Paymaster,  20  December,  1863.    Musteretl  out  12  April,  186S. 

Hill,  Charles  J. 

Mate,  8  May,  1862.    Acting  Ensign,  5  June,  1863.    Resigned  20  March,  1866. 

Hill,  £ben  B. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  Engi- 
neer, 20  May,  1864.    Honorably  discharged  5  November,  1865. 

Hill,  Frederick  S. 

Acting  Master,  12  July,  1861.  Acting  Volunteer  Lieutenant,  11  December,  IM 
Honorably  discnarged  12  May,  1865. 

Hill,  Georice  £• 

Acting  Master,  7  October,  1861.    Honorably  discharged  13  September,  1865. 
Hill,  Henry.. 

Acting  Second  Assistant  Engineer,  17  October,  1861.  Acting  First  Aanitut 
Engineer,  4  February,  1863.     Dismissed  16  September,  1863. 

Hill,  Henry  H. 

Master,  16  June,  1814.    Died  10  March,  1820. 

Hill,  Jamet^. 

Mate,  19  March,  1870.    In  Service. 

Hill,  Jamet^. 

Acting  Third  Assistant  Engineer,  31  August,  1804.     Resigned  9  June,  1865. 

Hill,  John,  Jr. 

Midshipman,  6  February,  1809.  Lieutenant,  27  April,  1816.  Discharged  by 
Court  Martial,  6  October,  1819. 

Hill,  John. 

Mate,  7  January,  1862.    Dismissed  10  August,  1862. 

Hill,  John. 

Acting  Ensign,  1  October,  1«62.     Resigned  5  March,  1864. 

Hill,  John. 

Acting  Ensign,  25  November,  1863.    Hononibly  discharged  5  December,  1865. 

Hill,  John  A. 

Acting  Third  Assistant  Engineer,  15  February.  18r>2.  Appointment  revoked  4 
November,  1862.  Acting  First  Assistant  Engineer,  30  June,  1863.  HoDonW 
discharged  8  December,  1805. 

Hill,  John  8. 

Acting  Third  Assistant  Engineer,  18  December,  1803.  Honorably  dischaiged  28 
October,  1865. 

Hill,  John  J%\ 

Acting  Assistant  Paymaster,  4  November,  1802.  Died  on  ^^  Sea  Foam,^^  1  Octobei^ 
1863. 
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If  Jastas. 

boatswain,  4  April,  1827.    Last  appearance  on  Records  of  Navy  Department,  1882. 
Dead. 

I,  lieonard  W. 

Lcting  Master,  28  August,  1861.    Resigned  25  February,  1865. 

U  Oren  T. 

Acting  Third  Assistant  Engineer,  9  February,  1864.    Appointment  revoked  (Sick,) 
8  August  1864. 

I,  Richard  J. 

Gunner,  28  April,  1860. 

I,  Robert. 

lidshipman,  16  January,  1809.    Resigned  80  October,  1809. 

I,  Stephen  €• 

Lcting  Ensign,  13  May,  1868.    Resigned  25  April,  1865.    Acting  Ensign,  19  De- 
cember, 1866.    Mustered  out  10  June,  1868. 

[,  Thomas  K. 

Lcting  Third  Assistant  Engineer,  9  June,  1868.    Honorably  discharged  21  August, 
1865. 

I,  Thomas  Qnincey. 

Lcting  Assistant  Paymaster,  17  December,  1861.    Resigned  1  August,  1868. 

1,  William. 

iailmaker,  8  June,  1798.    Warrant  returned. 

1,  William  £• 

lidshipman,  28  June,  1804.    Resigned  2  April,  1808. 

lar,  Benjamin. 

Jeutenant,  31  October,  1798.    Commander,  8  February,  1800.    Last  appearance 
on  Records  of  Navy  Department. 

lard,  Charles  C. 

Lcting  Master,  16  May,  1861.     Died  on  ''Relief;'  8  February,  1862. 

ler,  Edward. 

Lcting  Ensign,  8  November,  1864.    Mate,  24  September,  1869.     Resigned  28  Feb- 
ruary, 1870. 

liard,  John  E. 

Lcting  Third  Assistant  Engineer,  27  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 15  September,  1864.     Honorably  discharged  24  August,  1807. 

lard,  Joseph  I^* 

Lcting  First  Assistant  Engineer,  1  October,  1802.    Honoral^ly  discharged  7  No- 
vember, 1865. 

inic,  Charles  J. 

LCting  Third  Assistant  Engineer,  5  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 12  June,  1868.     Honorably  discharged  29  November,  1805. 

man,  James  €. 

xting  Third  Assistant  Engineer,  14  September,  1864.     Resigned  30  May,  1865. 

man,  Jnlins. 

iCting  Third  Assistant  Engineer,  3  March,  1864.    Honorably  discharged  9  August, 
1865. 

8,  Frederick  €• 

xting  Assistant  Paymaster,  11  September,  1802.    Resigned  12  December,  1864. 

f»,  William  D. 

ailmaker,  4  October,  1831.     Resigned  27  July,  1832. 

ckley,  Alexander. 

.cting  Ensign,  18  May,  1864.    Honorably  discharged  19  September,  1865. 

ckley,  Nathaniel  B. 

[ate,  7  March,  1864.    Resigned  17  May,  1865. 
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iainckley,  Thomas  G. 

Acting  Third  Assistant  Engineer,  10  December,  1861.    Resigned  8  April,  1862. 
Hindman,  James  W. 

Acting  First  Assistant  Engineer,  7  January,  18C4.    Honorably  dischaiged  7  De- 
cember, 1865. 

Iline,  £.  CnrtisH. 

Gunner,  3  August,  1850.     Resigned  1  November,  1852. 

nine,  Robert  B. 

Third  Assistant  Engineer,  24  August,  1801.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  1 1  October,  1806. 

nines,  Benjamin  A. 

Mate,  13  February,  1864.     Resigned  3  June,  1804. 

Mines,  Georg^e  8. 

Mate,  20  December,  1861.     Resigned  14  August,  1862. 

Mines,  Joiin  €. 

Second  Assistant  Engineer,  21  November,  1837.    Resigned  31  December,  1848. 
Mines,  Rietaard  B. 

Mute,  6  February,  1862.    Acting  Master,  26  May,  1862.    Honorably  dificbtraedT 
February,  1866. 

Mines,  Samuel  I>. 

Gunner,  10  June,  1861. 

Mingerty,  Alfred. 

Boatswain,  27  January,  1842.    Retired  list,  12  May,  1865.    Died  37  Jcly,  1875. 
Minman,  Frank  M. 

Acting  Assistant  Paymaster,  31  March,  1863.  Assistant  Paymaster,  2  Jii]y,188i 
Paymaster,  4  May,  1866. 

Minman,  Joel  R. 

Mate,  27  September,  1862.    Resigned  16  April,  1863. 

Minsdale,  Solomon  R. 

Acting  Assistant  Paymaster,  28  June,  1862.     Resigned  3  April,  1868. 

Minton,  Abijab  J. 

Midshipman,  17  February,  1800.  Discharged  12  Jan  uarj-,  1802,  under  Peace  Eh 
tablishment  Act 

Minton,  A.  €. 

Midshipman,  1  February,  1827.     Resigned  28  October,  1833. 

Minton,  Stepben. 

Acting  First  Assistant  Engineer,  lo  December,  1803.  Honorably  discharged  ^ 
July,  1865. 

Minsiiiie,  Tbomas  W. 

Acting  Third  Assistant  Engineer,  .3  April,  1863.  Acting  Second  Assistant  Ed?- 
neer,  for  cool  and  gallant  conduct  under  tire  uf  the  enemy,  22  July,  18C4.  Hon- 
orably discharged  10  January,  isr>r».  Acting  Second  Assistant  Engineer.  1*! 
March,  18(U).     Mustered  out  27  August,  1S07. 

Mipkin»,  B.  O. 

Master,  4  August,  1807.     Dismissed  28  July,  1812. 

Miplcins,  lieroy. 

Master,  4  August,  1807.     Died  in  October,  1808. 

Mirsob,  Cbarle«  F. 

Acting  Third  Assistant  Engineer,  17  February,  1864.    Acting  Second  Afiwstat* 
Engineer,  10  February,  1865.     Honorably  discharged  31  October,  1865. 

Mitob,  Ansel  N. 

Mate,  5  March,  1862.     Acting  Ensign,  11  October,  18(54.     Honorably  discharged  ^ 
March,  1868. 

Mitobborn,  J.  B. 

Lieutenant,  3  March,  1799.  Last  appearance  on  Records  of  Navv  DepartmenL  1 
April,  1799. 
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:itchboni,  J.  B. 

Midshipman,  8  August,  1799.    Resigned  26  May,  1801. 

ItehccNsk,  James  I>. 

Acting  Third  Assistant  Engineer,  4  September,  1861.  Appointment  revoked 
(Sick,)  28  March,  1863. 

Itelieock,  Robert  B. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  .June,  1831.  Lieutenant,  3 
March,  1836.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Com- 
modore, 16  July,  1862.     Retired  list,  25  September,  1866. 

Itcheock,  Roswell  D.,  Jr. 

Midshipman,  18  January,  1862.  Graduated  September,  1865.  Ensign,  1  Decem- 
ber, 1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 

Itclicock,  William. 

Mate.    Dismissed  11  March,  1862. 

Itchcock,  William  A. 

Chaplain,  8  October,  1862.    Resigned  25  November,  1867. 

ite,  Jacob. 

Midshipman,  2  April,  1804.    Died  17  May,  1813. 

idling,  W.  H. 

Mate,  28  June,  1862.    Died  on  "  Magnolia^'  12  September,  1862. 

:ixon,  John  ¥• 

Midshipman,  29  June,  1835.    Resigned  4  February,  1841. 

Ixon,  Samael  €. 

Master,  80  April,  1814.     Died  9  September,  1840. 

:oake,  George  F. 

Acting  Third  Assistant  Engineer,  12  August,  1863.  Appointment  revoked 
(Sick,)  23  November,  1863. 

[oard,  Samael. 

Sailmaker,  10  July,  1823.    Resigned  6  October,  1823. 

[oban,  £dward. 

Midshipman,  1  February,  1823.    Resigned  13  April,  1830. 

[olmn,  Francis  P. 

Midshipman,  28  April,  1831.     Resigned  81  August,  1837. 

[obart,  BaTid. 

Acting  Master,  1  October,  1861.    Appointment  revoked  (Sick,)  28  October,  1861. 

tolmrt,  George. 

Midshipman,  6  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1815. 

[obbs,  George  £• 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Honorably  discharged  28 
October,  1866. 

lobbA,  H.  H. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Died  3  April,  1836. 

Sobbs,  I*  Goodwin. 

~  —     '  •  Mustered  out   18  July,  1865. 

Assistant  Paymaster,  16  Sep- 


robbA,  Kaibaniel. 

Mate.    Acting  Gunner,  22  September,  1862.     Died  on  "  Tennessee,''  8  July,  1803. 

CoblM,  itoth  J. 

Acting  Third  Assistant  Engineer,  29  June,  1864.     Honorably  discharged  2  June, 

1868. 

-^bby,  James  M. 

Third  Assistant  Engineer,  31  Octr)ber,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  21  June,  1855.  Second  Assistant  Engineer,  4  June, 
1861.    First  Assistant  Engineer,  2  May,  1863.    Retired  list,  19  October,  1870. 
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Hobreeker,  Thomas. 

Acting  Third  Assistant  Engineer,  3  July,  1863.    Resigned  5  Octooer,  186S. 

Hobson,  Joseph  B. 

Midshipman,  25  July,  1865.    Graduated  June,  1860.    Ensign,  13  July,  1870.  Kis- 
t€r,  2  November,  1871.    Lieutenant,  25  January,  1876.    Resigned  10  Octobei, 

1880. 

Hoekelt,  Jonathan  W. 

^    Acting  Third  Assistant  Engineer,  4  February,  1863.    Honorably  diachttged  11 
December,  1865. 

Hodder,  Frnest. 

Mate,  31  July,  1862.    Appointment  revoked  23  December,  1862.    Mate,  8  Jime, 
1863.    Appointment  revoked  (Sick,)  14  September,  1868. 

Hodeman,  John  I>. 

Acting  Ensign,  28  November,  1868.    Honorably  discharged  20  October,  1805. 

Hodgdon,  Charles  A. 

Acting  Ensign,  81  March,  1863.    Dismissed  1.7  April,  1866. 

Hodgdon,  Charles  O. 

Acting  Assistant  Paymaster,  27  December,  1864:    Mustered  out  25  Septenbo, 
1865. 

Hodgdon,  J.  H. 

Acting  Master,  21  May,  1861.    Died  23  April,  1862. 

Hodge,  George. 

.  Boatswain,  11  May,  1798.    Died  19  September,  1820. 

Hodge«  €(eorge  B. 

Midshipman,  16  December,  1845.    Resigned  25  January,  1850. 

Hodge,  Kosky. 

Mate,  1  February,  1863.    Resigned  5  May,  1863. 

Hodge,  8.  A. 

Acting  Ensign,  25  July,  1862.    Dismissed  21  February,  1868. 

Hodges,  Benjamin   W. 

Cadet  Midshipman,  23  September,  1873.    Graduated  18  June,  1879. 

Hodges,  Harry  HI. 

Midshipman,  29  September,  1870.    Graduated  21  June,  1875.    Ensign,  11  Ja**' 

1877. 

Hodges,  Henry  Ij.  M.  , 

Acting  Second  Assistant  Engineer,  26  April,  1864.  Honorably  discharged  ^' 
October,  1865. 

Hodges,  James. 

Midshipman,  9  November,  1813.    Died  in  March,  1824. 

Hodges^  James  B* 

Midshipman,  13  October,  1848.     Resigned  14  January,  1852. 

Hodgkiiis,  Charles  F. 

Acting  Ensign,  8  October,  1803.  Acting  Master,  27  March,  1805.  Honorably  df  - 
charged  31  July,  1805.  Acting  Master,  9  October,  1807.  Mustered  out  23  Fc^ 
ruary,  1809. 

Hodgkinson,  H'illiam  F. 

Acting  Ensign,  27  June,  1804.     Honorably  discharged  19  November,  1868. 

Hodgson,  Albon  €• 

Midshipman,  5  June,  1871.    Graduated  21  June,  1875.     Ensign,  18  July,  1876. 

Hodgson,  Hiohard  HI. 

Third  Assistant  Engineer,  9  December,  1801.  Second  Assistant  Engineer,  8  Sc^ 
tember,  1.S03.     Resignution  accepted  0  Janiuiry,  ISOO. 

Hodson,  Daniel  W« 

Mate,  4  April,  1802.  Acting  Ensign,  23  October,  1803.  Died  at  New  OrleaiL^ 
La.,  24  September,  ISOO. 
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ttoebling,  Adolph  A. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5  March,  18GG. 
Surgeon,  2  October,  1867. 

^€>el,  William  R. 

Acting  Volunteer  Lieutenant,  29  April,  1862.  Acting  Volunteer  Lieutenant-Com- 
mander, 10  November,  1864.    Honorably  discharged  30  December,  1865. 

nrofi;  Henry  R. 

Ifidshipman,  28  October,  1823.  Passed  Midshipman,  23  March,  1829.  Lieuten- 
ant, 8  March,  1831.  Commander,  6  February,  1854.  Captain,  30  June,  1861. 
Commodore,  16  July,  1862.  Rear-Admiral,  13  April,  1867.  Retired  list,  19 
September,  1868.    Died  25  December,  1878. 

Sloff,  Jeremiah  R. 

Acting  Assistant  Paymaster,  26  August,  1864.    Mustered  out  7  November,  1865. 

JBoff,  William. 

Boatswain,  28  October,  1841.    Resigned  8  December,  1849. 

JSoff,  William  Rainbridge. 

Acting  Midshipman,  p4  October,  1860.  Acting  Ensign,  1  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

9offiMi,  W.  R. 

Acting  Assistant  Surgeon,  9  December,  1862.    Resigned  28  December,  1863. 

tollman,  Renjamin  A. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Promoted  Acting  First 
Assistant  Engineer,  7  February,  1863.  Honorably  discharged  20  September, 
1865. 

Koftman^  R.  T. 

Midshipman,  4  July,  1805.  Lieutenant,  21  May,  1812.  Commander,  5  March, 
1817.    Captain,  7  March,  1829.    Died  10  December,  1884. 

V^kftman,  Frank  J. 

Cadet  Engineer,  1  October,  1872.  Grad united  30  May»  1874.  Assistant  Engineer, 
26  February,  1875. 

ftf^tfnian,  J.  R. 

Civil  Engineer,  18  August,  1866.  Commissioned,  28  March,  1867.  Resigned  12 
July,  1868. 

K^^:fliiian,  John  €• 

Acting  Carpenter,  18  September,  1862.    Appointment  revoked  20  February,  1864 

K^^Anan.  Ogden. 

Midshipman,  81  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, February,  1816.    Resigned. 

K^^ffman,  R.  K. 

Surgeon,  16  July,  1814.    Resigned  16  July,  1825. 

K^^ftman,  William  B. 

Acting  Assistant  Surgeon,  8  December,  1862.  Resigned  23  December,  18C3. 
Acting  Assistant  Surgeon,  7  March,  1804.  Honorably  discharged  1  September, 
1865. 

'•^flman,  W.  G. 

Midsliipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
14  August,  1851. 

^^ffner,  George  R. 

Acting  Master,  18  October,  1861.    Resigned  7  February,  1803. 

^^ftner,  Richard  J. 

Acting  Master,  28  September,  1861.    Died  21  September,  1805. 

^^e,  FranoiH  li. 

Acting  Midsliipman,  20  September,  1850.    Midshipman,  15  June,  1800.    Disixiiased 
4  June,  1861. 
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Hoin?9  Charles  B. 

Mate,  14  March,  1864.    Deserted  2  May,  1864. 

Sofcg9  James  M. 

Mate,  14  May,  1862.    Gunner,  10  July,  1862. 

HofCfir,  W£lliam  8. 

.Midslii])man,  24  September,  1872.    Graduated  20  June,   1876.    Midshipmu,  20 
Scptoinber,  1872.     Ensign,  10  March,  1880. 

Hohn,  George  T« 

Mate,  10  January,  1866.    Desert4.^d  10  July,  1866. 

Holbrook,  £liphalet. 

Mate,  5  :March,  1862.    Resigned  2  June,  1864. 

JSolbrook,  Henry  C 

Mate,  20  November,  1862.    Resigned  80  June,  1868.    Mate,  0  June,  1864  Ap- 
pointment revoked  9  July,  1864. 

Bolbrook,  John  A. 

Sailmaker,  8  January,  1862.    Died  2  January,  1866. 

nolbrtM>k,  Samnel  F. 

Acting  Master,  21  March,  1862.     Appointment  revoked  27  June,  1864. 

Uolbrook,  H.  T. 

Car])enter,  27  June,  1815.    Last  appearance  on  Records  of  Navy  DepartmaBti  V 
June,  1815. 

Boloonib,  John. 

Midshipman,  1  September,  1811.    Last  appearand  ^n  Records  of  Na^  DflfMrt* 

ment,  13  July,  1812.    Dead. 

Holoonib,  William  I^. 

Acting  Ensign,  10  October,  1862.    Acting  Master,  16  June,  1864.    HononUjdii' 
charged  4  January,  1866. 

Boleonibe,  Albert  A. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1834.     Lientenant, il 
February,  1841.    Reserved  list,  13  September,  1855.     Died  9  August,  18C6 

Bolconibe,  J.  II*  Ij. 

Cadet  Midshipman,  27  June,  1874.     Graduated  4  June,  1880. 

Ilolden,  Efli^ar. 

Assistant  Surgeon.  3  October,  1861.    Resigned  12  October,  1864. 

Holden,  £dward  H. 

Professor,  21  March,  1873. 

Holden.  OliTer  B. 

Acting  Gunner,  25  June,  1862.    Resigned  30  May,  1^63.    Acting  Ensign,  881^ 
vember,  1864.    Honorably  discharged  19  August,  1865. 

Holden,  William  R. 

Acting  Scc(md  Assistant  Engineer,  10  Julv,  1803.    Appointment  revoked  (Sic K 
23  February-,  1865. 

Holden,  William  S. 

Mate,  16  May,  1864.    Resigned  17  June,  1865. 

Holdup,  Thomas. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.     (See  St€vetu,) 

Holland,  Diek.  Y.  B. 

Midshipman,  23  February,  1849.    Dropped  12  July,  1849. 

Holland,  James  ti. 

Acting  Assistant  Paymaster,  8  July,  1803.     Mustered  out  0  January,  1866. 

Holland,  John. 

AcMng  Third  Assifitant  Engineer,  20  March,  1865.    Appointment  revoked  6  J  ^ 
uary,  1866. 

Holland,  John  €• 

Purser,  1  June,  1888.    Resigned  24  November,  1844. 
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!olland,  Thomas. 

Mate,  19  May,  1862.    Acting  Gunner,  18  September,  1868.    Honorably  discharged 
15  January,  1866. 

olland,  William. 

Act  lug  Third  Assistant  Engineer,  2  December,  1864.    Honorably  discharged  2 
November,  1868. 

oUand,  William. 

Acting  Assistant  Paymaster,  6  April,  1865.    Honorably  discharged  17  October, 
1865. 

oUand^  William. 

Second  Assistant  Engineer,  23  March,  1848.    First  Assistant  Engineer,  26  Feb- 
ruary, 1851.    Died  18  August,  1856. 

olland,  Zach. 

Midshipman,  1  June,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant,  28 
February,  1838.    Discharged  80  October,  1848. 

!oller,  Frank. 

Mate,  17  April,  1866.    In  Service. 

LoUejf  Robert  Y. 

Acting  Master,  8  September,  1861.    Honorably  discharged  14  January,  1868. 

tolllday,  Walter  S. 

Midshipman,  27  June,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  2  December,  1878.    Died  29  January,  1875. 

XoUihan,  James  W. 

Third  Assistant  Engineer,  8  December,  1862.  Second  Assistant  Engineer,  8  April, 
1864.    First  Assistant  Engineer,  6  June,  1868.    Retired  list,  81  October,  1879. 

OoUingswoHta,  Charles  F. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  8  Au- 
gust, 1868.    Resigned  11  September,  1865. 

'oUingswortta,  James. 

Acting  Third  Assistant  Engineer,  18  April,  1868.  Honorably  discharged  24  No- 
vember, 1865. 

t^llinicswortli,  William. 

Purser,  21  May,  1799.    Resigned  4  November,  1799. 

^llingsworth,  William. 

Purser,  22  September,  1800.  Discharged  21  September,  1801,  under  Peace  Estab- 
lishment Act  at  his  request. 

■^llins,  George  N. 

liidshipman,  1  February,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1845.    Captain,  14  September,  1855.    Dismissed  6  June,  1861. 

^^llins,  John. 

Third  Assistant  Engineer,  25  July,  1854.  Second  Assistant  Engineer,  9  May,  1857. 
Died  4  June,  1858. 

^llins,  Thomas. 

Mate,  8  August,  1862.    Dismissed  25  July,  1864. 

^llis,  George  F. 

Acting  Ensign,  20  August,  1862.    Acting  Master,  7  June,  1864.    Honorably  dis- 
charged 10  September,  1865. 
oilig,  Ira  N. 

Cadet  Engineer,  1  October,  1874.    Graduated  20  June,  1878. 

'OUoway,  George  W. 

Acting  Second  Assistant  Engineer,  9  September,  1862.  Acting  First  Assistant 
Engmeer,  20  September,  1862.  Resigned  80  April,  1 864.  Acting  First  Assistant 
Engineer,  14  October,  1864.    Honorably  discharged  6  October,  18G5. 

^^Uoway,  Gideon  £• 

Acting  Ensign,  20  .Inly,  1863.  Acting  Master,  25  May,  1865.  Honorably  dis- 
charged 27  May,  1«G(). 

23 
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Holm,  Soren  G. 

Acting  EnsigD,  22  June,  18G4.  'Honorably  discharged  10  Jane,  1845. 

Holnian,  George  F.  HV. 

Midshipman,  25  .luly,  IsmL    Graduated  7  June,  1870.     Ensign,  18  July,     3£ 
Master,  14  June,  1874. 

Holman,  Janper. 

Acting  Second  Assistant  Engineer,  3  October,  1863.     Dismissed  27  May,  18<^. 

Holnian,  Jerome  B. 

Actine  Third  Assistant  Engineer,  22  June,  1863.     Honorably  discharged  26  Sep- 
tember, 1865. 

Ilolman,  Samnel. 

Acting  Assistant  Surgeon,  22  June,  1864.    Honorably  discharged  2  October,  IMi 

Holmes,  Alfred  €• 

Acting  Gunner,  18  June,  1863.    Honorably  discharged  19  December,  1805. 

Holmes,  Anthony  F. 

Acting  Ensign,  19  August,  1862.    Acting  Master,  consideration  oi  good  senice,! 
May,  1864.    Honorably  discharged  24  April,  1869. 

Holmes,  A.  R. 

Acting  Assistant  Surgeon,  12  April,  1862.    Acting  Passed  AsBifltant  8iiigeoi,H 
May,  1866.    Honorably  discharged  3  July,  1868. 

Holmes,  Charles  in. 

Mate,  21  January,  1863.    Resigned  81  December,  1868. 

Holmes,  Frank  H. 

Midshipman,  29  June,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1875. 

Holmes,  George  H. 

Acting  Master,  28  December,  1861.    Honorably  discharged  26  October,  1865. 

Holmes,  Henry. 

Third  Assistant  Engineer,  29  October,  1861.    Second  Assistant  Engineer,  8  A. v 
gust,  1803.    Resigned  11  September,  1865. 

Holmes,  Herman  G. 

Mate,  8  Januarj%  1864.    Honorably  discharged  27  October,  1865. 

Holmes,  JamcH»  F. 

Male,  5  March,  1862.    Acting  Ensign,  6  December,  1862.    Dismissed  1  Octob*--* 
1863. 
Holmes,  James  M. 

Acting  Ensign,  17  November,  1862.     Acting  Master,  8  August,  1864.    HowHit^ 
discharged  16  September,  ld05. 

Holmes,  James  M. 

Acting  Ensign,  17  December,  1862.     Resigned  2  June,  1863. 

Holm€W«  John  W. 

Carpenter,  7  March,  1815.     Resigned  19  May,  1815. 

Holmes,  J«  Wheldeu. 

Acting  Assistant  Paymaster,  16  May,  1864.    Mustered  out  8  October,  1865. 

Holmes,  I^ewis. 

Carpenter,  14  December,  1848.     Dismissed  29  May,  1861. 

Holmes,  Pliilancler  J. 

Acting  Tliinl  Assistant  Engineer,  13  November,  1862.    Honorably  diachArged 
August,  lyCG. 
Holmes,  Robert. 

Muster,  24  Miirch,  1809.     Resigned  15  May,  1809. 

Holmes,  Nliepley  H- 

Acting  Ensign,  20  October,  1803.     Dismissed  13  April,  1864. 

HolmeM,  Nilas.  ^ 

Assistant  Surgeon,  28  June,  1838.     Passed  Assistant  Surgeon,  22  Noyember,  18-^ 
Drowned  21  May,  1849. 
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^^Inies,  William. 

Acting  Second  Assistant  Engineer,  18  April,  1863.    Appointment  revoked  18 
May,  1864. 

^^Imes,  William. 

Midshipman,  20  February,  1802.    Died  September,  1862. 

^^Imes,  William 

Midshipman,  9  Jane,  1811.    Resigned  22  January,  1812. 

holmes,  WiUtam  C. 

Midshipman,  25  August,  1828.  Passed  Midshipman,  28  March,  1820.  Resigned 
18  October,  1882. 

Aolmcs,  William  H. 

Acting  Assistant  Surgeon,  10  September,  1861.  Honorably  discharged  18  Septem- 
ber, 1865. 

Holmest  WlUlam  W. 

Midshipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Dis- 
missed 18  May,  1851. 

Holt,  Alfred  €. 

Assistant  Surgeon,  6  June,  1844.    Resigned  18  November,  1844. 

Holt,  Frederick  V.  R. 

Acting  Second  Assistant  Engineer,  8  September,  1868.  Honorably  discharged  25 
July,  1865. 

Bolt,  George  B. 

Acting  Assistant  Paymaster,  20  Ma^r,  1861.  Resigned  7  July,  1862.  Acting 
Assistant  Paymaster,  2  July,  1868.    Honorably  discharged  2  December,  1865. 

Holt,  George  B. 

Third  Assistant  Engineer,  16  October,  1861.  Second  Assistant  Engineer,  8 
August,  1868.    Resigned  4  May,  1869. 

Holt,  John  £.,  Jr. 

Midshipman,  4  March,  1828.    Dismissed  25  June,  1888. 

Holt,  Bichard  J. 

Mate,  4  February,  1865.    Honorably  discharged  28  October,  1865. 

Holt,  Samael  Ii« 

Acting  Third  Assistant  Engineer,  8  August,  1804.  Honorably  discharged  6  Sep- 
tember, 1865. 

Holt,  ThomaA. 

Acting  Third  Assistant  Engineer,  17  December,  1864.  Honorably  discharged  14 
July,  1865. 

Holton,  George. 

Acting  Third  Assistant  Engineer,  1  September,  1864.  Honorably  discharged  1 
March,  1868. 

Bolton,  Thomas. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  5 
August,  1866. 

^oltz,  BaTid. 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Appointment  revoked  (Sick,) 
8  August,  1864.  Acting  Third  Assistant  Engineer,  10  December,  1864.  Re- 
signed  11  March,  1865. 

^^Itzman,  A.  J. 

Mate,  9  January,  1865.    Appointment  revoked  14  April,  1865. 

^^Iway,  Wesley  O. 

Chaplain,  2  June,  1868. 

^Oman,  Andrew  J. 

Acting  Third  Assistant  Engineer,  2  January,  1804.  Acting  Second  Assistant  En- 
gineer, 22  March,  1805.     Honorably  discharged  18  January,  1800. 

^Oman,  Edward  A. 

Acting  Third  Assistant  Engineer,  11  March,  1804.     Appointment  revoked  (Sick,) 
20  July,  1804. 
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Iloinan,  William  F. 

Acting  Second  Assistant  Engineer,  23  November,  1862u    Itesigned  35  July,  1868. 

Ilomans,  Charles  A. 

Acting  Ensign,  14  February,  1868.    Resigned  12  January,  1864. 

Homans,  J.  T. 

Midshipman,  8  December,  1810.    Lieutenant,  17  May,  1828.    Resigned  15  Maj, 

1843. 

Jlomans,  John. 

Assistant  Surgeon,  18  December,  1861.    Resigned  17  September,  1*862. 

Hoiiians,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.    Resigned  23  June,  1865. 

Homansy  Thomas. 

Midshipman,  28  August,  1700.    Resigned  20  May,  1801. 

Homer,  Arthur  B. 

Mate,  18  February,  1863.  Acting  Ensign,  14  February,  1864.  Hononbly  dis- 
charged 18  November,  1865. 

Homer,  Charles  W« 

Gunner,  6  January,  1858.    Died  6  November,  1872. 

Homer,  William  H. 

Midshipman,  80  November,  1814.  Lieutenant,  13  January,  1825.  Died  Septem- 
ber, 1820. 

Honkomp*  Henry. 

Mate,  14  May,  1864.    Honorably  discharged  13  November,  1865. 

Hood,  George  IV. 

Acting  Master,  16  December,  1861.    Appointment  revoked  7  May,  1862. 

Hoodless,  Garrett  Ij. 

Acting  Assistant  Paymaster,  8  November,  1864.    Mustered  out  24  Febroaxy,  1887. 

Hoodless,  William  J. 

Acting  Assistant  Paymaster,  80  September,  1862.    Resigned  0  June,  1865. 

Hooe.  £mmet  R. 

Midshipman,  1  January,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenant, 
17  December,  1840.    Died  25  September,  1847. 

Hooe,  <)ieor|ce  M. 

Midshipman,  21  October,  1824.  Passed  Midshipman,  20  February,  1880.  Lies- 
tenant,  81  December,  1833.    Died  10  April,  1845. 

Hooe,  Seymour. 

Midshipman,  14  April,  1800.    Resigned  30  July,  1801. 

Hooe,  William  F. 

Midshipman,  1  August,  1825.  Passed  Midshipman,  4  June,  1831.  Died  U 
August,  1833. 

Hook,  William. 

Gunner,  17  November,  1801.    Broke  by  Court-Martial,  30  May,  1808. 

Hooker,  £dward. 

Acting  Master,  19  July,  1861.  Acting  Volunteer  Lieutenant,  19  September,  1861 
Acting  Volunteer  Lieutenant-Commander,  7  February,  18^,  Lieutenant,  H 
March,  1808.    Lieutenant-Commander,  18  December,  1868. 

Hooker,  Riehard  Campbell. 

Midshipman,  25  September,  1801.  Graduated  24  September,  1865.  Ensign,  1  D*" 
ccmbcr,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Resignc<l 
30  June,  1876. 

Hoole,  James  liingard. 

Acting  Midshipman,  22  September,  1856.    Midshipman,  15  June,  1860.    Diconined 

4  June,  liSOl. 

Hoon,  William  A. 

Acting  Third  Assistant  Engineer,  18  December,  1862.  Resigned  25  Norember, 
1863. 
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looper,  Joseph. 

Purser,  24  September,  1798.  Discharged  15  September,  1801,  under  Peace  Estab- 
lishment Act. 

looper,  Qnlneejr  A. 

Acting  Master,  27  August,  1801.  Acting  Volunteer  Lieutenant,  25  September, 
1862.    Resigned  4  January,  1865 

loopes,  Joseph. 

Third  Assistant  Engineer,  16  8eptember,  1862.  Second  Assistant  Engineer,  1 
March,  1864.    Died  18  March,  1866. 

looTer,  Benry. 

Constructor,  4  June,  1859.    Appointment  revoked  10  July,  1865. 

looTer,  John  B. 

Acting  Carpenter,  22  May,  1861.    Dismissed  25  September,  1861. 

looTer,  John  B. 

Assistant  Naval  Constructor,  29  July,  1875. 

lope,  Benry  C. 

Acting  Third  Assistant  Engineer,  3  September,  1803.  Died  at  New  Orleans, 
La.,  20  November,  1868. 

lopewell.  Pollard. 

3Iidshipman,  4  June,  1812.    Killed  in  action  1  June,  1813. 

lopkins,  Alfred. 

Acting  Midshipman  1  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  81  May, 
1800.    Lieutenant-Commander,  16  July,  1862.    Commander,  2  March,  1871. 

lopklns,  Andrew  J. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  30  October,  1862. 

lopklns,  Charles  F. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dismissed 
28  October,  1849.    Re-appointed  27  September,  1850.    Resigned  6  November, 

1851. 

lopkinH,  Charles  M. 

Midshipman,  9  August,  1^1.-      Died  in  1825. 

lopklnfn,  Kdward. 

Midshipman,  1  April,  1828.     Killed  by  accident  31  January,  1831. 

lopkins,  Edward  A. 

Midshipman,  22  January,  1840.     Kesi<^ned  1  July,  1845. 

[opkin»,  £dward  A. 

Acting  Third  Assistant  Engineer,  12  February,  180:^.  Lost  on  "  Narcissm^^'*  4  Jan- 
nary,  1806. 

[opklns,  Farley. 

Acting  Ensign,  17  July,  1803.     Resigned  13  February,  1805. 

[opkloH^  Fortesque  8. 

Acting  Ensign,  15  February,  1804.     Honorably  discharged  4  August,  1866. 

[opklns,  Franklin. 

Acting  Master,  10  April,  1802.    Dismissed  25  November,  1804. 

[opkinH,  Goorfi^e. 

Acting  Assistant  Surgeon,  1  October,  1802.  Honorably  discharged  13  October, 
1865. 

lopkins,  Horace  li. 

Acting  Assistant  Paymaster,  21  January,  1804.  Honorably  discharged  15  October, 
1805. 

[opkln»,  James  B. 

Mate,  22  January,  1803.     Honorably  discharged  20  October,  1805. 

EopkinH,  James  S. 

Mate,  23  January,  1802.     Resigned  3  November,  1802. 
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Bopklns,  J.  Ij. 

Midshipman,  26  February,  1814.  Last  appearance  on  Records  of  Navy  Dcpan- 
ment,  1815.    Resigned. 

Hopkins,  John  H. 

Acting  Third  Assistant  Engineer,  9  September,  1863.  Dismissed  21  November. 
18G4. 

Hopkins,  Joshna  W. 

Acting  Ensign,  10  September,  1864.    Honorably  discharged  30  October,  1868. 
Hopkins,  J.  Page- 
Assistant  Surgeon,  30  September,  1850.    Resigned  9  June,  1857. 

Hopkins,  Richard. 

Mate,  9  February,  1864.    Honorably  discharged  26  October,  1865. 

Hopkins,  Rnfns  H. 

Mate,  21  January,  1864.    Honorably  discharged  3  August,  1865. 

Hopkins,  Samuel. 

Acting  Master,  29  May,  1861.    Dismissed  21  January,  1862. 

Hopkins,  Smith  K. 

Acting  Ensign,  28  August,  1863.    Honorably  discharged  12  October,  1865. 

Hopkins,  Townsend. 

Mate,  9  June,  1863.    Acciden^lly  killed  on  "  Choctaw^'  15  January,  1864. 

Hopkins,  William. 

Acting  Third  Assistant  Engineer,  23  September,  1863.    Resigned  20  June,  1865. 

Hopkins,  WiUiam  £. 

Midshipman,  13  November,  1839.  Passed  Midshipman,  2  July,  1845.  Master.  S 
December,  1853.  Lieutenant,  10  July,  1854.  Lieutenant-Commander,  5  Aogoit, 
1862.  Commander,  4  November,  1863.  Captain,  1  July,  1870.  Commodorefl 
December,  1877. 

Hopkinson,  A.  H. 

Midshipman,  25  September,  1817.  Lieutenant,  28  April,  1826.  Died  11  Augut, 
1827. 

Hopkinson,  Henrjr  £. 

Mate,  23  January,  1863.  Acting  Ensign,  15  July,  1864.  Died  on  "J".  8.  Cham- 
hers;'  13  August^  1864. 

Hopkinson,  Joseph. 

Assistan  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  22  January,  1846. 
Resigned  17  September,  1852. 

Hoppier,  William  W. 

Third  Assistant  Engineer,  11  April,  1859.  Second  Assistant  Engineer,  26  Decem- 
ber, 1861.  First  Assistant  Engineer,  17  March,  1863.  Resigned  22  November. 
1866. 

Hoppin,  Samuel  B. 

Acting  Assistant  Surgeon,  2  November,  1861.  Appointment  revoked  29  JuKi 
1864. 

Hopson,  John  £• 

Midshipman,  25  September,  1840.    Dismissed  9  October,  1846. 

Hord,  William  T. 

Assistant  Surgeon,  1  November,  1854.  Passed  Assistant  Surgeon,  23  May,  1S59. 
Surgeon,  1  August,  1861.  Medical  Inspector,  6  July,  1872.  Medical  Director. 
1  May,  1879. 

Horn,  William. 

Acting  Third  Assistant  Engineer,  13  Januarj*,  1865.  Honorably  discharged  ST 
September,  1865. 

Hornby,  William. 

Mate,  13  May,  1863.     Deserted  2  April,  1864. 

Horne,  David  B. 

Acting  Master,  3  July,  1861.    Dismissed  19  May,  1863. 
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ome,  GiustaTiiB  H. 

Acting  Afisistant  Paymaster,  8  July,  1864.  Honorably  discharged  8  November, 
1865. 

orne,  Joseph  ^. 

Acting  Third  Assistant  Engineer,  19  January,  1864.  Acting  Second  Assistant 
Engineer,  21  March,  1865.  Honorably  discharged  31  October,  1865.  Acting 
Second  Assistant  Engineer,  9  July,  1866.  Appointment  revoked  22  November, 
1866. 

orner,  Alfred  T. 

Acting  Third  Assistant  Engineer,  4  March,  1864.  Honorably  discharged  20 
August,  1865. 

IHomer,  Frederick. 

Assistant  Surgeon,  1  May,  1851.  Resigned  15  May,  1857.  Re-appointed  12  May, 
1858.    Retired  list,  8  May,  1861 

SComer,  G.  R.  B. 

Surgeon's  Mate,  26  May,  1826.  Surgeon,  4  April,  1881.  Retired  list,  18  June, 
1866.    Medical  Director,  Retired  list,  3  March,  1871. 

Horner,  Richard  B. 

Midshipman,  4  March,  1828.    Resigned  10  September,  1828. 

JBIomsbjr,  Alfred. 

Mate,  81  December,  1861.  Acting  Ensign,  24  July,  1868.  Resigned  8  March, 
1865. 

Sorselejr,  Samuel. 

Assistant  Surgeon,  9  March,  1809.  Surgeon,  5  April,  1814.  Died  8  September, 
1821. 

Homt,  Eliaei  Tander. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
17  March,  1850. 

Horton,  Frederick  T.  I>. 

Acting  Assistant  Paymaster,  14  October,  1861.    Resigned  8  June,  1865. 

Horton,  ftomnel. 

Midshipman,  80  November,  1814.    Died  7  August,  1815. 

Horton,  ftomnel  J. 

Mate,  15  February,  1862.  Dismissed  15  September,  1862.  Mate,  11  July,  1863. 
Resigned  22  March,  1864. 

Horton,  William  F. 

Mate,  1  May,  1862.  Resigned  18  Blarch,  1865.  Mate,  3  April,  1867.  Mustered 
out  3  November,  1868. 

Horton,  W.  S. 

Midshipman,  19  October,  1841.    Dropped 

Hortoman,  I>. 

Carpenter,  4  December,  1815.  Last  appearance  on  Records  of  Navy  Department, 
11  March,  1816. 

Horwitz,  Phineas  J. 

Assistant  Surgeon,  8  November,  1847.  Surgeon,  19  April,  1861.  Chief  Bureau 
Medicine  and  Surgery,  from  11  July,  1865,  to  1  July,  1869.  Medical  Inspec- 
tor, 3  March,  1871.    Medical  Director,  30  June,  1873. 

H<Mg»ack,  Alexander. 

Midshipman,  22  January,  1816.     Resigned  8  August,  1822. 

Hofiiea,  William  W. 

Mate,  30  May,  1864.     Dismissed  19  May,  1865. 

Hosford,  James  H. 

Acting  Third  Assistant  Engineer,  28  October,  1861.  Acting  Second  Assistant  En- 
gineer, 2  July,  1863.  Died  at  Hospital,  Beaufort,  North  Carolina,  80  December, 
1864. 
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Kosford,  William  S. 

Acting  Aflsistant  Paymaster,  12  August,  1861.    Mustered  out  C  August,  j867. 
Iloskliis,  Charles. 

Acting  Third  Assistant  Engineer,  20  July,  1868.  Honorably  discharged  15  No- 
vember, 1865. 

Hoslejr,  Harrjr  H. 

Midshipman,  22  September,  1871.  Graduated  21  June,  1875.  Enngn,  18  July, 
1876. 

Hosmer,  Francis  £• 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Honorably  discharged  17 
July,  1866. 

Hosmer,  Francis  II. 

Acting  Third  Assistant  Engineer,  20  October,  1803.  Honorably  discharged  17 
July,  1866. 

Hosnier,  Henrjr  €• 

Acting  Assistant  Surgeon,  8  March,  1865.  Honorably  discharged  13  October, 
1865. 

Hoisisack,  Abraham. 

Midshipman,  1  January,  1817.  Last  appearance  on  Records  of  Navy  Departmcot, 
6  March,  1822.    Dead. 

Botchkin,  Frank  8. 

Midshipman,  28  June,  1867.  Graduated  1  June,  1872.  Ensign,  15  July,  1878. 
Master,  5  June,  1878. 

Botciikiss,  Freeman  ]>• 

Acting  Second  Assistant  Engineer,  16  September,  1864.  Honorably  dischiigeil 
19  February,  1866. 

Hotchkiss,  R.  G. 

Mate,  27  June,  1863.     Lost  at  Sea  in  ''Bainbrulge,''  21  August,  1863. 

Botchkiss,  Solomon. 

Master,  18  July,  1798.    Resigned  16  March,  1799. 

Botchkiss,  William  J. 

Acting  Master,  31  July,  1861.  Died  at  Piankatank  River,  Virginia,  17  Anguit. 
1863. 

Bongh,  Andrew  J* 

Carpenter,  30  August,  1861.     Died  2  September,  1864. 

Bongh,  £ben  £• 

Gunner,  25  March,  1814.    Resigned  1 1  February,  1815. 

Bonghton,  George  A. 

Acting  First  Assistant  Engineer,  9  November,  1802.     Resigned  27  December,  18» 

Bonghton,  Thomas  F. 

Acting  Assistant  Paymaster,  12  December,  1S64.     Honorably  discharged  26  Octo- 
ber, 1865. 
Bonrand,  Joseph - 

Acting  Assistant  Surgeon,  13  July,  1863.     Dismissed  2i\  December,  1863. 

Bonse,  Jerome  B. 

Midshipman,  23  July,  1864.     Graduated  2  June,  1>^08.     Ensign,  19  April  l»w. 
Master,  12  July,  IbTO.     Lieutenant,  24  August,  UST'J. 

Bonse,  William  S. 

Midshipman,  18  June,  1812.     Lost  in  the  ''  Wa»p:'  1815. 

Bonsel,  liOnis  V. 

Midshipman,  15  February,  1862.  Graduated  June,  1866.  Ensign,  12  March. 
1868.  Master,  26  March,  1800.  Lieutenant,  21  March,  1870.  Resigncil  81 
March,  1874. 

Bonston,  Fdwin  8amnel. 

Midshipman,  IS  April,  l8r.'2.     Graduated  September.  1S05.     Ensign,  1  DecemlKjr. 
1866.     Master,  12  March,  1868.     Lieutenant,  20  March,  1869. 
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Soiiftton^  Geor|:e  P. 

Third  Assistant  Engineer,  21  May,  1857.    Resigned  28  January,  1860. 

S[on»toii,  ]!•  M. 

Midshipman,  12  May,  1824.  Passed  Midshipman,  20  February,  1830.  Lieuten- 
ant, 24  June,  1834.    Died  2  July,  1839. 

JBIonstoiiy  Horatio  B. 

Acting  Second  Assistant  Engineer,  1  February,  1864.  Resigned  (Sick,)  6  July, 
1864. 

Sonston,  Isaac  H. 

Mate,  4  February,  1864.    Deserted  1864. 

BouAtoii,  J.  Bnctaanan. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  8  August^ 
1859.    First  Assistant  Engineer,  9  December,  1861.    Resigned  28  July,  1865. 

Houston,  John  C. 

Acting  First  Assistant  Engineer,  1  January,  1864.    Resigned  15  November,  1864. 

Houston,  Nelson  T. 

Midshipman,  28  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  6  September,  1872.    Lieutenant,  9  October,  1875. 

Houston,  Samuel  H. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21 
May,  1858.    Died  16  June,  1854. 

Houston,  Thomas  T. 

Midshipman,  26  Augpist,  1845.  Passed  Midshipman,  6  October,  1851.  Master,  15 
September,  1855.    Lieutenant,  16  September,  1855.    Died  26  June,  1860. 

Houston,  William. 

Acting  Assistant  Surgeon,  23  June,  1878.    Honorably  discharged  30  June,  1879. 

HoTOy,  Christopher  P. 

Mate,  6  December,  1861.    Resigned  14  February,  1865. 

HoTey,  Myron  HI. 

Acting  Assistant  Paymaster,  10  February,  1865.     Resigned  21  June,  1865. 

HoTey,  Wallace  W. 

Acting  First  Assistant  Engineer,  19  August,  1862.     Resigned  5  August,  1863. 

How,  Andrew  P. 

Second  Assistant  Engineer,  24  September,  1847.    Resigned  7  August,  1849. 

Howard,  Austin. 

Mate,  10  October,  1862.     Resigned  24  April,  1863. 

Howard,  Charles  HI. 

Mate.    Dismissed  17  June,  1862. 

Howard,  Charles  R. 

Midshipman,  28  May,  1834.     Dismissed  11  January,  1840. 

Howard,  Charles  R. 

Acting  Assistant  Paymaster,  7  August,  1863.  Honorably  discharged  15  November, 
1865. 

Howard,  Charles  W. 

3Iate,  7  October,  1862.  Acting  Ensign,  1  May,  1863.  Acting  Master,  gallant  con- 
duct in  face  of  enemy,  16  October,  1863.  Died  of  wounds  received  in  action, 
at  Charleston,  S.  C,  10  October,  1868. 

Howard,  George  B. 

Mate,  1862.    Resigned  10  January,  1863. 

Howard,  II    Z. 

Acting  Ensign,  17  February,  1864.    Honorably  discharged  2  September,  1866. 

Howard,  John. 

Captain,  (to  command  a  Galley,)  20  March,  1799.  Last  appearance  on  Records  of 
Navy  Department. 
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Howard,  John  €• 

Mate,  11  January,  1865.    Appointment  revoked  10  January,  1872. 
Howard,  Peter. 

Mate,  gallantry,  24  April,  1863.    Acting  Ensign,  18  November,  1863.    Hononblj 
discharged  24  November,  1867. 

Howard,  Namnel. 

Acting  Master,  9  October,   1861.    Acting  Volunteer  Lieutenant,  5  Jimc,  \^'l 
Honorably  discharged  4  November,  1808. 

Howard,  Thomas  B. 

Midshipman,  24  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  13  January,  1879. 

Howard,  William  A. 

Midshipman,  1  January,  1825.    Resigned  12  April,  1832. 

Howard,  William  H. 

Acting  Assistant  Surgeon,  1  October,  1802.    Honorablv  discharged  9  November, 
1865. 

Howard,  William  H. 

Mate,  28  December,  1861.    Acting  Ensign,  9  April,  1864.    Honorably  dischiiged 
11  December,  1865. 

Howard,  William  H. 

Mate,  17  December,  1863.    Discharged  21  June,  1864. 

Howard,  William  H. 

Mate,  25  October,  1864.    Honorably  discharged  20  October,  1865. 

Howard,  William  J. 

Acting  Second  Assistant  Engineer,  13  December,  1862.    Honorably  dischai^  li 
August,  1865. 

Howard,  William  Jj. 

Midshipman,  10  January,  1815.     Lieutenant,  28  April,  1826.     Commander,  S9 
February,  1844.    Resigned  18  December,  1852. 

Howard,  William  W. 

Acting  Assistant  Surgeon,  1  October,  1862.    Honorably  discharged  9  Novembffi 
1865. 

Howatl,  James. 

Mate,  10  November,  1865.     Deserted  1  August,  1866. 

Howden,  Robert. 

Mate,  11  June,  1863.    Promoted  Acting  Ensign,  9  October,  1863.     Honorably  dif 
charged  24  October,  1865. 

Howe,  Alfred  li. 

Midshipman,  28  September,  1870.  Graduated  21  June,  1875.  Resigned  8  Decem- 
ber, 1877. 

Howe,  Charles  C. 

Acting  Third  .Assistant  Engineer,  25  August,  1803.  Acting  Second  Assistant  En- 
gineer, 2  December,  1864.     Honorably  discharged  26  July,  1865. 

Howe,  George  W. 

Acting  Third  Assistant  Engineer,  7  October,  1861.  Appointment  revoked  18  De- 
cember, 1801.  Acting  Third  Assistant  Engineer,  20  September,  1862  Acting 
Second  Assistant  Engineer,  25  May,  1864.  Honorably  discharged  19  May  1868. 
Acting  Second  Assistant  Enggineer,  22  September,  1866.  Resigned  6  Septem- 
ber, 1867. 

Howe,  James- 
Carpenter,  3  July,  1799.    Discharged  6  July,  1801,  under  Peace  Establishment 
Act. 

Howe,  Joseph  H. 

Acting  Gunner,  1  August,  1864.     Appointment  revoked  10  May,  1865. 

[,  Charles  P. 

Cadet  Engineer,  7  October,  1867.  Graduated  8  June,  1868.  Second  AssiBtant 
Engineer,  15  August,  1870.    Passed  Assistant  Engineer,  4  December,  1876. 
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Acting  Third  Aflsistant  Engineer,  17  October,  1861.    Dismissed  20  August,  1868. 
^K^well,  £dward  A. 

Acting  Master,  9  January,  1862.    Honorably  discharged  30  November,  1865. 

^K^well,  £dward  F. 

Midshipman,  (acting  as  Lieutenant,)  17  December,  1810.  Killed  in  action  15 
January  1815. 

!owell,  €^eorge  BE. 

Assistant  Surgeon,  8  November,  1847.  Passed  Assistant  Surgeon,  22  April,  1854. 
Died  7  October,  1859. 

Lowell,  John 

Third  Assistant  Engineer,  24  December,  1858.     Resigned  3  May,  1856. 

lowell,  John  Adams. 

Acting  Midshipman,  27  September,  1S54.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  18 
April,  1861.  Lieutenant-Commander,  8  March,  1865.  Commander,  6  March, 
1872. 

[owell,  John  C. 

Midshipman,  9  June,  1886.  Passed  Midshipman,  1  July,  1842.  Master,  21  Feb- 
ruary, 1849.  Lieutenant,  2  August,  1849.  Commander,  16  July,  1862.  Cap- 
tain, 25  July,  1866.  Commodore,  29  January,  1872.  Chief,  Bureau  Yards  and 
Docks,  22  September,  1874.    Rear-Admiral,  25  April,  1877. 

:Howell,  John  F. 

Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 6  February,  1821.    Dead. 

Howell^  J.  Bnmell. 

Mate,  7  February,  1862.    Resigned  18  March,  1868. 

HoweU,  B.  S. 

Hate,  8  October,  1868.  Acting  Ensign,  19  May,  1864.  Honorably  discharged  4 
November,  1865. 

B^^ell,  Samnel  H. 

Acting  Ensign,  4  October,  1864.    Honorably  discharged  22  January,  1868. 

Lowell. 

Surgeon,  date  not  known.  Discharged  4  June,  1801,  under  Peace  Establishment 
Act. 

B^^ell,  William. 

Assistant  Surgeon,  80  July,  1861.    Died  26  July,  1862. 

Bowells,  William  M. 

8ailmaker,  18  June,  1861. 

So^eti,  B.  H. 

Acting  Ensign,  29  November,  1864.    Honorably  discharged  30  June,  1865. 

^^^eti,  Frederick  Aloa. 

Midshipman,  24  September,  1863.  Graduated  June,  1807.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Resigned  8  December,  1873. 

^^^es,  George  F. 

Acting  Ensign,  24  February,  1863.     Honorably  discharged  29  January,  18G9. 

*^^et»,  Willis. 

Acting  Ensign,  2  September,  1864.  Acting  Master,  5  October,  1865.  Honorably 
discharged  1  October,  1866. 

^^^^ison,  Henry  I-. 

Acting  Midshipman,  26  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  9  February,  1861.  Master,  2  March,  1861.  Lieutenant,  19  April, 
1861.    Lieutenant-Commander,  3  March,  18C5.    Commander,  19  August,  1872. 

^^^irison,  John  W. 

Mate,  24  October,  1861.    Acting  Ensign,  11  May,  1865.     Resigned  7  February, 

1866. 
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Howison,  Nlel  M. 

Midshipman,  1  February,  1828.  Passed  Midshipman,  23  March,  1820.  Lienten- 
ant,  13  July,  1832.    Died  23  February,  1848. 

Howland,  Calvin. 

Acting  Third  Assistant  Engineer,  16  October,  18C1.    Resigned  26  November,  ISGl 

Ilowlaind,  Charles  BE. 

Mate,  21  March,  1862.    Resigned  12  October,  1S63. 

Ilowland,  £1ijali  K. 

Mate,  28  August,  1863.  Acting  Ensign,  1  Se]>tember,  1864.  Honorably  duchaigcd 
14  August,  1865. 

Howland,  £•  S.  I>. 

Mate,  8  May,  1862.    Resigned  (SickJ  10  October,  18G4. 

Ilowland,  Joseph. 

Acting  Master,  23  December,  1801.     Resigned  21  May,  1862. 

Howland,  Samuel  C. 

Mate,  25  January,  1862.     Resigned  26  June,  1862. 

Howland,  Walter  S. 

3Iate,  2  October,  1863.  Acting  Ensign,  9  April,  1865.  Honorably  difldmged  IS 
August,  1865. 

Ilowland,  Warren. 

Acting  Third  Assistant  Engineer,  0  April,  1863.  Honorably  dischaiged  81  Octo- 
ber, 1865. 

BEowland,  William  B. 

Mate,  2  September,  1864.    Honorably  discharged  1  September,  1867. 

BEoworth,  George. 

Mate.  Resigned  11  November,  1802.  Acting  Ensign,  13  December,  1868.  Actiig 
Master,  12  Au£:ust,  1864.  Honorably  discharged  80  September,  1865.  Act'og 
Master,  22  August,  1867.    Died  at  Naval  Hospital,  New  York,  29  l[aich,18(& 

Howorth,  W  illiam  I.. 

Mate,  29  April,  1803.  Acting  Master,  gallant  service  in  assisting  to  destroy  BiS 
Albemarle.'Zl  October,  1804.  llouorablv discharged  20  October,  1865.  Actnf 
Master,  17  May,  1866.    Ensign,  12  March,  1808.    Resigned  4  April,  1869. 

lloxio,  Allen. 

Acting  Master,  11  February',  1802.    Resigned  15  Februar}',  1865. 

Hoxie,  William  II. 

aMatc,  0  February,  1^02.     Resigned  10  July,  1802. 

Hoxi^ey,  T1iomai4  H. 

Assistant  Paymaster,  1  September,  1870. 

Hoy,  Jamc^,  Jr. 

Assistant  Paymaster,  11  October,  1801.     Paymaster,  18  October,  1864. 

Hoyt,  Ahira  II. 

Acting  Assistant  Surgeon,  21  October,  1861.    Resigned  10  September,  1862. 

Iloyt,  Alfred. 

Acting  Third  Assistant  Engineer,  10  December,  1803.  Acting  Second  AssistiB^ 
Engineer,  20  July,  1804.     Honorably  discharged  23  October,  1865. 

Hoyf,  £ben. 

Acting  Master,  20  January,  1802.  Acting  Volunteer  Lieutenant,  rccommendatii* 
of  Commanding  Officer,  23  May,  1804.     Honorably  discharged  23  January,  19^ 

SEoyt,  £ben.  Jr. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  Augw^ 
1859.  Firpt  Assistant  Engineer,  1  July,  1«01.  Chief  Engineer,  10  November. 
1803.    Killed  19  October,  lb07. 

llozaffor,  S.  J. 

Mate,  27  November,  1861.    Dismissed  11  September,  1862. 

Uozier,  £noA. 

Acting  First  Assistant  Engineer,  1  October,  1802.  Honorably  discharged  15  De- 
cember, 1866. 
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d,  Austin  T. 

;  Assistant  Paymaster,  16  December,  1804.    Assistant  Paymaster,  21  Feb- 
f,  1867.    Died,  Exeter,  N.  IL,  12  June,  18C8. 

d,  Charles'  T. 

int  Surgeon,  23  Obtober  1861.    Resigned  5  September,  1865. 

d,  Baniel  B. 

Ensign,  12  July,  1864.    Honorably  discharged  15  March,  1806. 

d,  Edward  H. 

pman,  4  March,  1823.    Resigned  8  May,  1832. 

i,  Cdward  R. 

Third  Assistant  Engineer,  9  January,  1864.    Acting  Second  Assistant  Engi- 
21  March,  1865.    Honorably  discharged  12  December,  1865. 

i,  Elistaa. 

10  July,  1863.    Resigned  20  April,  1865. 

1,  John. 

pman,  27  July,  1866.    Graduated  7  June,  1870.    Ensign,  13  July,  1871. 
er,  15  September,  1878.    Lieutenant,  28  December,  1878. 

i,  Jonathan. 

',  10  July,  1823.    Died  29  January,  1824. 

1,  Joseph  S. 

or,  7  May,  1845.    Died  10  August,  1863. 

I,  Iiewis  II. 

0  November,  1867.    Mustered  out  30  November,  1868. 

1,  RIehard. 

pman,  1  January,  1812.    Resigned  22  January,  1814. 

1^  S4M!trates. 

pman,  21  December,  1801.  Graduated  Se])teml)cr,  1865.  Ensign,  1  Decem- 
.866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieutenant 
nander,  27  October,  1879. 

,  Charles  F. 
March,  1802.     Deserted  28  April,  1802. 

1  £•  li* 

3  December,  1861.     Resigned  24  October,  1863. 

,  Robert  K. 

Ensign,  1  October,  1802.     Dismissed  22  April,  1864. 

iFllIlam  H. 

Master,  4  November,  1861.     Honorably  discharged  10  December,  1865. 

George, 

)man,  15  November,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
27  June,  1811.     Entered  Army. 

Phillip. 

Third  Assistant  Engineer,  17  February,  1802.  Honorably  discharged  3 
Bt,  1865. 

,  Peter. 

9r  Huckins  Smith.) 

Adrian. 

it  Surgeon,  30  July,  1801.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
17  August,  1865.    Medical  Inspector,  10  June,  1880. 

Edward, 

t  Surgeon,  14  September,  1843.  Snrcrenii,  20  July,  1858.  Died  23  Jan- 
1859. 

Frederick  ^. 

•man,  5  July,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
Act. 
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IlndHon,  George,  Jr. 

Acting  Assistant  Paymaster,  24  December,  18G3.    Tlonorably  discharged  10  No- 
vember, 1865. 

HndHon,  Barrj  A. 

Mate,  26  December,  1862.    Resigned  2  June,  1868. 
Hudson  9  John  G. 

Acting  Ensign  and  Pilot,  1  October,  1864.  Acting  Master  and  Pilot,  1  October 
1864.    Honorably  discharged  10  March,  1866. 

Hudson,  John  Morel  jr. 

Acting  Master,  28  March,  1862.  Dismissed  7  June,  1.863.  Acting  Ensign,  lOlby. 
1864.    Honorably  discharged  15  September,  1865. 

Hudson,  Robert. 

Chaplain,  29  April,  1874. 

Hudson,  Stephen  B. 

Acting  Master,  15  November,  1861.    Dismissed  28  June,  1862. 
Hudson,  William  H. 

Midshipman,  16  July,  1838.  Passed  Midshipman,  20  May,  1844.  Reigned  28 
April,  1852. 

Hudson,  William  Ja. 

Midshipman,  1  January,  1816.  Lieutenant,  28  April,  1826.  Commandff,  I  KKh 
Yember,  1842.    Captain,  14  September,  1855.    Died  15  October,  1862. 

Huestis,  James  F. 

Assistant  Surgeon,  80  September,  1850.    Resigned  0  June,  1857. 

Huey,  Itomuel  B. 

Acting  Assistant  Paymaster,  25  February',  1864.    Resigned  12  January,  1808> 

Huff,  James. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Dismissc<l  8  July,  1868. 

Buff,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Died  from  wounds  receircd 
in  action,  7  April,  1863. 

Bugenin,  Bobert,  Jr. 

Midshipman,  13  February,  1851.     Resigned  12  June,  1852. 

Buger,  Franeis. 

Midshipman,  1  June,  1826.  Passed  Midshipman,  28  April,  1832.  Lieatenant.  if 
March,  1837.    Died  6  January,  1^49. 

Bu|:er,  Thomas  B. 

Midshipman,  5  March,  1835.  Passed  Midshipman,  22  June,  1844.  Master, K 
July,  1847.    Lieutenant,  24  February,  1848.    Resigned  11  January,  1861. 

Bui^,  Joseph. 

Assistant  Surgeon,  5  September,  1861.  Passed  Assistant  Surgeon,  8  May,  1865. 
Surgeon,  23  December,  1871. 

Buss,  Marion. 

Acting  Ensign,  7  October,  1804.     Honorably  discharged  29  July,  1865. 

Buggins,  diaries. 

Acting  Master,  14  August,  1861.  Honorably  discharged  24  April,  1866.  Acting 
Master,  30  July,  18G7.     Mustered  out  18  August,  iyG8. 

Buincins,  Tj.  Clarence. 

Mate,  25  March,  1863.  Acting  Ensign,  18  January,  1864.  Honorably  dischifgw^ 
15  Novembtu,  18G8. 

Bughes^  Aaron  K. 

ilidshipniau,  20  October,  183S.  Passed  Midshipman,  20  May,  1844.  Master.  19 
December,  1852.  Lieutenant,  18  October,  1853.  Lieuteuaut-Ck>mmauder,  1* 
July,  1802.  Commander,  10  November,  iy02.  Retired  list,  24  October,  13W. 
Captain,  Active  list,  10  February,  1809.     C'onmiodore,  4  February,  1875. 

Bughes,  Baniel. 

Assistant  Surgeon,  5  March,  1799.  Surgeon,  20  December,  1799.  Resigned  15 
May,  1800. 
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[oi^hes,  Edward.^ 

Acting  Boatswain,  11  August,  1864.    Appointment  revoked  12  March,  1806. 

[oglies,  £dward« 

Boatswain,  25  February,  1874. 

[iif(hefl,  Kdward  HI. 

Midsliipman,  26  July,  1866.    Graduated  7  June,  1870.    Ensign,  13  July,  1871. 
Master,  12  December,  1873.    Lieutenant,  16  December,  1879. 

[ngtaes,  €^eorge. 

Purser,  12  October,  1798.    Last  appearance  on  Records  of  Navy  Department,  5 
November,  1798. 

[oghes,  George  W. 

Acting  Third  Assistant  Engineer,  14  November,  1864.    Honorably  discharged  28 
AugUBt,  1865. 

[ughes^  James. 

Boatswain,  18  September,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Schooner  ^^NautUtu,^^ 

logtaes,  James. 

Acting  Third  Assistant  Engineer,  13  May,  1864.    Dismissed  12  August,  1864. 

Enghes,  James  F. 

Mate,  6  November,  1863.    Acting  Ensign,  2  June,  1864.    Appointment  revoked  ^ 
August,  1864. 

Enghes,  John  A. 

Acting  Third  Assistant  Engineer,  17  August,  1864.     Appointment  revoked  4 
January,  1865. 

Enghes,  John  T. 

Mate,  23  October,  1861.     Acting  Ensign,  9  December,  1862.     Lost  on  ''Bain- 
hridge;^  81  October,  1868. 

Eaghes,  Othello  B. 

Acting  Third  Assistant  Engineer,  20  October,  1868.     Acting  Second  Assistant 
Engineer,  15  December,  1864.    Dismissed  10  October,  1865. 

Enghes,  Patrick  J. 

Acting  Third  Assistant  Engineer,  22  October,  1863.     Resigned  12  June,  1865. 

Enghes,  Richard  M. 

Cadet  Midshipman,  25  September,  1874.    Graduated  4  June,  1880. 

Enghes,  Thomas  W. 

Gunner,  8  June,  1798.     Midshipman,  21  April,  1800.    Master,  13  April,  1801.    Re- 
signed 0  May,  1801. 

Enghes,  Walter  S. 

Midshipman,  24  September,  1870.    Graduated  21  June,  1875.    Ensign,  18  July, 
1876. 

Enghes,  William  G. 

Acting  Third  Assistant  Engineer,  24  December,  1863.    Honorably  discharged  10 
August,  1805.    Acting  Third  Assistant  Engineer,  14  March,  18G6.    Mustered 
out°19  February,  1808. 
Enghes,  William  H. 

Acting  Third  Assistant  Engineer,  4  December,  1862.    Honorably  discharged  19 
August,  1865. 

Enghes,  William  W. 

Mate,  16  December,  1861.     Resigned  14  August,  1802. 

Engle,  John  R* 

Mate,  29  October,  1863.     Honoral)ly  discharged  24  October,  1865. 

[ngunin,  1>.  C 

Midshipman,  3  March,  1841.     Drowned  in  November,  1846. 

[nie,  James. 

\Tfl«tpr,  tl  March,  1803.    Discharged  21  April,  1803. 
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Ilnlbnrd,  John. 

Master,  11  February,  1809.  Last  appearance  on  Records  of  Xavy  Depaitmnt  S 
January,  1816. 

Bnlbnrt,  James  £• 

Mate,  12  June,  1863.  Acting  Ensign,  10  July,  1864.  Honorably  diBchund  29 
July,  1865. 

Hnlc,  P.  M. 

Midshipman,  1  January,  1825.    Died  4  June,  1826. 

Hnllng:,  £dward  J. 

Acting  Assiitant  Paymaster,  12  May,  1864.  Ilonorably  discharged  11  Norembtf, 
1865. 

Hall,  Charles  F. 

Mate,  2  February,  1864.  Acting  Ensign,  23  August,  1864.  Honorably  disdiuiged 
17  July,  1865. 

Hull,  Bavid. 

Mate,  14  July,  1863.    Died  in  2)risen,  Texas. 

Hull,  Frederick  B. 

Midshipman,  80  September,  1865.    Graduated  5  June,  1869.    ResigDed  1  Fdtamaiy, 

1872. 

Hall,  Isaac. 

Lieutenant,  9  March,  1708.  Commander,  18  May,  1804.  Captain,  28  April,  1806. 
Died  13  February,  1843. 

Hall,  James  Cooper. 

Midshipman,  24  July,  1863.  Graduated  June,  1868.  Lost  in  the  ''Oneida,''^ 
January,  1870. 

Hall,  Jameson  Cox. 

Third  Assistant  Engineer,  16  February',  1852.  Second  Assistant  Engineer,  27 
July,  1855.  Resigned  22  8ei)tcmbcr,  1850.  He-instated  as  Becxtnd  Aaisttfll 
Engineer,  80  Ai>ril,  1861.  First  Assistant  Engineer,  23  June,  1868.  Beogned 
15  January,  1866. 

Hall,  Joseph  B. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1825.  Comminder,  8 
September,  1841.  Captain  14  September,  1855.  Retired  list,  21  December, 
1861.    Commodore  on  Retired  list,  10  J  uly,  1803. 

Hall,  Watson  H. 

Assistant  Surgeon,  16  September,  1861.    Resigned  13  July,  1864. 

Hall,  U  illiam. 

Acting  Ensign,  13  December,  1862.  Acting  Master,  19  October,  1864.  IlonoraWy 
discharged  13  September,  18G5. 

Hnlse,  Isaae. 

Surgeon's  Mate,  26  May,  1824.     Surgeon,  6  May,  1825.     Died  0  August.  lSo6. 

Halse,  Nathaniel  H. 

Mate,  16  February,  18G3.     Resigned  8  July,  1803. 

Halse,  Theodore  H. 

Acting  Third  Assistant  Engineer,  21  December,  ISOl.  Actinjj  Second  Awiatmt 
Engineer,  20  October,  1803.    Appointment  revoked  (Sick,)  22  April,  1864. 

Hame,  James  H. 

Acting  Third  Assistant  Engireer,  9  Octol^er,  1803.  IIonorab:y  discharged  • 
November,  1805. 

Hamphrey,  AlTin  H. 

Acting  Assistant  Paymaster,  9  January,  1800.     Mustered  out  1  d  October,  1865. 

Hamplirey,  F.  M. 

3Iid8hipman,  2  March,  1839.     Resigned  14  May,  1840. 

Hamphrey,  Joseph  F. 

Acting  Third  Assistant  Engineer,  8  May,  1803.  Honorably  discharged  18  No- 
vcuibcr,  1805. 
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Inmphreys,  A.  T. 

Chaplain,  date  not  knofwn.    Purser,  22  July,  1815.    Died  6  February,  1826. 

InmphrejrB,  Charles  F. 

Carpenter,  17  September,  1869 

lamphrejrs,  Horace. 

Midshipman,  1  September,  1811.    Appointment  revoked  24  September,  1812. 

Inmphreyfi,  John. 

Acting  Volunteer  Lieutenant,  12  August,  1861.    Resigned  18  November,  1861. 

lomplireyB,  Joshua* 

Naval  Constructor,  date  not  known.  Last  appearance  on  Records  of  Navy  Dejmrt- 
ment,  26  October,  1801 

InmphreySf  Joshua. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  S  July,  1835.  Lieutenant, 
25  February,  1841.    Died  27  June,  1858. 

Ininphreys,  Julius. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Wilmington,  North  Carolina. 

Ininphreys,  P.  W. 

Midshipman,  2  February,  1829.    Resigned  7  June,  1836. 

Imnphreys^  Samuel. 

Naval  Constructor,  17  April,  1813.  Chief  Naval  Constructor,  25  November,  1826. 
Died  16  August,  1846. 

lomphreys^  Itoniuel. 

Cari>enter,  16  December,  1815.    Resigned  9  May,  1828. 

lomphreys,  Sterne. 

Midshipman,  1  January,  1818.  Lieutenant,  8  March,  1827.  Resigned  1  October, 
1834. 

inaistone,  £dwln. 

Acting  Third  Assistant  Engineer,  2  June,  1864.  Honorably  discharged  1 6  August, 
1865.  Acting  Third  Assistant  Engineer,  12  July,  1866.  Mustered  out  23  July, 
1867. 

[anker,  Jacob  J. 

Midshipman,  80  July,  1866.  Graduated  7  June,  1870.  Ensign,  30  July,  1872. 
Master,  14  January,  1875. 

lanker,  John  Jaeob. 

Midshipman,  18  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

lunnewell,  Ja.  J* 

Midshipman,  6  June,  1803.    Resigned  29  July,  1805. 

[nnsicker,  Joseph  li. 

Midshipman,  25  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  12  March,  1875. 

[unstable,  Henrj. 

Mate,  1  January,  1864.    Appointment  revoked  6  October,  1864. 

Innt,  Abrani  H. 

Acting  Assistant  Surgeon,  28  February,  1865.  Honorably  discharged  18  August 
1865. 

[ant,  Andrew  M. 

Cadet  Engineer,  15  September,  1875.    Graduated  10  June*  1879. 

Ennt,  Charles  Sedfirirlek. 

Third  Assistant  Engineer,  22  July,  1802.    Resigned  9  June,  1863. 

[nnt^  Clement  S. 

Purser,  25  April,  1 812.    Died  4  April,  1837. 

lant^  Vjrum  H. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Honorably  discharged  10 
November,  1865. 

24 
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Hunt,  Daniel. 

Midshipman,  2  February,  1829.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 18  November,  1831.    Dead. 

Hunt,  George  P. 

Third  Assistant  Engineer,  1  July,  18C1.    Second  AssistAnt  Engineer,  18  December, 
1802.    First  Assistant  Engineer,  30  January,  1805.    Chief  Engineer,  4  July,  1880. 

Hunt,  Henrjr. 

Assistant  Surgeon,  2  April,  1811.     Resigned  31  August,  1818. 

Hunt,  Henrjr. 

First  Assistant  Engineer,  17  January,  1842.    Chief  Engineer,  14  May,  1847.  Died 
10  April,  1861. 

Hunt,  Henrj. 

Gunner,  5  July,  1819.    Last  appearance  on  Records  of  Navy  Department,  14 Sep- 
tember, 1819. 

Hunt,  Henrjr  J. 

Midshipman,  28  June,  1870.    Graduated  21  June,  1875.    Ensign,  30  Sepitanber, 
1876. 

Hunt,  James  P. 

Midshipman,  20  June,  1798.    Resigned  10  December,  1800. 

Hunt,  John  H. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December 
1862.    First  Assistant  Engineer,  80  January,  1865.    Died  21  November,  186S. 

Hnnt,  John  M. 

Midshipman,  30  November,  1814.    Resigned  29  January,  1819. 

Hnnt,  John  W.,  Jr. 

Midshipman,  1  May,  1822.    Resigned  25  January,  1828. 

Hunt,  Joseph. 

Acting  Third  Assistant  Engineer,  12  December,  1864.    Resigned  27  June,  1865. 

Hnnt^  I^ewls. 

Midshipman,  2  March,  1803.    Resigned  20  September,  1808. 

Hnnt,  Hfontgomery. 

Midshipman,  17  January,  1832.    Passed  Midshipman,  23  June,  1838.    LicntenanL 
9  December,  1842.    Lost  in  ''Albany;^    28  September,  1854. 

Hunt,  Xathanlel. 

Gunner,  15  January,  1800.     Last  appearance  on  Records  of  Navy  Department 

Hnnt,  RIdgeljr. 

Midshipman,  21  September,  1870.    Graduated  21  June,  1875.    Ensign,  25  Novein- 
ber,  1877. 

Hnnt,  Sjrmmes  H. 

Acting  Midshipman,  23  November,  1859.  Ensign,  16  December,  1862.  Lientai- 
ant,  22  February,  1864.    Resigned  11  December,  1865. 

Hnnt,  Theodore. 

Midshipman,  2  September,  1798.  Lieutenant,  4  April,  1802.  Resigned  11  Kaj. 
1811. 

Hnnt,  Thomas. 

Midshipman,  14  April,  1800.    Resigned  26  August,  1807. 

Hnnt,  Thomas  I>. 

Mate.    Appointment  revoked  8  October,  1866. 

Hnnt,  Timothy  ^* 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  H 
December,  1836.  Commander,  14  September,  1855.  Captain,  16  July,  1883. 
Commodore,  2  January,  1863.    Retired  list,  23  July,  1877. 

Hnnt,  William  £• 

Midshipman,  28  October,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Reserved  list,  13  September,  1855.  Commissioned  a  Com- 
mander on  Active  list,  irom  22  August,  1855.  Lost  in  Sloop  of  War  "J>muU)** 
18  Setepmber,  1860. 
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Maiit,  William  F. 

Mate,  16  November,  1861.  Acting  Master,  3  July,  18C2.  Honorably  discharged  9 
February,  1866. 

Hant,  William  H. 

Mate,  25  October,  1862.    Resigned  19  February,  1864. 

Hunt,  William  N. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  2  August,  1859.  Chief  Engineer,  19  February, 
1863.    Retired  list,  8  February,  1871. 

Hunt,  Wilson. 

Midshipman,  20  February,  1840.    Resigned  5  September,  1840. 

Hnntert  A.  £• 

Acting  Master,  26  Augpist,  1861.    Honorably  discharged  26  February,  1866. 

Hanter,  Andrew. 

Chaplain,  9  March,  1811.    Died  24  February,  1823. 

Hnnter,  Baldwin  M. 

Midshipman,  17  December,  1831.    Resigned  20  August,  1835. 

Hauler ,  B.  F.  B. 

Midshipman,  20  August,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  7 
July,  1847.    Lieutenant,  28  November,  1847.    Resigned  17  January,  1850. 

Hontert  Baslirod  W. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1888.  Lieuten- 
ant, 28  February,  1838.  Reserved  list,  13  September,  1855.  Resigned  23  April, 
1861. 

Hunter,  Charles. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Reserved  list  Commander,  9  June,  1862.  Retired  list,  21 
Jane,  1866.    Captain,  Retired  list.    Died  22  November,  1873. 

Hunter,  Charles. 

Acting  Ensign,  x  October,  1862.    Resigned  G  May,  1863. 

Hunter,  Charles  C. 

Midshipman,  Z  July,  1842.  Passed  Midshipman,  5  August,  1848.  Dismissed  0 
September,  x848.    Restored  as  Passed  Midshipman.    Died  in  May,  1853. 

Hunter,  Charles  G. 

Midshipman,  ^6  November,  1824.  Passed  Midshipman,  20  February,  1830. 
Lieutenant,  24  June,  1834.    Dismissed  29  January,  1855. 

Hunter,  BaTld. 

Midshipman,  18  June,  1812.    Resigned  20  July,  1818. 

Hunter,  €^eorse  W. 

Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  Chuerrierey 

Hunter,  GodTrejr  M. 

Acting  Midshipman,  2o  September,  1861.  Graduated  24  September,  1865.  En- 
sign, 1  3t»cember,  1806.  Master,  12  March,  1868.  Lieutenant,  26  March,  1809. 
Died  26  September,  1873. 

Hunter,  Henry  C. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Re- 
signed 2«  April,  1854. 

Hunter,  Henry  Christie. 

Midshipman,  3  September,  1863.  Gra^luated  0  June,  1807.  Ensign,  18  Decem- 
ber, 1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Hunter,  Henry  D. 

Midshipman,  80  November,  1814.    Resigned  12  January,  1825. 

Hunter,  Henry  St.  G. 

Midshipman,  19  November,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
24  September,  1854. 
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Sonter,  James. 

Mate,  5  March,  1863.  Acting  Ensign,  1  December,  1863.  Honorably  diflcharged 
8  November,  1865. 

Honter,  John. 

Boatswain,  8  February,  1842.    Resigned  9  March,  1844. 

Sonter,  John. 

Boatswain,  11  June,  1847.    Appointment  revoked  14  Hay,  1850. 

Snnter,  John. 

Acting  Boatswain.    Appointment  revoked  81  January,  1865. 

Bnnter,  John  C. 

Purser,  29  May,  1851.    Resigned  14  August,  1856. 

Hunter,  John  W. 

Midshipman,  10  May,  1820.    Resigned  18  November,  1825. 

Banter.  Ijewis  B. 

Assistant  Surgeon,  8  January,  1828.  Passed  Assistant  Sorgeon,  8  Maxoh,  188S. 
Surgeon,  9  February,  1887.  Retired  list,  9  October,  1866.  Medical  Director, 
Retired  list,  3  March,  1871. 

Banter,  M.  B. 

Midshipman,  18  June,  1812.    Resigned  1  October,  1822. 

Banter,  Richard  H. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Died  28  Xaiclu 
1825. 

Banter,  Robert. 

Mate,  9  January,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  difichaiged 
2  July,  1808. 

Banter,  Robert. 

Saihnaker,  12  July,  1845.    Died  12  January,  1866. 

Banter,  Robert. 

Mate,  13  February,  1865.    Died  5  September,  1865. 

Banter,  Samael  V. 

Purser,  4  June,  1858.    Cashiered  11  January,  1859. 

Banter,  Thomas  T. 

Midshipman,  1  July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieuteotnt, 25 
February,  1841.    Commander,  28  December,  1856.    Dismissed  23  April,  1861. 

Banter,  William. 

Mate,  8  February,  1862.  Acting  Ensign,  8  April,  1863.  Discharged  1  September, 
18G5. 

Banter,  William. 

Gunner,  29  March,  1836.    Deserted  in  May,  1886. 

Banter,  William  in. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  21 
March,  1826.    Captain,  9  February,  1837.    Died  5  March,  1849. 

Banter^  William  R. 

Mate,  8  July,  1862.    Honorably  discharged  81  January,  1866. 

Bnater,  William  W. 

Midshipman,  1  May,  1822.    Passed  Midshipman,  24  May,  1828.     Lieutenmnt,  S^ 
May,  1830.    Commander,  6  January,  1853.    Resigned  29  April,  1861. 

Bantini^on,  Charles  li. 

Acting  Midshipman,  29  September,  1858.    Acting  Master,  13  May,  1868.    Lie**" 
tenant,  1  August,  1862.    Lieutenant-Commander,  25  July,  1866.    ConuiiAnde^'* 
14  April,  1875. 

Bantington,  Erastas. 

Midshipman,  1  February,  1827.    Appointment  revoked  3  February,  1882. 

Bantington,  George  W. 

Acting  Assistant  Paymaster,  30  October,  1863.    Honorably  discharged  22 
ber,  1865. 
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Hnnttiistoii,  Jostana. 

Assistant  Surgeon,  20  June,  1838.    Resigned  19  April,  1847. 
Huntington,  Robert  Palmer. 

Acting  Midshipman,  24  September,  1858.  Acting  Ensign,  9  October,  1862.  Re- 
signed 20  January,  1865.  • 

nantlngton,  Septimus. 

Midshipman,  15  November,  1799.    Resigned  27  September,  1800 
Huntington,  Thomas  B. 

Acting  Ensign,  80  July,  1864.    Honorably  discharged  10  July,  1865. 

Huntley,  John  €• 

Third  Assistant  Engineer,  12  August,  1861.    Died  20  October,  1863. 

Huntley,  William. 

Acting  First  Assistant  Engineer,  14  February,  1863.  Honorably  discharged  28 
October,  1865. 

Huntress,  Joslata. 

Mate,  29  April,  1862.    Dismissed  18  October,  1862. 

Huntress,  Joslata. 

Mate,  22  April,  1868.    Dismissed  24  June,  1863. 

Huntress,  Robert. 

Gunner,  1  September,  1803.    Resigned  81  July,  1809. 

Huntt,  J.  G.  T. 

Assistant  Surgeon,  19  April,  1804.  Surgeon,  27  November,  1804.  Resigned  10 
December,  1828. 

Hurd,  Charles  H. 

Acting  Ensign,  16  July,  1863.    Died  at  New  Orleans,  La.,  23  January,  1865. 

Hurd,  Edward  I«. 

Acting  Ensign,  4  June,  1864.    Honorably  discharged  28  October,  1865. 

Hurd,  £ngene  A. 

Acting  Third  Assistant  Engineer,  4  January,  1862.    Dismissed  6  October,  1862. 

Hurd,  Freeman  A. 

Acting  Third  Assistant  Engineer,  16  October,  1863.    Discharged  1865. 

Hnrd^  James  H. 

Mate,  1  October,  1862.    Resigned  24  February,  1864. 

Hard,  James  M. 

Mate,  3  September,  1863.    Resigned  24  February,  1864. 

Hard,  Josepta  H. 

Mate,  81  March,  1863.    Resigned  80  May,  1864. 

Hard^  J   S. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  13  April,  1864. 

Hard,  I^uclus  I>. 

Assistant  Paymaster,  21  March,  1870.    Resigned  20  September,  1873. 

Bard,  Plerson. 

Midshipman,  1  December,  1828.    Resigned  29  May,  1829. 

Bard,  William  li. 

Acting  Ensign,  28  January,  1863.     Drowned  31  July,  1863. 

Karlbert,  James  H. 

Mate,  22  June,  1863  Promoted  Acting  Ensign,  5  October,  1863.  Resigned  30 
May,  1865. 

Sarlbut,  S.  Hennlson. 

Acting  Assistant  Paymaster,  6  April,  1865.  Mustered  out  9  October,  1865. 
Assistant  Paymaster,  2  March,  1867.  Passed  Assistant  Paymaster,  12  February, 
1870. 

Hurley.  Henry. 

Acting  Master,  17  December,  1861.    Died  17  September,  1862. 
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Hnrley,  Robert  E. 

Acting  Third  Assistant  Engineer,  11  May,  1864.  Acting  Second  Asaistaiit  Engi- 
neer, 15  March,  1865.    Honorably  discharged  18  August,  1865. 

Bnron^  Thomas  O. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  20  September,  1865. 

Hnrst,  George. 

Mfdshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  LienteDiDt,9 
February,  1837.    Reserved  list,  18  September,  1855.    Died  9  July,  1860. 

Hnrst,  William  B. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  15  June,  1887.  Lieutentnt, 
8  September,  1841.    Died  7  August,  1855. 

Husbands,  J.  D.,  Jr. 

Acting  Assistant  Paymaster,  21  July,  1862.    Resigned  14  September,  1863. 

Hnse,  S.  Mcli.  P. 

Cadet  Midshipman,  80  September,  1874.    Graduated  4  June,  1880. 

Hnse,  Samnel. 

Acting  Master,  3  September,  1861.  Acting  Volunteer  Lieutenant,  '^  May,  1881 
Acting  Volunteer  Lieutenant-Commander,  31  May,  1865.  Honorably  dis obliged 
81  March,  1866. 

Hnsseyy  A.  S. 

Acting  Master,  1  April,  1862.    Honorably  discharged  21  October,  1866. 

Hnssey,  Edward  B. 

Acting  Master,  18  January,  1862.    Honorably  discharged  15  February,  1868. 

Hnstace,  Rletaard. 

Acting  Master,  24  March,  1862.    Honorably  discharged  4  February,  1866. 

Hastead,  J.  W. 

Assistant  Surgeon,  24  July,  1813.    Died  23  May,  1814. 

Huston,  Joseph  T. 

Professor,  7  September,  1836.    Dropped  4  September,  1848. 

Hnston,  IHatthew. 

Acting  Ensign,  10  March,  1863.    Honorably  discharged  28  October,  1865. 

Huston,  Robert  in. 

Second  Assistant  Engineer,  4  October,  1873.    Resigned  15  May,  1874. 

Hutchlns,  Alexander. 

Assistant  Surgeon,  30  July,  1861.    Resigned  24  June,  1863. 

Hutchlns,  Charles  Thomas. 

Midshipman,  2  January,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Hutchlns,  £dward  R. 

Acting  Assistant  Surgeon,  19  December,  1862.  Honorably  discharged  1  December, 
1865. 

Hutchlns,  Hamilton. 

Midshipman,  31  June,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  187Q. 

Hutchlns,  John  F. 

Mate,  6  November,  1865.    Honorably  discharged  16  May,  1867. 

Hutchlns^  W.  H. 

Lieutenant,  8  July,  1798.    Resigned  9  May,  1801. 

Hutchinson,  CalTln  J. 

Acting  Assistant  Paymaster,  24  October,  1862.    Mustered  out  15  April,  1866. 

Hutchinson,  Edward  S. 

Third  Assistant  Engineer,  8  October,  1861.  Appointment  revoked  26  Janoii?* 
1862. 

Hutchinson,  Frederick  A. 

Acting  Second  Assistant  Engineer,  22  July,  1803.  Honorably  discharged  4  Ko* 
vember,  1865. 
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FIntchiiison,  Henry  HI. 

ActiDff  Third  Assistant  Engineer,  4  March,  1864.  Honorably  discharged  1  Sep- 
tember, 1865. 

flatctainson,  James. 

Gunner,  19  September,  1850. 

flatctalnson,  James  W. 

Third  Assistant  Engineer,  5  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.    Resigned  6  April,  1865. 

Katchlnson,  J.  P.  O. 

Mate,  29  March,  1865.    Discharged  9  July,  1867. 

latehlnson,  Thomas  €• 

Acting  Assistant  Paymaster,  29  May,  1863.  Honorably  discharged  29  December, 
1865. 

Intchlnson,  William  F. 

Acting  Assistant  Surgeon,  28  April,  1863.  Acting  Passed  Assistant  Surgeon,  4 
August,  1865.    Honorably  discharged  3  July,  1868. 

Intchlnson,  W.  T. 

Midshipman,  24  September,  1847.    Died  7  February,  1848. 

Intter,  Edward  S. 

Midshipman,  24  February,  1832.  Passed  Midshipman,  23  June,  1838.  Resigned 
22  September,  1841. 

latter,  George  E. 

Midshipman,  21  June,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1875. 

Intton,  DaTid. 

Acting  Third  Assistant  Engineer,  29  August,  1861.    Resigned  30  December,  1862. 

Intton^  John  H. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3  September,  1864.  Honorably  discharged  14  November,  1865.  Acting 
Second  Assistant  Engineer,  2  April,  1866.    Mustered  out  5  November,  1869. 

Intton,  John  S. 

Master,  24  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Lake  Ontario. 

Inxley,  John  H. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  28  Decem- 
ber, 1862.    Resigned  16IJune,  1865. 

[yde^  Frederick  Orlswold. 

Midshipman,  23  September,  1863.  Graduated  5  June,  1867.  Ensign,  18  Decem- 
ber, 1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

lyde^  George  W. 

Acting  Master,  28  October,  1861.    Honorably  discharged  2  January,  1867. 

[yde«  Henry  HI. 

Acting  Assistant  Paymaster,  24  May,  1862.  Died,  Brooklyn,  N.  Y.,  15  February, 
1864. 

[yde,  James  IV. 

Acting  Assistant  Surgeon,  14  July,  1863.  Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.    Resigned  27  February,  1869. 

[jrde,  James  H, 

Mate,  18  December,  1861.    Dismissed  10  September,  1862. 

[yde,  Marens  D. 

Midshipman,  25  November,  1865.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  7  July,  1874.    Reigned  25  November,  1877. 

lyde,  Wlillam. 

Carpenter,  27  January,  185'1.    Died  •*  March,  1865. 

[yde,  Wlillam  B. 

Acting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  discharged  11 
January,  1866. 
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Byland,  Martin. 

Acting  Third  Assistant  Engineer,  81  December,  1864.    Honorably  diaduuged  4 
October,  1865. 

Sjrman,  John  M. 

Acting  Third  Assistant  Engineer,  1  July,  1868.    Acting  Second  AssiBtant  jingi- 
neer,  12  Augost,  1863.    Honorably  discharged  4  November,  1865. 

Bynard,  William  A. 

Mate,  80  August,  1864.  ^Resigned  80  May,  1865. 

Hjrnsony  John  R. 

Midshipman,  5  March,  1829.     Passed  Midshipman,  2  July,  1845.    Dnywned  S 
December,  1846. 

Byslop^  John. 

Acting  Third  Assistant  Ei^gineer,  21  October,  1862.    Honorably  diflehaiged  t 
December,  1866. 

laschke,  Frederick  R. 

Mate,  21  January,  1864.    Acting  Ensign,  1  December,  1864.    Honorably  disehuged 
19  August,  1866. 

Ide,  George  Elmore. 

Acting  Midshipman,  27  September,  1861.    Graduated  September,  1865.    EuigiW 
1  December,  1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1860. 

Iglehart,  Osborn  S. 

Assistant  Surgeon,  29  August,  1860.    Dismissed  28  January,  1862. 

ISOf  James. 

Acting  Ensign,  17  July,  1868.    Actmg  Master,  25  May,  1865.    Honoiablydih 
charg^  20  December,  1865. 

IlBley,  Edward  B. 

Acting  Assistant  Paymaster,  18  August,  1862.    Resigned  27  July,  1864. 

Haley,  Frederick. 

Midshipman,  2  February,  1829.    Dropped. 

Haley,  Frederick. 

Acting  Ensign,  Coast  Survey  duty,  21  June,  lld67.    Mustered  oat  80  Korember, 

1868. 

Imlay,  Frederick  €• 

Acting  Assistant  Paymaster,  6  December,  1862.    Mustered  out  l9  December,  1887. 

Imlay,  John  H. 

Surgeon's  Mate,  16  November,  1824.    Resigned  5  September,  1881. 

Impey*  Robert  £• 

Acting  Midshipman,  21  September,  1861.    Graduated  September;  1865.    EmigBi 
1  December,  1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 

In€^,  Horace  li. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  80  No- 
vember, 1865. 

Inch,  Philip. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  * 
August,  1859.  First  Assistant  Engineer,  1  July,  1861.  Chief  Engineer,  10  5^ 
vember,  1863. 

Inch,  Richard. 

Third  Assistant  Engineer,  8  September,  1863.    Second  Assistant  Engineer,    ** 
October,  1865.    Passed  Assistant  Engineer,  28  September,  1874. 

Inderwicke,  James.  , 

Surgeon,  24  July,  1813.    Last  appearance  on  Records  of  Navy  Department,  1*  ^' 
Brig  ^^  Epertier.^'* 

Insalls,  Fmery  O.  . 

Acting  Third  Assistant  Engineer,  15  August,  1864.    Honorably  discharged 
Jul>\  1865. 
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jigalls^  George  W. 

Mate.    Resigned  11  March,  1862. 

ngersoll,  ]>aniel  S. 

Mate,  20  April,  1863.    Resigned  11  April,  1865. 

ngersoll^  Harry. 

Midshipman,  28  February  1824.    Passed  Midshipman,  20  February,  1880.    Lieu- 
tenant, 8  April,  1884.    Resigned  18  April,  1850. 

Dgersoll^  Jonathan. 

Midshipman,  4  March,  1828.    Passed  Midshipman,  28  May,  1829.    Lieutenant,  8 
March,  1881.    Resigned  25  August,  1838. 

ngersoll.  Royal  R. 

Midshipman,  23     uly,  1864.     Graduated  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  18  April,  1872. 

ngersoll,  William  A* 

Purser,  1  May,  1856.    Died  25  August,  1865. 

ni^ham,  William. 

Mate,  8  March,  1862.    Dismissed  23  April,  1862. 

ngletaart>  Philip. 

Acting  Ensign,  9  April,  1863.    Dismissed  29  July,  1868. 

ni^lls,  Andrew. 

Acthig  Third  Assistant  Engineer,  28  February,  1864.  Honorably  discharged  21 
NoTember,  1865. 

DSlls,  Robert  A. 

Acting  Third  Assistant  Engineer,  28  November,  1864.    Resigned  15  February, 

itm. 

ni^aham,  D.  G. 

'  Midshipman,  16  January,  1809.    Resigned  5  May,  1818. 

ni^ataam^  Dnnean  X. 

Midshipman,  18  June,  1812.  Lieutenant,  13  January,  1825.  Commander,  8  Sep- 
tember, 1841.    Captain,  14  September,  1855.    Resigned  4  February,  1861. 

ni^aham*  Edward. 

Boatswain,  1  November,  1826.    Dismissed  12  June,  1880. 

ni^aham,  James  A 

Mate,  11  May,  1864.    Died  on  "  VanderhUt,''  21  June,  1866. 

ni^raham,  James  D. 

Acting  Master,  29  October,  1861.    Resigned  8  July,  1862. 

ni^rataam,  John  D. 

Acting  Master,  28  September,  1861.    Resigned  17  December,  1862. 

ni^aham,  Joseph 

Lieutenant,  14  June,  1799.    Last  appearance  on  Records  of  Navy  Department. 

iii^rataam,  William. 

Midshipman,  20  July,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act 

■man,  William. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  24 
May,  1888.  Captain,  2  June,  1850.  Reserved  list,  18  September,  1855.  Com- 
missioned Captain  on  Active  list  from  2  June,  1850.  Retired  list,  1  December, 
1861.    Commodore,  Retired  list,  4  April,  1867.    Died  23  October,  1874. 

imeB,  Robert. 

Midshipman,  28  August,  1800.    Drowned  in  1802. 

■BOB,  William  J 

Mate,  9  March,  1870.    Resigned  18  August,  1870. 

■Bis,  Peter 

Acting  Third  Assistant  Engineer,  21  October,  1863.    Dismissed  5  December,  1864. 
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InHkeep,  P.  H. 

MidshipmaD,  1  April,  1828.    Resigned  20  March,  1835. 

Iiislee,  Phlneas  J. 

Acting  Third  Assistant  Engineer,  18  December,  1861.    Resigned  14  Augast,  1862. 

Ipsen,  Hans  J. 

Acting  Ensign,  29  July,  1868.    Acting  Master,  27  March,  1865.    Hnnonbljdtt- 
charged  1  August,  1865. 

Ireland,  George  C<M>knian. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Enginfier,  1 
March,  1804.    Resigned  10  November,  1865. 

Ireland,  John. 

Chaplain  26  August,  1816.  Last  appearance  on  Records  of  Navy  DepartoMot, 
1828.    New  York  Navy  Yard. 

Irish,  Charles  B. 

Acting  Third  Assistant  Engineer,  17  September,  1862.    Dismissed  22  July,  1861. 

IrTin,  Roland  €• 

Acting  Midshipman,  29  September,  1860.  Acting  Ensign,  1  October,  1868.  Xii- 
ter«  10  May,  1866.    Resigned  25  September,  1866. 

IrTln,  Richard. 

Acting  First  Assistant  Engineer,  10  December,  1868    Resigned  18  April,  1864. 

IrTine,  Arthur. 

Acting  Third  Assistant  Engineer,  22  October,  1868.  Appointment  revoked  (BickJ 
27  June,  1864. 

IrTine,  John  €• 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1811 
Master,  12  July,  1870.    Lieutenant,  3  June,  1873. 

IrTine,  Kenneth. 

Midshipman,  16  January,  1809.    Dismissed  29  April,  1809. 

Irrine,  Thomas. 

Midshipman,  20  September,  1841.    Dropped. 

iTTins,  Edfi^r. 

Midshipman,  1  November,  1826.    Resigned  81  August,  1832. 

Irring,  Osear. 

Midshipman,  1  January,  1817.    Resigned  11  October,  1824. 

IrTing,  Philip  H. 

Mate,  20  October,  1863.  Discharged  21  June,  1804.  Mate,  30  July,  1867.  Mi* 
tered  out  9  April,  1868. 

IrTing,  Thomas. 

Hate,  gallan  conduct  at  Fort  Moultrie,  17  November,  1863.  Discharged  6  Jas- 
uary,  1865. 

Irring,  Washington. 

Paymaster,  1  June,  1861.    Wholly  retired  11  February,  1870. 

IrTing,  W.  F. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Died  4  No- 
vember, 1882. 

Irwin,  Andrew  X. 

Midshipman,  1  March,  1825.    Resigned  3  November,  1827 

Irwin,  BaTid. 

Midshipman,  4  March,  1834.    Died  8  October,  1834. 

Irwin,  Jeremiah. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  25  June,  1863.  Honorably  dii- 
charged  27  October,  1865. 

Irwin,  John. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  1» 
September,  1855.  Lieutenant,  10  September,  IJ:^ 55.  Licutenant-Commandeff  ^^ 
July,  1862.    Conmiander,  25  July,  1866.    Captain,  15  May,  1875. 
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rwin,  Xobn  J. 

Mate,  23  July,  1868.  Acting  Ensign,  8  November,  1864.  Honorably  discharged 
13  December,  1865. 

rwin,  John  W. 

Acting  Gunner,  28  August,  1863.    Appointment  revoked  14  Juno,  1865. 

rwlii,  William. 

Midshipman,  20  June,  1806.    Resigned  24  February,  1810. 

rwin,  William  M. 

Midshipman,  29  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  1  May,  1875. 

aaacft,  £dward. 

Midshipman,  1  January,  1812.     Dismissed  23  September,  1813. 

Muu*89  Oeorge  W. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Last  appearance  on 
Records  of  Navy  Department,  6  March,  1822.    Dead. 

Isaacs^  John  Tf 

Acting  Assistant  Paymaster,  28  December,  1861.    Resigned  9  May,  1868. 

[flbester,  Rlehard  Thornton. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.    Graduated  10  June,  1879. 

[flherwood,  Benjamin  F. 

First  Assistant  Engineer,  28  May,  1844.  Appointment  revoked  22  January,  1846. 
Second  Assistant  Engineer,  22  January,  1846.  First  Assistant  Engineer,  10 
July,  1847.  Chief  Engineer,  81  October,  1848.  Engineer-in-Chief;  26  March, 
1861.    Successor  appointed  16  March,  1869. 

srael,  Israel. 

Midshipman,  9  November,  1818.    Resigned  26  February,  1818. 

Brael)  Joseph. 

Midshipman,  15  January,  1801.    Died  with  honor  in  the  service  4  September,  1804. 

rers,  Henry  King.' 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  10  June,  1879. 

Person,  Andrew  J. 

Mate,  19  March,  1863.  Acting  Ensign,  6  October,  1864.  Honorably  discharged  8 
December,  1866.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieu- 
tenant, 21  March,  1870. 

res,  Ralford  W. 

Midshipman,  7  April,  1847.     Died  25  March,  1850. 

res,  Thomas  Boynton. 

Acting  Master,  3  September,  1862.  Acting  Volunteer  Lieutenant,  efficient  and 
gallant  conduct,  26  May,  1868.  Acting  Volunteer  Lieutenant-Commander,  7 
November,  1864.     Died  at  Havre,  France,  17  November,  1865. 

res,  Wilbur. 

Acting  Assistant  Paymaster,  16  October,  1863.  Honorably  discharged  3  January, 
1866. 

Kard,  Allen  €• 

Midshipman,  2  October,  1850.  Passed  Midshipman,  20  June,  1856.  Resigned  29 
May,  1857. 

:iird,  George,  Jr. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.     Resigned  4  May, 

1833. 

sard,  Ralph,  Jr. 

Midshipman,  2  October,  1799.    Lieutenant,  27  January,  1807.     Resigned  28  April, 

1810. 

&«rd,  R*  I>. 

Midshipman,  7  November,  1884.  Passed  Midshipman,  16  July,  1840.  Lieuten- 
ant,  81  October,  1846.    Resigned  4  August,  1847. 
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Jack,  Charles  £• 

Acting  Master,  16  December,  1861.    Honorably  discharged  1  Jannaij,  1866 

Xaekaway,  Xocteph  A. 

Mute,  21  October,  1861.  Acting  Master,  15  May,  1862.  Honorably  diichiiged 
20  September,  1865. 

Xackfiioii,  A.  M.  I>. 

Purser,  28  May,  1832.    Died  31  October,  1840. 

Jackson,  Albert. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  16  April 
1864.    Resigned  23  September,  'l865. 

Jackson,  Albert  H. 

Mate,  8  August,  1864.    Dismissed  21  April,  1865. 

Jackson,  Alonzo  C. 

Midshipman,  28  February,  1841.  Passed  Midshipman,  10  Angnst^  1847.  Died  SI 
March,  1858. 

Jackson,  Andrew. 

Mate,  4  October,  1861.  Acting  Ensign,  24  June,  1862.  Honorably  diacbaigad  I 
December,  1867. 

Jackson,  CalTln  V. 

Purser,  17  July,  1857.  Pay  Inspector,  3  March,  1871.  Pay  Director,  24  Oetober, 
1871.    Retired  list,  27  August,  1876. 

Jackson,  Charles  H. 

Midshipman,  8  March,  1818.  Lieutenant,  3  March,  1827.  Commander,  14  Sep- 
tember,  1848.  Reserved  list,  13  September,  1855.  Commodore,  Retired  lirt.4 
April,  1867.    Died  3  August,  1878. 

Jackson,  DaTid  W. 

Mate,  23  October,  1861.  Acting  Ensign,  1  October  1862.  Resigned  27  April 
1863. 

Jackson,  E.  B. 

Acting  Assistant  Surgeon,  18  December,  1861.    Resigned  9  Febmarj,  186S. 

Jackson,  Edwin  F. 

Acting  Third  Assistant  Engineer,  6  May,  1863.    Dismissed  14  July,  1868. 

Jackson,  George. 

Gunner,  2  February,  1810.  Last  appearance  on  Records  of  Navy  DepartmCBt, 
1825. 

Jackson,  George* 

Gunner,  14  December,  1825.    Died  in  November,  1831. 

Jackson,  Henry. 

Acting  Ensign,  15  May,  1863.    Killed  at  Calcasieu,  La.,  6  May,  1864. 

Jackson,  James  M. 

Acting  Ensign,  28  January,  1865.    Honorably  discharged  2  April,  1867. 

Jackson,  John. 

Midshipman,  12  December.  1812.    Dismissed  5  January,  1814. 

Jackson,  John  II. 

Mate,  16  May,  1804.     Honorably  discharged  18  September,  1805. 

Jackson,  Joseph  II. 

Mate,  8  March,  1862.    Acting  Ensign,  24   September,  1862.    Resigned  (Si*' 
30  September,  1864 

Jackson,  I<othrop. 

Mate,  3  March,  18G5.    Deserted,  1867. 

Jackson,  IHarcellus.  . 

Mate,  9  October,  lt>02.    Acting  Ensign,  27  November,  1863.    Honorably  diaditf!r 
8  November,  1865. 

Jackson,  Morton. 

Midshipman,  1  January,  1808.    Died  1  July,  1809. 
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aekson,  Bamnel. 

Surgeon's  Mate,  10  Jnly,  1812.    Surgeon,  27  March,  1818.    Died  16  Marcb,  1859. 
■«h»oii,  Samuel. 

Assistant  Surgeon,  20  June,  18S8.    Passed  Assistant  Surgeon,  83  November,  1848. 
SurgeoD,  2  September,  1852.    Medical  Director,  8  Marcb,.1871.    Retired  list,  1 
Apnl,]879. 
■CkBoii)  Thomasi 

Boatswain,  38  September,  1813.    Dismissed  S  January,  1814. 
liCk>on,  Thomas  A. 

Third  Assistant  Engiaeer,  81  October,  1848.    Second  Assistant  Engineer,  1  Octo- 
ber, 1853.    First  Assistant  Engineer,  26  June,  1856.    Name  strickeik  irom  the 
roIU  6  May,  1861. 
■cICBon,  W.  H. 

Acting  Second  Assistant  Engineer,  S  June,  1868.    Resigned  21  September,  1868. 
BckBon,  William  O. 

Chaplain,  19  October,  1842.    Resigned  27  July,  1850. 
■ckson,  William  B. 

Acting  Third  Assistant  Engineer,  24  March,  1865.    Resigned  16  June,  1865. 
ackaon,  William  H.  H. 

Hate,  18  April,  1868.    Reeigued  22  August,  1863. 
Kcob,  Edwin  Samnel. 

Hidsbipman,  15  October,  1863.    Graduated  June,  1867.    Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  21  March,  18T1. 
•cob,  LoDla. 

ActingThird  Assistant  Engineer,  18  February,  1865.    Honorabljr  discharged  19 
February,  1868. 
acolM,  Bel  a. 

Carpenter,  23  April,  1799.    Died  33  July,  1799. 
acobfl,  B«i|lamln  F. 

Mate,  31  March,  i862.    Resigned  38  May,  1864. 
acolM,  Edward. 

Midshipman,  80  NoTember,  1814.    Resigned  24  October,  1816. 
laeobfl,  jr.  M. 

Midshipman,  18  June,  1813.    Resigned  30  April,  1814. 
IuoIm,  arathanlel  P. 

Mate,  10  December,  1663.    Dismissed  30  May,  1865. 
laeobs,  WIIbob,  Jr. 

Midsbipman,  7  October,  1798.    Resigned  10  April,  1800. 
iMobM,  WllBon. 

Lieutenant,  27  October,  1708.    Discharged  SO  April,  1801,  under  Peace  Establish- 
ment Act 
'•eobson*  Frederick  D. 

Acting  Ensign,  35  April,  1664.    Honorably  discharged  10  July,  1865. 
Kcobr,  Henry  H. 

Midshipman,  27  July,  1866.    Graduated  7  June,  1670.    Ensign,  13  Juiv,  1871. 
Msflter.e  April,  1874.     Lieutenant,  11  July,  1880. 
fceobr,  James  S. 

Mate,  18  December,  1868.    Honorably  discharged  11  November,  1805. 
hcqaes,  Gerstaom  R. 

Burgeon's  Mate,  21  May,  ISOO.    Discharged  4  August,  1801,  under  Peace  Establjeh- 
ment  Act.     Re-appointed  Surgeon's  Mate,  18  February,  1803.     Surgeon,  37 
NoTember,  1804.    Struck  off  25  April,  1808. 
fcmes,  Benjamin. 

ActingThird  Assistant  Engineer,  ID  September,  1801.    Acting  Second  Assistant 
Engineer,  31  January,  18S4.    Honorably  discharged  19  January,  1668. 
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James,  I^anlel. 

Gunner,  10  June,  1887.     Died  14  April,  1851. 

James,  Daniel. 

Curijenter,  8  February,  1848.    Died  5  June,  1852. 

James,  Franklin. 

Mute.    Resigned  26  March,  1864. 

James,  Henry. 

Acting  Third  Assistant  Engineer,  80  December,  1864.  Honorably  diichiigedl 
November,  1865. 

James,  Hiram  H. 

Acting  Assistant  Surgeon,  28  April,  1868.  Appointment  reyoked  15  Decembo; 
1868. 

James,  Milton. 

Acting  Assistant  Surgeon,  23  November,  1868.  Honorably  dlBchaiged  20  Kotcb- 
ber,  1865. 

James,  IVathanlel  T. 

Midshipman,  27  June,  1868.    Graduated  1  June,  1872.    Resigned  20  May,  187i 

Jameson,  Jaeob. 

Assistant  Surgeon,  8  January,  1828.    Died  10  January,  1880. 

Jameson,  H'llUam. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commmder,! 
February,  1837.  Captain,  4  June,  1»44.  Reserved  list,  13  September,  1851 
Commodore,  Retired  list,  4  April,  1867.    Died  6  October,  1878. 

Jameson.  William. 

Acting  Ensign,  26  September,  1862.     Honorably  discharged  28  October,  1865. 

Jameson,  William  H. 

Midshipman,  14  March,  1888.  Passed  Midshipman,  20  May,  1844.  Died  8  D^ 
cember,  1845. 

Jamleson,  Joseph. 

Acting  Third  Assistant  Engineer,  15  April,  1868.  Acting  Second  Assistuit  Engi- 
neer, 81  August,  1864.     Resigned  15  June,  1865. 

Jamleson,  William  €• 

Mate,  12  February,  1864.    Honorably  discharged  3  October,  1865. 

Jamison,  John  C. 

Mate,  9  February,  1870.    Appointment  revoked  14  January,  1871. 

Jamison,  James. 

Acting  Third  Assistant  Engineer,  0  October,  1861.  Appointment  revoked  (SkkJ 
17  November,  1863. 

Jamison,  Thomas  W. 

Acting  Assistant  Surgeon,  19  February,  1803.    Dismissed  1  August,  1864. 

Jandon,  Charles  B. 

Surgeon's  Male,  13  July,  1824.     Resigned  4  May,  1826. 

JanTin,  Edward. 

Acting  Ensign,  25  September,  1802.    Honorably  discharged  28  October,  IMS. 

Jaqnes,  Samuel  €• 

Acting  Ensign,  30  December,  1862.    Resigned  8  December,  1868. 

Jagnes,  William  Henry. 

Midshipman,  80  September,  1863.  Graduated  June,  1867.  Ensign,  18  Docem^' 
1«68.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Jarhoe,  Charles  W.  ^ 

Midshipman,  20  September,  1 864.  Graduated  June,  1868.  Ensign,  19  April,  1^ 
Master,  12  July,  1870.    Lieutenant,  11  September,  1873.    Died  17  March,  I***" 

Jarhoe,  Walter  S.  . 

Acting  Third  Assistant  Engineer,  27  June,  1864.    Honorably  diachaiged  8  J**^' 
1869. 


GENERAL  NAVY  REGISTER.  883 

ardine,  An|(iistos  £• 

Midshipman,  21  September,  1870.    Graduated  20  June,  1876. 

arrett,  Frederick. 

Midshipman,  8  March,  1814.     Lieutenant,  13  January,  1825.    Died  17  July,  1825. 

arris,  George  W. 

Carpenter,  13  October,  1859.    Appointment  revoked  28  December,  1859. 

arTls,  James. 

Mate,  9  January,  1864.    Deserted  20  August,  1864. 

arTls,  James  €. 

Midshipman,  23  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 
29  March,  1799. 

arris,  John. 

Carpenter,  21  November,  1850.  Lost  in  the  *'  Levant^  Last  intelligence  from  the 
Ship,  18  September,  1860. 

arTis,  John  A. 

Midshipman,  8  December,  1830.    Died  in  1834. 

arris,  Joseph  Ro 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8  Sep- 
tember, 1841.  Captain,  24  May,  1855.  Reserved  list,  13  September,  1855.  Com- 
modore on  Retired  list,  16  July,  1862.    Died  12  August,  1809. 

arris,  Joseph  W. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
February,  1837.     Died  18  September,  184a. 

arris,  Philip. 

Lieutenant,  1  November,  1798.    Left  the  service,  10  September,  1799. 

arris,  William  B. 

Acting  Gunner,  10  August,  1864.     Honorably  discharged  26  October,  1865. 

asper,  Rohert  T. 

Midshipman,  21  July,  1864.  Graduated  June,  r^«8.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  27  October,  1872. 

asper,  William. 

Midshipman,  1  January,  1808.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Wihnington,  N.  C. 

ay,  lIiMies. 

Carpenter,  1  October,  1800.     Last  appearance  on  Records  of  Navy  Department. 

ayne.  William- 
Acting  Third  Assistant  Engineer,  24  November,  1863.    Honorably  discharged  20 
August,  1865. 

eff^rles,  John  T. 

Mate,  17  September,  1864.    Resigned  8  May,  1865. 

offers,  John  T. 

Mate,  26  Juno,  1864.    Discharged. 

offers,  Samnel. 

Master,  8  May,  1812.    Resigned  31  December,  1814. 

reffers,  William  X. 

Midshipman,  25  September,  1840.    Passed  Midshipman,  11  July,  1846.    Master, 
12  June,  1854.    Lieutenant,  30  January,  1855.    Lieutenant-Commander,  16  July, 
1862.    Commander,  8  March,  1805.    Captain,  13  July,  1870.    Commodore,  26 
February,  1878. 
^eflTerson,  Thomas  R. 

Acting  Third  Assistant  Engineer,  18  November,  1863.  Resigned  27  April,  1865. 
Acting  Third  Assistant  Engineer,  31  July,  1866.     Deserted  22  August,  1866. 

^ffrey,  Richard  W. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  November, 
1844.    Dismissed  28  September,  1861. 

worries,  Alllred. 

Cadet  Midshipman,  9  June,  1878.    Graduated  IB  Juiic,  28*^9. 
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Jelley,  William  E. 

"Mate,  17  March,  1864.    Honorably  discharged  1  November,  1865. 

Jemesson,  Skeff. 

Hidshipman,  18  June,  1812.    Died  11  November,  1823. 

Jenkins,  A.  H. 

Mids]iipman,  25  Noyember,  1834.    Passed  Midshipman,  16  Juiy,  1840.    Reugned 
12  March,  1844. 

Jenkins,  Charles. 

Acting  Second  Assistant  Engineer,  4  June,  1864.    Resigned  (Sick,)  14  Fd^nnry, 
1805. 

Jenkins,  Edmnnd. 

Midshipman,  2  February,  1829.    Passed  Midshipman,  8  July,  1835.    Lieatauat, 

8  September,  1841.    Died  26  September,  1850 

Jenkins,  ETans. 

Boatswain,  12  May,  1810.    Last  appearance  on  Records  of  Navy  Department,  181S. 
Norfolk. 

Jenkins,  George  W. 

Acting  Master,  29  May,  1862.    Honorably  discharged  13  September,  1865. 

Jenkins,  Howard. 

Acting  Assistant  Paymaster,  24  September,  1863.    Mustered  out  15  NofCDbe, 
1865. 

Jenkins,  John  D. 

Master,  26  May,  1812.    Last  appearance  on  Records  of  Navy  Department,  181S. 

New  York. 

Jenkins,  John  T. 

Midshipman,  4  March,  1828.    Passed  Midshipman,  23  March,  1889.    LienteBtski 
20  December,  1832.    Died  6  February,  1836. 

Jenkins,  Joseph  H. 

Acting  Assistant  Paymaster,  11  September,  1862.    Resigned  21  April,  186S. 

Jenkins,  J.  W.  M. 

Midshipman,  1  August,  1826.    Resigned  22  January,  1828. 

Jenkins,  Stephen. 

Midshipman,  20  September,  1871.    Graduated  20  June,  1876.    Bnsigii,  9  Iby, 
1878.    Resigned  1  January,  1880. 

Jenkins,  Thornton  A. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  Jmie,  1834.   LieutenaBti 

9  December,  1839.  Commander,  14  September,  1855.  Captain,  16  Jaly,lM 
Commodore,  25  July,  1866.  Rear- Admiral,  15  August,  1870.  Retired  Wi^^ 
December,  1873. 

Jenkins,  William  B. 

Carijenter,  24  March,  1840.     Retired  list,  14  November,  1870. 

Jenkins,  W.  H. 

Midshipman,  18  June,  1812.    Resigned  28  January,  1815. 

Jenkins,  W.  B. 

Midshipman,  18  June,  1812.    Died  in  August,  1820. 

Jenkins,  William  J. 

Midshipman,  1  Marcli,  1825.    Dismissed  26  October,  1831. 

Jenks,  Alonzo  A. 

Acting  Third  Assistant  Engineer,  5  November,  1802.    Acting  Second  A**** 
Engineer,  10  December,  1863.     Resigned  5  June,  1865. 

Jenks,  F.  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.    Resigned  18  June,  1864. 

Jenks,  Hollls  B. 

Acting  Muster,  11  December,  1861.     Dismissed  30  April,  1862. 

Jenks,  John  H. 

Mate,  21  March,  1862.    Acting  Ensign,  9  June,  18C3.     Resigned  5  May,  l^ 
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Jenks,  Ifonnan  F. 

Mate,  29  December,  1868.    Appolntmeut  revoked  25  June,  1864. 

Jenks,  Thomas  H.,  Jr. 

Mate,  15  July,  1863.    Honorably  discharged  17  January,  1869. 

Jenks,  Thomas  M. 

Acting  Third  Assistant  Engineer,  29  August,  1868.  Appointment  revoked  (Sick,) 
10  April,  1865. 

Jenks,  W.  €• 

Lieutenant,  2  October,  1799.    Dismissed  28  May,  1804. 

Jenney,  Ansel. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
14  May,  1809.    Dead. 

Jenney,  Jonathan. 

Acting  Ensign,  1  June,  1864.    Honorably  discharged  25  September,  1866. 

Jenney,  Simpson. 

Acting  Ensign,  18  December,  1863.    Honorably  discharged  24  October,  1865. 

Jenney,  WllUant. 

Mate,  19  November,  1861.  Acting  Ensign,  27  November,  1868.  Honorably  dis- 
charged 11  January,  1866.    Mate,  6  December,  1869. 

Jennings,  Anthony  T. 

Mate,  13  January,  1865.    Honorably  discharged  15  November,  1868. 

Jennings,  Daniel. 

Purser,  20  June,  1799.    Died  13  November,  1800. 

Jennings,  Horner. 

Midshipman,  24  February,  1799.    Resigned  5  February,  1801. 

Jennings,  John. 

Purser,  6  August,  1799.    Resigned  20  August,  1799. 

J'ennlngs,  I«ewls. 

Acting  Ensign,  7  September,  1864.    Honorably  discharged  28  August,  1865. 

J'ennlngs,  Nathaniel. 

Master,  80  March,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York  Navy  Yard. 

pfennings,  Thomas  S. 

Acting  Second  Assistant  Engineer,  25  July,  1863.  Resigned  3  May,  1864.  Acting 
Second  Assistant  Engineer,  20  October,  1864.  Honorably  discharged  24  Sep- 
tember, 1865. 

Jennings,  Wllllam. 

Acting  Ensign,  22  October,  1862.  Acting  blaster,  28  March,  1865.  Honorably 
discharged  30  August,  1865. 

Jennings,  William. 

Acting  Third  Assistant  Engineer,  3  October,  1864.  Resigned  (Sick,)  16  January, 
1865. 

Jennings,  Wllllam  n. 

Mate,  24  January,  1863.  Acting  Ensign,  17  November,  1863.  Honorably  dis- 
charged 22  February,  1869.  Mate,  26  November,  1869.  Resigned  30  June, 
1873. 

^epson,  H.  E. 

Mate,  8  August,  1866.    Resigned  24  September,  1809. 

^emegan,  Thomas. 

Acting  Assistant  Paymaster,  1  May,  1803.    Mustered  out  16  November,  1865. 

Jerrald,  Samnel  G. 

Midshipman,  8  July,  1799.    Resigned  2  September,  1800. 

^erranld,  S.  G. 

Master,  14  March,  1809.    Died  4  May,  1812. 

25 
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Jerrey,  Thomas  H. 

Master,  18  January,  1809.    Resigned  20  January,  1809. 

JerTey,  Ttaomas  H. 

Master,  6  January,  1813.    Left  the  Service  23  August,  1813. 

Jesfiinran,  Samnel. 

Mate,  8  September,  1803.    Dismissed  22  Pebruarj',  1804. 

JeTens,  Charles  E. 

Acting  Third  Assistant  Engineer,  8  Julv,  1803.    Honorably  discharged  26  Ansiut. 
1805.  " 

Jewell,  Benry  €. 

Third  Assistant  Engineer,  10  February,  1852.    Resigned  11  January,  1854. 

Jewell,  Theodore  F. 

Acting  Midshipman,  29  Noyembcr,  1801.  Graduated,  November,  1864.  Snsign. 
1  November,  1800.  Master,  1  December,  1800.  Lieutenant,  12  March,  18681 
Lieutenant-Commander,  20  March,  1809. 

Jeweit,  Amos  HI. 

Acting  Ensign,  Coast  Survey  Duty,  9  July,  1807.    Discharged  1  November,  1867. 

Jewett,  Charles. 

Lieutenant,  80  October,  1799.    Discharged  8  June,  1801,  imder  Peace  EstaUiili- 

ment  Act 

Jewett,  DaTid. 

Commander,  6  April,  1799.    Discharged  8  June,  1801,  under  Peace  Establiahmat 

Act 

Jewett,  C^eorge. 

Midshipman,  81  October,  1799.    Discharged  10  July,  1801,  under  Peace  Estalrfaft- 
ment  Act 

Jewett,  Henry  €• 

Acting  Third  Assistant  Engineer,  28  January,  1864.    Appointment  revoked  (Sickt) 

9  November,  1805. 

Jimmeson,  Jacoh. 

Assistant  Surgeon,  8  January,  1828.    Died  10  July,  1830. 

Johsoii,  Francis  ti. 

Mate,  19  July,  1802.    Resigned  20  July,  1802.    Acting  Ensign,  24  Januaxy,  Id^ 
Honorably  discharged  2  December,  1805. 

Joeelyn,  Animarlah. 

Captain,  (to  command  a  Galley,)  23  January,  1800.     Last  appearance  on  Records 
of  Navy  Department,  15  June,  1800. 

Johns,  Walter  H. 

Mate,  24  July,  1802.    Resigned  10  September,  1804. 

Johnson,  A.  HI. 

Acting  Assistant  Surgeon,  ISGl.    Resigned  12  December,  1862. 

Johnson,  Amos. 

Acting  Master,  17  October,  1801.    Actini^  Volunteer  Lieutenant,  31  January,  1861 
Honorably  discharged  14  Sei)tcmber,  1805. 

Johnson,  Andrew  W. 

Midshipman,  19  October,  1811.    Passed  Midshipman,  10  August,  1847.    Master. 
14  September,  1855.    Lieutenant,  15  September,  1S55.     Lieutenant-Commander, 

10  July,  1802.    Commander,  25  July,  1800.    Captain,  5  April,  1874. 

JohnHon,  Artemas. 

Surgeon's  Mate,  10  December,  1814.     Resigned  12  June,  1815. 

Johnson,  Carroll  IV. 

Mate,  0  December,  1802.     Acting  Ensign.  7  March,  1804.     Honorably  dischaige^ 
8  December,  lb05. 

Johnson,  Charles  C. 

Mate,  1  October,  1 802.    Resigned  21  August,  ISCS.    Mate,  27  April,  1804.  Actttg 
Ensign,  14  February,  1805.    Honotably  discharged  24  NoTcmber,  1865. 
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Jotansouy  Daniel. 

Acting  Tliird  Assistant  Engineer,  28  December,  1861.    Acting  Second  Assistant    . 
Engineer,  81  October,  1802.    Honorably  discliarged  24  November,  1869. 

Johnson,  Edward  C 

Tliird  Assistant  Engineer,  18  November,  1802.     Resigned  3  September,  1802. 

JohiiMon,  Edward  H. 

Midshipman,  80  November,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.    Died  23  June,  1843. 

Johnson,  Ellas  H. 

Acting  Assistant  Paymaster,  18  April,  1864.  Honorably  discharged  7  August, 
1806. 

Johnson,  Fayette. 

Midshipman,  18  May,  1809.    Resigned  22  September,  1810. 

Johnson,  Frederick  II. 

3Iate,  21  November,  1863.    Honorably  discharged  6  October,  1866. 

Johnson,  George  A. 

Mate  11  February,  1868.  Acting  Ensign,  10  December,  1864.  Honorably  dis- 
charged 12  November,  1865. 

Johnson,  George  R. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27  July, 
1855.    Fii-st  Assistant  Engineer,  21  July,  1858.    Chief  Engineer,  31  July,  1861. 

Johnson,  Gorham  S. 

Mate,  5  August,  1863.  Acting  Ensign,  16  November,  1864.  Honorably  discharged 
28  August,  1865.  ' 

Johnson,  Henry. 

Acting  Assistant  Surgeon,  26  March,  1862.    Resigned  28  April,  1865. 

Johnson,  Henry  A. 

Cadet  Midshipman,  5  June,  1873.    Graduated  18  June,  1879. 

Johnson,  Henry  J. 

Acting  Third  Assistant  Engineer,  15  April,  1862.  Acting  Second  Assistant  En- 
gineer, 10  January,  1865.    Honorably  discharged  24  December,  1865. 

Johnson,  Henry  T,. 

Acting  Midshipman,  30  September,  1859.  Ensign,  28  April,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  25 
November,  1876. 

Johnson,  Isaac. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant  En- 
gineer, 15  October,  1862.    Resigned  30  December,  1804. 

Johnson,  Isaiah. 

Mate,  22  April,  1863.     Resigned  (Sick,)  22  August,  1803. 

Johnson,  James  B. 

Actini;  Third  Assistant  Engineer,  21  April,  18G4.  Honorably  discharged  31  Oc- 
tober, IbGo. 

Johnson,  James  H* 

Acting  Ensign,  17  June,  18G4.     Honorably  discharged  14  July,  1805. 

Johnson,  Jerome  B. 

Mate,  20  December,  ISGl.     Dismissed  12  February,  1803. 

Johnson,  John. 

Aciing  Third  Assistant  Engineer,  23  Aui^mst,  1802.  Acting  Second  Assistant  En- 
gineer, 20  May,  lb03.    Appointment  revoked  (Sick,)  21  March,  18G4. 

Johnson,  John. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  Aiiirust, 
isr,9.  First  Assistant  Engineer,  1  July,  1801.  Chief  Engineer,  10  November, 
1803.    Retired  10  June,  1»7G. 

Johnson*  John, 

Gunner,  6  May,  1813.    Died  11  August,  1818. 
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Johnson,  John, 

Purser,  28,  August,  1850.    Dismissed  20  April,  1861. 

Johnson,  John. 

Boatswain,  13  March,  1866.    Appointment  cancelled,  11  September,  1867. 
Johnson,  John  II. 

Midsliipman,  19  October,  1841.    Resigned  29  January,  1846. 
Johnson,  John  HT. 

Acting  Third  Assistant  Engineer,  22  March,  1864.  Honorably  discharged  9  Octo- 
ber, 1865. 

Johnson,  John  O. 

Mate,  4  October,  1861.     Acting  Ensign,  18  September,  1862.    Acting  Mi«ff. 

gallant  conduct  in  action,  1  June,  1863.  Honorably  dischaztred  15  Scpttiuber, 
1865.  ' 

Johnson,  Joseph  S. 

Acting  Ensign,  26  September,  1862.    Lost  on  **  Patajnco.^'' 

Johnson,  Joshna. 

Master,  6  August,  1799.  Discharged  9  June,  1801,  under  Peace  EstablidmMit 
Act 

Johnson,  J.  Smith. 

Midshipman,  1  December,  1809.    Dismissed  17  September,  1818. 

Johnson,  lionis  D. 

Acting  Cari)eQter,  1  October,  1862.    Resigned  29  August,  1863. 

Johnson,  Hiller  H. 

Acting  Master,  22  October,  1861.    Died  8  July,  1864. 

Johnson,  Hortimer  Ij. 

Acting  Midshipman.  3  December,  1859.  Ensign,  16  September,  1862.  LientMunt. 
22  February,  1864.  Lieutenant-Commander,  25  Julv,  1866.  CommaDder,  ^ 
April,  1878. 

Johnson,  Ifathaniel  F. 

Acting  Second  Assistant  Engineer,  28  November,  1864.  Honorably  disdurgc^ 
8  December,  1865. 

Johnson,  Peter. 

Boatswain,  23  November,  1871. 

Johnson-,  Peter. 

Midshipman,  2  February,  1829.    Dismissed  26  July,  1880. 

Johnson,  Philip  €.,  Jr. 

Midshipman,  81  August,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  IS 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-ComiiMDd^* 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  14  June,  1874. 

Johnson,  Pnrley  H. 

Acting  Assistant  Surgeon,  11  February,  1865.  Honorably  discharged  2C  Jaw- 
1866. 

Johnson,  R.  H. 

Acting  Assistant  Surgeon,  9  November,  1861.    Resigned  4  December,  1861. 

Johnson,  Richmond. 

Surgeon's  Mate,  2  April,  1811.  Surgeon,  1  March.  1815.  Resigned  12  February. 
Ibl7. 

Jolinson,  Robert. 

Master,  10  May,  1818.  Last  appearance  on  Records  of  Naw  Department,  15?^* 
Norfolk. 

Johnson,  Robert  E. 

Midshipman,  1  October,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant 
12  Februiiry,  1839.    Died  4  February,  1855. 

Johnson,  Samnel. 

Acting  Third  Assistant  Engineer,  29  April,  1864.    Resigned  10  August,  1865. 
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Jolmson,  Samuel. 

Gunner,  date  not  known.    Discharged  1  May,  1801,  under  Peace  Establishment  Act. 

JTolmson,  Samuel. 

Gunner,  9  March,  1802.    Dismissed  14  June,  1802. 

JToliiiBon,  Samuel  €• 

Acting  Assistant  Surgeon,  9  August,  1864.    Honorably  discharged  6  November, 
1865. 

Joimsouy  Samuel  H. 

Mate,  81  October,  1861.    Appointment  revoked  23  December,  1865. 

Jolinson,  Seth. 

Midshipman,  16  January,  1809.    Dismissed  18  November.  1809. 

JTolinson,  Smith  J. 

Midshipman,  1  December,  1809.    Dismissed  23  September,  1818. 

Jolinson,  Speneer  H. 

Mate,  1  October,  1862.    Acting  Ensign,  9  November,  1863.    Honorably  discharged 
28  November,  1865. 

Jobnson^  Thomas. 

Carpenter,  10  June,  1844.    Resigned  17  March,  1848. 

Johnson,  Thomas. 

Purser,  22  March,  1800.    Resigned  9  December,  1806. 

Johnson,  Thomas  W. 

Acting  Master,  9  October,  1861.    Appointment  revoked  25  February,  1862. 

Johnson,  W.  H.  B. 

Midshipman,  10  February,  1832.    Resigned  29  December,  1836. 

Johnson,  William. 

Acting  Third  Assistant  Engineer,  4  February,  1 863.    Honorably  discharged  20 
July,  1866. 

Johnson,  William. 

Surgeon^s  Mate,  16  August,  1826.    Surgeon,  4  April,  1831.     Retired  list,  4  January, 
1866.     Medical  Director,  8  March,  1871.     Died  7  April,  1870. 

Johnson,  William,  Jr. 

Assistant  Surgeon,  8  September,  1855.     Surgeon,  10  August,  1861.    Dismissed  19 
February,  1870. 

Johnson,  William. 

Master,  11  February,  1811.     Resigned  17  February,  1818. 

Johnson,  William. 

Gunner,  4  July,  1817.    Last  appearance  on  Records  of  Navy  Department,  17  March, 
1821.    Dead. 

Johnson,  William. 

Master,  6  June,  1815.    Died  27  April,  1821. 

Johnson,  William. 

Gunner,  16  January,  1802.     Last  appearance  on  Records  of  Navy  Department. 
Resigned. 

Johnson,  William  H 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  5  Novem- 
ber, 1865. 

Johnson,  William  H. 

Assistant  Suigeon,  22  June,  18G2.     Resigned  23  July,  18G8. 

Johnson,  William  H. 

Acting  Second  Assistant  Engineer,  13  September,  1864.    Honorably  discharged 
1  December,  1865. 

Johnson,  William  W. 

Actiijg  Third  Assistant  Engineer,  3  August,  1863.    Honorably  discharged  5  July, 
1865. 
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Joknuon,  WllHon  H. 

Acting  Second  AsaisUnt  Engineer,   C  January,  18M.      Ilonorablj   (liacliorgwi      -» 
Nuvembcr,  ISG.t, 
Johnston,  Alexander  M. 

Acting  AsBiBtiint  Sui-yeon,  iaG2.    Resigned  12  December,  18C3. 
JolinHton,  Benjamin  J— 

Afting  Mascer,  9  Seitleinber,  1801.     Rc8igne<l  32  April.  18G2. 
Johnston.  ChtirleH. 

U.)aUwain  £    JLiv   1839.     Retired  list.  24  March,  If  CD.     Died  U  March,  1871. 
JohnHlon    Elllol. 

Midfiiiipman,  17  September,  1841.     Resigned  IG  August,  1840. 
Johnslon,  Frederlfk  A. 

Mute,  2    November,    S03.    Ilonorably  diseliargcd  G  October,  18GG. 
Johnttlon,  llnrrf  II> 

Acting  En^i^'n.  1!^  August,  1803.    Resigned  27  April,  18G4.    Mate,  27  Scptemli^^r. 
1807.    Resigned  20  Uuy,  18GD.    Mate,  4  Nav<;iul>er,  1809.    Died  38  Octub-^wr. 
1874. 
JohoHtoo,  James  O- 

Midshipman,  SO  June,  1832.    Passed  ^[idsbtpiuaD,  23  June,  1838.    Lieutenant,       f4 
June,  1843.    Resigned,  10  April,  18G1. 
Johnston,  Jameii  "L. 

Midsbipmnn   27  Seplcmber,  I84I.     DiGmisaed  12  June,  1848, 
Johnston,  James  K. 

Mate,  C  September,  1861.     Resigned  4  August,  1803. 
Johnston,  John. 

Purser,  28  August,  1850.     Dismissed  20  April,  1801. 
Johnston    John. 

Actiug  First  Assistant  Engineer,  5  June,  16G3.    Honorably  discharged  S  Bept-^raa- 
ber  1865. 
Johnston,  John  E. 

Acting  Master  8  December,  1801.    Dismissed  28  yebruary,  1802. 
Johnston    John  E. 

Mate,  lit  December,  1804.    Honorably  discharged  4  December,  1807. 
Johnston    John  E. 

Midsbipman,  9  August,  1848.    Passed  Midshipman,  l-'i  June,  1854.    Resigned  SS 
March,  1855. 
Johnston    John  T. 

Acting  Volunteer  Lieutenant,  1  August,  1802.    Resigned  23  June,  1S64. 
Johnston    Joseph  S. 

Acting  Sailmaker.  10  June,  1801.     Died  27  June,  1801. 
Johnson,  Oscar  F. 

Midsbipmun,  14  August,  1940.    Passed  Midshipman,  8  June,  1852.    Master,  I.". 
September.  1^5 S.     Lieutenant.  10  September,  1855.     Dismissed  22  April.  iS'^l- 
Johnston,  Stephen. 

Midsliipman.  28  June,  1833.    Passed  Slidshipmau,  S3  March,  1829.    Lieutenant--' 
March,  1831-    Died  2  April.  1848. 
Johnston,  William. 

Acting   First  Assistant  Engineer,  20  August,  1803.    Honorably  discharged  H 
Aupist.  1805. 
Johnston,  Zachariah  F. 

Midshtpmiin,  1  January,  1818.     Lii'utenant,  3  March.  1827.     Coniniandcr.  '■ 
Fibruan-,   1847.      Drojtped   i:!   Si-punibir,  18-->5.      Commissiosed  Cniitam  » 
Active  list.    4  September,  1855.    Died  17  March,  1859. 
Johnstone,  John  A. 

Acting  Master.  4  December,  1301.    Acting  Volunteer  Lieutenant,  19  1 
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1$C3.  '  Acting  Volunteer  Lieutenant-Commander,  19  May,  1865.     Honorably 
discharged  9  December,  1865. 

0I11S9  John. 

Sailmaker,26  September,  1837.  Retired  list,  26  May,  1865.  Died  26  September, 
1877. 

ones,  Albert  K. 

Mate,  4  November,  1861.  Acting  Ensi^,  4  September,  1862.  Acting  Master, 
favorable  report  of  Commanding  Omcer,  2  March,  1861.  Honorably  dis- 
charged 12  October,  1865.  Acting  Master,  28  April,  1866.  Mustered  out  17 
JuljT,  1868. 

ones,  Alonzo. 

Carpenter,  18  November,  1881.    Died  17  January,  1848. 

ones,  Benjamin  F. 

Mate,  25  January,  1862.  Acting  Master,  3  February,  1862.  Dismissed  7  June, 
1863. 

ones,  Benjamin  Ij. 

Midshipman,  24  January,  1815.    Resigned  2  May,  1815. 

ones,  Bennet. 

Acting  Third  Assistant  Engineer,  8  December,  1863.  Honorably  discharged  10 
May,  1868. 

Tones,  Cadwallader* 

Midshipman,  20  June,  1806.    Resigned  4  August,  1807. 

fones,  Catesby  Ap  B. 

Midshipman,  18  June,  1886.  Passed  Midshipman,  1  July,  1842.  Master,  14  Sep- 
tember, 1848.    Lieutenant,  12  May,  1849.    Resigned  17  April,  1861. 

Tonesy  CaTe. 

Chaplain,  26  May,  1824.    Died  29  January,  1829. 

Tones,  Charles. 

Midshipman,  6  July,  1803.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Norfolk. 

ones,  Charles  A. 

Mate,  5  June,  1862.    Appointment  revoked  (Sick,)  16  February,  1863. 

ones,  Charles  B. 

Mate,  27  November,  1863.    Honorably  discharged  20  July,  1865. 

ones,  Charles  C* 

Mate,  16  December,  1862.  Appointment  revoked  (Sick,)  24  July,  1803.  Mate, 
2  September,  1863.    Resigned  (Sick,)  2  December,  1864. 

ones,  Charles  D. 

Acting  Midshipman,  23  November,  1859.  Ensign,  25  November,  1862.  Lieu- 
tenant, 22  February,  1864.    Died  19  December,  1865. 

ones,  Charles  H. 

Sailmaker,  7  January,  1875. 

ones,  Charles  B. 

Acting  Third  Assistant  Engineer,  24  January,  1863.  Acting  Second  Assistant 
Engineer,  12  May,  1864.    Honorably  discharged  19  October,  18G5. 

ones,  Charles  W. 

Acting  Ensign  and  Pilot,  3  May,  1864.  Honorably  discharged  30  September, 
1865. 

ones,  Charles  W. 

Midshipman,  6  January,  1800.  Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 

ones,  C.  in. 

Acting  Ensign,  29  December,  1864.    Honorably  discharged  14  September,  18G5. 

ones,  Copeland  P. 

Midshipman,  21  Septeml>er,  1841.    Resigned  16  May,  1848. 
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Jones,  Daniel. 

Carpenter,  9  December,  1847.    Retired  list,  27  July,  18C9.    Died  5  June,  1877. 

Jones,  Dnniel. 

Master,  8  May,  1812.     Died  21  May,  1826. 

Jones,  Daniel. 

Mate,  22  April,  1863.    Dismissed  19  March,  1864. 

Jones,  Daniel  W. 

Acting  Assistant  Surgeon,  25  September,  1863.    Appointment  revoked  15  Febru- 
ary, 1865. 

Jones,  David. 

Third  Assistant  Engineer,  25  March,  1862.    Second  Assistant  Engineer,  1  XoTem* 
ber,  1868.    First  Assistant  Engineer,  1  January,  1868. 

Jones,  Edward. 

Master,  26  Januan',  1809.    Last  appearance  on  Records  of  Navy   Departme^s^^ 
1815.    Charleston,  S.  C. 

Jones,  Edward. 

Acting  Muster,  8  October,  1861.     Resigned  5  May,  1864. 

Jones,  Edward. 

Mate,  81  October,  1861.    Dismissed  16  May,  1863. 

Jones,  Edward  €. 

Acting  Second   Assistant    Engineer,  25  March,   1864.     Honorably 
7  November,  1865. 

Jones,  Edward  T. 

Acting  Master,  18  November,  1861.    Dismissed  14  July,  1862. 

Jones,  Enocb. 

Surgeou*s  Mate,  10  December,  1814.    Resigned  2  March,  1815. 

Jones,  Enoch  A. 

Midshipman,  16  January,  1809.    Lieutenant,  5  May,  1817.    Resigned  26 
1827. 

Jones,  Georice. 

Chaplain,  20  April,  1833.     Died  22  January,  1870. 

Jones,  Georice  E. 

Acting  Assistant  Surgeon,  20  May,  1803.     Resigned  4  April,  18M. 

Jones,  Henry. 

Acting  Third  Assistant  Engineer,  30  September,  1^03.     Actii:«,  Second  Assi^^ant 
Engineer,  9  i?eptember,  1804.     Honorably  dis<rbarged  7  September,  1865. 

Jones,  Henrjr  D. 

Mate,  6  February,  1863.     Resigned  24  Nnveniber,  1803. 

Jones,  Hiram  H. 

Acting  Assistsint  Surgeon,  15  January,  1804.    Resigned  1  July,  1864. 

Jones,  Horace  Eugene. 

Midshipman,  30  September,  1803.        Graduated  June,  1807.     Ensign,  18  DecrCKn- 
ber,  1808.     Master,  21  March,  1870. 

Jones,  H.  I^eRoy.  ^. 

Acting  Assistant  Paymaster,  2  August,  1801.     Honorably  discharged  13  July,  t  s^*'* 

Jones,  Hiiicli.  > 

Mate;  21  November,  1802.    Acting  Ensign,  21  Mav,  1863.    Honorably  dischar^"^ 
4  Muv,  1807. 

Jones,  Jacob.  ^, 

Midshii)nKin.  10   April,   IVMK    Lieutenant,  212  February,  1801.    Commander- 
April,  1810.     Captain,  3  March,  1813.     Died  3  August,  1850. 

Jones,  J.  Alexander.  ^..^^^ 

Mate,  0  November,  1808.     Acting  Ensign,  17  July,  1864.    Honorably  dischsfff^*"^ 
15  November  1805. 
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DDes,  James. 

Carpenter,  12  January,  1832.     Resigned  12  October,  1882. 

ones,  John. 

Mate,  24  December,  1862.    Disrated  11  May,  1866. 

ones,  John  C. 

Midshipman,  12  May,  1818.    Resigned  6  November,  1823. 

»nes,  John  C 

Acting  Third  Assistant  Engineer,  12  December,  1862.  Acting  Second  Assistant 
Engineer,  8  July,  1864.    Honorably  discharged  1  December,  1865. 

ones^  John  II. 

Acting  Third  Assistant  Engineer,  28  May,  1863.  Acting  Second  Assistant  En- 
gineer, 9  June,  1864.    Died  2  October,  1864. 

»ne8,  John  H. 

Lieutenant,  12  June,  1799.    Resigned  11  June,  1801. 

i^nes,  John  J. 

Purser,  21  November,  1849.    Dismissed  30  September,  1858. 

Dnes,  John  P. 

Mate,  7  August,  1861.  Acting  Ensign,  8  March,  1861.  Honorably  discharged  22 
July,  1867. 

DDes,  John  W. 

Mate,  13  December,  1861.    Resigned  12  November,  1862. 

ones,  Joseph  £• 

Acting  Master,  9  October,  1861.  Ensign,  12  March,  1868.  Master,  18  December, 
1868.    Lieutenant,  21  March,  1870. 

ones,  Joseph  E. 

Mate,  26  November,  1861.  Acting  Ensign,  25  September,  1863.  Honorably  dis« 
charged  20  November,  1808. 

Tones,  Jtm  Pembroke. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1  March,  1855.    Lieutenant,  14  September,  1855.    Dismissed  29  April,  1861. 

fones,  Kinsey. 

Midshipman,  1  January,  1823.  Last  appearance  on  Records  of  Navv  Department, 
29  July,  1825.    Drowned. 

Ones,  Ijewls  B. 

Acting  Third  Assistant  Engineer,  5  June,  1863.  Honorably  discharged  19  Octo- 
ber, 1865. 

^mes,  Meredith  D. 

Assistant  Surgeon,  17  May,  1871.    Passed  Assistant  Surgeon,  0  Februar}',  1875. 

^^les,  Meriwether  P. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1802.    Died  11  April,  1860. 

»:mies,  Michael  G. 

Mate,  7  May,  1864.    Honorably  discharged  26  July,  1865. 

^^les,  Owen. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  20 
June,  1864.    Resigned  22  December,  1800. 

^:aies,  P.  A.  J.  P. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Cashiered  18  Aui^ust, 
1820. 

^"iies,  R.  B. 

Midshipman,  29  March,  1802.     Resigned  0  February,  1808. 

c^nes,  Riehard  A. 

Midshipman,  18  June,  1812.  Lieutenant,  20  April,  1820.  Commander,  29  March, 
1844.    Died  17  April,  1840. 
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Jones,  Richard  K. 

Midshipman,  16  January,  ISOO.     Uesigncd  oO  Jauiuiry,  1810. 

Joiics,  Robert. 

Midshipman,  4  March,  1823.    Dismissed  8  June,  1831. 

Joneis,  Robert  Clarendon. 

Master,  4  March,  1823.  Master,  not  in  line  of  promotion,  7  Jime,  1844.  Reseircd 
list,  14  September,  1855. 

Jones,  Robert  J. 

Acting  'Bhird  Assistant  Engineer,  14  September,  1804.  Honorably  discbai^ed  3S 
November,  18G5. 

Jon<H>i,  Robert  Ij.  JK. 

Mate,  3  April,  1863.  Acting  Ensign,  27  March,  1805.  Ilonorablv  discharged  84 
October,  18G7. 

Jones,  Robert  W. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Died  19  3Iay,183:. 

Jones,  Samnel  J. 

Assistant  Surgeon,  19  December,  1860.  Surg  on,  22  September,  lb63.  ReBigned 
1  March,  1868. 

Jones,  Snnford  '%• 

Mate,  1  October,  1862.     Resigned  14  April,  1863. 

Jones,  Stephen. 

Gunner,  3  April,  1826.     Died  8  February,  1834. 

Jones,  Stephen. 

Gunner,  6  May,  1813.    Last  appearance  on  Records  of  Navy  Department  till  1881 

Jones,  Stephen. 

Mate,  5  November,  1862.  Acting  Ensign,  14  February,  1865.  Honorabl;  di^ 
charged  10  January,  1869. 

Jones,  Theodore  W. 

Mate,  23  January,  1862.    Mustered  out  6  February,  1809. 

Jones,  T.  G. 

Acting  Third  Assistant  Engineer,  20  Ju^e.  1803.     Resigned  22  May,  1835. 

Jones,  Thomas. 

Midshipman,  10  July,  1799.     Lost  in  the  '•  Imurf/ent." 

Jones,  Thomas. 

Saihnaker,  20  November,  1799.     Discharged  25  May,  ISOl. 

Jones,  Thomas  A.  €. 

Midshipman,  22  November,  1805.  Lieutenant,  2  4  May,  1812.  Commander,  28 
March,  1820.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855- 
Died  30  May,  1858. 

Jones,  Thomas  €. 

^late.    Resigned  12  February,  1863. 

Jones,  Thomas  J. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  21  3^h 
1858.  First  Assistant  En<Tine('r,3  August,  1851).  Chief  Engineer,  19  JanotfJ. 
1863.     Dismissed  19  October,  1875. 

Jones,  Thomas  P. 

Mate,  20  November,  1861.     Honorably  discharged  22  January,  1866. 

Jones,  Trnman  in. 

Third  Assistant  Engineer,  8  October,  1861.  Second  Assistant  Engineer,  8  Aug**" 
1863.     First  Assistant  Engineer,  11  October,  1866.     Died  22  i^ovemlw,  1872. 

Jones,  Yletor  W. 

Mate,  23  January,  1862.  Acting  EnsiLrn.  5  September,  1663.  Honorably  da- 
charged  10  November,  1868. 

Jones,  Walter  F. 

Midshipman,  11  June,  1814.    Resigned  2  November,  1821. 
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es,  Walter  F. 

liidflhipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1«47.    Died 
20  August,  1855. 

es,  William. 

Uting  Master  and  Pilot,  24  October,  1863.    Resigned  20  December,  1804. 

es,  William. 

boatswain,  81  July,  1866. 

e«,  William. 

boatswain,  26  July,  1852.    Lost  in  Sloop  of  War  ''Albany,'''  September,  1854. 
es,  William  A. 

LCting  Master,  2  November,  1861.     Mustered  out  24  December,  1801. 

es,  William  A. 

lidshlpman,  13  July,  1831.    Passed  Midshipmiin,  15  June,  1837.     Lieutenant,  8 
September,  1841.    Resigned  13  May,  1845 

es,  William  E. 

LCtlng  Ensign,  24  June,  1864.     Honorably  discharged,  3  July,  1805. 

M,  William  G. 

.cting  Ensign,  14  January,  1864.    Dismissed  13  February,  1865. 

M,  William  H. 

wcting  Assistant  Surgeon,  6  April,  1863.    Assistant  Surgeon,  12  August,  1863. 
Pawed  Assistant  Surgeon,  26  December,  1806.    Surgeon,  5  July,  1873. 

M,  William  P. 

[idshipman,  1  January,  1827.    Passed  Midshipman,  10  June,  1833.    Died  15 
July,  1834. 

MB,  William  P* 

orgeon's  Mate,  10  December,  1814.    Last  appearance  on  Record  of  Navy  Depa 
ment,  1818.    Furloughed. 

Ian,  Cbarles  E. 

[ate,  23  August,  1864.    Appointment  revoked  23  December,  1864. 

Ian,  Charles  W. 

hird  Assistant  Engineer,  4  April,  1801.    Name  stricken  from  the  Rolls  of  the 
Navy,  6  May,  1861. 

Ian,  Christopher. 

arpenter,  24  April,  1838.     Retired  list,  25  September,  1806. 

an,  Cris.  P. 

oatswain,  29  September,  1813.     Resigned  7  March,  1815. 

an,  Frank. 

ate,  27  October,  1802.    Acting  Ensign,  10  August,  1864.    Honorably  discharged 

23  May,  1806. 

an,  Frank  A. 

cting  Assistant  Surgeon,  7  March,  1864.    Honorably  discharged  20  October, 

an,  George  Ij. 

at€,  3  February,  1864.    Acting  Ensign,  30  March,  1864.     Honorably  discharged 

24  October,  1865. 

an,  James. 

cting  Ensign,  22  September,  1804.     Resigned  24  March,  1800. 

an,  John. 

:ting  Third  Assistant  Engineer,  28  Decemljer,  1801.     Acting  Second  Assistant 
Engineer,  2  January,  1804.     Honorably  discharged  1  September,  1805. 

an,  John  N. 

idet  Midshipman,  5  June,  1873.    Graduated  18  June,  1879.     Ensign,  11  October 
1880. 

an,  John  P. 

ate,  23  August,  1864.    Dismissed  7  January,  1865. 
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Jordan,  John  W. 

Assistant  Paymaster,  21  March,  1870.    Passed  Assistant  Paymaster,  27  8eiitemba» 
1877. 

Jordan,  Joseph. 

Acting  Third  Assistant  Engineer,  17  May,   1864.     Honorably  diacbarged  W 
August,  1865. 

Jordan,  Marshall  P. 

Third  Assistant  Engineer,  24  December,   1853.    Second  Assistant  Engineer,  t 
May,  1857.    Dismissed  20  May,  1861. 
Jordan,  Meletiah. 

Acting  Master,  26  February,  1862.    Honorably  discharged  20  August,  1865. 
Jordan,  Samnel. 

Acting  Assistant  Paymaster,  14  February,  1862.    Mustered  out  1865. 
Jordan,  Soott  D. 

Acting  Ensign,  22  April,  1863.    Honorably  discharged  22  November,  1865. 

Jordan,  Staion. 

Boatswain,  9  October,  1819.    Died  10  June,  1830. 

Jordan,  William. 

Carpenter,  21  March,  1837.    Died  5  June,  1845. 

Jorgensony  I^onis. 

Acting  Assistant  Paymaster,  21  February,  1863.    Honorably  discharged  26  J 

1805. 

Joseph,  Peter. 

Gunner,  18  September,  1809.    Dismissed  24  April,  1813. 

Joseph,  William  II. 

Mate,  26  May,  1864.    Honorably  discharged  17  July,  1865. 

Joslin,  George  T. 

Mate,  26  March,  1863.    Acting  Ensign,  18  April,  1864.    Resigned  28  April.  1^*" 

Josselyn,  Francis.  ^^ 

Acting  Master,  29  April,  1862.    Acting  Volunteer  Lieutenant,  15  March*  1^® 
Honorably  discharged  12  June,  1868. 
Jonett,  Jaines  £. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Mss** 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Common*^^ 
16  July,  lbG2.     Commander,  25  July,  IbGO.     Captain,  6  January,  1874. 

Jonett,  Ijandon  P. 

Midshipman,  31  July,  1866.  Graduated  7  June,  1870.  Ensign,  i3  July,  1^^ 
Master,  1  December,  1874. 

Joy,  Stephen  D. 

Acting  Master,  27  December,  1861.     Appointment  revoked  5  December,  1863. 

Joyce,  Cliarlc^  R. 

Acting  Third  Assistant  Engineer,  ISO  1.     Appointment  revoked  (Sick,)  3  -JoJ^. 
1«02. 

Joyce,  liCninel  B. 

Actiiii;  Third  Assistant  Engineer,  15  September,  1864.     Uonorably  dlachjffged  21 
September,  1805. 

Jo3'ce,  ]¥oah  D. 

Acting  Ensign,  27  January,  1865.     Honorably  discharged  14  August,  1867. 

Joyner,  Francis  E. 

Midshipman,  1  April,  1828.     Resigned  27  May,  1833. 

Jnbe,  William  O. 

Acting  Assistant  Paymaster,  10  October,  18(J3.     Honorably  discharged  1  Janu*^' 
1800. 

Jndd,  Charles  H. 

Midshipman,  23  September,  1802.    Graduated  12  June,  1806.    Ensign,  ISMaTf"* 
1808.    Master,  20  March,  1809.    Lieutenant,  21  March,  1870. 
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iM,  John  €• 

Acting  Third  Assistant  Engineer,  4  Sc2)tembcr,  1863.    Dismissed  9  October,  1863. 

Acting  Aaaist&nt  Surgeon,  21  October,  1861.    Appointment  revoked  5  March,  1862. 
Jvmdsoii,  Adoniram  B. 

Assistant  Surgeon,  80  July,  1861.    Surgeon,  26  December,  1866.    Resigned  11 
May,  1868. 

Jrvrndson*  E.  J.  €• 

Midshipman,  10  February,  1838.    Resigned  8  June,  1842. 

jr«m<lsoii9  £lnathan. 

Surgeon,  27  March,  1818.    Died  8  May,  1829. 

'ndson,  Herbert  II. 

Mate,  7  June,  1862.    Died  on  "  Edrtfard,''  22  January,  1868. 

'vKsaip,  lievt  Ito 

Acting  Master,  29  May,  1862.   Dismissed  10  September,  1862.    Acting  Master  and 
Pilot,  1  January,  1865.    Appointment  revoked  10  August,  1865. 

^mankin,  DaTtd  X. 

Chaplain,  2  November,  1859.    Resigned  81  October,  18C1. 

'nnkin,  William  M. 

Acting  Assistant  Paymaster,  27  April,  1863.    Died  28  September,  1868. 

'vmxBlKins,  If  attaan  II. 

Carpenter,  20  February,  1872. 

fttiee,  John. 

Carpenter,  17  January,  1826.    Resigned  6  July,  1826. 

ft  tin,  Joshua  II. 

:Midshipman,  80  November,  1814.    Died  8  April,  1829. 

Ka^^er,  John  C 

Third  Assistant  Engineer,  16  January,  1863.    Second  Assistant  Engineer,  28  May, 
1864.    First  Assistant  Engineer,  26  October,  1872. 

K^^ftr,  Peter  M. 

Acting  Third  Assistant  Engineer,  21  May,  1864.    Honorably  discharged  21  Octo- 
ber, 1865. 

Ks^lser,  Jallas  A. 

Third  Assistant  Engineer,  8  September,  1863.    Second  Assistant  Engineer,  25 
July,  1866.    Retired  list,  8  July,  1873. 

K.«^linski,  Archilles. 

Mate,  16  August,  1864.    Acting  Ensign,  8  May,  1865.    Honorably  discharged  26 
October,  1866. 

K.«^iie,  Aloyslns  J. 

Mate,  22  December,  1863.    Acting  Ensign,  20  September,  1864.    Resigned  i  March, 
1871. 

K^«.ne,  Ellstaa  K. 

Assistant  Surgeon,  21  July,  1843.    Died  16  February,  1857. 

^«^ne,  Frank. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  8  January, 
1866. 

*^^%ne,  Henry. 

Mate,  25  March,  1864.    Acting  Ensign,  16  March,  1865.    Honorably  discharged 
28  May,  1868. 
^^ne,  James  J. 

Mute,  8  August,  1861.    Acting  Ensign,  28  October,  1862.    Honorably  discharged 
August,  31  1865.    Chaplain,  6  June,  1868. 

^^uie,  John  Ij. 

Midshipman,  9  June,  1811.    Last  appearance  on  Records  of  Navy  Department, 

1814. 
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Kane,  Ijoais  J« 

Mate.    Resigned  8  April,  1862. 

Kane,  Samuel  "N. 

Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensigii,  12  Xirdi, 
1868.    Resigned  80  November,  1868. 

Kane,  Theodore  F. 

Acting  Midshipman,  27  September,  1855.  Midshipman,  0  June,  1859.  Lin- 
tenant,  81  August,  1861.  Lieutenant-Commander,  22  Septembc^,  1865.  CoBh 
mander,  28  December,  1872. 

Kaney,  Owen. 

Acting  Third  Assistant  Engineer,  8  October,  1868.  Honorably  diBchazged  17 
July,  1865. 

Karlowski,  SI.  H. 

Acting  Ensign,  18  May,  1868.    Dismissed  17  September,  1864. 

Katz,  £dward  HI. 

Midshipman,  8  June,  1872.    Graduated  20  June,  1876.    Ensign,  2  Febroaiyi  1878^ 

Kanftnan,  Winfleld  IS. 

Acting  Third  Assistant  Engineer,  8  February,  1865.  Honorably  diachaiged  S7 
August,  1869. 

Kantz,  Albert. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  ?9^ 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  LieotOBiiit,  21 
April,  1861.  Lieutenant-Commander,  81  May,  1865.  Commander,  8  Beptenbtfi 
1872. 

KaTanan^h,  Benjamin. 

Third  Assistant  Engineer,  8  May,  1859.  Resigned  21  December,  1861.  iMft- 
ance  of  resignation  cancelled,  15  April,  1862.     Retired  list,  8  April,  IBS! 

KaTanangh,  John  F. 

Mate,  14  November,  1862.  Acting  Ensign,  1  July,  1864.  Honorably  difcbuged 
28  December,  1865. 

Kay,  Samuel  W. 

Acting  Assistant  Paymaster,  11  July,  1864.  Honorably  discharged  20  SepteiDbff< 
1865. 

Kean,  William. 

Midshipman,  4  January,  1800.  Discharged  12  October,  li«01,  uncer  Peace  EsUl>- 
lishment  Act. 

Kearney,  Archibald  K. 

Midghipman,  2  May,  1800.  Lieutenant,  21  February,  1807.  Resigned  6  JnlJ* 
1808. 

Kearney,  James  A. 

Mate,  1  October,  1862.    Acting  Ensign,  30  Januarv%  1863.    Resigned  24  Ang*^ 
1863. 

Kearney,  John  A. 

Surgeon's  Mate,  3  March,  1809.     Surgeon,  24  July,  1813.     Died  27  August,  l^  '* 

Kearney,  liawrenee.  ^ 

Midshipman,  24  July,  1807.  Lieutenant,  6  :March,  1813.  Commander,  8  Mar^ 
1825.  Captain,  20  December,  1S32.  Retired  list,  14  Xovember,  1861.  Co^ 
modore.  Retired  list,  4  April,  IbCT.     Died  Hd  November,  1868. 

Kearney,  Robert  S.  ^^ 

Surgeon's  Mate,  16  January,  1808.     Surgeon,  28  July,  1810.     Died  27  June,  1^-* 

KearnH,  Edward. 

Male,  23  November,  1864.     Honorablj-  discharged  28  January,  1867. 

Kenrns,  James  II. 

Mate,  15  October,  1861.    Acting  Ensign,  6  August,  1862.     Honorably  dii 
28  October,  1865. 
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Kearny,  Sldmand. 

Acting  Midshipman,  4  October,  1851.     Dismissed  21  April,  1855. 

Kearny,  George.  II. 

Acting  Third  Assistant  Engineer,  10  October,  1800.  Third  Assistant  Engineer, 
2  June,  1808.  Second  Assistant  Engineer,  2  June,  1809.  Passed  Assistant 
Engit^^r,  1  January,  1870. 

Kearny,  Robert  S. 

Assistant  Surgeon,  16  January,  1808.    Surgeon,  28  July,  1810.    Died  7  June,  1826. 
Kearon,  John  W. 

Acting  Third  Assistant  Engineer,  27  March,  1805.  Honorably  discharged  27 
August,  1868. 

^eaaby,  John  R. 

Midshipman,  4  Noyember,  1814.    Died  8  March,  1818. 

Keate,  Edward  J. 

Mate,  22  April,  1868.    Resigned  80  November,  1868. 

Keating,  John* 

Boatswain,  20  June,  1872. 

*Keele,  Henry. 

Master,  18  February,  1812.    Discharged  12  May,  1815. 

Keeler,  John  D. 

Midshipman,  28  July,  1866.  Graduated  7  June,  1870.  Ensign,  18  July,  1871. 
Master,  6  January,  1874.    Lieutenant,  22  January,  1880. 

Keeler,  William  F, 

Acting  AsBiatant  Paymaster,  17  December,  1861.  Honorably  discharged  25  April, 
1866. 

Keeler,  William  J. 

Civil  Engineer,  17  March,  1868.  Services  no  longer  required  from  5  September, 
1864. 

Keeling,  Henry. 

Gunner,  25  August,  1829.    Appointment  revoked  22  March,  1845. 

Keen,  Ansel. 

Boatswain,  7  June,  1867.    Dismissed  12  December,  1876. 

Keen,  Georipe  D. 

Mate,  11  April,  1865.    Honorably  discharged  8  January,  1866. 

Keen,  Josiah  E. 

Carpenter,  9  March,  1878. 

Keen,  Ijawrenee. 

Midshipman,  9  December,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 

Keen,  WiUard  S. 

Mate,  12  December,  1861.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
12  May,  1865. 

-Keenan,  jFraneis. 

Mate,  28  July,  1863.    Resigned  21  June,  1864. 

-^^enan,  William. 

Midshipman,  18  May,  1809.     Appointment  revoked  6  December,  1809. 

*^^iie,  Henry  C. 

~"    Acting  Master,  21  September,  1801.     Acting  Volunteer  Lieutenant,  17  December, 
1862.     Resigned  8  September,  1868.     Acting  Volunteer  Lieutenant,  27  April, 
1864.     Houoral>ly  discharged  25  April,   l^^OS.      Re  appointed   10  June,  lt:>Oo. 
^^  Lieutenant,  20  March,  1871.     Retired  list,  by  special  Act  of  Congress. 

^^^ne,  Henry  T. 

Mate,  6  February,  1862.  Acting  Ensign,  3  April,  1863.  Acting  Master,  6  March, 
1864.    Honorably  discharged  5  January,  1 860. 

*^^ene,  Je«se. 

Midshipman,  19  March,  1805.    Resigned  7  April,  1807. 
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Reene,  lAwrenee. 

Midshipman,  2  March,  1803.    Resigned  27  February,  1809. 
K.eene,  I^eander  M. 

Acting  Ensign,  6  October,  1864.     Resigned  13  May,  1865. 

Midshipman,  1  January,  1812.    Last  appearance  on  Records  of  Navy  DepartmaL 
1816.    Brig  "Jg>i<«yrwp." 

Keener,  Charles  II. 

Acting  Third  Assistant  Engineer,  2  March,  1864.    Honorably  discharged  1  kvgtii, 

Keer,  john. 

Midshipman,  28  June,  1804.    Drowned  18  May,  1811. 

KefnHH,  Jacob. 

Acting  Third  Assistant  Engineer,  8  July,  1863.    Resigned  8  June,  1864. 

Kegel,  George. 

Acting  Third  Assistant  Engineer,  9  January,  1865.    Honorably  dischirgvd  II 
September,  1865. 

Keith,  Albert  M. 

Acting  Master,  27  March,  1862.    Honorably  discharged  26  December,  1885. 

Keith,  Charles  F. 

Acting  Ensifi^,  15  September,  1362.  Acting  Master,  1  April,  1864.  Honofibly 
disdiarged  26  October,  1865. 

Keith,  Edwin  H. 

Acting  Third  Assistant  Engineer,  0  September,  1862.  Acting  Second  kmtu^ 
Engineer,  6  June,  1864.    Honorably  discharged  20  January,  1866. 

Keith,  Iiewis  G. 

Midshipman,  1  July,  1825.  Passed  Midshipman,  4  June,  1881.  Liflutwiitin 
March,  1836.    Died  1  May,  1846. 

Keith,  MelTille  C. 

Acting  Ensign,  8  December,  1868.    Re8ig>*^d  8  May,  1865. 

Keith,  Rael. 

Professor,  8  July,  1845.    Resigned  11  July.  1856. 

Keith,  Theodore  S. 

Acting  Assistant  Surgeon,  13  January,  1863.  Acting  Passed  Assistant  8iiig*0B« 
6  April,  1806.    Honorably  discharged  2  July,  1868. 

Keith,  William. 

Master,  25  May,  1798.  Last  appearance  on  Records  of  Nayy  Depaxtaat,  17 
June,  1798.    Dead. 

Keith,  William. 

Boatswain,  21  February,  1814.  Last  appearance  on  Records  of  KftTy  DepsitBfl^ 
9  February,  1816. 

Keith,  W^illiam. 

Boatswain,  5  October,  1812.     Dismissed  20  February,  1813. 

Kelhom,  John. 

Midshipman,  16  December,  1812.     Resigned  21  June,  1815. 

Keleher,  James  T. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  17 
December,  1862.  Appointment  revoked  10  December,  1865.  R«sigii«ti» 
accepted  17  March,  1868. 

Kell,  John. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Xast'* 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  28  JaantfTi 
1861. 

Kelleher,  Jeremiah  J. 

Mate,  29  January,  1868.  Acting  Ensign,  4  January,  1865.  Honormbly  diiCiiiig^^ 
22  October,  1868. 
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Leller,  George  W. 

Acting  Third  Asaistant  Engineer,  1 G  January,  1 804.  Died  on  U.  S.  Steamer  "  Dan," 
80  October,  1867. 

Leller,  Jerry. 

Mate,  5  February,  1864.    Appointment  revoked  (Sick,)  26  October,  1864. 

Leiley,  Edward. 

Acting  Third  Assistant  Engineer,  4  January,  1865.  Honorably  discharged 
5  April,  1866. 

leiley,  James  D.  J. 

Midshipman,  6  October,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  18Gt). 
Master,  12  July,  1870.    Lieutenant,  13  August,  1872. 

leiley,  James  P. 

Acting  Assistant  Paymaster,  4  December,  1862.    Mustered  out  20  December,  1 805. 

lelley,  James  W. 

Acting  Assistant  Paymaster,  20  July,  1863.  Honorably  discharged  16  December, 
1865. 

Idley,  John  A. 

Acting  Ensign,  6  December,  1864.    Resigned  8  May,  1865. 

Ldley,  lieTt  B. 

Acting  Ensign,  28  February,  1865.    Honorably  discharged  16  September,  1865.  . 

Leiley,  Robert  li. 

Acting  Master,  22  January,  1862.  Killed  in  action  at  Port  Hudson,  14  March, 
1868. 

Leiley^  Thomas  J. 

Acting  Ensign,  81  January,  1865.  Honorably  discharged  12  November,  1865. 
Acting  Ensign,  19  March,  1866.    Died  on  *'  WaehuaeU,^  18  August,  1866. 

LeUog,  Frederick. 

Midshipman,  23  February,  1841.    Resigned  18  October,  1847. 

Lelloss,  Aagastns  G. 

Acting  Midshipman,  21  September,  1860.  Ensign,  28  May,  1868.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868.    Commander,  11  July,  1880. 

Lellogg,  Kdward  N. 

Acting  Midshipman,  24  September,  1858.  Ensign,  8  September,  1863.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Died  6  Octo- 
ber, 1874. 

Lellogr*  George  €• 

Mate,  5  August,  1862.    Appointment  revoked  23  February,  1864. 

Lellogg,  John. 

Acting  Master,  8  October,  1861.    Honorably  discharged  30  October,  1865. 

Lollogg,  Mortimer. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27 
July,  1855.  First  Assistant  Engineer,  3  August,  1859.  Chief  Engineer,  8  No- 
vember, 1861.    Died  16  November,  1870. 

Lellogg,  S.  Wilson. 

Assistant  Surgeon,  6  September,  1837.  Passed  Assistant  Surgeon,  14  March,  1848. 
Surgeon,  26  August,  1848.     Died  7  January,  18G7. 

Lellogg«  Wainwright. 

Midshipman,  27  September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  8  September^  1872.    Lieutenant,  29  September,  1875. 

Lells,  l>e  Witt  €. 

Mate,  24  December,  1861.  Acting  Ensign,  16  October,  1862.  Acting  Master, 
recommendation  of  Commanding  Officer,  l-S  March,  1804.  Acting  Volunteer 
Lieutenant,  9  June,  1805.  Master,  12  March,  1868.  Lieutenant,  18  December, 
1868.    Lieutenant-Commander,  2  March,  1870.    Dismissed  4  February,  1879. 
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Kelly,  Charles  T.,  Jr. 

Mate,  10  October,  1801.  Acting  Enbign,  20  May,  1803.  Honorably  diflchaiged 
2  July,  1867. 

Kelly,  Daniel. 

Gunner,  29  March,  1830.     Died  0  June,  1841. 

Kelly,  Daniel. 

Gunner,  17  May,  1820.     Discharged  3  November,  1828. 

Kelly,  Daniel  F. 

Acting  Third  Assistant  Engineer,  23  Mav,  1804.  Honorably  discharged  7  August, 
1865. 

Kelly,  Jobn. 

Midshipman,!  February,  1814.  Lieutenant,  13  January,  1825.  Conunander,  S 
September,  1841.  Captain,  14  September,  1855.  Commodore  on  Ketiml  li»t, 
16  July,  1862.    Died  0  February,  1803. 

Kelly,  Jobn  A. 

Acting  First  Assistant  Engineer,  28  November,  1808.  Resigned  (Sick,)  14  Kairh. 
1865. 

Kelly,  Jobn  M. 

Acting  Ensign,  18  March,  1808.    Honorably  discharged  4  March,  180C. 

Kelly,  John  P. 

Third  Assistant  Engineer,  24  August,  1801.  Second  Assistant  Engineer,  21  April, 
1803.    First  Assistant  Engineer,  11  October,  1860. 

Kelly,  Jobn  W. 

Acting  Midshipman,  81  January,  1853.  Midshipman,  10  June,  1857.  Ftf^d 
Midshipman,  25  June,  1800.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1801.    Lost  on  **  Tecumseh;'  5  August,  1864. 

Kelly,  Josepb. 

Boatswain,  15  November,  1810.    Dismissed  9  March,  1811. 

Kelly,  Martin. 

Mate,  11  June,  1808.     Resigned  80  May,  1804. 

Kelly,  Miohacl. 

Acting  First  Assistant  Engineer,  1  October,  1802.    Resigned  8  December,  186S. 

Kelly,  M.  J. 

Acting  Ensign,  2  May,  1804.     Honorably  discharged,  21  June,  1805. 

Kelly,  Tliaddens  W. 

Sailmaker,  2  August,  1844.     Appointment  revoked  29  May,  1840. 

Kelly,  William,  Jr. 

Acting  Ensign,  13  June,  1804.    Honorably  discharged  22  August,  1865. 

Kelly,  William  H. 

Third  Assistant  Engineer,  10  January,  1803.  Second  Assistant  Engineer,  ^ 
May,  1804.    Cashiered  from  the  service,  20  November,  1860. 

Kelly,  William  W.  J. 

Purser,  1  April,  1852.     Resigned  21  January,  1801. 

Kelsey,  A.  Warren. 

Acting  Assistant  Paymaster,  19  October,  1801.  Appointment  revoked  (Sick,^W 
October,  1803. 

Kelsey,  John  W. 

Acting  Second  Assistant  Engineer,  12  December,  1861.  Acting  First  AssW*"* 
Engineer,  15  February,  1804.     Honorably  discharged  10  October,  1865. 

KelHO,  JoHcpli  K. 

Mate,  8  September,  1864.     Resigned  14  April,  1805. 

Kelven,  James. 

Acting   Second  Assistant  Engineer,   18  January,   1804.     Dismissed  12  AngosU 
1805. 
Kemble,  Arthur. 

Acting  Assistant  Surgeon,  12  August,  1801.    Resigned  10  May,  1862. 
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lemble,  £diuaud. 

Mate,  1861.     Acting  Master,  20  Muy,  1»C2.      Honorably  discharged  20  Auguht, 
1^05. 

Lemble,  Frank. 

Mate.    Dismissed  13  August,  1803.    Mate,  20  October,  1803.     Acting  Ensign,  1 
June,  1864.     Honorably  discharged  20  October,  1805. 

.emble,  Peter. 

Midshipman,  19  December,  1840.     Resigned  24  June,  1845. 

.emp,  Jacob. 

^ate,  27  June,  1860.    Appointment  revoked  27  July,  1800. 

emp,  William  T. 

Acting  Assistant  Burgeon,  8  May,   1803.    Assistant  Surgeon,  5  September,  1803. 
Died  81  March,  1864. 

wOmper,  8.  M. 

Master,  80  October,  1812.    Cashiered  30  December,  181  i). 

LempflT,  Ijonis. 

Acting  Midshipman,  25  September,  1857.    Graduated   1802.    Lieutenant,  1  August, 
1862.    Lieutenant-Commander,  25  July,  1860.     Commander,  0  March,  1870. 

Lempton,  Abner  W. 

Acting  Master,  29  October,  1861.     Honorably  discharged  23  March,  1866. 

Lempton,  Franels. 

Acting  Ensign,  17  December,  1862.    Honorably  discharged  14  December,  1865. 

Lempton,  Silas  1¥. 

Mate,  9  May,  1864.    Drowned  28  March,  1865. 
Lempton,  W.  Ij. 

Acting  Master,  81  March,  1862.     Honorably  dischargeil  28  October,  1865. 

£eiiipton,  Zaccbens. 

Acting  Master,  28  May,  1861.     Ilonoraljly  clischurged  25  October,  1865. 

Lendall,  Andrew  J. 

Mate,  11  September,  1863.    Acting  Ensign,  17  December,  1804.    Honorably  dis- 
charged 20  October,  1805. 

(endall,  George. 

Acting  Ensign,  6  October,  1802.     Resigned  22  September,  1863.     Acting  Ensign, 
14  October,  1863.    Resigned  20  December,  1804. 

Lendall,  liUdan  H. 

Acting  Assistant  Surgeon,  21  June,  1802.     Acting  Passed  Assistant  Surgeon,  20 
May,  1805.     Honorably  discharged  24  September,  1800. 

Lendrlck,  Cbarlen  H. 

Acting  Master,  1  October,  1802.     Die<l  13  August,  1803. 

Lendrlcken,  Panl. 

Acting  Third  Assistant  Engineer,  20  June,  1S02.     Acting  Second  Assistant  En- 
gineer, 6  November,  1863.     Honorably  discharged  3  September,  18(50. 

Leneally,  John  F. 

Acting  Third  Assistant  Engineer,  10  Muy,  1802.     Acting  Second  Assistant  En- 
gineer, 10  March,  1800.     Honorably  dibcharged  5  Sei)tenibcr,  ItSO/i. 

Lennard,  Joel  H. 

Midshipman,  10  March,  1837.      Passed  Midshipman,  20  June,   1813.     Master,  4 
January,  1850.     Lieutenant,  18  Octol)er,  18r>0.     Resigned  23  April,  1801. 

Lennedy,  A.  £• 

Assistant  Surgeon,  3  January,  1828.     Died  13  June,  1^33. 

[ennedy,  Charles  II.  A.  II. 

Midshipman,  10  Februar}',  1819.     Passed  Mirlshipinan,  4  June,  1831.     Lieut^'nant, 
3  March,  1835.     Commander,  14  Sei)len)ber,  18").').     Dismissed  14  .June,  li?01. 

Lennedy,  Charles  W. 

Midshipman,  25  September,  1801.     Graduated  22  November,  1804.     Ensign,  1 
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November,  1866.      Master,  1  December,  1866.      Lieutenant,  18  Much,  1868* 
Lieutenant-Commander,  26  March,  1869. 

Kennedy,  Dnncan. 

Midshipman,  20  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1861. 
Master,  12  July,  18*70.     Lieutenant,  18  June,  1872. 

Kennedy,  KdinnncI  C 

Midshipman,  17  8ei)tember,  1830.    Resigned  15  June,  1839. 

Hiennf^j,  Edmund  P. 

Midshipman,  22  November,  1805.  Lieutenant,  9  June,  1810.  Commander, 5  March. 
1817.    Captain,  24  April,  1828.    Died  28  March,  1844. 

Kennedy,  FrauoiH  HI. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  dlBcbaigtcl 
24  October,  1869. 

Kennedjs  H.  H. 

Master,  26  June,  1812.     Resigned  24  May,  1813. 

Kennedy,  James  C. 

Acting  Third  Assistant  Engineer,  27  December,  1861.  Resigned  28  NoTenhert 
1862.  Acting  Second  Assistant  Engineer,  30  July,  1864.  Resigned  13  April, 
1865. 

Kennedy,  Joseph, 

Acting  Second  Assistant  Engineer,  4  April,  1864.  Honorably  discharged  3  Octo- 
ber, 1865. 

Kenu€^3%  Josiab  1¥. 

Acting  C\iri)enter,  3  October,  1863.    Honorably  discharged  80  October,  1M5. 

Kenn€^3',  IHiohael. 

Acting  Third  Assistant  Engineer,  13  February,  1865.    Dismissed'l  August,  186S. 

Kennedy,  Stephen  ]>• 

Assistant  Surgeon,  9  May,  1861.     Surgeon,  5  January,  1866. 

Kennedy,  Stewart. 

Assistant  Surgeon,  1  October,  1855.    Surgeon,  1  August,  1861.    Died  8  HwA 

186-4. 

Kennedy,  Thomas. 

Mate,  26  November,  1862.    Honorably  discharged  27  December,  1865. 

Kennedy,  Thomas. 

Acting  Third  Assistant  Engineer,  5  December,  1864.  Honorably  dischaiged  ^ 
3Iarch,  1866. 

Kennett,  John  €. 

Midshipman,  2  October,  1861.  Graduated  22  November,  1864.  Ensign,  1  Nown 
ber,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1808.  LientenaBV 
Commander,  26  March,  1869.    Resigned  31  December,  1880. 

Kenney,  Albert  B. 

Acting  Third  Assistant  Engineer,  6  March,  1862.  Acting  Second  Assistant  Esp- 
neer,  16  September,  1864. 

Kenney,  A.  J. 

Mate,  8  May,  1866.  Appointment  revoked  19  September,  1866.  Mate,  18  Octo- 
ber, 1869.     Resigned  10  April,  1873. 

Kenney,  £dward. 

Boatswain,  20  Jul  v.  1858. 

Kenney,  Geori^e  W. 

Acting  Carpenter,  8  June,  1868.    Honorably  discharged  6  June,  1866. 

Kenne^',  liewis. 

Matu,  1803.  Acting  Ensign,  3  October,  1863.  Honorably  discharged  19  DeceB- 
ber,  1808. 

Kenney ,  Stephen  B. 

Acting  Assistant  Surgeon,  4  November,  1863.  Honorablv  discharged  15  MaK^ 
1866. 
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[eniitson,  D»  K. 

Acting  Master  and  Pilot,  29  October,  1864.    Honorably  discharged  8  August,  1  H(\r,. 
LemiiBon,  Wllliain  1¥. 

Mate,  28  August,  1861.  Acting  Master,  1  February,  1862.  Actincr  Volunteer 
Lieutenant,  gallant  conduct  in  action  between  **  Merrimac  "  and  "  Cumberland,'^ 
26  March,  1862.  Honorably  discharged  4  May,  1806.  Acting  Master,  20 
August,  1866.    Mustered  out  10  November,  1868. 

Lennon,  BeTerly.     . 

Midshipman,  18  May,  1809.  Lieutenant,  24  July,  1818.  Commander,  24  April, 
1828.    Captain,  9  February,  1837.    Killed  by  accident  28  February,  lb44. 

Lennon,  BeTerly. 

Midshipman,  22  August,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15 
September,  1855.    Lieutenant,  16  September,  1855.    Resigned  23  April,  1861. 

Lennon,  George  T. 

Surgeon,  24  July,  1818.     Resigned  20  December,  1828. 

Lennon,  Jobn  T. 

Surgeon,  24  July,  1818.    Resigned  20  December,  1828. 

Lennon,  Rlebard. 

Midshipman,  10  May,  1820.    Resigned  4  June,  1822. 

Lennon,  Rlebard. 

Surgeon^s  Mate,  17  Noveml)er,  1824.    Resigned  12  November,  1888. 

Lennon,  William  H. 

Purser,  5  June,  1844.    Dismissed  16  November,  1849. 

Lennon,  William  H. 

Midshipman,  1  January,  1817.  Lieutenant,  28  April,  1826.  Resigned  16  Decem- 
ber, 1840. 

Lenny*  Albert  S. 

Assistant  Paymaster,  19  March,  1862.    Paymaster,  9  March,  1865. 
Lenny,  Jobn. 

Midshipman,  1  January,  1808.     Resigned  10  August,  1809. 

Lensllf  liewls  HI* 

Acting  Second  Assistant  Engineer,  1801.     Dismissed  25  September,  1862. 

Lent,  James  W. 

Acting  Third  Assistant  Engineer,  22  September,  1864.    Resigned  15  May,  1865. 

Lent,  Josepb. 

Mate,  4  October,  1861.     Died  on  '' Pensacola,""  5  December,  1863. 
Lent,  liewls  A. 

Mate,  19  April,  1864.     Honorably  disrliarged  13  November,  1865. 

Lenwortby,  William  H. 

Acting  Third  Assistant  Engineer,  7  September,  1864.    Resigned  4  April,  1865. 

Lenyon,  Andrew  J. 

Third  Assistant  Engineer,  21  September,  1801.  Second  Assistant  Engineer.  30 
July,  1863.    First  Assistant  Engineer,  11  October,  18CG. 

Lenyon,  Cbarles  W. 

Acting  Third  AssiBtant  Engineer,  gallantry,  25  October,  1802.  Honorably  dis- 
charged 26  September,  1805. 


Lenyon, 

Lieutenant,  3  August,  1798.    Discharged  8  July,  1801,  under  Peace  Establishment 

Act 

Lenz,  Jofiiepb. 

Surgeon's  Mate,  28  March,  1820.    Last  appearance  on  Records  of  Nav  Depart- 
ment, 1824.    West  India  Station. 

Leogb,  Mattbew. 

Midshipman,  6  December,  1814.     Lost  at  Sea  in  1821. 
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Keofcb,  Patrick. 

Sailmaker,  27  November,  1807.  Last  appearance  on  Records  of  Navy  Deptrtaent 
Dead. 

Kepler,  C^eorge  W. 

Mate,  10  September,  1864.    Honorably  discharged  24  March,  I860. 
Kerley.  Bernard. 

Acting  Third  Assistant  Engineer,  7  March,  1862.  Honorably  discharged  13  Ko- 
vember,  1865. 

Kernan,  Williain. 

Acting  Third  Assistant  Engineer,  81  March,  1864.  Honorably  dischaiged  4  Sep- 
tember, 1865. 

Kerns,  liuelen  K. 

Acting  First  Assistant  Engineer,  9  February,  1864.  Appointment  re?dD6d  CSkk^ 
12  ApriL  18^4. 

Kerr,  Cklward  A. 

Midshipman,  1  June,  1821.    Died  in  November,  1894, 
Kerr,  lieeds  C. 

Assistant  Pajrmaster,  16  June,  1880. 

Kerr,  Thomas. 

Assistant  Gunner,  13  February,  1864.    Appointment  revoked  9  May,  186(S. 
Kerr,  William  A. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  PUMi 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Resigned  94  April, 
1861. 

Kersbner,  Edward. 

Assistant  Surgeon,  24  January,  1862.    Surgeon,  7  November,  1872. 

KerTan,  Ijawrence. 

Carpenter,  14  October,  1834.    Resigned  80  November,  1885. 

Ketler,  Pbillp. 

Acting  Third  Assistant  Engineer,  17  June,  1868.  Acting  Second  AsnstiBt  En- 
gineer, 8  April,  1865.    Honorably  discharged  7  November,  1866. 

Key,  Daniel  M. 

Midshipman,  28  November,  1833.     Died  22  June,  1836. 

Key,  Henry  H. 

Midshipman,  10  September,  1841.     Resigned  2  May,  1848. 

Key,  Francis  N. 

Midshipman,  15  May,  1823.     Resigned  21  February,  1827. 

Key,  James. 

Pu»er,  16  September,  1799.  Discharged  18  November,  1801,  under  Peace  Brtw* 
lishment  Act. 

Keyes,  William  £. 

Acting  Gunner,  5  February,  1863.    Honorably  discharged,  16  September,  1865. 

Keyser,  Hdward  N. 

Acting  Ensign,  20  September,  1862.  Acting  Master,  favorable  report  of  Com- 
manding Officer,  19  February,  1864.  Acting  Volunteer.  Lieutenant,  6  ApA 
1860.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenint- 
Coinmandcr,  25  January,  1870. 

Keyser,  Henry. 

Acting  Master,  7  August,  1863.     Honorably  discharged  25  Noveml>er,  1865. 

Keyser,  Henry  C 

Acting  Third  Assistant  Engineer,  IG  February,  1865.    Honorably  dischaiged  » 

July,  1805. 

Kid,  Charlton  B.  . 

Third  Assistant  Engineer,  21  Mav,  1857.  Second  Assistant  Encrineer,  2  AnffW 
1859.  First  Assistant  Engineer,  1  February,  1862.  Resignc<l  :]0  Decembir, 
1867. 
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:idd,  EUJali  M. 

Acting  Second  Assistant  Engineer,  22  September,  1863.  Honorably  discharged 
28  October,  1865. 

JH£idd,  James  P. 

Midshipman,  21  September,  1821.    Resigned  21  October,  1824. 

"SKldd,  Jobn  M.. 

Master,  17  June,  1817.  Last  appearance  on  Records  of  Navy  Department,  1822. 
Norfolk. 

^Kidd,  Thomas. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  1 
October,  1865. 

lilddall,  Jobn. 

Master,  6  October,  1818.    Discharged  15  April,  1815. 

Klddall,  John. 

Midshipman,  29  November,  1800.  Discharged  9  June,  1801,  under  Peace  Estab- 
lishment Act. 

Kidder,  Benjamin  H. 

Assistant  Surgeon,  24  January,  1862.    Surgeon,  2  March,  1868. 

Kidder,  Cleorge  E. 

Mate,  22  October,  1863.  Acting  Ensign,  19  August,  1864.  Honorably  discharged 
3  December,  1865. 

Kidder,  George  W. 

Acting  Third  Assistant  Engineer,  6  December,  1862.  Acting  Second  Assistant 
Engineer,  26  July,  1864.    Honorably  discharged  4  January,  1868. 

Kidder,  Jerome  H. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Surgeon,  19  May,  1876. 

Kleljf  Thomas  J.  €. 

Acting  Assistant  Surgeon,  21   October,  1861.    Resigned  2  July,  1862. 

Klersted,  Andrew  J. 

Third  Assistant  Engineer,  26  June,  1856.  First  Assistant  Engineer,  3  August, 
1859.    Chief  Engineer,  12  November,  1861. 

Klersled,  Cbarles  ]>. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  15  February,  1862.    Dismissed  4  August,  1864. 

Rlersted,  BaTld  C. 

Mate,  80  September,  1862.  Acting  Ensign,  20  October,  1864.  Honorably  dis- 
charged 5  November,  1865. 

Kiersted,  George  W. 

Acting  Third  Assistant  Engineer,  21  May,  1868.  Acting  Second  Assistant  En- 
gineer, 13  February,  1865.     Honorably  discharged  8  September,  1806. 

Kililborn,  John  IV. 

Mate,  20  January,  1868.    Acting  Ensign,  28  July,  1864.     Resigned  10  May,  1865. 

Ktlbnrn,  l¥lllle. 

Midshipman,  5  December,  1866.  Graduated  4  June,  1869.  Ensign,  13  July,  1871. 
Master,  18  December,  1874. 

Kilby,  James  A. 

Mate,  11  June,  1863.  Resigned,  (Sick,)  7  November,  1863.  Mate,  7  December,  ISCu). 
Acting  Ensign,  10  January,  1864.     Appointment  revoked,  (Sick,)  18  July,  1864. 

Kllffore,  William  F. 

Acting  Ensign,  3  December,  1864.     Honorably  discharged  2  April,  1868. 

Klllln,  John  J. 

Boatswain,  23  October,  1877. 

Kllpatrl<*k,  Thomas. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  22 
August,  1853. 
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KUpatriek,  William  H. 

Third  Assistant  Engineer,  11  February,  1862.    Second  Assistant  Engineer,  15 
tober,  1868.    Resigned  9  February,  1866. 

JHLilty,  Angrnstns  H. 

Midshipman,  4  July,  1821.    Passed  Midshipman,  28  April,  1883. 

6  September,  1887.  Reserved  list,  13  September,  1855.  Commander,  Acs^^l^ve 
list,  6  January,  1859.  Captain,  Active  list,  16  July,  1862.  Commodore*  25  M'  ^xIt, 
1866.  Retired  list,  25  November,  1868.  Rear- Admiral,  13  July,  1870.  Di&^=^  io 
November,  1879. 

KlmlMill,  Ambrose. 

Acting  Third  Assistant  Engineer,  1  December,  1863.    Resigned  12  April,  18<UJ^S»« 
Kimball,  F.  1¥. 

Mate,  80  May,  1868.     Honorably  discharged  2  May,  1868. 

Kimball,  Georfs^e. 

Acting  Master,  25  May,  1861.     Died  80  November,  1868. 

Kimball,  Henry  H. 

Third  Assistant  Engineer,  20  May,  1868.     Resigned  29  June,  1869. 

Kimball,  Hill  J. 

Acting  Assistant  Surgeon,  27  October,  1868.    Died  6  February,  1864. 

Kimball,  H.  8. 

Acting  Master,  5  July,  1862.    Resigned  2  March,  1863. 

Kimball,  Jacob. 

Acting  Master,  22  January,  1862.  Acting  Volunteer  Lieutenant,  8  April,  IS^ 
Honorably  discharged  4  January,  1866.  Acting  Master,  16  October,  IS^ 
Mustered  out  10  September,  1868. 

Kimball,  James  B. 

Third  Assistant  Engineer,  8  September,  1853.     Second  Assistant  Engineer,   ^ 
June,  1856.     First  Assistant    Engineer,  2    August,   1859.      Chief  Engine 
5  August,  1861.    Died  18  May,  1879. 

Kimball,  Thomas  1¥. 

Mate,  31  October,  1861.    Acting  Ensign,  1  April,  1864.    Honorably  dii 
20  December,  1867. 

Kimball,  William  W. 

Midshipman,  31  July,  1865.     Graduated  4  June,  1809.     Ensign,  19  October,  187' 
Master,  14  October,  1871.     Lieutenant,  18  December,  1874. 

Klmber,  George  1¥. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant 
neer,  6  December,  1802.     Resigned  (Sick,)  5  November,  1863. 

KJmberly,  Henry  ]>• 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  January,  1866. 

Klmberlj',  liewls  A. 

Midshipman,  8  December,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  E- 
September,  1855.  Lieutenant,  16  September,  1^55.  Lieutenant-Commander,!- 
July,  1802.     Commander,  25  July,  1800.     Captatu,  3  October,  1874. 

Klmmell,  Harry. 

Cadet  Midshipman,  28  September,  1874.     Graduated  4  June,  1880. 

Klndleberger,  David. 

Assisliint  Surgeon,  20  May,  1859.     Surgeon,  14  August,  1862.    Medical  InspectO'- 
13  August,  1876. 

King:,  Allen  A. 

Mate,  0  October,  1864.     Honorably  discharged  30  September,  1865. 

King:,  AmoM. 

Surgeon's  Mate,  10  December,  1814.    Last  appearance  on  Records  of  Xavy 
ment  for  1815.     New  York. 

Klug,  Charles.  ^ 

Mate,  1  October,  1S02.     Acting  Ensign,  19  February,  1863.     Resigned  20  Apil-  ^* 

1865. 


i 
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arles  Alfk"ed. 

Dgineer,  Naval  Academy,  14  September,  1876.    Graduated  10  Jmie,  1880. 

Tid  J. 

May,  1863.    Honorably  discharged  10  July,  1865. 

iilel  li. 

Pirst  Assistant  Engineer,  22  February,  1864.  Honorably  discharged  14 
er,  1867. 

ward  M. 

Volunteer  Lieutenant,  81  October,  1868.    Honorably  discharged  18  July> 

ekiel. 

man,  16  January,  1809.    Struck  off  26  August,  1809. 

ederiek  T. 

r  Master,  14  August,  1861.    Honorably  discharged  29  December,  1865. 

urge  li. 

i^hird  Assistant  Engineer,  6  September,  1864.     Resigned  27  April,  1865. 

»rge  8. 

man,  25  March,  1842.  Passed  Midshipman,  5  August,  1848.  Dropped  18 
aber,  1855. 

5ndy. 

distant  Engineer,  2  August,  1855.    Second  Assistant  Engineer,  21  July, 
Resigned  7  September,  1858.    Second  Assistant  Engineer,  9  May,  1861. 
ed.    Appointment  revoked  13  June,  1861. 

nes  1¥. 

ssistant  Engineer,  2  September,  1844.  Second  Assistant  Engineer,  10 
847.  First  Assistant  Engineer,  13  September,  1849.  Chief  Engineer,  12 
iber,  1852.  Engineer  in  Chief,  15  March,  1869.  Successor  appointed  20 
,  1878. 

in. 

6  April,  1800.    Last  appearance  on  Records  of  Navy  Department. 

lU 

rr,  27  August,  1853.     Dismissed  22  October,  1864. 

in  A.  B. 

Third  Assistant  Engineer,  18  February,  1803.  Acting  Second  Assistant 
jer,  7  April,  1864.     Honorably  discharged  22  March,  1868. 

tin  F. 

'bird  Assistant  Engineer,  26  September,  1862.     Resigned  7  May,  1803. 

in  H. 

August,  1863.  Acting  Ensign,  5  October,  1804.  Honorably  discharged 
jT,  1867. 

in  in. 

hird  Assistant  Engineer,  0  May,  1863.  Appointment  revoked  (Sick,)  20 
iry,  1864. 

in  1¥. 

Ensign,  2  August,  1804.     Honorably  discharged  30  November,  1865. 

B. 

Ensign,  17  September,  1862.  Acting  Master,  7  November,  1803.  Honor- 
ischarged  2  January,  1809. 

es. 

Qt,  13  July,  1799.     Discharged  11  May,  1801,  under  Peace  Establishment 

bert  H. 

)  April,  1842.  Resigned  3  July,  1846.  Gunner,  6  April,  1859.  Lost  in 
evant,''  18  September,  1800. 

phen  G. 

r,  27  March,  1857.     Died  18  January,  1860. 
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King,  SylTest«r  W. 

Acting  Third  Assistant  Engineer,  27  July,  1863.    Honorably  discharged  7  Octo- 
ber, 1865. 

King,  Thomas- 
Boatswain,  11  June,  1799.    Last  appearance  on  Records  of  Navy  Department 

King,  Thomas. 

Acting  Third  Assistant  Engineer,  5  March,  1864.    Dismissed  28  April,  1864. 

King,  Thomas. 

Master *s  Mate,  date  not  known.    Died  in  1821. 

King,  Thomas. 

Acting  Mu8t<?r,  25  February,  1862.    Resigned  8  February,  1864. 

King:,  Thomas. 

Midshipman,  4  March,  1815.    Last  appearance  on  Records  of  Navy  Deptrtment, 
1821.     Dead. 

Kinfc,  Thomas  W. 

Acting  Second  Assistant  Engineer,  18  October,  1864.    Appointment  reyoked  18 
January,  18G6. 

Klufc,  11  illiam. 

Acting  Third  Assistant  Engineer,  2  June,  1802.     Resigned  20  June,  1868.  . 

King,  William. 

Mate,  10  September,  1863.     Resigned  3  Februarj-,  1866. 

King,  William  €. 

Mate,  27  Mav.  18G3.    Acting  Ensign,  30  December,  1864.    Honorably  disckaiged 
15  May,  1865. 

King,  William  Henry. 

Third  Assistant  Engineer,  6  February,  1851.    Second  Assistant  Engineer,  26  Fel** 
ruary,  1851.    First  Assistant  Engineer,  21  May,  1858.    Died  25  April,  1859. 

King,  William  IlerTey. 

Third  Assistant  Engineer,  20  May,  1857.    Second  Assistant  Engineer,  2  A 
1859.    First  Assistant  Engineer*  2  December,  1861.    Chief  Engineer,  10  Ko 
ber,  1863. 

King,  William  M. 

Assistant  Surgeon,  3  December,  1858.      Surgeon,  22  Ma\,   1862.      Medicftl  I 
spector,  4  May,  1875.     Died  14  March,  1880. 

Kins,  William'  R. 

Cadet  Engineer,  Naval  Academy,  1   October,  1872.     Graduated  21  June,  IST' 
Assistant  Engineer.  1  July,  1877. 

Klns^biirj,  Charles  C 

Acting  Master,  15  April,  1862.     Acting  Volunteer  Lieutenant,  24  April,  1 
Iloiiorahl}-  discharged  2  January,  1800. 

KlnKHbiiri?,  George  Ij. 

Acting;  Sec  ond  Assistant  Engineer,  14  August,  1802.     Resigned  8  July,  1868. 

Klnipnley,  Jaekson. 

Mate,  1)  October,  1862.     Discharged  2  Octdher,  1864. 

KlngHley,  John  F. 

Acting  Third  Assistant  Engineer,  24  Mav,  1864.     Honorablv  discharged  28  A 
1869. 

Klnicslej,  lionls  A. 

Miilshipmaii,  28  September,  1861.    Graduated  September,  1865.     Ensign,! 
cember,  1860.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Klnf^ton,  8.  R. 

Midshipman,  1  January,  1817.     Resigned  10  December,  1826. 

Klnicston,  Simon. 

Master,  29  .lune.  1812.     Died  in  July,  1825. 

Klnkald,  TliomuH  Wrij^ht. 

Cadet  Engineer,  Naval  Academy,  14  September,  1870.     Graduated  10  June,  I 
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Klnkeiid,  Joseph  B. 

Midshipman,  19  October,  1841.    Resigned  26  August,  184S. 
Klitlocli,  Thomas  I.. 

Hidshipman,  1  Jul;,  1636.     Passed  Midshipman,  1   July,  1842.     Master,  2r, 
August,  1B40.    Died  25  December,  1840. 
KJnnan,  Hcqit  B* 

Mate.    Dismissed  10  September,  1862.    Mate.  23  November,  1802.    Died  10  Janu- 
ary, 1863. 
Kin  near,  James- 
Acting  Carpenter,  S  June,  1801.    Resigned  3  OcIoIut,  1801. 
Rlnnler,  James. 

Acting  Assistant  Surgeon,  25  July,  1802.    Honorably  diecharged  2  April,  1806. 
Kinney,  William  H. 

Acting  Aasiatant  Surgeon,  5  March,  1804.     Resigned  7  September,  ISfi.i. 
Klnnlentle,  J.  €. 

Midshipman,  8  October,  1798.     Last  appearance  on  Rtcorda  of  Navy  Department, 
26  March.  1800. 
Kinnfi  Harlow. 

Acting  Carpenter,  1  October,  1862.    Honorably  discharged  27  September,  1866. 
Kip,  Isaac. 

Bnrgeoii's  Mate,  IS  March,  1806.    Dismissed  10  August,  1805. 
Klibr,  Absalom. 

Third  Assistant  Engineer,  3  October,  1901.    Second  Asaistant  Engineer,  3  August, 

1868.  Retired  22  Jajiuary,  1866.    Restored  to  Active  list  by  Act  of  Congress, 
3  March,  1878.     First  Assistant  Engineer,  11  October,  1^6. 

■Klrbf,  Benjamin. 

Has ter's  Mate,  1  February,  1810.    Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Klrbr.  IVIeholas. 

ActingMaster,  29  October,  1801.    Acting  Volunteer  Lieutenant,  20  April,  1864. 
Honorably  discharged  14  November,  1865. 
'vk,  James  A. 

JUidahipman,  1  Ma;,  1822.     Died  9  May,  1823. 
'**!!,  Mordeoal  L. 

Alate,  4  March,  1804.    Honorably  diachai^ed  25  October,  1866. 
'k^kby.  Oeoi^e. 

Acting  Ensign,  4  November,  1802.     Died  22  June,  1863. 
'*>lcbr,  Wllllani  J. 

-Acting  Ensign,  22  December,  1863.    Honorably  dieckarged  21  November.  1805. 
'  ^^kendall,  Charles  H. 

-Acting  Assistant  Paymaster,  25  September,  1861.    Mustered  out  IS  November, 
186.1. 
'  «-hbam,  Austin  P. 

3Ute.    Resigned  13  April,  1863. 
-^^klnnil,  Jaiuefi. 

-Acting  Carpenter,  1  October,  1802.    Dismissed  10  June,  1868. 
'-^kland,  William  A. 

lAidshipman,   2   July,   1850.     Paaaed   Midshipman,   20   June,    IS^O.     Master,  22 
.January   18.58.     I.ieiiti-nnnt,  18  March,  lt<58.     Lieutenant-Commander,  10  July, 

1869.  Commander.  2  March,  180B.     Captain,  1  April,  1880. 
^Vskadden.  llarvey  J. 

Mate.  24  Januurv.  1863.     Resigned  30  May,  1864. 
A««ner,  William. 

Mate,  23  June,  1863.    Acting  Ensign.  11  March,  1865.    Honorably  difichaTned  19 
November,  1806. 
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KIsBam,  B.  P. 

Surgeon,  24  July,  1818.    Died  G  October,  1828. 

KlBsam,  Franklin. 

Acting  Third  Assistant  Engineer,  16  June,  1864.    Appointmen    revoked  19 
1865. 

Klssam,  J.  J.  Astor. 

Actinpr  Assistant  Paymaster,  18  September,  1862.    Resigned  28  July,  186S. 

Kissam,  Samuel  in. 

Surgeon,  24  July,  1813.    Died  August,  1822. 

Kitchen,  John  S. 

Assistant  Surgeon,  1  May,  1855.    Surgeon,  1  May,  1861.    Died  8  May,  1872. 

Kitchen,  Theodore  N. 

Acting  Assistant  Paymaster,  12  September,  1868.     Resigne^l  2  December,  1( 

Kltchlng,  William  H.,  Jr. 

Mate,  28  July,  1863.    Resigned  22  April,  1865. 

Klttredfce,  John  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.    Dismissed  27  October,  1( 

Kltts,  John. 

Master,  15  May,  1813.     Died  6  August,  1819.  • 

Kieckner,  Charles  C. 

Cadet  Engineer  Naval  Academy,  1  October,  1871.    Graduated  21  Jidm^  j^ 

Assistant  Engineer,  1  July,  1877. 

Kloeppel,  Henry. 

Acting  Ensign,  9  September,  1862.    Honorably  discharged  28  Angoflt,  1888. 

Kllnehanse,  Cleorice  H. 

Mate,  22  February,  1864.    Appointment  revoked,  (Sick,)  11  Angust,  1864. 

Knapp,  Benjamin. 

Midshipman,  10  October,  1799.    Died  8  July,  1800. 

Knapp,  B.  F. 

Lieutenant,  10  October,  1799.    Discharged  6  July,  1801,  under  Peace  Bstaldah- 
mcnt  Act. 

Knapp,  Harry  S. 

Cadet  Midshipman,  26  June,  1874.    Graduated  4  June,  1880. 

Knapp,  John. 

Carpenter,  80  June,  1829.     Last  a2)pearauce  on  records  of  Navy  Dq^tftmat 
Deserted. 

Knapp,  John  J. 

Cadet  Midshipman,  9  June,  1874.    Graduated  4  June,  1880* 

Knapp,  layman  M. 

Mute,  24  January,  1863.     Re-signed  3  June.  1864. 

Knapp,  Myron  If. 

Third  Assistant  Engineer,  5   Xovomber,  1861.     Second  Assistant  Engineer,  S5 
August,  1863.     Resigned  8  July,  1867. 

Knapp,  Robert  A. 

Midshipman,  7  December,  1837.     Passed  Midshij^man,  29  June,  1843.    Cashieiwl 
17Mav,  1S45. 

Knapp,  Robert  A. 

Acting  Lieutenant,  27  July,  1861.     Resigned  18  November,  1861. 

Knapp,  Namnel. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Depftrtmeot. 

Knapp,  William. 

Acting  Ensiprn,  27  August,  1862.     Acting  Master,  7  December,  1868.    HooonWy 
Discharged  6  May,  1868. 

Knapp,  William,  Jr. 

Mate,  8  May,  1862.    Appointment  revoked,  (Sick,)  30  March,  1863, 
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KneaaSf  CHhristian. 

AssiBtoot  Smgeon,  16  May,  1804.    Resigned  24  April,  1805. 

HLneeland,  William. 

Acting  Gunner,  28  July,  1864.    Honorably  discharged  28  October,  1865. 

fineeland,  William. 

Mate,  18  December,  1866.    Resigned  7  May,  1868. 

Knight,  Austin  M. 

Midshipman,  30  June,  1869.    Graduated  31  May,  1873.    Ensign,  16  July,  1874. 
Master,  27  October,  1879. 

SLniffbt,  Carlos  W. 

Acting  Assistant  Surgeon,  18  March,  1864.    Honorably  discharged  18  May,  1868. 

SLnigbt,  Henry. 

Acting  Third  Assistant  Engineer,  6  July,  1863.-   Honorably  discharged  11  August, 
1865. 

£nigbt,  James  B.  " 

Midshipman,  16  January,  1809.    Resigned  20  April,  1810. 

Cnigbt,  James  B. 

Midshipman,  80  November,  1814.    Lieutenant,  13  January,  1825.    Commander, 
f  September,  1841.    Died  19  July,  1851. 

Lnigbt,  James  8. 

Assistant  Surgeon,  30  July,  1861.    Surgeon,  29  July,  1866. 

Lnigbt,  Jobn. 

Boatswain,  24  February,  1835.    Dismissed  13  May,  1836. 

Lnigbt,  Tbomas. 

Acting  Third  Assistant  Engineer,  11  December,  1863.    Deserted  29  February,  1864. 

Lnigbt,  William. 

Acting  Ensign,  12  December,  1863.    Honorably  discharged  3  November,  1865. 

Lnigbt,  William. 

Carpenter,  17  July,  1889.    Resigned  22  April,  1861. 

Lnigbt,  William. 

Master,  2  October,  1799.    Died  22  July,  1834. 

Lnipe,  Tbomas  J. 

Acting  Master,  8  January,  1862.    Resigned  28  August,  1862. 

Lnowles,  CHharles. 

Acting  Ensign,  17  December,  1802.    Died  in  Hospital,  New  York,  9  April,  1866. 

Lnowles,  Cbarles  R. 

Acting  Master  Admiral  Lee's  Staff,  28  October,  1864.    Resigned  15  June,  1865. 

Inowles,  James  P. 

Mate,  24  February,  1868.    Resigned  28  March,  1864. 

nowies,  OliTer  P. 

Mate,  23  January,  1863.    Acting  Ensign,  24  October,  1864.    Honorably  discharged 
14  September,  1865. 

nowles,  William  H. 

Mate,  2  December,  1863.     Appointment  revoked  4  April,  1864. 

nowlton,  B.  B. 

Acting  Ensign,  23  July,  1862.    Acting  Master,  4  March,  1804.     Resigned  1  Octo- 
ber, 1864. 

nowlton,  DaTid  IV. 

Acting  Ensign,  16  May,  1864.    Honorably  discharged  2  July,  1865. 

nowlton,  George  K. 

Mate,  16  October,  1862.     Dismissed  20  January,  1864. 

nowlton,  IngersoU  F. 

Third  Assistant  Engineer,  18  NovemlK>r,  1862.    Resigned  17  March,  1865. 

nowlton,  minor  N. 

Third  Assistant  Engineer,  18  November,  1862.     Second  Assistant  Engineer,  28 
March,  1864.    Resigned  22  November,  1872. 
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Konwlton,  William  H. 

Mate,  18  November,  1862.    Resigned  17  Augost,  1864. 

Knox,  Itaniel  £• 

Mate,  22  September,  1864.    Appointmeflt  revoked  8  September,  1866. 

Knox,  Harry. 

Midshipman,  2  March,  1863.    Graduated  6  June,  1867. '  Ensign,  18 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Knox,  Henry  J. 

Midshipman,  30  April,  1708.    Lieutenant,  20  June,  1799.    Last  appe 
Records  of  Navy  Department,  24  August,  1820. 

Knox,  in.  ]>• 

Acting  Assistant  Surgeon,  11  September,  1861.    Appointment  revoked  2  N 
bcr,  1861. 

Knox,  Morrison  A. 

Acting  Ensign,  11  June|  1863.    Appointment  revoked  (Sick,)  26  July,  1864. 

Knox,  Robert. 

Sailing  Master,  20  July,  1812.    Reserved  list,  13  September,  1855.     Died  34  F*  ^'kxv- 
ary,  1857. 

Knox,  Robert. 

Acting  Gunner,  22  November,  1804.    Honorably  discharged  14  July,  1866. 

Knox,  Samnel  R. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  15  June,  1887.  Lieut^n^ur, 
8  September,  1841.  Reserved  list.  13  September,  1855.  Captain  on  Res^riYd 
list,4  April,  1867. 

Knox,  Simon  B. 

Third  Assistant  Engineer,  20  February,  1847.     Second  Assistant  Engineer.    :?*! 
February,  1851.    Died  19  September,  1855. 

Knox,  iriUlam  E. 

Mate,  18  February,  1862.     Dismissed  5  August,  1802. 

Koebl,  Cbarlefi  C. 

Acting  Third  Assistant  Engineer,  25  March,  1^03.     Actincf  Second  Assistant    En- 
gineer, 27  October,  18<J4.     Honorably  discharjred  27  March.  1868. 

Koehl,  Edward  W. 

Third  Assistant  Engineer,  30  July,  IsOI.     Second  Assistant  Engineer,  IS  D«-«^''"- 
ber,  1862.     Dropped  9  January,  1^07. 

Koehl,  Edward  W. 

Acting  Second  Assistant  Engineer,  20  January,  1867.     Died  27  August,  \S(u. 

K(»eliler,  John  G. 

Mute,  15  October,  1801.     Actinir  Knsiirn,  4  Ausrnst,  1863.     Honorably  diacharir*'/ 
13  May,  18GT.     Mate,  20  April,  1870.     Appointment  revoked  16  July*  l^^^^- 

Kolloek,  Matthew  II. 

Acting  Assistant  Surgeon,  19  December,  1802.     Deserted  7  February,  1864. 

Kooues,  Albert  Ij. 

Actinir  Third  Assistant  Knirinecr,  20  Sci)tcmber,  1802.     Acting  Second  A»»*wii- 

Enirineer,  20  October.  18(53.     HcMiorablv  discharired  27  December,  180.5.  |i| 

Kre<'ker.  Frederi(*k. 

Actinf:  Assistant  Surgeon,  ITi  March,  iy04.     Assistant  Surgeon,  1  April,  iSw.        Jli^ 
Resigned  23  Januar)',  18r»7. 

KrepM.  John.  |^ 

Midshipman,  10  January,  lsOt».     Rcsignid  1.")  May,  1809. 

Kriiu,  Jaiiiciii.  1^ 

Carpentir,  17  Juno,  IbOl.     Died  1  September,  1802. 

Kroohl,  Jnlin»  II.  ^       '"^ 

Acting  Volunteer  Lieutenant,  4  December,  15S02.    Appointment  revoked  8  AdP1=* 

1803  I U. 


; 
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Be,  A.  O. 

cting  Ensign,  80  November,  18C3.    Houorably  discharged  28  December,  I860. 

8e,  Christian. 

Late,  19  July,  1864.    Acting  Ensign,  8  May,  1805.     Honorably  discharged  23 
July,  1865. 

Be,  Heary  G.  €• 

.cting  Ensign,  27  November,  1863.    Honorably  discharged  10  August,  1865. 

il,  Hngli* 

Cate,  10  December,  1862.    Acting  Ensign,  21  August,  1863.    Resigned  30  May, 
1864.    Mate,  29  November,  1869. 

in,  Adam  8. 

lidshipman,  1  February,  1814.    Died  24  August,  1820. 

iliardt,  Ctaarlefi  P. 

lidahipman,  81  July,  1866.     Graduated  7  June,  1870.    Resigned  22  March,  1873. 

s,  C^eorse  F. 

*hird  Assistant  Engineer,  26  June,  1856.    First  Assistant  Engineer,  3  August, 
1859.    Chief  Engineer,  10  November,  1861. 

e^  Jobn  M. 

iidfiihipman,  17  December,  1810.    Resigned  16  October,  1811. 

e,  Robert  A. 

Acting  Third  Assistant  Engineer,  1  December,  1863.    Honorably  discharged  26 
July,  1865. 


idon, 

liate,  8  May,  1862.    Appointment  revoked,  (Sick,)  27  February,  1868. 

Blane,  Tbomas. 

rhird  Assistant  Engineer,  1  February,  1862.  Second  Assistant  Engineer,  15 
October,  1868.    Resigned  28  September,  1867. 

ree,  Benjamin.  « 

Vcting  Second  Assistant  Engineer,  31  August,  1868.  Honorably  discharged  4 
December,  1865. 

f9  Cbarles. 

Midshipman,  16  January,  1809.    Lieutenant,  5  March,  1817.    Died  18  June,  1824. 

key,  Oscar  H. 

rhird  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  21  March, 
1870. 

d,  James  M. 

iidshipman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Died  26  Novem- 
ber, 1847. 

Dien,  Setb  li. 

Lcting  Ensign,  7  November,  1863.    Honorably  discharged  24  August,  1865. 

^eb,  I^ewls  C  F. 

Third  Assistant  Engineer,  17  March,  1863.    Resigned  24  May,  1864. 

Febra,  James  H. 

Lcting  Third  Assistant  Engineer,  14  March,  1863.    Resigned  11  September,  1863. 

Iner,  Tbomas. 

Junner,  29  December,  1853.    Dismissed  26  June,  1855. 

>rge,  W.  T. 

lcting  Gunner,  14  June,  1864.     Appointmeut  revoked  18  April,  1865. 

DW9  Jobn  H. 

Iidshipman,  31  March,  1848.    Resigned  19  October,  1852. 

a,  Tbomas,  Jr. 

^ate.    Acting  Ensign,  18  February,  1863.    Dismissed  19  June,  1863. 
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Itfalghton,  Alfred  S. 

Acting  Ensign,  19  December,  1868.    Killed  on  "  GtttyAurgy'*  16  Januaiy, 

I^aighton,  William  F. 

Carpenter,  7  April,  1840.    Retired  list,  13  November,  1877.    Died  25  June,    ^Vtt 

XAighton,  WllUam  M. 

Carpenter,  29  September,  1886.    Retired  list,  15  April,  1872.    Died  28  Hay,  1871 

lialiie,  R.  W. 

Mate,  18  September,  1865.    Acting  Ensign,  4  April,  1SG6.    Resigned  15  June, 

1808. 

lAing,  Thomas. 

Midshipman,  2  March,  1800.    Discharged  7  July,  1801,  under  Peace  EatabliihiB^st 
Act 

lialrd,  Cbarles. 

Midshipman,  29   September,  1869.    Graduated  21  June,  1875.     EnBigo,  18  Jol^J* 

1870. 

I^aird,  J.  Clarence. 

Mate,  22  June,  1868.    Resigned  28  December,  1868. 

I«a<rd,  Robert  W. 

Acting  Ensign,  28  April,  1864.    Honorably  discharged  80  August,  1865. 

JLake,  Peter. 

Mate,  18  December,  1863.      Acting  Ensign,  17  March,  1805.      Honorably 
charged  20  November,  1865. 

JLakerman,  Jobn. 

Mate,  21  February,  1868.     Died  at  Pcnsacola,  Florida,  15  September,  1888. 

JLakln,  Banlel  W. 

Mate,  25  October,  1862.    Acting  Ensign,  18  August,  1864.    Honorably 
25  September,  1865. 

l^alor,  Cbarlefi  W. 

Mate,  7  February,  1868.    Acting  Ensign,  11  November,  1868.    Honorably 
charged  20  October,  1865. 

JLamb,  Oeorse. 

Acting  Ensign,  14  May,  1868.    Honorably  discharged  14  September,  1865. 

I^ambert,  Daniel. 

Boatswain,  10  June,  1837.    Last  appearance  on  Records  of  Nayy  Department 

JLambert,  ]>•  R. 

Midshipman,  16  February,  1838.    Passed  Midshipman,  20  May,  1844.    Maitar,! 
August,  1852.     Lieutenant,  9  June,  1853.     Died  27  May,  1859. 

Ijainbert,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1868.    Resigned  8  October,  1868b 

Ijambert,  llenrj-  H. 

Mate,  12  June,  1861.    Acting  Ensign,  25  September,  1862.    Acting  Master,  9 
vember,  18G4.     Honorably  discharged  20  October,  1865. 

Ijauibert,  Thomas  R. 

Chaj^laiu,  29  December,  1833.     Resigned  11  September,  1856. 

l^ambert,  William. 

Midshipman,  1  December,  1826.     Fussed  Midshipman,  28  April,  1883. 
8  March,  1837.     Died  15  March,  1840. 

I«ambertoii,  Benjamin  P. 

Acting  Midshipman,  21  September,  1860.    Graduated  22  November,  1864. 
sign,  1  November,  1800.    Master,  1  December,  1866.    Lieutenant,  12  March,  1^^^ 
Lieutenant-Commander,  27  April,  1869. 

I«ambert8on,  Garret  J. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Dismissed  15  March,  \9^ 

liamdln,  James  F. 

Third  Assistant  Engineer,  24  December,  1853.    Second  Assistant  Engineer,  0  Hs/i 


GENERAL  NAVY  REGISTER.  417 

1857.    First  Assistant  Engineer,  2  August,  1850.    Chief  Engineer,  8  December, 
1863.    Dismissed  5  March,*  lb07. 

mdin^  Nicholas  II. 

Third  Assistant  Engineer,  21  April,  1803.  Retired  22  June,  1869.  l^torcd  to 
Active  list  by  Act  of  Congress,  17  July,  1872.  Second  Assistant  Engineer, 
same  date.    Passed  Assistant  Engineer,  8  June,  18*79. 

mdin,  William  J. 

Third  Assistant  Engineer,  6  February,  1851.  Second  Assistant  Engineer,  1 
October,  1852.  First  Assistant  Engineer,  1)  May,  1857.  Chief  Engineer,  1 
October,  1861. 

mie,  W. 

Acting  Ensign  and  Pilot,  28  October,  18G4.  Honorably  discharged  21  September, 
1865. 

mon,  James. 

Acting  Gunner,  27  June,  1864.    Honorably  discharged  28  October,  1865. 

mphier,  Ricliinond  II. 

Acting  Ensign,  14  July,  1864.    Honorably  discharged  0  December,  1868. 

mport,  George  II. 

Mate,  1  October,  1862.    Resigned  8  January,  18&3. 

mport,  Richard  T. 

Mate,  16  February,  1863.  Acting  Ensign,  14  Juno,  1SG4.  Honorably  discharged 
10  December,  1865. 

niBon,  Charles  W. 

Acting  Master,  8  July,  1861.    Appointment  rcvolMcl  25  February,  1865. 

Bison«  Roswell  II. 

Acting  Midshipman,  20  September,  1858.  Graduated,  1862.  Lieutenant,  1  August, 
1862.    Resigned  6  July,  1806. 

lahan,  DaTid  J. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Honorably  discharged 
9  October,  1865. 

i<»ishire,  Benjamin. 

Acting  Master  and  Pilot,  1  October,  1804.  Honorably  discharged  20  January, 
1806. 

Krister,  Silas  H. 

Acting  Third  Assistant  Engineer,  3  November,  1864.    Resigned  6  June,  1805. 

idergreen,  Adolphus. 

Mate,  24  July,  1803.  Acting  Ensign,  3  December,  1804.  Honorably  discharged 
14  September,  1805 

idon,  G^eorge  W. 

Acting  Third  Assistant  Engineer,  28  March,  1804.     Resigned  12  May,  1805. 

iidon«  William. 

Saihnaker,  4  December,  1815.     Last  appearance  on  Records  of  Navy  Department. 

ne,  Anthony  J. 

Acting  Third  Assistant  Engineer,  4  September,  1803.  Acting  Second  Assistant 
Engineer,  16  February,  1864.    Honorably  discharged  5  November,  1865. 

He,  Charles  M. 

Acting  Master  and  Pilot,  31  October,  1864.  Ap2)ointment  revoked  9  February, 
1805. 

ne,  DaTid  M. 

Acting  Third  Assistant  Engineer,  24  April,  1802.  Acting  Second  Assistant  En- 
gineer, 29  January,  1863.    Resigned  13  February,  1864. 

ne,  Oeorge  W. 

Mate,  22  November,  1801.    Honorably  discharged  2  October,  1805. 

ne^  I4.  Cooper. 

Assistant  Surgeon,  17  April,  1850.    Resigned  20  October,  1859 
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lAne,  Moses  A. 

Gunner,  28  January,  1852. 

lAne,  Unnian  £• 

Midshipman,  1  April,  1828.     DismisBed  11  July,  1835. 
liRne,  N.  B. 

Midshipman,  18  June,  1832.     Resigned  27  February,  1838. 
]jane<  Sands  ]V. 

Acting  Ensign,  8  August,  1864.    Honorably  discharged  21  July,  1868. 

I^ane,  Simeon. 

Mate,  5  February,  1862.    Dismissed  29  June,  1863. 

I^ane,  S.  Cnshing. 

Acting  Third  Assistant  Engineer,   19  April,  1862.    Third  AssiBtant  Engir^i^ 
December,  1862.    Dropped  8  April,  1865. 

I.ane,  William  HT. 

Acting  Assistant  Surgeon,  21  October,  1861.    Appointment  revoked  ^1  Febnw;* 
1862. 

I^ane,  Webster. 

Third  Assistant  Engineer,  23  May,  1861.    Second  Assistant  Engineer,  8  Aags^ 
1863.    Resigned  22  March,  18G7. 

Ijanfore,  Robert  O. 

Mate,  8  May,  1862.    Acting  Ensign,  21  August,  1864.    Honorably  disobliged  \t 
December,  1865. 

I^ang,  llnffb. 

Acting  Third  Assistant  Engineer,  20  November,  1862.    Resigned  87  Deooto 
1862. 

I«ang,  Ricbard. 

Boatswain,  date  not  known.    Last  appearance  on  Records  of  Navy  DtiputBoa^ 

I^angdon,  II.  S. 

Midshipman,  18  June,  1812.    Killed  in  action,  28  June,  1814. 

I«angdon,  JoHbna  R. 

Purser,  5  December,  1809.    Died  3  July,  1810. 

l^an^er,  Pbilip  Josepb. 

Third  Assistant  Engineer,   18  November,  1862.      Second   AssiBtant  EsgiBB^ 
23  March,  18G4.     Resigned  28  April,  1870. 

I^angborne,  Jobn  I>. 

Midshipman,  6  July,  1842.    Passed  Midshipman,  6  August,  184a    Rengned  n 
November,  1858. 

Ijanglands,  Robert  II. 

Acting  Ensign,  22  October,  1863.     Honorably  discharged  30  September,  IW 

I^angley,  Cbarles  F. 

Acting  Ensijrn,  14  April,  180:3.     Acting  Master,  reconmiendation  of  Captain  J.l* 
Worden,  11)  November,  1863.     Honorably  discharged  14  September,  1865. 

Ijans^ley,  Freeman. 

Mate,  8  May,  180;J.     Resigned  19  April,  1864. 

I^angley,  Jobn  W. 

Acting  Assistant  Surgeon,  3  September,  1802.    Resigned  1  September,  1864. 

I^anglln,  Fdward. 

Acting  Third    Assistant   Engineer,  20  January,  1865.      Honorably   dischaige^ 
28  October,  1805. 

I^anglols,  Au^iist. 

Acting  Assistant  Surgeon,  30  January,  1863.    Honorably  dischaiged  •  AvgiA 
1866. 

I«ang8taff;  James. 

Mate,  4  February,  1862.    Dismissed  14  April,  1862. 
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if^taome,  Amos  R. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  29  January, 
1863.    Honorably  discharged  6  March,  1866. 

igton,  John  B.  F. 

Boatswain,  25  November,  1861. 

»i^ii,  Thomas. 

Mate,  16  June,  1862.    Dismissed  5  May,  1868. 

if^orthjr,  Andrew  B. 

Mate,  7  August,  1861.  Kesigned  13  June,  1868.  Mate,  22  December,  1864.  Hon- 
orably discharged  17  June,  1867. 

^«miiler,  Edmund. 

Midshipman,  9  July,  1881.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.  Commander,  29  April,  1861.  Retired  list,  23  July,  1864. 
Captain  on  Retired  list,  4  April,  1867.    Died  24  February,  1872. 

C«mBiban,  James. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Appointment  revoked  (Sick,) 
26  May,  1864. 

Laanman,  Jasepli. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1881.  Lieutenant, 
8  March,  1885.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Com- 
modore, 29  August,  1862.  Rear- Admiral,  8  December,  1867.  Retired  list, 
18  July,  1872.    Died  18  March,  1874. 

K^aaman,  B.  T. 

Mate,  22  September,  1864.    Appointment  revoked  19  April,  1866. 

E«aanian,  William. 

Acting  Second  Assistant  Engineer,  1  September,  1862.  Honorably  discharged 
8  September,  1865. 

•i^iinini^9  James. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  18  February,  1865. 

*%iiMlale«  Pblllp. 

Assistant  Surgeon,  5  March,  1847.  Surgeon,  20  January,  1861.  Medical  Inspector, 
8  March,  1871.    Medical  Director,  8  June,  1878.    Retired  list,  80  April,  1879. 

•iMidsdale,  Philip  T. 

Cadet  Midshipman,  6  June,  1873.    Graduated  18  June,  1879. 

•<Uislni^9  £dward  A. 

Midshipman,  18  June,  1812.    Died  15  August,  1821. 

•^^nsini^,  Geors^e. 

Midshipman,  1  November,  1828.    Resigned  1  February,  1833. 

t^antSy  Daniel. 

Acting  Second  Assistant  Engineer,  29  April,  1863.     Appointment  revoked  20  Oc 
tober,  1863. 

feapham,  Henry  K. 

Acting  Master,  8  October,  1861.    Honorably  discharged  17  November,  1867. 

kapoint,  Alfred 

Acting  First  Assistant  Engineer,  20  June,  1862.  Honorably  discharged  8  April, 
1866.  Acting  First  Assistant  Engineer,  13  April,  1866.  Resigned  24  April, 
1807 

Lardner,  James  B. 

Midshipman,  4  December,  1822.    Died  8  April,  1829. 

[jurdner,  James  li. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  21  Novem- 
ber, 1851.  Captain,  19  May,  1801.  Commodore,  16  July,  1862.  Retired  list, 
20  November,  1804.    Rear- Admiral  on  Retired  list,  25  July,  18C0. 

'.«ardner,  John. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  En- 
gineer, 20  September,  1862.    Honorably  discharged  24  September,  1865.  -^ 
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lArdner,  lijiiford. 

Acting  Assistant  Puymastcr,  5  December,  1802.    Resigned  28  December,  t88i 
I«arkiii,  John. 

Midshipumu,  18  June,  1812.     Resigned  G  January,  1814. 

liarkin,  Jo»hna  W. 

Midshipman,  1  December,  1824.     Died  20  May,  1829. 

liarkin,  Namnel. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutentnt, 
1  July,  lb40.    Commander,  14  September,  lbo5.    Died  22  December,  185(L 

liarklus,  John  S. 

Acting  Third  Assistant  Engineer,  26  September,  1864.  Honorably  diBchan^ 
7  July,  ls06. 

liarmand,  William. 

Gunner,  ^0  November,  1790.    Last  appearance  on  Records  of  Navy  Department 

liarsen,  HTllets. 

Acting  Ensign,  28  April,  18G3.    Honorably  discharged  5  October.  1865. 

liastaer,  OllTer. 

Mate,  23  December,  1862.  Acting  Ensign  and  Pilot,  80  April,  1864.  Appoirt- 
ment  revoked  4  April,  1865. 

liasher,  Oren  £• 

MidshipmuL  29  September,  1868.  Graduated  1  June,  1872.  Ensign,  15 JnhJSTl 
Master,  1  July,  1878. 

I^assalle,  S.  B. 

Midshipman,  4  November,  1814.     Resigned  6  October,  1828. 

I^tota,  £dward  B. 

Third  Assistant  Engineer,  20  September,  1858.  Second  Assistant  Engineer.  8  0^ 
tober,  1861.  First  Assistant  Engineer,  17  March,  1803.  Chief  EngiMff, 
21  March,  1870.     Retired  list,  22  November,  1878. 

Ijatham,  Franklin  J. 

Acting  Ensign,  13  NovemV>cr,  1803.     Ilononibly  discharged  19  Janaaiy  1866. 

liatham,  Geors^e  M\ 

Chaplain,  14  April,  1845.     Died  22  January,  1847. 

I«attaani9  George  W. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged 
28  October,  1865. 

I^atbam,  William  II. 

Acting  Master,  25  May.  1801.  Acting  Volunteer  Lieutenant,  19  July,  1864.  Ite- 
signed,  22  March,  1^05. 

I<athrop,  Alfred  G. 

Acting  Assistant  Paymaster,  4  Februa'ry,  1864.  Mustered  out  23  NoTeml<r 
1865. 

I«atlirop,  John. 

Acting  Third  Assistant  Engineer,  11  Fel)ruary,  1865.    Resigned  6  July,  1865. 

I«atlirop,  Sumner  P. 

Acting  Master,  29  October,  1S(>1.     Died  15  June,  1863. 

I^atbrope,  John. P. 

Chaplain,  2  October,  184^.     Died  21)  December,  1843. 

liatlmer,  Artbnr. 

Midshipman,  1  January,  1812.     Died  8  Sojitcniber,  1815. 

I<atlmer,  Cbarles. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  W- 
signed  2  December,  1854. 

I4itlmer,  John. 

Lieutenant,  14  July,  1799.  Last  appearance  on  Records  of  Navy  Dep»rlii*e»^ 
18  August,  1800.  * 
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lUmer,  Roe. 

Midshipman,  5  October,  1798.    Resigned  1  August,  1799. 

tinier,  Samuel  €• 

Third  Assistant  Engineer,  1  December,  1854.    Died  24  August,  1855. 

itimer,  William  A.  R. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    Resigned  31  May,  1858.    Second  Assistant  Engineer,  21  October, 

1861.  Resigned  26  August,  1862.    Acting  First  Assistant  Engineer,  26  August, 

1862.  Acting  Chief  Engineer,  7  July,  1868.    Honorably  discharged  28  Sep- 
tember, 1867. 

;limer,  William  K. 

Midshipman,  16  November,  1809.  Lieutenant,  4  February,  1815.  Commander, 
2  March,  1888.  Captain,  17  July,  1848.  Reserved  list,  18  September,  1855. 
Commodore  on  Retired  list,  16  July,  1862.    Died  15  March,  1878. 

ion,  James  R. 

Acting  Assistant  Surgeon,  11  November,  1861.    Resigned  24  October,  1868. 

Isoii,  John  R. 

Acting  Assistant  Surgeon,  3  November,  1864.  Honorably  discharged  9  October, 
1865. 

Ita,  8amnel  W. 

Assistant  Surgeon,  24  March,  1868.  Resigned  4  November,  1873.  Acting  Assist- 
ant Surgeon,  6  December,  1876.    Honorably  discharged  30  June,  1879. 

nb,  Edwin. 

Midshipman,  i  December,  1828.    Lost  in  the  **  Ilomet^''  10  September,  1829. 

Db,  Henry. 

Midshipman,  16  January,  1809.    Killed  in  action  10  September,  1813. 

nber,  I^ewis. 

Acting  Assistant  Surgeon,  12  August,  1861.    Dismissed  19  April,  1862. 

Di^lilin,  John  J. 

Midshipman,  1  May,  1847.    Resigned  22  September,  1852. 

Di^bton,  William. 

Midshipman,  25  August,  1809.  Lieutenant,  9  December,  1814.  Died  22  July, 
1825. 

nrens,  Jobn. 

Midshipman,  13  November,  1841.    Resigned  27  July,  1840. 

Bterbaeb,  Robert. 

Acting  Assistant  Surgeon,  6  May,  1865.    Honorably  discharged  27  August,  1866. 

Tallette,  £lie  A.  F. 

Sailing  Master,  55  June,  1812.  Lieutenant,  9  December,  1814.  Commander, 
8  March,  1881.  Captain,  23  February,  1840.  Kear-Admiral,  Retired  list, 
16  July,  1862.    Died  18  November,  1862. 

rallette,  8.  D. 

Midshipman,  8  December,  1885.    Died  14  February,  1845. 

rertjr,  Robert. 

Acting  Third  Assistant  Engineer,  14  February,  1803.  Appointment  revoked 
80  June,  1864. 

rery,  Riebard. 

Acting  First  Assistant  Engineer,  1861.    Resigned  24  May,  1862. 

rery,  Tbomas  J. 

Acting  Second  Assistant  Engineer,  17  March,  1864.    Resigned  23  February,  1865. 

rery,  William. 

Boatswain,  2  December,  1857.    Died  31  December,  1861. 

r,  Benjamin. 

Master,  23  June,  1812.    Died  17  August,  1812. 

^9  George  £. 

Acting  Midshipman,  4  October,  1851.    Midshipman,  9  June,  1855.    Passed  Mid- 


422  GENERAL   NAVY  REGISTER. 

Bhipman,  15  April,  I808.  Master,  5  November,  1858.  Lientenant.  19  Jvlj, 
1860.  Resigned  18  December,  1860.  Lieutenant,  21  April,  18C1.  DimiMd 
27  November,  1861. 

I«aw,  Homer  Jj. 

Assistant  Surgeon,  9  Jnly,  1870. 

I«aw9  layman  R. 

Midshipman,  5  February,  1888.    Retired  list.    Died  11  January,  1869. 

liaw,  Richard. 

Commander,  16  December,  1799.    Discharged  2  April,  1801,  under  Peace  Estib- 
lishment  Act. 

liaWf  Ricbard. 

Acting  Third  Assistant  Engineer,   3  December,   1864.      Honorably  dicchuged 
9  December,  1865. 

liBW,  Ricbard  Jj. 

Midshipman,  17  February,  1841.    Passed  Midshipman,  10  August,  1847.   Htfter, 

1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-ComiDiBda'^ 
16  July,  1862.    Commander,  26  September,  1866.    Captain,  11  December,  1^77. 

liaw,  William  Francis. 

Third  Assistant  Engineer,  16  November,  1861.    Died  24  September,  1868. 

I^awarson,  James. 

Master,  8  July,  1812.    Discharged  23  March,  18}3. 

I«awler,  James. 

Mate,  4  March,  1864.     Resigned  25  January,  1865. 

liawless,  R.  T. 

Mate,  2  February,  1870.    Resigned  21  July,  1873. 

liawrason,  Samuel  €. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  9  December,  1889.    DiedUJidyi 
1849. 

I«awrence«  Alexander  W. 

Professor,  29  July,  1853.     Dismissed  22  April,  1861. 

I«awreiice,  AlTin. 

Acting  Third  A  ss   •ant  Engineer.  16  January.  1864.    Honorably  dischaigedlTScf* 
tember,  1865. 

Ijawrenoe,  Cbaries. 

Acting  Master,  18  February,  1864.     Resigned  13  .Tune,  1804. 

I^awrenec,  Charles. 

Sailmaker,  21  August,  1861.     Resigned  18  February,  1864. 

I^awrenee,  Charles  H. 

Acting  Third  Assistant  Engineer,  24  December,  18C3.      Ilonorablv  disclurged 
12  June,  1865. 

liawrence.  Christian  S. 

Mate,  4  April,  1862.    Acting  Ensign,  20  December,  1863.    Honorably  discharged 

2  November,  1865.  Acting  Ensign,  6  December,  1866.  Mustered  out24  Augoit< 
1868. 

I«awrence9  C.  K. 

Master,  6  Octobci^l814.     Resigned  27  February,  1815. 

I«awrence,  l>aTid  B. 

Mate,  1  October,  1862.     Dismissed  24  December,  lbC3. 

liawrence,  George. 

Assistant  Paymaster,  31  August,  1861.    Paymaster,  6  February,  1862.    Btsiff^ 
7  October,  1864. 

I^awrenee,  George  ]II. 

Acting  Ensign  and  Pilot,  18  June,  1864.    Resigned  2  August,  1864. 

I«awrence,  George  W. 

Acting  Third  Assistant  Engineer,  5  January,  1804.    Resigned  29  April,  1864. 
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XAwrence,  Senrjr  R. 

Third  AsBistant  Engineer,  21  September^  1861.  Resided  9  November,  1861. 
Third  Assistant  Engineer,  28  October,  1862.    Resigned  March,  1868. 

liAwrenee,  James. 

Hidsh  ipman,  4  September,  1798.  Lieutenant,  6  April,  1 802.  Commander,  8  Novem- 
ber, 1810.  Captain,  4  March,  1818.  Died  6  June,  1818,  of  wounds  received  in 
action. 

Xawrenee,  Jolin  B. 

Mate,  21  December,  1868.  Acting  Boatswain,  7  June,  1864.  Acting  Ensign, 
12  December,  1864.    Honorably  discharged  5  November,  1865. 

liawrence,  Jobn  €•  £• 

Third  Assistant  Engineer,  28  October,  1850.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    Resigned  2  June,  1856. 

littwrenee,  Jobn  D. 

Mate,  11  July,  1868.    Appointment  revoked  1  April,  1864. 

Iiawreiice«  J.  P.  Stewart. 

Assistant  Engineer,  22  March,  1875. 

lAwreiice,  IV.  €• 

Midshipman,  1  May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
8  March,  1831.    Died  12  July,  1887. 

Iiawrence,  Tbomas  H. 

Mate.    Resigned  28  May,  1862.    Mate,  21  July,  1864.    Dismissed  28  January, 
1865. 
XiAwrencet  Walter, 

Midshipman,  7  July,  1800.  Discharged  80  April,  1801,  under  Peace  Establish- 
ment Act. 

I«awrence,  Walter. 

Mate,  17  September,  1864.    Honorably  discharged  5  July,  1865. 

Iiawrenee,  William  J.  B. 

Mate,  28  January,  1862.     Resigned  5  May,  1863. 

liawliacb,  Alfred  S. 

Acting  Assistant  Surgeon,  27  October,  1863.    Died  21  April,  1865. 

I«awrie,  Craustonn. 

Midshipman,  1  November,  1826.     Resigned  4  April,  1833. 

I«awB9  Alexander. 

Midshipman,  25  August,  1802.  Lieutenant,  8  January,  1807.  Resigned  13  April, 
1807. 

IiawSy  Alexander. 

Midshipman,  15  May,  1800.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Law8,  Charles  A. 

Acting  Third  Assistant  Engineer,  23  November,  1863.  Acting  Second  Assistant 
Engineer,  1  February,  1805.    Honorably  discharged  27  October,  1865. 

Laws,  Elijah. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  1  Decem- 
ber, 18G0.  Dismissed  27  May,  18C3.  Appointed  Second  Assistant  Engineer, 
31  March,  1864,  from  1  December,  1860.  First  Assistant  Engineer,  25  July, 
1866.     Chief  Engineer,  23  June,  1870. 

liaws,  James. 

Assistant  Surgeon,  21)  June,  1855.  Surgeon,  1  August,  1861.  Resigned  24  March, 
1866. 

I«awson,  Elias. 

Acting  Ensign,  10  November,  1864.    Honorably  discharged  17  July,  1865. 

I«awson,  Frederick  If. 

Acting  Assistant  Surgeon,  16  September,  1862.     Resigned  25  October,  1865. 
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liawson,  R.  U.  If 

Midshipman^  4  October,  179S.  Lieutenant,  16  January,  1800.  Resigned  8  Xireli, 
1804. 

liawson,  Thomas. 

Assistant  Surgeon,  1  March,  1809.    Resigned  12  January,  1811. 

I^awton,  Andrew. 

Third  Assistant  Engineer,  24  June,  1850.  Second  Assistant  Engineer,  28  Mm- 
ary,  1851.    First  Assistant  Engineer,  21  May,  1858.    Chief  Engineer,  28  April, 

1859.  Died  17  March,  1871. 

liawton,  Benjamin. 

Mate.    Resigned  23  March,  1864. 

I«awton,  £lbridge. 

Third  Assistant  Engineer,  28  March,  1848.  Second  Assistant  Engineer,  18  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  EngiMer, 
26  June,  1856. 

I«awton«  £.  Jj 

Surgeon,  24  July,  1818.  Last  appearance  on  Records  of  Navy  Department  1819L 
Furloughed. 

I«awton,  ]¥elson  H. 

Third  Assistant  Engineer,  17  March,  1863.    Resigned  25  April,  1865. 

I^awton,  Ttae<^ore  £. 

Acting  Ensign,  17  May,  1864.    Honorably  discharged  21  October,  1865. 

liawton,  William. 

Master,  10  September,  1812.     Discharged  in  1815. 

I«awyer,  Anp:.  F. 

Assistant  Surgeon,  20  June,  1838.     Resigned  31  August,  1847. 

I^ajr,  John  li. 

Second  Assistant  Engineer,  8  July,  1861.  First  Assistant  Engineer,  15  Octobs. 
1863.     Resigned  22  May,  1865. 

I^ayeock,  Thomas  F. 

Mate,  26  January,  1868.  Acting  Ensign,  7  April,  1864.  Acting  Master,  20  Hiick» 
1865.    Honorably  discharged  2  December,  1865. 

liayton,  Joseph  R. 

Acting  Assistant  Surgeon,  28  January,  1864.  Honorably  discharged  11  September, 
1865. 

Iiea,  Edward. 

Acting  Midshipman,  2  October,  1851.  Midshipman,  9  June,  1855.  Pasted  Mid- 
shipman, 15  April,  1858.    Master,  4  November,  1858.     Lieutenant,  22  Notembcf, 

1860.  Lieutenant-Commander,  16  July,  1802.     Killed  in  battle  1  January,  1^ 

liCach,  Abraham. 

Mate,  22  October,  1863.  Acting  Ensign,  9  March,  1805.  Honorably  diichttg«» 
20  August,  1865. 

liCach,  Boyuion. 

Midshipman,  30  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  18*1- 
Master,  8  November,  1874. 

liCach,  Frank. 

Acting  Third  Assistant  Engineer,  3  August,  1804.  Honorably  discharged  13  0^ 
tober,  1865. 

Lieach,  Franklin  H. 

Mate,  12  December,  1801.  Acting  Ensign,  13  October,  1804.  Dismissed  14  Apn** 
1805. 

lieach,  Geors^e  H. 

Boatswain,  17  July,  1854.     Deserted  15  Januarj',  1857. 

I«each,  Phineas. 

Acting  Master,  10  November,  1801.    Honorably  discharged  4  March,  1866. 


GENERAL  NAVY  REGISTER.  425 

[leacli,  Rowland. 

Carpenter,  22  October,  1855.  Lost  in  the  "  Albany, ^^  Last  intelligence,  28  Sep- 
tember, 1854. 

[leacta,  Thomas  W. 

Assistant  Surgeon,  29  July,  1858.  Surgeon,  22  May,  1862.  Medical  Inspector, 
6  April,  1875. 

[leaeoek,  Richard  W. 

Assistant  Surgeon,  9  February,  1887.  Passed  Assistant  Surgeon,  6  June,  1842. 
Died  81  March,  1853. 

!ieacraft,  J.  R. 

Master,  5  May,  1812.    Discharged  1  June,  1815. 

^leaman,  Charles  H. 

Mate,  29  November,  1803.    Honorably  discharged  5  November,  1865. 

;«eainan,  John  A. 

Mate,  11  June,  1863.    Appointment  revoked  22  December,  1804. 

[jeainan,  £dward. 

Acting  Assistant  Surgeon,  1  October,  1862.  Appointment  revoked  25  November, 
1863. 

jear^  John. 

Mate,  26  February,  1861.  Acting  Master,  26  February,  1862.  Honorably  dis- 
charged, 24  February,  1864. 

;«eary,  Basil  W. 

Acting  Master,  7  December,  1861.    Honorably  discharged  31  January,  1866. 

^earjr,  Richard  P. 

Acting  Midshipman,  20  September,  1860.  Ensign,  1  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868.    Wholly  retired  2  March,  1874.     Retired  from  2  March,  1874. 

^eawHU  Alexander. 

Mate,  16  July,  1863.    Resigned  21  August,  1863. 

«eaTitt,  Almond  O. 

Assistant  Surgeon,  19  July,  1861.    Retired  list,  24  June,  1862. 

leaTltt,  £dward  ]>. 

Third  Assistant  Engineer,  24  August,  1861,  Second  Assistant  Engineer,  21  April, 
1863.    Resigned  25  May,  1867. 

eaTlU,  William  A. 

Acting  Third  Assistant  Engineer,  23  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 23  September,  1863.  Acting  First  Assistant  Engineer,  10  Januan%  1805. 
Honorably  discharged  21  November,  1865. 

eaTlU,  W.  W. 

Assistant  Surgeon,  10  June,  1861.    Resigned  23  July,  1863. 

eaTitl,  William  II 

Mate,  6  July,  1863.     Appointment  revoked  23  November,  1865. 

eajreraft,  J.  R. 

Midshipman,  11  May,  1802.    Dismissed  14  March,  1810. 

e  Raron  Fred.  li. 

Mate,  14  February,  1863.     Appointment  revoked  (Sick,)  28  July.  1868. 

e  Rarron,  FranoiH. 

Assistant  Surgeon,  31  January,  1800.  Last  appearance  on  Records  of  Navy  De- 
ment 

e  ClieTaler,  O. 

Surgeon's  Mate,  10  December,  1814.     Died  10  October,  1822. 

eekie,  James. 

Carpenter,  24  November,  1841.     Died  12  November,  1842. 

eeompt«  Cbarles. 

Midshipman,  16  June,  1818.  Last  appearance  on  Records  of  Navy  Department, 
10  November,  1815. 
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pompt,  Cliarles. 

Midshipman,  18  May,  1809.    Dismissed  80  April,  1818. 

^  Coinpt,  tirenTille  B. 

Acting  Assistant  Surgeon,  20  January,  1865.     Assistant  Suigeon,  8 
18G5.    Died  6  September,  1870. 

e  Conipte,  Samnel  W. 

Midshipman,  4  June,  1812.     Lieutenant,  28  March.  1820.    Commander,  8 
ber,  1841.    Reserved  list,  18  September,  1855.     Died  28  .lunuary,  18G2. 

.«edyard,  Natlianiel  Jj. 

3Iate,  11  October,  1801.     Appointment  revoked  (Sick.)  30  June,  1868. 

Lee,  Alexander  P. 

Mate,  81  March,  1868.    Dismissed  14  December,  1868. 

I^ee,  Caleb  £• 

Third  Assistant  Engineer,  4  April,  1861.    Second  Assistant  Engineer,  16  Jana 
1868.    First  Assistant  Engineer,  1  January,  1865.    Kctireil  list,  2  Decami 

1876. 

liee,  Charles  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  28  October,  1865. 

liee,  Colnmbiis  W. 

Third  Assistant  Engineer,  26  February,  1851.    Resigned  2  June,  1855. 

Iiee,  DaTid. 

Mate.  81  August,  1868.    Acting  Ensign,  22  July,  1864.     Honorably  disc 
8  November,  1865.    Acting  Ensign,  1 1  December,  1866.    Mustered  out  27 
1869. 

liee,  George  G. 

Lieutenant,  2  December,  1799.    Left  the  Service  6  March,  1805. 

liee,  George  P. 

Mate,  1861.    Acting  Master,  15  Mav.  1862.    Honorably  discharged  28  Octc^^ber, 
1865. 

liee,  James  D. 

Third  Assistant  Engineer,  8  September,  1868.    Resigned  10  November,  1866. 

liee,  John. 

Midshipman,  28  August,  1799.    Resigned  15  October,  1799. 

liee,  Jobu  F. 

Acting  Assistant  Paymaster,  28  July,  1863.    Mustered  out  26  December,  1865- 

liee,  John  H. 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,  1817.     Died  80  June,  188S- 

liee,  John  li. 

Acting  Master,  15  April,  1862.     Honorably  discliarged  5  October,  1865. 

liee,  John  R. 

Mate,  14  April,  1864.     Resigned  15  May,  186.>. 

l«ee,  J.  R. 

Mate,  15  November,  1861.    Acting  Master,  9  May,  1862.     Resigned  7  Octoter, 
1862. 

liee,  Jof4epb. 

Surgeon,  10  October,  1798.     Discharged  4  May,  1801,  under  Peace  EstablishoMBt 
Act 

liee,  liar  kin  F. 

Mate,  12  April,  1864. 

liOe,  Robert  G. 

Acting  Master,  8  July,  1861.    Honorably  discharged  19  September,  1865. 

liOe,  Samnel  B. 

Midshipman,  28  January,  1885.    Resigned  20  November,  1837. 

liOe,  Namnel  Perry. 

Acting  Master^  8  June,  1861.    Dismissed  0  July.  1861> 
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■ee,  S.  Plillllpfl. 

Midshipman,  22  November,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  Febrnary,  1887.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.     Rear-Admiral,  22  April,  1870.      Retired  list, 

13  February,  1878. 

lee.  Sidney  Sinltb. 

Midshipman,  80  December,  1820.  Lieutenant,  17  May,  1828.  Commander, 
4  June,  1850.    Dismissed  22  April,  1861. 

lee,  Tbe<^orlc« 

Midshipman,  29  September,  1841.    Passed  Mid£liipman,  10  August,  1847.   Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned,  25  April, 
1867. 

lee,  Tbontas. 

Acting  Third  Assistant  Engineer,  0  June,  1864.  Honorably  discharged  18  June, 
1865. 

.ee,  Thomas. 

Acting  Third  Assistant  Engineer,  29  January,  1867.    Mustered  out  1  July,  1868. 

■ee,  Tbomas  IV. 

Midshipman,  18  October,  1863.  Graduated,  2  June,  1868.  Ensign,  18  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  23  January,  1874. 

lee,  William. 

Carpenter,  81  May,  1841.    Died  81  July,  1858. 

«e,  William. 

Master,  80  April,  1815.    Resigned  20  December,  1824. 

.ee,  William  A. 

Midshipman,  9  June,  1811.    Lieutenant,  3  April,  1817.    Died  9  July,  1817. 

.ee,  William  F. 

Mate,  8  May,  1865.    Mate,  16  September,  1869.    Resigned  7  October,  1870. 

ee,  William  P. 

Mate,  1  August,  1868.    Dismissed  21  October,  1864. 

eecb,  Daniel,  Jr. 

Acting  Assistant  Paymaster,  13  October,  1862.     Resigned  1  February,  1864. 

eeeh,  Tbomas  F. 

Acting  Assistant  Surgeon,  22  March,  1864.  Honorably  discharged  9  October, 
1865. 

eeds,  Benjamin. 

Mate,  25  February,  1863.    Honorably  discharged  18  December,  1865. 

eedA,  John. 

Mate,  21  October,  1861.    Appointment  revoked  (Sick,)  29  July,  1864. 

eeds.  William  E. 

Boatswain,  17  October,  1862.    Died  2  November,  1869. 

eekin8,  Charles  W. 

Mate,  1861.     Appointment  revoked  11  February,  1862. 

eeman,  William. 

Acting  First  Assistant  Engineer,  1861.    Resigned  26  April,  1862. 

ees«  Jobn  H. 

Acting  Assistant  Surgeon,  17  April,  1863.    Resigned  25  November,  1863. 

ees^  Tbomas. 

Acting  Third  Assistant  Engineer,  7  September,  1864.  Honorably  discharged 
8  July,  1865. 

ees,  William  J. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  14  June,  18C4.  Honorably  dis- 
charged 15  November,  1865. 

eeTer,  Joseph  H. 

Acting  Ensign,  24  November,  1863.    Honorably  discharged  3  October,  1865. 


} 
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IieflATer,  Frederick  U. 

Midshipman,  27  July,  1866.    Graduated  7  June,  1870.    Ensign,  14  July,  1-       -BTt. 
Master,  9  March,  1876. 

Iieffler,  Daniel  S.,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1868.    Acting  Second  Aans^r^^^Aant 
Engineer,  3  October,  1864.     Honorably  discharged  7  August,  1865. 

Jj^are^  James  D. 

Midshipman,  26  December,  1848.    Resigned  13  December,  1852. 

I^egare,  James  £• 

Midshipman,  18  June,  1812.    Lieutenant,  1  April,  1818.    Dismissed  22  Jnne,  1^    -9837. 

Iiegs*  John. 

Midshipman,  2  January,  1800.    Discharged  12  May,  1801,  under  Peace  Establ^flE*  Ittb> 
ment  Act 

I^SS^9  Ttaouias  W. 

Second  Lieutenant,  16  August,   1812.    First  Lieutenant,  18  June,  1814.     W       List 
appearance  on  Records  of  Navy  Department,  1816.    Ship  ^^IruUpendmee,^ 

I^eggett,  William. 

Midshipman,  4  December,  1822.     Resigned  17  April,  1826. 

I^egros,  Henry. 

Midshipman,  2  April,  1804.     Resigned  22  June,  1804. 

Ijeib,  Thomas  J. 

Midshipman,  1   September,  1811.      Lieutenant,  28  April,  1826.      CommaiK^^i 
80  March,  1844.    Died  14  July,  1851. 

lieiffb,  William. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1884.    LienteEX^^'^^ 
80  May,  1840.    Resigned  3  September,  1852. 

Iieigliton,  John. 

Boatswain,  81  January,  1800.    Last  appearance  on  Records  of  Navy  Departnc^^*^^ 

IjeiKhton,  IV.  O. 

Master,  date  not  known.     Last  appearance  on  Records  of  Navy  Departm^^''^^ 
8  May,  1815.    Discharged. 

I«eina8,  G^eorge  II. 

Acting  Master,  21  March,  1862.    Appointment  revoked  28  April,  1866. 

lieitcta,  Robert  R. 

Cadet  Engineer,  Naval  Academy,  10  October,  1871.     Graduated,  80  May,   ^ 
Assistant  Engineer,  23  January,  1874. 

Iceland,  George  W. 

Mate,  17  November,  1863.    Appointment  revoked  13  August,  1864. 

liOlaud,  Jj.  R.  -,   , 

Acting  Second  Assistant  Engineer,  9  February,  1863.      Appointment  TeT^>    — *^ 
6  January,  1866. 

liOlar,  Henry. 

Acting  Master,  29  August,  1861.     Honorably  discharged  9  February,  1866. 

liOlar,  Robert  O. 

Acting  Master,  17  September,  1861.    Honorably  dischargeii  20  October,  1865. 

lieman,  Jamets. 

Acting  Third  Assistant  Engineer,  1861.    Resigned  0  August,  1862. 

Iienian,  Walter  J. 

Mate,  13  April,  1865.    Honorably  discharged  20  June,  1865. 

I«einassena,  William  II. 

Mate,  6  December,  1862.     Resigned  11  March,  1863. 

"id^'ipi^™  26  June,  1869.     Graduated  31  May,  1873.    Ensign,  16  July,  1874. 
Master,  24  February,  1880. 
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liemmon,  Ricbard. 

Midshipman  17  August,  1814.     Resigned  17  April,  1815. 

Xiemolne,  O.  D. 

Midshipman  21  September,  1838.     Resigned  3  January,  1840. 

liemolne,  G.  1>. 

Midshipman,  16  June,  1840.    Dismissed  14  March,  1841. 

liemon,  Samnel. 

Acting  Second  Assistant  Engineer,  15  December,  1862.  Honorably  discharged 
8  October,  1865. 

Iienhart,  John  M. 

Chaplain,  27  February,  1847.    Lost  in  '' Cwnberlatid,''  8  March,  1802. 

I«eiinan,  Frankliu  G.  R. 

Acting  Ensign,  16  February,  1864.    Honorably  discharged  23  January,  1867. 

Xeoox,  Jobn. 

Gunner,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Ilient,  Adolpta  €• 

Assistant  Surgeon,  31  December,  1798.     Resigned  10  August,  1799. 

X^entbally  John. 

Naval  Constructor,  8  February,  1838.  Chief  Bureau  Construction  and  Repair, 
28  April,  1863.  Re-appointed  Chief,  28  Julv,  1806.  Retired  list,  16  September, 
1869. 

K«eoii«  Joseph  H. 

Mate,  31  July,  1863.  Honorably  discharged  5  March,  1868.     Mate,  20  December, 

1869.  Appointment  revoked  2  March,  1870. 

IXieonard,  £zra. 

Acting  Master,  27  December,  1861.  Acting  Volunteer  Lieutenant.  19  May.  1804. 
Ensign,  12  March,  1868.     Master,  18  December,  1808.     Lieutenant,  21  March, 

1870.  Died  29  July,  1870. 

3^eonard9  Frank. 

Acting  Second  Assistant  Engineer,  9  August,  1864.  Honorably  discharged  4  Sep- 
tember, 1865. 

Tjeonard,  Frederick  A. 

Master,  17  June,  1809.  Last  appearance  on  Records  of  Navy  Department,  9  March, 
1813.    Dead. 

Xeonard,  George. 

Assistant  Surgeon,  28  May,  1804.    Resigned  5  April,  1808. 

Ijeonard,  George. 

Mate,  12  December,  1801.  Acting  Ensign,  27  November,  1803.  Honorably  dis- 
charged 18  December,  1805. 

Ijeonard,  Henry  H. 

Third  Assistant  Engineer,  19  July,  1801.  Second  Assistant  Engineer,  10  January, 
1863.    Lost  on  the  *'  Temmseh/'  5  August,  1804. 

Ijeonard,  James  T. 

Midshipman,  26  February,  1799.  Lieutenant,  13  Januarv,  1807.  Commander, 
4  July,  1812.     Captain,  4  February,  1815.     Died  9  Noveniber,  1832. 

Ijeonard,  liOrrann^. 

Midshipman,  27  June,  1799.     Resigned  18  March,  1800. 

Ijeonard,  William. 

Acting  Third  Assistant  Enirineer.  20  October,  1803.  Honorably  discharged 
23  August,  1805. 

JLeonard,  IVIIliam  E. 

Mate,  18  April,  1805.     Dismissed  19  April,  1800. 

Iieonard,  William  H. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Honorably  discharged 
12  February,  1809. 
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lieonard,  William  W. 

Acting  Ensign,  3  October,  1868.     Honorably  discharged  13  August,  1865. 
lie  Roy,  H'llliam  £. 

Midshipmat.   11  January,  1832.    Passed  Midshipman,  23  June,  1888. 
13  July,  1843.    Commander,  1  July,  1801.    Captain,  25  July,  1866. 
8  July,  1870.    Rear-Admiral,  5  April,  1874.     Retired  list,  24  March,  1880. 
JLesher,  Henry. 

Midshipman,  1  January,  1812.     Resigned  20  July,  1812. 

JLeslie,  Adam  J. 

Midshipman,  2  February,  1829.     Resigned  31  October,  1831.* 

JLeslie,  Henry  C 

Mate,  7  October,  1861.    Acting  Ensign,  9  3^[arch,  1864.    Honorably  dii 
13  April,  1866. 

lieslie,  Henry  £• 

Carpenter,  15  October,  1833.     Retired  list,  12  February,  1826.  ' 

JLester,  €•  H. 

Mate,  30  December,  1861.     Acting  Ensign,  27  August,  1863.    Honorably     dlii. 
charged  30  September,  1865. 

liester,  Daniel. 

Mate,  6  June,  1862.     Acting  Ensign,  8  June,  1864.     Died  2  January,  1865. 

JLester,  George  D. 

Acting  Master,  26  August,  1861.     Dismissed  4  November,  1861. 

JLester,  Jobn  W. 

Acting  Carpenter,  11  June,  1803.     Honorably  discharged  19  December,  1865. 

liesier,  Joseph  Jj. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  11  June,  1861. 

I^etherbnry,  Cbarieis  W. 

Acting  Ensign,  6  June,  18C3.    Honorably  discharged  31  August,  1865. 

lienize,  £ngene  H.  €•  ^^^^ 

Midshipman,  24  March,  1863.     Graduated  6  June,  1867.     Ensign,  18  Deccmber^'^ 
1868     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

lievely,  George. 

Midshipman,  6  May,  1800.     Lost  in  the  **  Inmrgeruy 

liOTorett,  George  H. 

Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  DepartoMnt, 
1823. 

IjeTin,  Charles. 

Mate,  25  January,  1870.    Died  Philadelphia,  3  September,  1874. 

I^Tindseller,  Thomas  H. 

Mate,  21  December,  1861.    Dismissed  20  November,  1862. 

I^Tins,  €•  W. 

Mate,  12  April,  1870.    Appointment  revoked  3  January,  1874. 

IjOTy^  Charles  U. 

Third  Assistant  Engineer,  21   November,  1857.      Second    Assistant    Engineer,    «*' 
2  August,  1859.    Name  stricken  from  the  Rolls  of  th^  Navy,  8  July,  1861. 

IdOTy)  Hears. 

Master,  8  May,  1812.    Last  appearance  on  Records  of  Navy  Department,  5  June,^- 
1813.    Dead. 

liOTy,  Uriah  P. 

Sailing  Master,  21  October,  1812.    Lieutenant,  5  March,  1817.    Commander,  9 
ruary,  1837.    Captain,  29  March,  1844.    Died  22  March,  1862. 

I^ewers,  J.  Henry. 

Third  Assistant  Engineer,  28  October,  1862.    Resigned  29  June,  1868. 

Lewis,  Albert  H. 

Mate,  6  September,  1864.    Honorably  discharged  13  August,  1867. 
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LewUh  Alexander. 

Acting  Ensign,  80  January,  1864.    Honorably  discharged  20  September,  1865. 
[jewis^  Anio8. 

Sailmaker,  8  January,  lb!b5.    Dimissed  7  September,  1882. 

Lewis,  Andrew  J. 

Midshipman,  29  September,  1841.    Lost  in  the  ''  Grampus;'  March,  1848. 

Lewis,  Arcblbald  S. 

Gunner,  27  September,  1884.    Dismissed  15  January,  1850. 

liewls,  Artbnr, 

Midshipman,  18  June,  1812.     Lieutenant,  28  April,  1826.     Furloughed  19  July, 
1843.    Died  29  November,  1854. 

lewls   Benjamin  F. 

Acting  Third  Assistant  Engineer,  11  July,  1864.  Honorably  discharged  17  Octo- 
ber, 1867. 

.e^rls,  Callender  I. 

Assistant  Paymaster,  28  June,  1877. 

ewta,  BaTld  O. 

Assistant  Surgeon,  8  April,  1874. 

ewls   D.  T. 

Acting  Assistant  Surgeon,  1  September,  1861.    Died  8  September,  1862. 

eifiS',  £dward  S. 

Midshipman,  10  May,  1820.    Died  25  July,  1826. 

ewlB,  Edwin  F. 

Acting  Third  Assistant  Engineer,  12  August,  1862.  Acting  Second  Assistant 
Engineer,  20  August,  1864.    Honorably  discharged  24  September.  1865. 

lewls,  Ulnatlian. 

Acting  Master,  8  October,  1861.     Appointment  revoked  1  March,  1864. 

lewls,  Enos  £• 

Assistant  Paymaster,  21  December,  1869.     Wholly  retired  23  July,  1874. 

lewls,  £nos  ]II 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Enf^ineer, 
8  August,  1868.  First  Assistant  Engineer,  25  July,  1866.  Died  12  January, 
1872. 

lewls,  Frederick  B.  A. 

Assistant  Surgeon,  6  September,  1861.     Resigned  15  June,  1865. 

lewls,  GrenTllle. 

Acting  Third  Assistant  Engineer,  24  March,  1862.  Acting  Second  Assistant  En- 
gineer, 19  April,  1864.  Honarably  discharged  21  January,  1806.  Acting 
Second  Assistant  Engineer,  81  July,  1866.    Mustered  out  17  November,  1868. 

lewls,  Henry  II. 

Midshipman,  1  May,  1828.  Passed  Midshipman,  23  Jime,  1883.  Lieutenant, 
28  October,  1842.    Dismissed  20  April,  1861. 

lewls,  Bolmes. 

Carpenter,  14  December,  1848.    Dismissed  29  May,  1861. 

■ewls,  Jaeob  HI. 

(Flotilla  Service.)  Commander,  27  November,  1812.  Captain,  26  April,  1814. 
Last  appearance  on  Records  of  Navy  Department,  7  January,  1815.    Discharged. 

■ewlB,  James. 

Mate,  22  October,  1861..   Resigned  20  January,  1862. 

tewlS)  James  B. 

Midshipman,  81  March,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Dismissed  23  May, 
1861. 

(ewlS9  Jenne  H 

Midshipman,  12  April,  1800.    Out  of  Service  81  December,  1800 
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Liewis,  J.  J.  II. 

Midshipman,  16  January,  1800.    Last  appearance  on  Records  of  Kavy  Dcput- 
ment,  1815.    Nayy  Yard,  Washington. 

liewis,  John  K. 

Chaplain,  29  November,  1860. 

Iiewi8,  John  HI. 

Midshipman,  15  Noyembcr,  1800,    Resigned  12  October,  1812. 

Ijewis,  John  W. 

Master,  7  March,  1814.    Dismissed  11  July,  1814. 

liewls,  John  W. 

Acting  Ensign,  13  May,  1863.    Appointment  revoked  (Sick,)  10  Febmarj,  1864- 
Acting  Ensign,  16  May,  1864.    Dismissed  8  June,  1865. 
IjewiA,  Joseph. 

Boatswain,  6  September,  1830.     Died  23  January,  1865. 

liewis,  Joseph  €•  ^ 

Acting  Third  Assistant  Engineer,  15  January,  1862.  Acting  Second  AMiste^^ 
Engineer,  14  April,  1804.  Honorably  discharged  24  October,  1865.  Acti^^» 
Second  Assistant  Engineer,  31  July,  1866.    Resigned  6  November,  1867. 

liewis,  Joseph  G. 

Acting  Master,  18  December,  1861.    Resigned  22  March,  1862. 

liewis,  Ilfonlgoniery.  _^ 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1884.    Lientenu^^'l: 
25  February,  1841.    Reserved  list,  13  September,  1855.    Died  21  Januazy,  185       ^^ 

Ijewis,  Oscar  C.  _ 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  Decembc^^^ 
1862.    First  Assistant  Engineer,  11  October,  1866.    Resigned  28  Septemhe-— ^ 

1868. 

Iiewis,  Robert. 

Purser,  10  December,  1708.    Last  appearance  on  Records  of  Navy  Department. 

I^ewis,  Robert  F.  R. 

Midshipman.  10  October,  1841.    Passed  Midshipman,  10  August,  1847. 

14  September,  1855.    Lieutenant,  15  September,  1855.    Lieutenant-ComiDandcs 
16  July,  1SG2.     Commander,  20  January,  1867.    Captain,  26  February,  187a 

liewis,  Robert  G. 

Acting  Third  Assistant  Engineer,  7  April,  1864.     Honorably  discharged  9  Juh 
1865. 

liewis,  Rodman. 

Chaplain,  18  March,  1830.    Died  30  May,  1860. 

liewis,  Samuel  A. 

Acting  Third  Assistant  Engineer,  28  October,   1862.    Lost  on  the  ** 
31  December,  1862. 

liewls,  Samnel  W. 

Mate,  10  December,  1863.     Resigned  3  May,  1865. 

Iiewis,  Slllb. 

Assistant  Surgeon,  23  January,  1^00.     Last  appearance  on  Records  of  Navy 
partment,  1815.     Frigate  President. 

liewts,  Theodore  F. 

Acting  Second  Assistant  Engineer.  10  November,  1862.    Acting  First  AtA'^s.  si 
Engineer,  10  Februar}*,  lb(i4.    Honorably  discharged  80  October,  1865 

liewis,  Thomas. 

Gunner,  14  August,  1838.     Resigned  14  Jnminry,  1845. 

Iiewis,  Thomas. 

Midshipman,  15  November,  ISOO.     Rcj^igned  26  January,  ISIO. 

Ijewis,  Thomas  m . 

Mate,  13  August,  1863.    Acting  Ensign,  20  July,  1864.    Honorably  discbaised 
9  November,  1865. 
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Lewis,  WtUiani. 

Kidshipman,  8  September,  1708.    Resigned  21  May,  1800. 

Lewis,  William. 

Midshipman, 81  August,  1802.    Lieutenant,  14  March,  1807.    Commander,  8  March, 
1815.    Lost  in  the  ''Epermer;'  1815. 

^wif»,  Williain. 

Master,  22  February,  1809.    Last  appearance  on  Records  of  Nayy  Department, 
12  September,  1812. 

ewls,  William  B. 

Acting  Assistant  Surgeon,  0  March,  1864.    Honorably  discharged  16  September, 
1865. 

ewls,  William  G. 

Midshipman,  18  June,  1812.     Died  30  December,  1817. 

ewls,  William  J. 

Mate,  7  January,  1864.    Acting  Ensign,  1  December,  1864.    Honorably  discharged 
4  October,  1865. 

Bwis,  William  T. 

Mate,  28  February,  1863.    Dismissed  8  June,  1863. 

ewls,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.    Honorably  discharged  12  May, 
1865. 

^fiTommedlen,  N.  €• 

Sailmaker,  16  February,  1885.    Resigned  25  July,  1839. 

llMiIre,  Charles. 

Hate,  28  September,  1862.    Honorably  discharged  10  August,  1865. 

i1»1»jr9  Arthur. 

Acting  Third  Assistant  Engineer,  9  January,  1863.    Resigned  14  May,  1864. 

Il^er,  Samuel  A. 

Midshipman,  9  June,  1811.    Lost  at  Sea,  5  October,  1811. 

Iddell,  James  F. 

Acting  Third  Assistant  Engineer,  4  September,  1863.    Resigned  5  April,  1865. 

leber,  Alfred  H. 

Midshipman,  2  October,  1850.    Dropped  24  January,  1851. 

in»^^  John  J. 

Assistant  Surgeon,  2  December,  1869.    Resigned  2  April,  1870. 

issett,  €(eorge  W. 

Midshipman,  2  April,  1804.    Resigned  6  July,  1804. 

lillesloii,  James  A. 

Gunner,  30  July,  1852.    Dismissed  17  November,  1855.    Re-appointed  23  Decem- 
ber, 1850.    Died  26  May,  1872. 

illlle,  Ahraham  B.  H. 

Midshipman,  25  September,  1802.    Graduated  June,  1866.    Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Jma,  Charles  de  €• 

Acting  Master,  6  January,  1862.     Resigned  29  April,  1862. 

lineoln,  Abel,  Jr. 

Midshipman,  15  May,  1799.    Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act 

•ineoln,  Amasa. 

Lieutenant,  12  October,  1804.    Discharged  10  April,  1805. 

•ineoln,  DaTid  F. 

Acting  Assistant  Surgeon,  5  September,  1862.     Resigned  10  February,  1864. 

•ineoln,  £dward  T. 

Mate,  3  September,  1868.    Appointment  revoked  28  November,  1864 

28 
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liincoln,  Edrnnnd. 

Third  Assistant  Engineer,  6  January,  1862.    Second  Assistant  Engineer,  1  October; 
1868.    Resigned  4  February.  186*8. 

Lilncolii,  IieTi,  Jr. 

Midshipman,  1  November,  1827.    Resigned  3  June,  1886. 
Uncoln,  Robert  B.,  Jr. 

Actins  Third  Assistant  Engineer,  27  December,   1864.    Honorably  dischusad 
19  October,  1865. 

Lilndee,  Jacob. 

Acting  Master  and  Pilot,  15  December,  1864.    Honorably  discharged  30  Decem- 
ber, 1865. 

liindemann,  Cbristian. 

Acting  Ensign,  10  December,  1863.    Honorably  discharged  14  September,  1868L 
liindley,  William  L.. 

Mate,  22  December,  1862.    Resigned  (Sick,)  6  September,  1864. 

Liindsay,  dlemeiit. 

Midshipman,  2  January,  1800.    Discharged  6  August,  1801,  under  Peace  SitdiUib* 
ment  Act. 

liindsay,  Ilngb. 

Carpenter,  4  Noyember,  1840.    Dismissed  9  December,  1858. 

liindsay,  James  £. 

Assistant  Surgeon,  2  May,  1860.    Dismissed  10  October,  188L 

liindsay,  William. 

Midshipman,  1  January,  1825.    Died  in  1825. 

Idndsey,  Joseph. 

Master,  17  March,  1814.    Died  19  May,  1826. 

liindsley,  A.  B. 

Midshipman,  28  June,  1804.    Dismissed  21  April,  1807. 

liindsley,  Senry. 

Acting  Ensign,  16  May,  1865.    Mustered  out  28  August,  1868. 

liindsley,  James  P. 

Acting  Master,  2  October,  1861.    Resigned  23  March,  1864. 

liindsly,  Cleland. 

Third  Assistant  Engineer.  1  October,  1852.  Resigned  30  August,  1856.  Second 
Assistant  Engineer,  3  October,  1861.  First  Assistant  Engineer,  25  July,  186*. 
Resigned  12  December,  1874. 

Liining,  George  D. 

Third  Assistant  Engineer,  20  September,  1858.  Second  Assistant  Engineer,  17  Ji»- 
uary,  1861.    Resigned  18  April,  1861. 

liining,  Ciiarles  £• 

Assistant  Surgeon,  1  July,  1858.     Resigned  11  January,  1861. 

liing,  Samuel. 

Midshipman,  28  February,  171)9.  Discharged  14  July,  1801,  under  Peace  Bto^ 
lishment  Act. 

Unffle,  William. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Resigned  0  June,  1865. 

liink,  Joiin. 

Acting  Third  Assistant  Engineer,  26  May,  1864.  Honorably  dischaiged  80 Od»- 
ber,  1805. 

liinn,  James. 

Carpenter,  81  October,  1848.    Died  27  April,  1856. 

liinn,  James  S. 

Acting  First  Assistant  Encrineor,  12  June,  18G3.  Honorably  discharged  88  Decent 
ber,  1805. 
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Jnn,  Saninel  II. 

ActiDg  Third  AssistaDt  Engineer,  9  February,  1864.  Acting  Second  Assistant 
Engineer,  18  April,  1865.    Honorably  discharged  1  June,  1866. 

linnekin^  Thomaii  J. 

Acting  Master,  16  August,  1861.    Honorably  discharged  9  December,  1865. 

•inseott,  Edward. 

Boatswain,  29  March,  1809.  Last  appearance  on  Records  of  Navy  Department, 
14  April,  1827.    Dead. 

ilnscotl,  John  BE. 

Mate,  27  May,  1862.  Acting  Ensign,  7  December,  1868.  Honorably  discharged 
21  December,  1865.  Acting  Ensign,  19  December,  1866.  Mustered  out  20  No- 
vember, 1867. 

iiMileyy  Peter. 

Acting  Third  Assistant  Engineer,  8  February,  1865.  Honorably  discharged 
26  October,  1867. 

Insley,  Jared,  Jr. 

Acting  Assistant  Paymaster,  11  July,  1864.  Passed  Assistant  Paymaster,  28  July, 
1866.    Paymaster,  24  February,  1872.    Died  24  January,  1878. 

ipptncott^  George  €. 

ABsistant  Surgeon,  28  September,  1875. 

Ippincott,  J.  S. 

Midshipman,  16  January,  1809.    Drowned  5  October,  1811. 

Ippit,  Anipust. 

Mate,  18  January,  1862.    Resigned  24  September,  1863. 

lAComb,  John  F 

Acting  Assistant  Surgeon,  19  September,  1864.    Resigned  2  October,  1864 

Isle,  Joseph  T. 

Acting  Assistant  Paymaster,  25  September,  1861.  Assistant  Paymaster,  11  July, 
1862.    Died  25  September,  1863. 

Iffile,  Richard  M. 

Midshipman,  26  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Isle,  Robert  P. 

Acting  Assistant  Paymaster,  2  November,  1863.  Assistant  Paymaster,  2  July, 
1864.  Passed  Assistant  Paymaster,  4  May,  1866.  Paymaster,  11  December, 
1867. 

Itchfield,  Harry. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged  11 
December,  1868. 

itehfield,  Henry. 

Mate,  18  April,  1868.    Resigned  21  October,  1863. 

.itherbory,  John  W. 

Mate,  24  January,  1868.  Acting  Ensign,  28  June,  1864.  Resigned  17  November, 
1864. 

ittell,  Ea^ene. 

Acting  Assistant  Paymaster,  8  July,  1868.  Resigned  21  March,  1864.  Acting 
Assistant  Paymaster,  16  March,  1865.    Mustered  out  17  October,  1865. 

Mii^^  James  G. 

Acting  'ihird  Assistant  Engineer,  4  February.  1863.  Resigned  16  July,  1868. 
Third  Assistant  Engineer,  8  August,  1868.  Second  Assistant  Engineer,  25  July, 
1806.    Retired  list,  14  July,  1874. 

ilitig,  IficholaH  B. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.  First  Assistant  Engineer,  1  July.  1861.  Lost  on  the  **  Oneida,''''  24  January, 
1870. 
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Uttig,  Philip. 

Acting  Third  Assistant  Engineer,  8  February,  1865.  Honorably  diflcbarg^ 
21  August,  1805.  Acting  Third  Assistant  Engineer,  14  December,  1866.  Ap- 
pointment revoked  8  January,  1867.  Acting  Third  Assistant  Engineer,  6  Jvxlj 
1807.    Mustered  out  22  August,  1869. 

Iiittle,  Charles. 

Acting  Assistant  Surgeon,  24  December,  1868.  Honorably  discharged  9  Octotx 
1805. 

lilttle,  Geors^e. 

Captain,  4  March,  1799.  Discharged  22  October,  1801,  tinder  Peace  Establu 
ment  Act. 

litttle,  George  D. 

Acting  Ensign,   1   October,   1862.     Acting  Master,  11  Jane,  1864. 
8  March,  1865. 

Utile,  Horatio  HI. 

Acting  Third  Assistant  Engineer,  15  December,  1862.    Acting  Second 
Engineer,  17  October,  1868.    Honorably  discharged  16  February,  1808. 

Uttle,  James  €. 

Acting  Master,  80  January,  1868.    Resigned  16  June,  1868. 

Iilttle«  Jeremiah  R. 

Assistant  Surgeon,  10  July,  1861.    Resigned  80  July,  1864. 

Uttle,  John  II. 

Midshipman,  1  January,  1818.    Lieutenant,  8  March,  1827.    Died  28  kagaitt 

1852. 

I^ittle,  John  W. 

Acting  Third   Assistant    Engineer,  80  August,  1864.      Honorably  diichifgcd 
6  July,  1865. 

liittle,  liOmnel. 

Master,  9  August,  1799.    Discharged  9  June,  1801,  under  Peace  Establishmeiit  Act 

Iiittle,  William. 

Midshipman,  80  September,  1868.    Graduated  6  June,  1867.    Ensign,  18  Decea* 
ber,  1868.    Lieutenant,  21  March,  1871. 

liittle,  William  A. 

Midshipman,  8  April,  1850.    Died  24  August,  1852. 

Utile,  William  Mo€. 

Midshipman,  1 1  March,  1863.    Graduated  June,  1866.    Ensign,  12  Mapcli,18«. 
Master,  26  March,  1809.     Lieutenant,  21  March,  1870. 

Uttle,  William  M. 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.     Graduated  21  June,  ISTi 
Assistant  Engineer,  1  July,  lb77. 

Idttlefleld,  A.  D. 

Acting  Master,  24  March,  1802.    Honorably  discharged  80  Scpt4.*mber,  1865. 

Uttlefield,  Charles  II. 

Mate,  8  May,  1802.    Acting  Ensign,  0  February,  1864.     Honorably  discbiigw 
6  February,  1860. 

liittlefield,  Charles  W . 

Assistant  Paymaster,  8  September,  1876. 

Utllefleld,  William  C. 

Mate,  8  May,  1862.    Appointment  revoked  (Sick,)  17  April,  1863. 

liittlejohn,  Elliott. 

Acting  Assistant  Paymaster,  3  August,  1803.    Resigned  7  June,  1865. 

lilTermore,  Charles  W. 

Assistant  Engineer,  20  February,  1875. 

IJTermore,  Henry  ft. 

Acting  Ensign,  14  October,  1862.    Appointment  revoked  24  March,  1864.    Acting 
Ensign,  2  September,  1864.    Honorably  discharged  14  August,  1865. 
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rermore)  Samnel. 

Purser,  26  Mftrch,  1814.  Last  appearaoce  on  Records  of  Navy  Department,  1816. 
Furloughed. 

intp^tOTi,  Cordt. 

Midshipman,  15  November,  1809.    Killed  in  action  1  June,  1818. 

inipsitoii,  De  Grasse. 

Midshipman,  7  March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  16 
September,  1855.  Lieutenant,  18  November,  1855.  Resigned  28  October,  1858. 
Acting  Lieutenant,  30  September,  1861.  Appointment  revoked  18  October, 
1861.    Re-appointed  but  declined  6  November,  1861. 

inipsitoii,  George  B. 

Acting  Master,  8  June,  1861.  Acting  Volunteer  Lieutenant,  80  August,  1864. 
Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  2  March, 
1870. 

tngston,  John. 

Midshipman,  80  July,  1799.     Last  ai^jx.^rance  on  Records  of  Navy  Department. 

tngAton,  John  W. 

Midshipman,  4  March,  1828.  Passed  Midshipman,  28  March,  1829.  Lieutenant, 
21  June,  1882.  Commander,  24  May,  1855.  Commodore,  16  July,  1862.  Re- 
tired list,  12  May,  1866.    Rear-Admiral,  Retired  list,  26  May,  1868. 

ringston,  liindley  H. 

Mate,  28  October,  1861.    Resigned  2  July,  1868. 

ringston,  P.  F. 

Midshipman,  1  September,  1811.    Resigned  18  May,  1815. 

ringston,  R.  J. 

Midshipman,  15  April,  1824.    Resigned  80  April,  1828. 

ringston,  B.  P« 

Midshipman,  29  Maixh,  1815.    Last  appearance  on  Records  of  Navy  Department. 

ringston,  Samnel  A. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Acting  Second  Assistant 
Engineer,  18  January,  1865.     Honorably  discharged  27  October,  1865. 

ringston,  W.  HI. 

Midshipman,  81  December,  1798.  Lieutenant,  6  March,  1808.  Resigned  15  April, 
1804. 

rfngston,  W.  P. 

Midshipman,  1  March,  1825.    Dismissed  8  July,  1829. 

lyd,  £dward,  Jr. 

Cadet  Midshipman,  17  June,  1874.     Graduated  4  June,  1880. 

lyd,  John  G. 

Acting  Master,  18  December,  1861.     Resigned  7  July,  1868. 

»yd,  John  G. 

Acting  Ensign,  15  November,  1864.    Honorably  discharged  1  December,  1866. 

^yd,  John  W. 

Mate,  9  June,  1864.    Appointment  revoked  9  September,  1864. 

yd,  Thomas. 

Acting  Third  Assistant  Engineer,  4  May,  1868.     Resigned  20  March,  1865. 

•yd,  Thomas. 

Mate,  1  December,  1862.    Dismissed  18  August,  1864. 

m,  William  F. 

Mate,  1  October,  1802.  Acting  Ensign,  26  August,  1863.  Honorably  discharged 
18  January,  1869. 

*ke,  Frederick  J. 

Mate,  18  May,  1803.  Acting  Ensign,  27  August,  1804.  Honorably  discharged 
9  May,  1866.    Acting  Ensign,  0  February,  1867.    Mustered  out  28  August,  1868. 

»ke,  John. 

AssiBtant  Surgeon,  18  August,  1818.    Resigned  4  November,  1818. 


488  GENERAL  NAVY  REGISTER. 

lioeke,  John  S.  |  IM 

Mate,  9  January,  1864.    Resigned  23  Jane,  1864. 

liOeke,  liewts  S. 

Mate,  13  December,  1861.    Appointment  revoked  10  January,  1868.  |  ^^ 

lioekert,  James  HI.  _ 

Midshipman,  1  April,  1828.     Passed  Midshipman,  4  Jane,  1884.     Lieoteunt.       |i^ 
21  December,  1840.    Died  10  April,  1845. 

liockwood,  Charles  H. 

Acting  Assistant  Paymaster,  28  February,  1862.  Assistant  Paymaster,  21  Febru- 
ary, 1867.  Passed  Assistant  Paymaster,  27  February,  1869.  Dismissed  25  IUrc»i 
1871. 

liOekwood,  ]>eniii8on  A. 

Acting  First  Assistant  Engineer,  11  December,  1862.    Dismissed  16  NoTemli^' 
1864. 

liockwood,  Senry  H. 

Professor,  4  November,  1841.    Retired  list,  18  August,  1876. 

liOCkwood,  James. 

Acting  Third  Assistant  Engineer,  3  September,  1863.    Honorably  db 
29  September,  1865. 

liockwood,  John  A.  , 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  18  October,  1840.     Resign^^** 
13  March,  1865. 

liOCkwood,  Joshua. 

Midshipman,  20  June,  1806.    Died  3  April,  1808. 

Ijockwood,  Samnel. 

Midshipman,  12  July,  1820.    Lieutenant,  17  May,  1828.    Commander,  18  Octol 
1850.    Retired  list,  1  October,  1864.    Commodore  on  Retired  list,  4 
1867. 

Ijockwood,  W.  H. 

Midshipman,  18  May,  1809.    Resigned  18  December,  1810. 

I^oden,  HIKm  J. 

Acting  Third  Assistant  Engineer,  18  April,  1863.    Honorably  discharged  1 
ber,  1865. 

liOdge,  Anfcn^^us* 

Midshipman,  22  August,  1846.    Resigned  30  December,  1850. 

Ijoeffler,  John  I^. 

Acting  Third  Assistant  Engineer,  26  September,  1864.    Honorably 
2  July,  1865. 

liOfl^an,  George. 

Surgeon,  21  April,  1810.    Resigned  16  June,  1829. 

liOgan,  George  T.  W.  

Third  Assistant  Engineer,  31  October,  1848.    Second  Assistant  Engineer,  26  m— yri>- 
ruary,  1851.    Dropped  29  August,  1856. 

liOgan,  IjoaTttt  €• 

Midshipman,  28  February,  1863.    Graduated  6  June,  1867.    Ensign,  18  Deceiciskbcr, 
1868.    Master,  21  March,  1870.     Lieutenant,  12  June,  1871. 

IiOfni^9  Daniel  C 

Acting  Assistant  Surgeon,  25  January,  1862.    Resigned  7  October,  1863. 

liOgne,  William  O. 

Acting  Second  Assistant  Engineer,  10  December,  1862.    Acting  First  Assi^tai^ 
Engineer,  2  December,  1803.    Honorably  discharged  28  November,  1865. 
liOisons,  Augustus  F. 

Mate,  23  November,  1863.     Resigned  30  June,  1806. 

liOmax,  Francis  €• 

Acting  Third  Assistant  Engineer,  11  Julv,  1863.    Honorably  discharged  I    Sep* 
tember,  1865. 
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omax,  Samnel  F. 

Acting  Ensign  and  Pilot,  14  November,  1864.  Honorably  discharged  9  Novem- 
ber, 1868.    Mate,  5  January,  1870. 

ombard,  John  £• 

Acting  Master,  29  October,  1861.    Resigned  19  Jane,  1862. 

onfif,  Andrew  H. 

Midshipman,  1  January,  1818.  Lieutenant,  8  March,  1827.  Commander,  12  Octo- 
ber, 1844.  Reserved  list,  13  September,  1855.  Captain,  Active  list,  14  Septem- 
ber, 1865.    Retired  list,  1  October,  1864.    Died  6  October,  1866. 

ons9  Christoplier- 

Gunner,  17  September,  1861.    Resigned  10  June,  1864. 

ons9  George  W. 

Assistant  Paymaster,  22  October,  1868.  Passed  Assistant  Paymaster,  10  March, 
1870.    Retired  list,  80  June,  1875. 

ons9  James. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer, 
25  August,  1863.     Resigned  17  April,  1865. 

ions9  John  C« 

Midshipman,  18  June,  1812.  Lieutenant,  5  March,  1817.  Commander,  25  Febru- 
ary, 1888.  Captain,  2  March,  1849.  Commodore  on  Retired  list,  16  July,  1862. 
Died  2  September,  1865. 

ionS9  John  H. 

Third  Assistant  Engineer,  6  November,  1849.  Resigned  5  November,  1850.  First 
Assistant  Engineer,  15  June,  1861.    Chief  Engineer,  10  November,  1863. 

ions9  Robert. 

Master's  Mate,  16  November,  1816.     Resigned  9  January,  1819. 

ions«  Robert  H. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1858.  Chief  Engineer,  26  Jane, 
1856.     Resigned  31  October,  1863. 

lonsy  R*  'SIM.* 

Acting  Gunner,  3  December,  1802.    Dismissed  7  March,  1868. 

•onii:,  Samael. 

Carpenter,  24  May,  1804.    Resigned  July,  1807. 

•ong:,  William. 

BoaUwain,  8  May,  1861. 

lOng,  William  A. 

Acting  Third  Assistant  Engineer,  8  September,  1864.  Appointment  revoked 
(Sick,)  9  November,  18G4. 

longacre,  Orleans. 

Third  Assistant  Engineer,  1  July,  18G1.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  1  January,  1865.     Resigned  0  June,  1866. 

lOngly,  John. 

Midshipman,  30  June,  1799.  Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

ongmayer,  Emanuel. 

Acting  Third  Assistant  Engineer,  4  September,  1868.  Appointment  revoked 
22  October,  1863. 

onirn^<^l^^i^9  £dwin. 

Midshipman,  24  Si-pteinbcr,  ISOl.    Graduated  September,  1865.    Ensign,  1  Decem- 
ber, 1866.     Master,  12  March,  18G8.     Lieutenant,  26  March,  18G9. 
iOni^eeker,  Henry  c. 

Midshipman,  30  July,  1^04.  Graduated  4  June,  1869.  Retired  list,  5  November, 
1872. 

LiOBgKtaaw,  William,  Jr. 

Acting  Assistant  Surgeon,  25  June,  1862.  Assistant  Surgeon,  9  November.  1802. 
Killed  in  BaUle  15  January,  1865. 
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Iiongslreetv  CornelinH  H. 

Acting  Assistant  Paymaster,  11  September,  1862.    Mustered  out  8  October,  1865. 

IjOBgwell)  George, 

Acting  Second  Assistant  Engineer,  26  July,  1864.    Honorably  discharged  18  Sep" 
tember,  1865. 

liOoby,  Thomas  A. 

Acting  Third  Assistant  Engineer,  3  May,  1863.     Acting  Second  Assistant  Eng^' 
neer,  27  February,  1865.    Dismissed  5  September,  1865. 

liOok,  George. 

Acting  Master  and  Pilot,  28  October,  1864.    Appointment  revoked  9  March,  1 

liOokens,  £zra  B. 

Mate,  22  October,  1861.    Disrated  5  June,  1862. 

liOoker,  Thomas  H. 

Midshipman,  6  November,  1846.    Resigned  24  November,  1852.    Purser,  81  Aug 
1853.    Pay  Director,  3  March,  1871. 

liOOiiiis,  Edmiind  IJ. 

Cadet  Engineer  Naval  Academy,  1  October,  1872.     Graduated  21  June,  187 
Lost  on  the  "  Huron,''  24  November,  1877. 

liOrd,  Archibald  B. 

Midshipman,  9  July,  1799.    Dismissed  28  December,  1808. 

Ijooniis,  J.  Porter. 

Acting  Assistant  Paymaster,  27  October,  1863.    Assistant  Paymaster,  21 
1867.    Passed  Assistant  Paymaster,  29  January,  1869. 

Ijord,  Archibald  B. 

Master,  1  February,  1809.    Resigned  19  December,  1810. 

liOrd,  Archibald  B. 

Master,  18  July,  1812.    Discharged  5  August,  1816. 

liOrd,  George  W. 

Acting  Ensign,  3  March,  1865.    Resigned  29  May,  1865. 

Ijord,  George  P. 

Acting  Volunteer  Lieutenant,  1  October,  1862.   Honorably  dischaxged 
1866. 

liOrd,  John. 

Gunner,  17  June,  1817.     Last  appearance  on  Records  of  Navy  Department,  till 
July,  1828.     Died  9  July,  1829. 

Ijord,  John. 

Boatswain,  date  not  known.    Last  appearance  on  Records  of  Navy  Department 

liOrd,  John  V. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  28  August,  1867. 

Liord,  John  HI. 

Acting    Third   Assistant    Engineer,  28  January,   1865.      Appointment  revoki 
5  September,  1805. 

liord,  lierl. 

Acting  Third  Assistant  Engineer,  20  January,  1864.    Honorably  discbarged 
August,  1865. 

liOrd,  William  R. 

Midshipman,  1  February,  1814.    Resigned  5  September,  1817. 

liordan,  William. 

Acting  Gunner,  10  December,  1803.    Appointment  revoked  80  December,  1 
Actmg  Gunner,  6  January,  18C4.     Dismissed  12  November,  1864. 

liOrii^n,  John  li. 

Mate,  12  June,  1800.     Resigned  13  August,  1866. 

lioring,  Benjamin  W. 

Acting  Master,  0  FelTimry,  1802.     Acting  Volunteei  Lieutenant,  29  June,  »* 
Honorably  discharged  7  Fcbrnary,  1860. 
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•orlng,  Charles  F. 

Hate.  Dismissed  18  January,  1862.  Mate,  2  Januarj',  18C3.  Appointment  re- 
voked (Sick,)  21  October,  1863. 

orlng,  Charles  G. 

Acting  Master,  8  October,  1861.    Honorably  discharged,  30  September,  18G5. 

oring,  Charles  H. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May^ 
1853.    First  Assistant  Engineer,  9  May,  1857.    Chief  Engineer,  25  March,  1861. 

Gamier,  8  May,  1802.    Last  appearance  on  Records  of  Navy  Department. 

oring,  £liphalet« 

Acting  Ensign,  1  October,  1862.    Resigned  5  February,  1863. 

oring,  Henry  W. 

Mate.  Resigned  24  June,  1862.  Mate,  17  September,  1802.  Acting  Ensign. 
1   October,  1868.    Honorably  discharged  29  August,  1805. 

orlng,  Ijewis  W« 

Acting  Assistant  Surgeon,  11  April,  1865.    Honorably  discharged  0  October,  1865. 

lOring,  Stanton  D. 

Acting  Third  Assistant  Engineer,  1  November,  1862.    Resigned  11  March,  1 803. 

■oring,  Wadsworth. 

Midshipman,  18  June,  1812.    Resigned  6  January,  1814. 

^^iieh,  Abraham  J.  ^ 

Mate,  18  June,  1862.  Acting  Ensign,  6  August,  1862.  Acting  Master,  10  Octo- 
ber, 1864.    Honorably  discharged  20  October,  1865. 

Loneks*  Charles. 

Acting  Assistant  Paymaster,  6  February,  1864.  Honorably  discharged  17  October, 
1865. 

^ngee,  WUltam  T. 

Acting  Third  Assistant  Engineer,  8  August,  1864.  Honorably  discharged  27  Oc- 
tober, 1865.  Acting  Third  Assistant  Engineer,  22  August,  1866.  Mustered  out 
5  March,  1868. 

^Vnsberry,  €feorge  H. 

Mate,  1861.    Killed  in  action  at  Yicksburg,  Mississippi,  August,  1862. 

^^^rie*  John. 

Acting  Ensign,  12  November,  1863.    Honorably  discharged  17  December,  1868. 

^'mrts,  Jairns. 

Master,  11  November,  1812.    Resigned  6  February,  1821. 

^'^e,  Angnstns. 

Assistant  Surgeon,  13  March,  1805.    Resigned  23  January,  1806. 

^^e,  Angnstns. 

Assistant  Surgeon,  27  September,  1807.  Last  appearance  on  Records  of  Navy 
Department. 

^ire,  Charles  J. 

Midshipman,  13  November,  1838.    Resigned  11  March,  1889. 

^Te,  John. 

Lieutenant,  29  November,  1799.  Discharged  4  August,  1801,  under  Peace  Estab- 
lishment Act. 

c^^re,  I^awson  C. 

Midshipman,  1  April,  1828.    Resigned  17  February,  1830. 

E^^e,  Richard  I<. 

Hidshipman,  17  September,  1830.  Passed  Midshipman,  15  June,  1837.  Lieu- 
tenant, 8  September,  1841.  Reserved  list,  14  September,  1855.  Died  7  April, 
1856. 

^^«alre,  Henry  F. 

A^cting  Third  Assistant  Engineer,  8  December,  1861.    Third  Assistant  Engineer, 
8  September,  1863.    Resigned  26  October,  1868. 
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liOTeday,  John. 

Midshipman,  1  January,  1812.    Last  appearance  on  Records  of  Nayy  Deptrtmat, 
1818.    Dead. 

liorejoy,  Joseph  S. 

Mate,  18  September,  1864.    Resigned  1  Februar}-,  1865. 

IjOTell,  Edward  D. 

Mate,  22  June,  1868.    Honorably  discharged  1  December,  1865. 
liOTell,  Hale  8. 

Midshipman,  9  November,  1818.    Lost  in  the  "  Watp;'  1815. 

liOTell,  John  P. 

Master,  17  August,  1802.    Died  15  March,  1808. 

liOTell,  Robert  P. 

Midshipman,  11  May,  1833.    Passed  Midshipman,  16  July,  1840.    DiedTXiJ, 
1845. 

IiOTell,  8.  O. 

Mate,  19  March,  1868.    Acting  Ensign,  20  March,  18G5.    Resigned  15  June,  18K. 

I>>Tell,  William  H. 

Midshipman,  ci  November,  1847.     Passed  Midshipman,  10  June,  1858.    Maslfft 

15  September,  1855.    Lieutenant,  16  September,  1855.    Resigned  8  Maj,  18$0. 

liOTering,  Francis  J. 

Third  Assistant  Engineer,  20  May,  1857.    Second  Assistant  Engineer,  2  Aogvi^ 
1859.    First  Assistant  Engineer,  1  July,  1861.    Redgned  26  June,  1865. 

liOTering,  PhilliiM  A. 

Assistant  Surgeon,  18  June,  1875. 

liorett,  Israel  £• 

Mate,  12  January,  1864.    Honorably  discharged  5  September,  1865. 

IjOTettf  John  A. 

Gunner,  1  September,  1857.    Dismissed  8  June,  1861. 

Ik>W9  Benjamin  O. 

Mate,  28  January,  1862.  Acting  Ensign,  25  December,  1868.  Honoimbly  d^ 
charged  21  October,  1865.  Acting  Ensign,  19  April,  1866.  Mmtend  Cf^ 
11  October,  1867. 

liOW,  Philip  B. 

Acting  Ensign,  16  August,  1862.    Resigned  7  August,  1863. 

I^w,  Bnfns. 

Master,  6  December,  1799.    Last  appearance  on  Records  of  Navy  Department 

I^w,  William  F. 

Midshipman,  21  July,  1865.    Graduated,  4  June,  1869.    Ensign,  20 
1870.    Master,  2  April,  1878.    Lieutenant,  25  November,  1877. 

liOW,  William  B. 

Midshipman,  3  November,  1838.     Died  in  August,  1845. 

lK>w,  William  W. 

Midshipman,  8  March,  1841.    Passed  Midshipman,  10  August,  1847.     Hi 
1   March,  1855.     Lieutenant,  14   September,   1855.      Lieiitenant-CommaD 

16  July,  1862.    Commander,  25  July,  1806.    Captain,  29  January,  1872. 
24  June,  1877. 

lK>wber,  William. 

Assistant  Surgeon,  8  November,  1847.     Surpeon,  18  April,  1861.    Medical  In» 
tor,  3  March,  1871.     Retired  list,  5  July,  1872. 

Ijowe,  Edward  S. 

Mate.    Appointment  revoked  (Sick.)  18  May,  1863.    Mate,  19  November,  J 
Acting  Ensign,  15  December,  1863.    Acting  Master,  8  April,  1865.    Ap; 
ment  revoked  7  July,  1865. 

liowe,  Enoch. 

Midshipman,  1  September,  1811.    Died  15  August,  1817. 
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ire,  Frank. 

Hate,  1  October,  1862.    Dismissed  8  July,  1868. 

ire9  John. 

Third  Assistant  Engineer,  12  August,  1861.  Second  Assistant  Engineer,  21  April, 
1868.    First  Assistant  Engineer,  11  October,  1866. 

ire,  John  !«• 

Acting  Second  Assistant  Engineer,  21  March,  1864.  Honorably  discharged 
22  December,  1865. 

•re,  TIncent. 

Master,  20  March,  1818.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 

•re«  WUliam. 

Master,  19  November,  1812.    Lieutenant,  0  December,  1814.    Died  2  May,  1826. 

•rell,  Abner  J. 

Acting  Ensign,  7  August,  1863.     Honorably  discharged  20  August,  1805. 

•rell)  George  B. 

Acting  Ensign,  17  November,  1864.    Honorably  discharged  27  September,  1865. 

well,  John  B, 

Acting  Second  Assistant  Engineer,  8  December,  1861.  Acting  First  Assistant 
Engineer,  12  November,  1863.    Honorably  discharged  24  August,  1865. 

well,  Bicliard. 

Carpenter,  date  not  known.    Died  in  November,  1824. 

wndes,  Christopher. 

Midshipman,  1  January,  1817.    Died  in  1822. 

wndes,  €•  G. 

Acting  Assistant  Paymaster,  6  August,  1862.    Mustered  out  21  November,  1865. 

^wndes,  Charles. 

Midshipman,  18  March,  1815.  Lieutenant,  18  January,  1825.  Commander, 
8  September,  1841.  Captain,  14  September,  1855.  Retired  list,  21  December, 
1861.    Commodore  on  Retired  list,  10  July,  1862. 

»wndee,  Charles. 

Assistant  Surgeon,  5  December,  1857.     Dismissed  7  May,  1861. 

^wndes,  RIehard  H. 

Midshipman,  25  June,  1831.  Passed  Midshipman,  15  June,  1887.  Resigned 
18  June,  1841. 

Wry,  Francis. 

Midshipman,  8  August,  1831.  Passed  Midshipman,  28  June,  1888.  Lieutenant, 
4  July,  1843.  Reserved  list,  13  September,  1855.  Captain  on  Retired  list, 
4  April,  1867. 

^ry,  Henry  M. 

Carpenter,  26  March,  1847.     Died  17  May,  1868. 

^ry*  Morrow  BI. 

Alate,  10  April,  1863.     Resigned  11  June,  1863. 

^ry.  Morrow  P. 

Acting  Assistant  Paymaster,  25  June,  1864.     Mustered  out  8  October,  1865. 

^ry*  Oswln  W. 

]Midshipman,  25  June,  1868.  Graduated,  1  June,  1872.  Ensign,  15  July,  1873. 
Master,  26  April,  1878 

%ry,  Philip  W. 

Acting  Midshipman,  22  September,  1859.  Ensign,  16  September  18(52.  Died 
12  February,  1860. 

9wrj^  Relgart  B. 

^lidshipman,  31  January,  1840.  Ptwsed  Midshipman,  11  July,  1846.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Cemmander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  2  November,  1871.  Com- 
modore, 1  April,  1880.    Died  25  November,  1880. 
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ojrall,  Benjamin  P. 

Midbbi])inan,  6  March,  1849.  Passed  M 'dshipman,  12  June,  1855.  Matter, 
16  September,   1855.     Lieutenant,  28  January,  1856.    DiBmiseed   5  October^ 

1861. 

Loyd,  John. 

Acting  Third  Assistant  Engineer,  24  September,  1861.  Acting  Second  Aasislaiit 
Engineer,  SO  March,  1868.  Acting  First  Assistant  En^neer,  20  October*  1868. 
Appointment    revoked  7  December,  1863.     Acting  First  Assistant  Bngineer, 

8  March,  18(^1.    Honorably  discharged  27  September,  1867. 

Ijozier*  £clward. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  5  No- 
vember, 1865. 

I^ozior,  George  T. 

Sailmaker,  80  October,  1840.    Retired  list,  11  May,  1874.    Died  17  August,  1878. 

Ijnbbe,  Charles  Bethel. 

Cadet  Encriiieer,  Naval  Academy,  15  September,  1875.    Graduated  10  June,  1879    ^j- 
Drowned  4  August,  1879.  • 

I^neas,  James  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.    Honorably  discharged  11^^    »j 
June,  1865.  ' 

Ijueas,  James  B. 

Acting  Third  Assistant  Engineer,  19  August,  1868.  Appointment  reroked  (Sick,^  i 
6  < )( tober,  1864.  Acting  Third  Assistant  Engineer,  8  October,  1864.  Honorabl^^^ 
discharged  19  June,  1865. 

liUee,  Hiram  C. 

Mute,  12  December,  1862.    Appointment  revoked  19  January,  1868. 

linee,  Presbnry  N. 

Acting  Ensign,  21  September,  1864.    Honorably  discharged  80  September,  186S. 

I^nee,  Shnbael  H. 

Mate  8  January,  1862.    Acting  Ensign,  17  September,  1862.    Acting  Matter.      S 
November,  1804.     Honorably  discharged  22  August,  1805.    Acting  Kast^r, 

9  April,  1866.    Discharged  14  May,  1867. 

liuee,  Stephen  B. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847     Mast' 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant- ComnuukL 

16  July,  1862.    Commander,  25  July,  1866.    Captain,  28  Decemlier,  1872. 

Iinee^  IVilliam. 

Second  Assistant  Engineer,  24  May,  1843.    Disrated  to  Third  Assistant  Engi 
28  July,  1845.     Resigned  29  May,  1847. 

Iiuek,  John  T. 

Assistant  Surgeon,  24  January,  1862.    Resigned  23  June,  1868. 

Iioeketty  Alexis. 

Master,  16  December,  1812.     Died  27  August,  1821. 

Iioekett,  James  HI. 

Midshipman,  17  December,  1810.     Resigned  15  June,  1819. 

IdOdlow,  Abraham. 

Lieutenant,  1  October,  1799.     Discharged  8  July,  1801,  under  Peace  EstabH 
ment  Act. 

liOdlow,  Albert  S. 

Mate,  18  February,  1864.     Acting  Ensign,  31  July,  1865.     Honorably  iliscliai- 
20  July,  1»6«. 
liOdlow,  Angnstns  €. 

Mi<lshipman,  2  April,  1804.     Lieutenant,  3  June,  1810.     Diwl  of  wounds  rcce"a 
in  action,  1  June,  1818. 

"'— iiow,  Charles. 

«o  November,  1798.     Lieutenant,  22  April,  1802.     Resigneil  j4 
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gust,  1811.    Re-apx>ointed  Lieutenant,  10  September,  1811.    Commander,  24  De- 
cember, 1811.    Resigned  1  May,  ISVS. 

indlow,  Francis  !<• 

Midshipman,  24  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1872. 
Retired  list,  20  November,  1877. 

^3Liidlow9  James  H. 

Midshipman,  15  November,  1809.    Resigned  0  ITovember,  1818. 

X«iidlow,  James  H. 

Midshipman,  19  May,  1819.    Resigned  23  May,  1819. 

Indlow,  Ntcoll. 

Actinff  Midshipman,  28  October,  1859.  Ensign,  1  October,  1868.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Xiiidlow,  Robert;  €• 

Purser,  25  April,  1812.     Died  15  May,  1826. 

JLndlow,  W.  B. 

Midshipman,  1  May,  1827.  Passed  Midshipman,  10  June,  1888.  Lieutenant, 
8  December,  1888.    Died  29  November,  1839. 

JLnTborongta,  A.  W. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
15  March,  1816. 

liQlce,  John  Ia. 

Midshipman,  4  March,  1819.    Cashiered  12  March,  1821. 

liiill,  Edward  P. 

Acting  Midshipman,  7  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  80  October, 
1860.    Lieutenant-Commander,  16  July,  1802.    Commander,  10  June,  1870. 

I.1IU,  J.  K. 

Mate,  10  March,  1868.    Resigned  25  November,  1864. 

liiim,  Joseph. 

Gunner,  date  not  known.    Discharged  20  May,  1824. 

Xumpkins,  €feorge  W. 

Acting  First  Assistant  Engineer,  9  May,  1864.  Appointment  revoked  (Sick,) 
14  March,  1865. 

Xmnsdeii,  George  P. 

Assistant  Surgeon,  2  November,  1876. 

^andl,  €feorge« 

Acting  Master,  12  August,  1861.    Resigned  11  February,  1802. 

tiidt,  Henry. 

Acting  Assistant  Paymaster,  31  August,  1864.     Mustered  out  2  September,  1865. 

^^■ndi,  w.  c. 

Acting  Master,  26  August,  1861.    Resigned  17  December,  1864. 

^^^^coitib,  Charles  P. 

Mate,  8  January,  1863.    Resigned  8  March,  1865. 

■^^%«onib,  John  W. 

Acting  Ensign,  19  August,  1803.    Honorably  discharged  14  January,  1866. 

'^l£,  Andrew. 

Acting  Third  Assistant  Engineer,  7  January,  1803.    Honorably  discharged  81  Oc- 
tober, 1865. 

*^^t.lier,  diaries. 

Acting  Third  Assistant  Engineer,  9  March,  1805.     Honorably  discharged  22  Sep- 
tember, 1865. 

"*^^^lier,  €(eorge  H. 

Acting  Third  Assistant  Engineer,  12  March,  1863.    Acting  Second  Assistant  En- 
gineer, 25  July,  1864.    Honorably  discharged  18  January,  1866. 
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liOtton,  Morion. 

Acting  Third  Assistant  Engineer,  2G  July,  1864.    Honorably  discbaiged  10  Jolj, 
1866. 

liyddon,  H  llliam. 

Mate,  21  October,  1861.    Acting  Ensign,  6  September,  1862.    Appointment  leroked 
5  June,  1865. 

!Lyde,  IV'athaniol. 

Purser,  25  April,  1812.     Died  7  July,  1828. 

lijeth,  riUnton  H. 

Midshipman,  26  June,  186S.    Graduated  1  June,  1872.    Ensign,  15  Jul;,  1873. 
Master,  2  February,  1878. 

Iiyman,  Charles  H. 

Midshipman,  28  July,  1866.     Graduated  7  June,  1870.    Ensign,  18  July,  1871- 
Master,  24  October,  1874. 

Iijrinan,  Gad. 

Acting  First  Assistant  Engineer,  25  August,  1864.    Honorably  dischaiged  30  Jii>>^ 
1865. 

liyman,  James  R. 

Midshipman,  16  July,  1814.    Last  appearance  on  Records  of  Nayy  Deptrtm^^ 

1819. 

lijman,  John. 

Acting  Third  Assistant  Engineer,  4  September,  1861.    Resigned  18  January,  1^^ 

Ijyiiian,  William  €• 

Assistant  Surgeon,  24  June,  1861.     Resigned  8  December,  1865. 

liynch,  A.  M. 

Assistant  Surgeon,  12  October,  1850.    Resigned  14  January,  1861. 

JLynoh,  Bernard  S. 

Mate.    Dismissed  13  February,  1862. 

liyneli,  Domtnlck. 

Midshipman,  2  February,  1820.    Passed  Midshipman,  8  July,  1885.    Lleateoi 
8  September,  1841.    Reserved  list,  13  September,  1855.    Commander  on 
list,  21  July,  1861.    Captain  on  Retired  list,  4  April,  1867.    Captain  on  AcC 
list,  20  January,  1871.    Retired  list,  80  January,  1872. 

£yneta,  Dominiek  H. 

Midshipman,  6  November,  1846.     Dismissed  12  June,  1851. 

£yn<*ta.  Green. 

Midshipman,  16  January,  1800.    Died  in  September,  1817. 

Xiyneli,  John  P. 

Purser,  8  January,  1801.    Discharged  8  July,  1801,  under  Peace  Efltabliahns.' 
Act. 

^yneh,  John. 

Mate,  7  January,  1862.    Killed  13  October,  1862. 

Iiyneta,  Nieholaei. 

Sailmaker,  8  June,  1861. 

I^yneta,  Patriek. 

Gunner,  15  August,  1877. 

liyneh,  Robert. 

Mate,  17  April,  1866.    Appointment  revoked  12  June,  1866. 

liynch,  Thomas. 

Third  Assistant  Engineer,  12  August,  1861.    Second  Assistant  Engineer,  31  ^S'*^ 
1863.    Resigned  21  June,  1800. 

liyneh,  Thomas  £• 

Acting  Third  Assistant  Engineer,  13  October,  1862.     Acting  Second 
Engineer,  1  April,  1865.    Honorably  discharged  28  SeptemMTy  1809. 
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K'jriieli,  William  F. 

MidsliipmaD,  26  January,  1819.    Lieutenant,  17  May,  1828.    Commander,  5  Sep- 
tember, 1849.    Captain,  2  April,  1856.    Resigned  21  April,  1861. 

^yneli,  Urilliam  F.,  Jr, 

Third  Asaistant  Engineer,  20  February,  1847.    Dismissed  5  February,  1852. 

^ff^yne^  lieonard  H. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  7  October, 
1857. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  May,  1820.  Lieutenant, 
18  July,  1882.    Drowned  30  April,  1841. 

:*^yiie,  William  H. 

Midshipman,  5  June,  1848.    Resigned  16  October,  1849. 

^S^^yniCv  Beniiis. 

Acting  Third  Assistant  Engineer,  30  May,  1863.    Resigned  5  April,  1865. 

^^ynii,  John  Mm 

AsBiBtant  Surgeon,  24  July,  1813.    Resigned  5  September,  1814. 

^^J^on^  Amos  BI* 

Mate,  22  October,  1861.    Resigned  27  April,  1865. 

on,  Aagnstns  J. 

Mate,  28  December,  1861.    Resigned  16  April,  1864. 

^^n,  George  A« 

Asaistant  Paymaster,  11  June,  1862.    Paymaster,  23  January,  1866. 

^^n,  Henry  W. 

Midshipman,  7  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

^^n,,  James. 

Acting  Second  Assistant  Engineer,  24  August,  1862.    Dismissed  7  January,  1868. 

^n,  John. 

Purser,  17  February,  1807.    Last  appearance  on  Records  of  Navy  Department. 

^ii9,  Jobn  W. 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Honorably  discharged  11 
December,  1865.  Acting  Third  Assistant  Engineer,  25  June,  1866.  Mustered 
out  2  October,  1868. 

^'  i-ntlier  M. 

pif^t  Surgeon,  19  October,  1861.     Surgeon,  6  August,  1870.    Retired  list, 
^^        -*^®cember,  1871.    Died  7  May,  1874. 

4cti^5^*well. 

ve»»T$  *  ^ird  Assistant  Engineer,  22  April,  1863.    Honorably  discharged  1   No- 
LyoDA    *  ^  September,  1863.     Resigned  30  June,  1865. 

Actiijj/55^miel. 

Ao^-i^^"*^  Assistant  Engineer,  6  July,  1863.    Appointment  revoked  (Sick,)  12 
^  ^Sv   T  ^^^  Assistant  Engineer,  3  November,  1869.     Appointment  revoked 

Lj^^&^*  X  a  February,  1842.    Resigned  30  August,  1843. 

Actinj?  Tl-^s  ^7»  '''*• 
vember      ^^  Assistant  Engineer,  18  April,  1864.    Honorably  discharged  9  No- 

Acting  Tli  ^  J-LJ^**^^ 

yember     -1        Assistant  Engineer,  25  March,  1864.    Honorably  discharged  16  No- 
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I^jrons,  Richard. 

Mate,  11  May,  1864.    Appointment  revoked  13  December,  18C5. 

I^yons,  Timothy  A. 

Acting  Midshipman,  2  January,  1862.  Graduated  September,  1865.  Eiuigii, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1809. 
Lieutenant-Commander,  16  December,  1879. 

I^yonn,  H'llUam  R. 

Mate,  30  June,  1863.    Resigned  30  May,  1865. 

I^ytlle,  Robert  £• 

Acting  Master,  26  August,  1861.    Dismissed  16  October,  1861. 

I^ytlle,  Robert  S. 

Acting  Third  Assistant  Engineer,  1 0  April,  1 864.  Honorably  dischaised  23  Xaick. 
1866. 

Blabee,  George  J.  W.,  Jr* 

Mate,  8  May,  1864.  Acting  Ensign,  25  August,  1864.  Honorably  diichaiged 
16  September,  1865. 

Bfaoabum,  John* 

Acting  Third  Assistant  Engineer,  10  October,  1863.  Honorably  diicbargcd 
21  September,  1865. 

Blaeay,  James. 

Midshipman,  25  August,  1800.    Resigned  18  November,  1803. 

Haeoarty,  Georjse  ilf •  I^. 

Third  Assistant  Engineer,  8  July,  1861.  Second  Assistant  Ensrineer,  ISDecemlxr, 
1863.     First  Assistant  Engineer,  30  January,  1865.     In  ser>-ice. 

Haeeonn,  Robert  T. 

Assistant  Surgeon,  27  November,  1844.  Passed  Assistant  Surgeon,  4  Fdmnrj, 
1851.  Surgeon,  21  September,  1858.  Medical  Inspector,  8  March,  1S7L 
Medical  Director,  7  November,  1872.    Retired  list,  19  April,  1879. 

Haedaniel,  Albert. 

Midshipman,  27  August,  1823.    Resigned  9  May,  1831. 

Maedearmld,  John. 

Acting  Master,  24  May,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
1  August,  1862.  Acting  Volunteer  Lieutenant-Commander,  3  March,  1865. 
Honorably  discharged  28  October,  1866. 

Haedonald,  James  P. 

Acting  Third  Assistant  Engineer,  6  January,  1865.  Honorably  diicbiiged 
15  May,  1869. 

Haedonongh,  Thomas. 

Midshipman,  5  February,  1800.  Lieutenant,  6  Februarv,  1807.  Conmunder. 
24  July,  1813.     Captain,  11  September,  1814.     Died  10  November,  1825. 

Maefarlane,  £dward  O. 

Midshipman,  3  October,  1864.    Graduated  June,  1869.    Resigned  ^Sl  October, 

1871. 

llaoforlane,  John. 

Carpenter,  3  October,  1861. 

HaeheHuey,  William. 

Midshipman,  1  September,  1811.    Dismissed  13  April.  1818. 

Maehette,  Henry  €• 

Acting  Assistant  Paymaster.  16  April,  1804.  Mustered  out  4  MaTck  IMI 
Assistant  Paymaster,  27  February,  1807.  Passed  Assistant  Pavmaster,  26  Feb- 
ruary, 1869. 

Haelntlre,  Benjamin  F. 

Mate,  6  January,  1863.  Acting  Ensign,  31  August,  1863.  Appointment  reroked 
^Sick,)  19  January,  1865 
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ladntjrre,  "L.  C. 

Acting  Master,  6  April,  1862.    Honorably  discharged  18  December,  1865 

lack,  Alexander. 

Boatswain,  5  June,  1872. 

lack,  DaTld. 

Assistant  Surgeon,  26  October,  1863.    Resigned  12  May,  1870. 

lack,  Eugene. 

Acting  Third  Assistant  Engineer,  24  NoviMnlid*.  I^MS.  Acting  Second  Assistant 
Engineer,  28  October,  1804.    Appointment  revoked  22  January,  1860. 

lack,  £ugene. 

Gunner,  10  September,  1849. 

lack,  Ilenry  S. 

Acting   Third    Assistant  Engineer,   19    October,  1864.    Honorably  discharged 

7  July,  1865. 

lack,  Jeremiah. 

Gunner,  30  December,  1841.     Died  17  December,  1842. 

lack,  John. 

Mate,  80  November,  1864.    Appointment  revoked  9  June,  1868 

lack,  William  J. 

Acting  Third  Assistant  Engineer,  22  March,  1804.  Honorably  discharged  11 
January,  1866. 

Eackall,  Richard. 

Midshipman,  1  January,  1812.    Resigned  12  May,  1823. 

Eackay,  D.  H. 

Midshipman,  16  April,  1813.  Lieutenant,  13  January,  1825.  Lost  in  the  ^^JlarnfC 
10  September,  1829. 

[ackay,  Donald  S. 

Mate,  21  October,  1861.    Dismissed  1  September,  1862. 

lackenzle,  Alexander* 

Acting  Assistant  Surgeon,  21  November,  1863.  Honorably  discharged  18  Decem- 
ber, 1866. 

[ackensEle,  Alexander  S. 

Midshipman,   1   January,   1815.      Lieutenant,    13  January,   1825.      Commander, 

8  September,  1841.    Died  13  September,  1«48 

[ackenzle,  Alexander  H. 

Acting  Midshipman,  29  September,  1855.  Midshipman,  9  June,  1859.  Lieuten- 
ant, 31  August,  1861.  Lieutenant-Commander,  29  July,  1865.  Killed  in 
Battle,  13  June,  1867. 

[ackenzle,  Morris  R.  8. 

Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1876 

lackle,  Adam. 

Assistant  Surgeon,  18  October,  1870.    Died  1  July,  1873. 

[ackle,  Benjamin 

Assistant  Surgeon,  21  April,  1869.     Surgeon,  20  August,  1879. 

[ackle,  J.  H. 

Acting  Assistant  Surgeon,  17  May,  1861.     Resigned  28  February,  1862. 

[ackle,  John  P. 

Midshipman,  5  December,  1798.  Resigned  13  May,  1799.  Midshipman,  31 
May,  1799.    Warrant  returned  24  August,  1799. 

[ackle,  J.  Walter. 

Mate,  21  December,  1861.    Appointment  revoked  (Sick,)  11  March,  186-t 

[aclay,  William  W. 

Acting  Midshipman,  4  October,  1860.    Ensign,  28  May,  1863.     Master,  10  Novem- 
ber, 1865.    Lieutenant,  10  Novemberi  1866.    Lieutenant-Commander,  12  March, 
1868.    Resigned  13  October,  1871 
29 
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Maclean,  Archibald. 

Midshipman,  1  November,  1828.     Resigned  19  January,  1880. 
Hacliaartn,  B.  R. 

Acting  Ensign,  10  September,  1863.    Dismissed  1  October,  1864. 
BfaCiHahon,  John. 

Acting  Assistant  Paymaster,  11  November,  1864.  Assistant  Paymaster,  28  July* 
1866.  Passed  Assistant  Paymaster,  11  December,  1867.  Paymaster,  17  Septem- 
ter,  1877. 

Hacomby  A.  W. 

Master,  25  July,  1818.    Jlesigoed  10  May,  1826. 

Macomby  DaTid  B. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  21  Sep- 
tember, 1860.    In  service. 

Bfacomb,  £dward. 

Acting  Assistant  Surgeon,  25  February,  1865.  Honorably  dischaiged  8  NoYember. 
1865. 

Macomb,  F.  A.  If. 

Midshipman,  14  March,  1833.    Resigned  0  April,  1888. 

Bfacomb,  S.  G. 

Carpenter,  25  January,  1838.    Resigned  18  January,  1889. 

Macomb,  William  H. 

Midshipman,  10  April,  1834.  Passed  Midshipman,  16  July,  1840.  Lientenaot^ 
27  February,  1847.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Com- 
modore, 1  July,  1870.    Died  12  August,  1872. 

Macombc,  Ifehemiah. 

Master,  15  May,  1799.    Resigned  4  August,  1800. 

Macomber,  George. 

Midshipman,  1  May,  1828.     Died  8  October,  1834. 

Macomber,  R.  P. 

Assistant  Surgeon,  13  July,  1824.    Surgeon,  4  December,  1828.    Died  16  June. 
1881. 

MaconMber,  S.  P« 

Midshipman,  20  Jane,  1806.     Lieutenant,  4  March,  1818.    Drowned  6  Ifsrch, 
1820. 

Macrae,  John. 

Midshipman,  17  December,  1810.    Resigned  25  January,  1812. 

Macready,  €•  S.,  Jr. 

Mate,  18  November,  1861.    Resigned  3  April,  1862. 

Macy,  Gilbert  D. 

Sailmaker,  29  June,  1867. 

Macy,  Henry  G. 

Acting  Ensign,  17  December,  1862.  Acting  Master,  16  December,  1864.  'Bott^ 
12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  iWtt 
Died  1  December,  1872. 

Madden,  William. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Honorably  discbirgeo 
30  May,  1867. 

Maddocks,  W.  D. 

Acting  Ensign,  18  July,  1863.  Acting  Master,  2  October,  1865.  Honorably  ottr 
charged  6  June,  1868. 

Maddox,  Joshua. 

Master,  4  August,  1807.    Appointment  revoked  2  May,  1809. 

Madigan,  John. 

Midshipman,  19  February,  1840.  PuBsed  Midshipman,  11  July,  1846.  Ma*"'* 
1  March,  1855.    Dropped  13  September,  1855.     LitMitenaut,  Active  list,  14  Sfp* 
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tember,  1855.    Lieutenant-Commander,  10  July,  1862.    Commander,  22  Septem- 
ber, 1855.    Died  22  October,  1870. 

Bladlsony  J«  H.  iff. 

Midshipman,  28  December,  1837.    Resigned  4  November,  1842. 
Bfadtson,  John  R, 

Midshipman,  28  June,  1804.     Lieutenant,  24  July,  1813.    Lost  in  the  **  Lynx:' 
HadlBoii,  William  F. 

Midshipman,  16  January,  1809.    Died  16  July,  1812. 

Haffit,  John  If. 

Midshipman,  25  February,  1832.  Passed  Midshipman,  23  June,  1888.  Lieuten- 
ant, 25  June,  1848.  Reserved  list,  14  September,  1855.  Lieutenant  on  Active 
list,  25  June,  1843.    Resigned  2  May,  1861. 

Maffit,  Sanmel. 

Purser,  25  April,  1812.    Last  appearance  on  Records  of  Navy  Department    Dead. 

Haffit,  William  H. 

Midshipman,  30  May,  1846.    Dismissed  12  June,  1851. 

Hagar,  Benjamin  S. 

Acting  Master,  20  August,  1861.  Disrated  to  Acting  Ensign,  9  April,  1868. 
Actmg  Master,  28  August,  1863.    Honorably  discharged  1  October,  1865. 

Magaw,  8amael. 

Midshipman,  23  November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  10  October,  1866.    Retired  list,  29  October,  1868. 

Hagaw,  William  P. 

Acting  Third  Assistant  Engineer,  2  December,  1861.  Acting  Second  Assistant 
Engineer,  24  October,  1862.    Dismissed  22  July,  1865. 

Blagee,  Alexander. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  16  Feb- 
ruary, 1867. 

Hagee,  £dward  A. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1868.    First  Assistant  Engineer,  1  January,  1808.    In  service. 

Magee,  George  W. 

Third  Assistant  Engineer,  4  April,  1861.  Resigned  30  March,  1863.  Restored 
1  June,  1863,  as  Third  Assistant  Engineer  from  4  April,  1861.  Second  Assistant 
Engineer,  16  January,  1863.  First  Assistant  Engineer,  1  December,  1864.  Chief 
Engineer,  11  June,  1876.    In  Service. 

Ilagee9  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Appointment  revoked 
(Sick,)  6  October,  1864. 

Hager,  jVleholas. 

Carpenter,  9  July,  1847.    Retired  list,  9  November,  1871. 

Hager,  Philip  T. 

Carpenter,  15  November,  1873. 

Haghu,  John. 

Mate.    Dismissed  28  November,  1862. 

Hagle,  Theodore  B. 

Mate,  80  December,  1861.    Resigned  29  May,  1862. 

Ulaglll,  Bernard. 

Mate,  13  October,  18G3.  Acting  Ensign,  good  conduct,  7  April,  1864.  Honorably 
discharged  5  December,  1865. 

^Klaglll,  B.  T. 

Assistant  Surgeon,  7  March,  1838.    Died  at  Sea  in  1841. 

SLaglll,  James. 

Carpenter,  2  April,  1842.    Died  14  April,  1848. 
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Magone^  £•  A. 

Acting  Ensign,  15  Anjrust,  18^2.    Acting  Master,  12  August,  1864.    Honorablv 
discharged  19  September,  1865. 

Mai^ath,  llamphroy. 

Midshipman,  1  January,  1800.    Master,  9  Mav,  1803.    Lieutenant,  8  Febmarr, 
1809.    Purser,  25  April,  1812.    Resigned  4  June,  1814. 

Magruder,  Alexander  F. 

Assistunt  Surgeon,  21  April,  1871. 

Haicrnder,  Charles  B. 

Mate,  3  August,  1866.    Gunner,  26  August,  1870. 

Haffruder,  Georice  A. 

Midshipman,  1  January,  1817.    Lieutenant,  28  April,  1826.    Commander,  14  Feb- 
ruary, 1843.    Captain,  14  September,  1855.    Dismissed  22  April,  1861. 
Blagrnder,  T«  €• 

Midshipman,  2  April,  1804.    Resigned  22  January,  1812. 
Blai^nder,  ThomaH  W. 

Midshipman,  2  February,  1829.     Died  4  July,  1835. 

Maflrrader,  T.  W. 

Midshipman,  18  May,  1809.    Lieutenant,  9  December,  1814.    Last  appearaDce  on 
Records  of  Navy  Department,  1816.    Franklin,  74. 

Mag^ne^  James  S. 

Acting  Master,  14  August,  1861.  Acting  Volunteer  Lieutenant,  17  August,  1864. 
Honorably  discharged  29  November,  1865. 

Hahan,  Alfred  T. 

Acting  Midshipman,  30  September,  1 856.  Midshipman,  9  June,  1 859.  Licntenaot, 
31  August,  1861.  Tiicutenant-Commander,  7  June,  1865.  Commander,  20  No- 
vember, 1872. 

Mahan,  Dennis  n. 

Midshipman,  20  July,  1865.    Graduated  June,  1869.        Ensign,  12  July,  18TO. 
Master,  14  February,  1873.    Lieutenant,  21  September,  1877. 

Mahan,  William. 

Acting  Third  Assistant  Engineer,  7  February.  1862.    Acting  Second 
Engineer,  8  October,  1863.    Honorably  discharged  20  February,  1866. 

Hahon,  DaTid. 

Assistant  Surgeon,  28  March,  1820.     Resigned  27  November,  1823. 

Mahon,  Thomas  D. 

Midshipman,  10  September,  1841.    Dismissed  28  December,  1843. 

Mahoney,  Charles. 

Gunner,  6  September,  1839.    Discharged  7  November,  1840. 

Kahoney,  Keen  II.  A. 

Acting  Carpenter,  8  January,  1881. 

Mahoney,  Michael. 

Midshipman,  80  November,  1814.    Last  appearance  on  Records  of  Navy 
ment,  1821.    Navy  Yard,  Portsmouth,  New  Hampshire. 

Mahoney,  Samuel. 

Boatswain,  2  March,  1848.    Resigned  30  September,  1848. 

Mahony,  William  191. 

Sailmaker,  15  November,  1850.    Dismissed  8  June,  1861. 

Males,  William  M. 

Mate,  6  August,  1861.    Acting  Master,  26  May,  1862.    Acting  Volunteer  Lieut 

ant,  6  April,  1865.     Honorably  discharged   15   May,  1866.     Acting  ilas'^*^" 
28  April,  1867.    Resigned  16  July,  1868. 

Main,  Hersehel* 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  OctoV^^^* 
1866.    Third  Assistant  Engineer,  2  June,  1868.     Second  Assistant  Engim* 
2  June,  1869.     Passed  Assistant  Engineer,  20  November,  1874. 
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Maine,  Wtlltam  A. 

Acting  Master,  27  February,  1862.     Honorably  discliarged  21  January,  1806. 

Hairs,  John. 

Assistant  Snrgeon,  10  December,  1814.    Last  appearance  on  Records  of  Navy 
partment,  1815.    New  York. 

Maltland,  Edward  J. 

Acting  Ensign,  80  December,  1864.    Honorably  discharged  22  October,  1868. 

Major,  Daniel  G. 

Acting  Master,  27  July,  1861.    Resigned  17  April,  1863. 

Miyor,  James* 

Professor,  12  November,  1844.    Resigned  3  September,  1859. 

Maklns,  George  B. 

Acting  Tbird  Assistant  Engineer,  20  May,  1864.    Honorably  discharged  16  Aug 
1865. 

Malbon,  Thomas  J. 

Acting  Second  Assistant  Engineer,  22  June,  1868.     Acting  First  Assistant  Ei 
neer,  8  May,  1864.    Honorably  discharged  1  December,  1865. 

Malbone,  W.  F. 

Master,  4  April,  1814.    Died  6  October,  1826. 

Maleomb,  James  R. 

Acting  Master,  9  October,  1861.    Appointment  revoked  7  March,  1862. 

Maley,  Patriek  J. 

Acting  Assistant  Surgeon,  1  October,  1862    Resigned  24  November,  1862. 

Haley,  William. 

Lieutenant,  1  August,  1709.    Resigned  12  November,  1800. 

Mallaby^  Francis. 

Master,  not  in  line  of  promotion,  8  July,  1813.    Reserved  list,  13  September,  1( 

Mallam,  John. 

Acting  Assistant  Surgeon,  8  March,  1865.    Honorably  discharged  25  Septcml 
1865. 

Mallard,  William  M, 

Acting  Master,  21  January,  1862.    Honorably  discharged  27  May,  1867. 

Hallary,  Francis. 

Midshipman,  1  May,  1822.    Resigned  17  January,  1826. 

Hallett,  E.  B. 

Acting  Master,  29  October,  1861.    Honorably  discharged  14  September,  1865. 

Hallett,  George  F. 

Assistant  Naval  Constructor,  22  January,  1872. 

Mallon,  John  H. 

Mate,  2  January,  1868.    Appointment  revoked  26  December,  1865. 

Mallory,  John  S. 

Acting  Assistant  Paymaster,  9  March,  1863.    Resigned  1  April,  1864. 

Malloryy  StCTcnson  B. 

Midshipman,  12  June,  1872.    Graduated  20  June,  1876.     Died  14  November,  18 

Halloy,  Charles  P. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Appointment  revoked  17  Ju 
1865. 

Maloney  John  D. 

Acting  ABsistant  Surgeon,  20  October,  1864.    Honorably  discharged  2  May,  IS 

Halone,  H.  B. 

Assistant  Surgeon.  11  August,  1826.    Surgeon,  14  April,  1881.    Resigned  20  S 
tember,  1831.    Surgeon,  17  May,  1832.    Resigned  10  April,  1834. 

Haloney,  Patriek. 

Acting  Third  Assistant   Engineer,  9  February,   1864.      Honorably   discbarj 
27  October,  1865. 
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Maloon,  Solon  S. 

Carpenter,  16  November,  1875. 

Manchester,  Albert  A. 

Acting  Third  Assistant  Engineer,  G  March,  1865.    Honorably  diBcharged  5  April. 
1866. 

Blandell,  Angnst  H. 

Mate,  1862.    Acting  Ensign,  4  March,  1864.    Resigaed  (Sick,)  18  March,  I860. 

Blandell,  John  T« 

Acting  Ensign,  10  September,   1862.    Appointment  revoked  (Sick,)  7  Octolier, 
1868. 

Mankins,  John. 

Sailmaker,  17  February,  1809.    Last  appearance  on  Records  of  Navy  Departnieo; 
1815.    Furloughed. 

Manley,  nenrjr  ]>e]I. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Ifaster. 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commftndfl', 
25  July,  1866.    Commander,  5  April,  1874. 

ManloTe,  DaTid. 

Master,  24  May,  1814.  Last  appearance  on  Records  of  Navy  Dcpartmeot,  1815. 
Philadelphia. 

Mann,  Allen  A. 

Mate,  8  September,  1868.    Honorably  discharged  23  August,  1865. 

Kann,  Albert  !<• 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  En- 
gineer, 18  May,  1863.    Resigned,  5  June,  1865. 

Hann,  George. 

Midshipman,  15  June,  1801.  Lieutenant,  26  March,  1809.  Resigned  1  October, 
1811. 

Mann  9  G^eorge  R. 

Acting  Assistant  Surgeon,  21  September,  1861.    Died  20  August,  1804 

Hann,  I«eTl  S. 

Mate,  27  August,  1862.     Resigned  21  August,  1863. 

Hann,  W.  H. 

Midshipman,  15  November,  1809.    Resigned  19  August,  1811. 

Mann,  li'tllfam  A. 

Acting  Assistant  Paymaster,  20  August,  1862.    Mustered  out  1  January,  18<^^* 

Mann,  William  M.  ^^l 

Mate,  25  July,  1863.    Resigned  12  April,  1864.    Acting  Ensign,  9  Auga^^  ^^^ 
Appointment  revoked  30  August,  1864. 

Manney,  Menry  N.  mui(^^ 

Midshipman,  24  September,  1861.    Graduated  June,  1866.     Ensign,  13    -*'*^^ 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Manning,  Charles  £• 

Cadet  Engineer,  14  September,  1876.    Graduated  10  June,  1880. 

ManniniCf  Cliairles  H.  ^^  ^ 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engi^^*" 
July,  1866.    First  Assistant  Engineer,  26  October,  1872. 

Manning,  £dward«  1^  ais- 

Mate,  16  February,  1864.    Acting  Ensign,   18   August,  1864.     Honor^^-^71^  out 
charged  14  October,  1865.     Acting  Ensign,  4  August,  1866.     Must^ 
15  August,  1867. 

Manning,  £dward  S. 

Midshipman,  9  November,  1813.     Resigned  24  November,  1814. 

Manning,  Edward  W.  ^  jontf^ 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,    ^^ 
1855.    First  Assistant  Engineer,'^21  July,  1858.    Dismissed  6  May,  IbQX  -^ 


• 
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Mapeci,  Daniel  T. 

Third  Assistant  Engineer,  10  August,  1847.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    Resigned  21  June,  1855. 

Maples,  Charles  R. 

Acting  Third  Assistant  Engineer*  8  June,  1868.  Acting  Second  Assistant  En- 
gineer, 17  June,  1863.    Dismissed  3  May,  1864. 

Maples,  Edward  W. 

Acting  Third  Assistant  Engineer,  28  May,  1864.    Resigned  11  January,  18011 

Maples,  Isaae  B. 

Acting  Third  Assistant  Engineer,  18  December,  1861.  Resigned  14  August,  1863. 
Acting  Third  Assistant  Engineer,  13  November,  1862.  Acting  Firrt  AaisUDt 
Engineer,  14  July,  1868.    Honorably  discharged  21  February,  1866. 

Maples,  Wllttam  !<• 

Acting  Carpenter,  8  December,  1880. 

Mara,  Wtlltam. 

Acting  Third  Assistant  Engineer,  18  November,  1861.  Acting  Second  AniitaBt 
Engineer,  7  October,  1862.  Acting  First  Assistant  Engineer,  29  September, 
1864.    Honorably  discharged  3  September,  1865. 

Maratta,  James  M. 

Acting  Second  Assistant  Engineer,  31  December,  1863.  Honorably  diacbaiged 
7  September,  1865. 

Marble,  Charles  H,. 

Mate,  18  December,  1862.  Dismissed  27  May,  1863.  Mate,  24  March,  ISM. 
Dismissed  29  June,  1864. 

Marble,  Thomas  D. 

Mate,  24  July,  1863.    Honorably  discharged  5  June,  1865. 

Marburjr,  A.  II. 

Midshipman,  14  July,  1824.  Passed  Midshipman,  20  February,  1880.  Lietto- 
ant,  23  June,  1834.     Died  6  December,  1843. 

Mareelltn,  George  A. 

Midshipman,  4  June,  1801.    Lieutenant,  3  March,  1807.    Died  10  September,  1810. 

Marcelliii,  H.  F. 

Midshipman,  20  June,  1806.     Resigned  9  June,  1810. 

Mareelltn,  H.  F. 

Midshipman,  4  June,  1812.     Dismissed  by  Court-Martial,  5  March,  1814» 

Mareh«  Edward  D. 

Acting  Master,  26  February,  1862.     Resigned  11  April,  1866. 

Mareh,  J.  Howard. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  I^roPC^ 
13  September,  1855.  Lieutenant  on  Active  list,  15  September,  1855.  V^ 
21  Deceml>er,  1858. 

Marehand,  John  B. 

Midshipman,  1  May,  1828.  Passed  Midshipman,  14  June,  1834.  Lieuten*^ 
29  January,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  iS^j* 
Commodore,  25  July,  1866.  Retired  list,  27  August,  1870.  Died  13  Ap^ 
1875. 

Marehand,  Nteholas. 

Midshipman,  30  November,  1814.    Resigned  12  February,  1824. 

Marehant,  Fltjah. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department 

Marehant,  George  W. 

Mate,  6  April,  1864.    Honorably  discharged  2  September,  1866. 

Marehant,  William  B. 

Acting  Ensign,  8  April,  1804.  Appointment  revoked  (Sick.)  17  December,  1* 
Acting  Ensign,  8  February,  18G5I    Honorably  discharged  1  December,  1865- 
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Karey,  Samnel. 

Hidshipman,  16  H&rcli,  1838.     PaBsed  MidBbipman,  30  May,  1844.     Vlaater, 
SO  April,  1851.    Lieutenant,  2  April,  1853.    Died  28  January,  1863. 
■arer,  Wllllain  O. 

Puner,  1  April,  18S8.    DismiBsed  25  March,  1871. 
larden,  Frederick  A. 

Hate,  7  June,  1362.    Diamisaed  20  November,  1863. 
larfleld,  George  W. 

Acting  Third  AsBistant  Engineer,  16  July,  1388.    Honorably  discbarged  29  Octo- 
ber, lees. 
Carcomm,  D.  B. 

Hidahipman,  30  April,  1800.    Resigned  20  October,  1600. 
larln,  HattblM  C. 

HidBhipiiian,8  January,  1832.    Lieutenant,  29  March,  1844,     C'limninnrtor,  18  Oc- 
tober, 1801.    Retired  list,  15  August,  1864.     Cuptain,  Retired  list. 
Carix,  Adolph. 

Uidihipman,  26  8ept«ntber,  1864.    Graduated  June,  1868.    Master,  12  July,  18T0. 
Lieaten&ut,  24  May,  1873. 
farkbam*  Benjamin. 

Acting  Carpenter,  6  January,  1881 
larkham,  F.  P. 

Assistant  Surgeon,  10  December,  1814.    Last  appearance  on  Records  of  N:kvy 
Department,  1833.    Dead. 
larUer,  Arthnr  D. 

Acting  Assistant  Surgeon,  14  September,  1861.    Resigned  13  April,  1803. 
larkoe,  P.  J. 

Hate,  8  May,  1802.    Acting  Ensign,  14  Jannary,  1864.    Resigned  21  April,  1865. 
lark*,  A.  J. 

Hate,  38  Marcb,  1865.    Honorably  discharged  28  October,  1835. 
larks,  George  H. 

Hate,  80  December,  1862.    Acting  Ensign,  14  April,  I8G4.    Honorably  discharged 
31  August,  1865.    Hate,  36  January,  1870.    Drowned  T  Marcb,  1872. 
larks,  James. 

Acting  Master,  1  Augnst,  1861.    Appointment  revoked  10  December,  1861. 
larks,  Thomas  H. 

Acting  Enaign,  23  Angnst,  1864.    Resigned  (Sick,)  2  February,  1865. 
larler,  Albert  IT. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 
1862.     First  Asaiatant  Engineer,  II  October,  1866. 
larlejr,  John. 

Boatswain,  7  Jaoiift: ". ,  itf(i2.    Warranted  39  Augnst,  1863.    Dismissed  31  Decem- 
ber, 1865. 
tmmtlon,  Robert  A. 

Assistant  Burgeon,  14  April,  1868.    Surgeon,  3  June,  1879. 
Earmlon,  William  V. 

Acting  AseiHtant  Surgeon,  37  April,  1866.    Assistant  Surgeon,  IB  June,  1866. 
Resigned  10  January,  1871. 
Arner,  Richard. 

L>iBut«iiBat,  1  March,  1799.    Last  appearance  on  Records  of  Navy  Department. 
BTple,  Charles  R. 

Mate,  28   November,   1803.     Honorably   discharged  2   September,   1865.     Mate, 
14  August,  18C7.    Mustered  out  27  August,  1868.    Mate,  13  November,  1869. 
Appointment  revoked  9  July,  1870. 
Kryle.  David 

Crvpwter,  13  October,  1840.    Resigned  3  Octolier,  1848. 
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Blarr,  Robert  A. 

Midshipman,  29  April,  1840.    Passed  Midshipman,  11  July,  1846.    Master, SMiy, 
1 854.    Lost  in  ''  Albany;'  28  September,  1 854 . 

Marrast,  A.  B. 

Midshipman,  21  March,  1829.     Dismissed  10  December,  1830. 
llarraHt,  Aui^stns. 

Midshipman,  1  January,  1825.    Resigned  4  December,  1830. 
MarraHt,  J.  F. 

Midshipman,  29  March,  1884.    Lieutenant,  16  July,  1840.    Dismissed  by  Court- 
Martial  15  October,  1841. 

Marrow,  Henry  €• 

Acting  Third  Assistant  Engineer,  4  December,  1863.      Honorably  discharged 
15  May.  1865. 

Mars,  £dward. 

First  Assistant  Engineer,  21  September,  1861.    Resigned  11  February,  1862. 

Mars,  Philip  I.. 

First  Assistant  Engineer,  1  July,  1861.    Dismissed  2  November,  1861. 

Mars,  Robert  W. 

Acting  Tliird  Assistant  Engineer,  10  September,  1862.    Acting  Second  AwitaBt 
Engineer,  24  October,  1864.    Honorably  discharged  18  February,  1866. 

Marsden,  Charles. 

Acting  Ensign,  15  July,  1868.    Honorably  discharged  5  November,  1865. 

Marsden,  Charles. 

Acting  Ensign,  5  August,  1863.    Honorably  discharged  5  November,  1865. 

Marsh,  £dward  T.  T. 

Acting  Assistant  Surgeon,  9  February,  1864.    Honorably  discharged  29  Mifdii 
1868. 

Marsh,  Franets. 

Acting  First  Assistant  Engineer,  1   November,   1862.      Honorably  dischugtd 
15  September,  1865. 

Marsh,  Frank. 

Acting  Third  Assistant  Engineer,  16  July,  1863.    Acting  Second  Assistant  Et* 
gineer,  30  November,  1864.    Honorably  discharged  25  January,  1360. 

Marsh,  Hazard. 

Mate,  13  December,  1861.    Acting  Ensign,  18  December,  1862.    Honorably  di** 
charged  19  December,  1865. 

Marsh,  Henry,  C. 

Mate,  25  February,  1864.    Honorably  discharged  5  November,  1865. 

Marsh,  Israel. 

Acting   First  Assistant  Engineer,   12   December,   18G3.    Honorably  dischtig^ 
17  December,  1865. 

Marshall,  Benjamin. 

Acting  Assistant  Surgeon,  12  August,  1801.     Honorably  discharged  28  July,  18^ 

Marshall,  £lbert  P. 

Mate,  21  November,  1863.    Honorably  discharged  20  October,  1865. 

Marshall,  £.  Y. 

Midshipman,  1  January,  1818.    Last  appearance  on  Records  of  Navv  Departme^ 
1822.    Washington,  74. 

Marshall,  Frank. 

Mate,  12  January,  1863.    Acting  Ensign,  24  November,  1863.     Honorably  d*** 
charged  19  September,  1865. 

Marshall,  George. 

Gunner,  15  July,  1809.    Master,  19  Februarj-,  1841.    Resigned  26  August,  !&*•■ 
Gunner  from  15  July,  1809,  to  7  December,  1846.    Died  2  August,  1855. 

Marshall,  G.  J. 

Gunner,  19  March,  1841.    Died  11  November,  1847. 
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James. 

nan,  9  May,  1803.    Resigned  18  May,  1810. 
James. 

[aster,  29  June,  1863.     Resigned  14  September,  1864. 

James  I^. 

bird  Assistant  Engineer,  12  November,  1862.    Acting  Second  Assistant 
jer,  19  November,  1863.     Dismissed  5  April,  1864. 

James  W. 

nan,  1  March,  1825.     Resigned  19  May,  1826. 

John. 

\  July,  1798.    Last  appearance  on  Records  of  Navy  Department. 

John. 

aan,  1  January,  1818.    Lieutenant,  3  March,  1827.    Resigned  18  Septem- 
38. 

John. 

aan,  4  July,  1805.    Died  22  October,  1809. 

John  n. 

nsign,  18  March,  1865.    Honorably  discharged  13  May,  1865. 

John  H. 

nan,  10  May,  1820.    Lieutenant,  17  May,  1828.    Died  1  June,  1850. 

Joshna  fl[. 

ssistaut  Paymaster,  26  February,  1863.    Honorably  discharged  23  Octo- 
55. 

liOUlS  J. 

kUgust,  1864.    Honorably  discharged  28  August,  1865. 

Robert. 

nan,  21  November,  1815.    Drowned  20  March,  1822. 

Samuel. 

nan,  1  May,  1822.    Died  24  August,  1823. 

H.  R. 

Surgeon,  14  May,  1799.    Surgeon,  16  January,  1800.    Died  20  May,  1828. 

Thomas. 

Surgeon,  13  December,  1800.    Died  17  November,  1808. 

Thomas. 

late  not  known.     Died  in  August,  1822. 

Thomas  R. 

June,  1863.     Resigned  8  May,  1865. 

William  A. 

nan,  27  June,  1867.    Graduated  6  June,  1871.    Ensign,  14  July,  1872. 
,  22  April,  1875. 

II,  C.  P. 

[aster,  1  June,  1861.    Resigned  18  August,  1862. 

Maleolm  G. 

bird  Assistant  Engineer,  7  June,  1964.     Resigned  (Sick,)  21  March,  1865. 

,  Charles  F. 

sistant  Engineer,  8  December,  1862.     Resigned  (>  Septenil)er,  1805. 

p  £dward. 

istaut  Engineer,  14  August,  1861.     Resigned  4  June,  1864. 

r,  £.  II. 

.  Surgeon,  12  January,  1876. 

George  1¥. 

.ssistaut  Surgeon,  14  March,  1865.     Honorably  discharged   10  October, 

J.  J. 

i  Surgeon,  15  August,  1821.     Last  appearance  on   Records  of  Navy  De- 
mt. 
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Haraton,  John. 

Midshipman,  15  April,  1818.  Lieutenant,  13  January,  1825.  Command 
tember,  1841.  Captain,  14  September,  1855.  Retired  list,  21  Decern 
Commodere,  Retired  list,  16  July,  1862. 

Marthon,  Joseph. 

Mate,  20  May,  1863.  Acting  Ensign,  26  October,  1863.  Acting  Hasti 
mendation  of  Commanding  Officer,  5  August,  1864.  Honorably  di 
31  December,  1865.  Acting  Master,  10  April,  1866.  Ensign,  12  Mm 
Master,  18  December,  1868.    Lieutenant,  21  March,  1870. 

Marttny  Bernard. 

Acting  Second  Assistant  Engineer,  10  February,  1864.  Honorably  di 
4  December,  1865. 

3Iarltii,  Byard. 

Acting  Carpenter,  15  December,  1862.    Honorably  discharged  1  Novemb 

Martin,  Charles. 

Assistant  Surgeon,  5  September,  1848.  Surgeon,  22  April,  1861.  Mat 
spector,  8  March,  1871.    Medical  Director,  6  October,  1878. 

Martin,  Daniel  B. 

First  Assistant  Engineer,  17  January,  1842.  Chief  Engineer,  14  Ma 
Engineer-in-Chief,  18  October,  1853.  Relieved  as  Engineer-in-Chief^  17 
1857.    Resigned  November,  1859. 

Martin,  £dward  D. 

Mate,  6  February,  1862.  Acting  Ensign,  17  July,  1863.  Hononbly  dii 
29  November,  1865. 

Martin,  £dwtn  M. 

Assistant  Surgeon,  12  April,  1875.    Died  20  August,  1878. 

Martin,  Ellas  G. 

Acting  Master,  26  February,  1862.    Honorably  discharged  8  Decembar«lS 

Martin,  Erastns  F. 

Acting  Third  Assistant  Engineer,  25  November,  1861.    Resigned  85  May, 

Martin,  Ernest  D. 

Acting  A  istant  Surgeon,  9  March,  1865.  Honorably  discharged  9  Octob 
Actin:;r  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  Jm 
Diedi7  July,  1868. 

Martin,  E.  S. 

Mate,  29  March,  1870.    Appointment  revoked  7  November,  1870. 

Martin,  G^eorge  £• 

Acting  Assistant  Paymaster,  7  February,  1865.     Mustered  out  21  Novemb 

Martin,  George  M. 

Acting  Master,  28  January,  1862.    Dismissed  27  June,  1864. 

Martin,  George  R. 

Acting  Assistant  Paymaster,  30  June,  1862.  Assistant  Paymaster.  2W  Jon 
Paymaster,  4  May,  1866.     Dismissed  26  September,  1877* 

Martin,  Henry  F. 

Acting  Ensign,  20  October,  1864.     Honorably  discharged  23  August,  IML 

Martin,  Henry  M. 

Assistant  Surgeon,  21  March,  1870. 

Martin,  H.  I«. 

Midshipman,  11  December,  1802.     Resigned  6  December,  1805. 

Martin,  James. 

Master,  date  not  known.    Discharged  15  April,  1815. 

Martin,  James* 

Acting  Ensign,  1  October,  1862.  Resigned  0  February,  1863.  Acting  I 
29  June,  1863.     Honorably  discharged  9  April,  1866.  " 

1,  James. 

Mate,  5  July,  1868.    Resigned  28  September,  1864. 
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fames  €. 

Carpenter,  1  October,  1802.     Resigned  DO  January,  1803. 

John. 

8  March,  1832.     Resigned  24  December,  1832.    Gunner,  6  April,  1838. 
5  November,  1856. 

lohn. 

:er,  26  October,  1872. 

lohn. 

5  October,  1798.    Resigned  7  October,  1801. 

rohn  R. 

it  Surgeon,  9  May,  1815.    Resigned  18  December,  1815. 

rohn  R. 

it  Paymaster,  14  June,  1878. 

loseph. 

lin,  2  December,  1799.    Last  appearance  on  Records  of  Navy  Department. 

Lather. 

>man,  9  March,  1838.    Resigned  23  April,  1840. 

Lather  I^. 

er,  8  October,  1872. 

HLatthlM  €. 

iman,  8  January,  1835.    Passed  Midshipman,  23  June,  1838.    Lieutenant, 
krch,  1844.    Reserved  list,  13  September,  1855.    Lieutenant  on  Active  list, 
.rch,  1844.    Commander,  Active  list,  18  October,  1861.    Captain  on  Retired 
April,  1867. 

fetU. 

j^unner,  27  August,  1863.    Honorably  discharged  9  July,  1865. 

Robert  F. 

•man,  1  May,  1814.    Died  3  July,  1825. 

(amael  G. 

faster,  5  September,  1861.     Resigned  11  February,  1862. 

>lnieon«  Jr. 

•man,  1  March,  1799.     Resigned  19  August,  1800. 

nrilltam. 

12  January,  1814.     Discharged  15  April,  1815. 

nruilam. 

Assistant  Surgeon,  10  January,  1874.     Honorably  discharged  80  June, 

nrilllam. 

M^aster,  12  May,  1802.     Honorably  discharged  15  December,  1865. 

i¥illlaiu. 

)  March,  1863.    Resigned  10  November,  18G3. 

irilltam  J. 

First  Assistant  Engineer,   15  November,  1802.     Appointment  revoked 
)  11  December,  18(53. 

lie,  Frank  £• 

Assistant  Surgeon,  27  May,  1801.     Resi«rned  5  Ajjril,  1804. 

Alfred  H. 

Ensign,  3  January,  1865.     ILnior.iMy  discharged  30  July,  1868. 

Charles  A. 

Third  Assistant  Engineer,  27  May,  1S02.     Acting  Second   Assistant  En- 
:,  30  July,  1863.     Honorably  discharged  21  November,  1805. 

William  li. 

Master,  9  October,  1861.    Acting  Volunteer  Lieutenant,  2  December,  1864. 
rably  discharged  14  December,  1865. 
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Marrel,  John  B. 

Mate,  5  March,  1862.     Resigned  19  August,  lbC2. 

Marvin,  C^eorge  B. 

Acting  Assistant  Surgeon,  20  September,  1862.     Resigned  11  March,  1865. 

HarTiny  Joseph  D. 

Acting  Midshipman,  25  September,  1856.     Midshipman,  15  Jane,  1860.   Muter, 

19  September,  1861.     Lieutenant,    16    July,   1862.     Lieutenant-Commtnder, 
12  April,  1866.    Commander,  12  December,  1873.    Died  10  April,  1877. 

Mason,'  Charles  B. 

Acting  Assistant  Surgeon,  80  November,  1861.    Died  October,  1864. 

Mason,  Charles  S. 

Acting  Third  Assistant  Engineer,  15  February,  1863.    Died  18  November,  1861 

Mason,  DaTld. 

Mate,  18  February,  1862.  Acting  Ensign,  17  November,  1862.  Deserted,  13  Sep- 
tember, 1864. 

Mason,  Frederick  . 

Acting  Ensign,  Admiral  Farragut's  Staff,  1  July,  1864.    Honorably  discharged 

20  January,  1866. 

Mason,  George. 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Amf^l 
Engineer,  26  January,  1863.    Appointment  revoked  (Sick,)  6  August,  1864. 

Mason,  Menry. 

Third  Assistant  Engineer,  28  March,  1848.  Second  Assistant  Engineer,  13 Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  14  No- 
vember, 1853.  First  Assistant  En <;inccr,  31  May,  1861.  Chief  Engineer,  21  MiT, 
1863.    Retired  list,  16  October,  1»68. 

Mason,  James. 

Midshipman,  18  June,  1812.    Resigned  28  December,  1816. 

Mason,  John. 

Sailmaker,  1  June,  1804.    Dismissed  by  Court-Martial,  12  July,  1805. 

Mason,  James  Ij. 

Mate.    Appointment  revoked  20  August,  1862. 

Mason,  John  M. 

Midshipman,  81  March,  1831.  Passed  Midshipman,  15  June,  1837.  Drowned 
7  July,  1837. 

Mason,  John  T. 

Assistant  Surgeon,  6  September,  1837.  Surgeon,  15  July,  1840.  Reaigned  6  SUli 
1861. 

Mason,  John  W. 

Mate,  27  February,  1865.    Resigned  12  May,  1865. 

Mason,  John  W. 

Mate,  17  February,  1864.    Resigned  12  May,  1865. 

Mason,  John  Y.,  Jr. 

Purser,  18  April,  1845.    Resigned  2  January,  1858. 

Mason,  I^nelns  M. 

Midshipman,  19  October,  1841.    Died  7  January,  1845. 

Mason,  Mnrray. 

Midshipman,  14  November,  1823.     Passed  Midehipman,  23  March,  1829. 
tenant,  3  March,  1831.    Commander,  25  February,  1854.    Reserved  list,l'^ 
tember,  1855.    Commander  on  Active  list,  25  Februarv,  1854.    Resign^ 
AprU,  1861. 

Mason,  TITewton  E. 

Midshipman,  22  July,  1865.    Graduated  June,  18G9.    Ensign,  12  July,  18"^. 
ter,  12  July,  1871.     Lieuteiant,  8  November,  1«74. 

Mason,  Randolph  T. 

Surgeon,  17  March,  1859.     Dismissed  10  May,  1861. 
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llchard  P. 

man,  15  June,  1889.    Died  10  May,  1847. 

Infnii  O. 

Assistant  Surgeon,  21  October,  1861.    Resigned  2  February,  1864. 

heodorns  B*  HI* 

man,  20  September,  1804.    Graduated  June,  18G8.     Ensign,  19  April,  1869. 
\  12  July,  1870.     Lieutenant,  20  November,  1872. 

hoinas* 

'July,  1868.    Acting  Ensign,  18  August,  18G4.    Discharged  8  February 

homas. 

December,  1861.    Resigned  10  September,  1862. 

restwood  T. 

man,  4  January,  1800.    Resigned  21  August,  1<862. 

nillam. 

Third  Assistant  Engineer,  20  April,  1863.    Acting  Second  Assistant  En- 
',  26  Hay,  1864.    Honorably  discharged  19  August,  1865. 

rilllam  W. 

Master,  22  October,  1861.    Resigned  8  February,  1862. 

M  llllam  H.  £• 

man,  1  October,  1866.    Graduated  6  June,  1871.    Ensign,  14  July,  1872. 
d  list,  a  May,  1876. 

krthnr  1¥. 

er,  19  August,  1874. 

Eleazer. 

iman,  17  December,  1810.    Resigned  80  April,  1814. 

rhonias  €• 

t  Paymaster,  11  October,  1861.    Paymaster,  14  April,  1862.    Dismiflsed 
ruary,  1870. 

Phlneas. 

•man,  16  February,  1809.    Resigned  14  October,  1809. 

Samnel* 

2  December,  1799.    Dismissed  21  January,  1808. 

BEenry  1¥« 

I  August,  1802.    Acting  Ensign,  27  May,  1863.    Acting  Master,  18  April, 
Honorably  discharged  1  April,  1866. 

Kason  W. 

Assistant  Engineer,  17    December,  1862.      Second  Assistant   Engineer, 
il,  1864.    Resigned  8  March,  1869. 

i«  !¥• 

Master,  17  May,  1861.    Killed  in  action  22  March,  1862. 

Bnsign,  20  September,  1862.    Deserted  28  January,  1868. 

John  Ji* 

Third   Assistant   Engineer,  6    October,  1864.      Honorably    discharged 
tober,  1865. 

James  O. 

Master,  4  January,  1862.    Appointment  revoked  (Sick,)  22  April,  1863. 

»,  A.  P. 

8  January,  1862.    Accidentally  killed  on  "  Wyandanky^*  24  September, 

f,  Charles. 

.in,  27  December,  1834.     Drowned  9  August,  1842. 

I9  Benjamin. 

iman,  2  April,  1804.    Resigned  31  December,  1805. 
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HatthewB*  Edward  S. 

Assistant  Burgeon,  80  July,  1861.     Surgeon,  8  January,  1867. 

Matthews,  Edmnnd  O. 

Acting  Midshipman,  2  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  27  Jom^ 
1860.    Lieutenant-Commander,  16  July,  1862.    Commander,  22  April,  1870. 

Matthews,  John. 

Midshipman,  22  February,  1838.  Passed  Midshipman,  20  May,  1844.  Ibflter, 
80  August,  1851.    Lieutenant,  13  July,  1852.    Drowned  25  October,  1858. 

Matthews,  John. 

Acting  Assistant  Surgeon,  12  August,  1861.    Resigned  1  April,  1863. 

Matthews,  John. 

Acting  Third  Assistant  Engineer,  13  August,  1863.  Acting  Second  Assistut 
Engineer,  16  February,  1865.    Honorably  discharged  24  Noyember,  1867. 

Matthews,  Joseph  H. 

Acting  Third  Assistant  Engineer,  13  December,  1862.  Acting  Second  Aflostant 
Engineer,  2  November,  1864.    Honorably  discharged  20  August,  1865. 

Matthews,  John  P. 

Acting  Third  Assistant  Engineer,  25  March,  1865.  Honorably  dischtiged 
16  June,  1866.  Acting  Third  Assistant  Engineer,  23  February,  1867.  Xutm 
out  8  May,  1869. 

Matthews,  John  R. 

Second  Assistant  Engineer,  17  January,  1842.  First  Assistant  Engineer,  10  July, 
1847.    Resigned  17  May,  1849. 

Matthews,  J.  Rntherford. 

Chaplain,  24  September,  1860. 

Matthews,  Samnel. 

Third  Assistant  Engineer,  20  February,  1847.  Second  Assistant  Engineer,  24  Jan- 
uary, 1848.  First  Assistant  Engineer,  11  January,  1840.  Resigned  18  July, 
1849. 

Matthews,  William. 

Acting  Third  Assistant  Engineer,  1  February,  1864.  Honorably  diflchtrgcc 
4  December,  1865. 

Mattingley,  Thomas. 

Acting  Third  Assistant  Engineer,  8  June,  1804.  Honorably  discharged  6  Novfift- 
her,  1865. 

M:itfiMon,  JcMseph. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Coraminde^i 
b  Septembier,  1841.     Resigned  20  November,  1851. 

Mattlson,  SylTester. 

Acting  Master,  13  November,  1801.     Resigne<l  9  July,  1862. 

Manghlln,  James. 

Thinl  Assistant  Engineer,  21)  October,  1801.    Second  Assistant  Engineer,  8  AagiT^ 
ia03.     Resigned  11  Augu^t.  lt>05. 

Manll,  WlUlam  Ji. 

Sailmaker,  18  January,  1841).     Retired  list,  16  Novoml>er,  1872. 

MauNby,  Georice.  •. 

Assistant  Surcreon,  7  March,  1838.     Surgeon,   14   April,  1852.     Medical  Direc*^ 
8  March,  1871.     Retiied  list,  27  Deccmlnr,  1872. 

ManlHby,  John  H. 

Miilshipman,  21  April,  1824.     Resigned  6  April,  1829. 

Manl«!tby,  J.  H. 

Midshipman,  6  April,  1827.     Drowned  13  July,  1833. 
Mannder,  Samnel  H. 

Mate,  30  November,  1863.    Acting  Ensign,  22  July,  1864.    Resiffned  27  At>^ 
1865. 
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C.  Stuart. 

asistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
ch,  1864.    Resigned  21  December,  1865 

[exander  €• 

nan,  1  February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
h,  1837.    Died  23  June,  1»40. 

^ffiBrsoii. 

nan,  9  September,   1841.     Passed  Midshipman,  10  August,  1847.    Dis- 
10  May,  1855. 

ihn  HI. 

sis tant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  26  Feb- 
1851.  First  Assistant  Engineer,  26  February,  1851.  Resigned  17  Sep- 
,  1856. 

tlhn  HI. 

nan,  16  January,  1809.    Lieutenant,  28  June,  1811.     Died  25  June, 

nan,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
mber,  1852.    Lieutenant,  1  August,  1853.    Dismissed  18  April,  1861. 

atthew  F. 

aan,  1  February,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
.6, 1886.  Reserved  list,  14  September,  1855.  Commander  on  Active  list, 
tember,  1855.    Dismissed  26  April,  1861. 

Illlam  I^. 

nan,  2  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
ruary,  1841.    Resigned  20  April,  1861. 

£dward  F. 

?hird  Assistant  Engineer,  22  October,  1862.    Resigned  15  January,  1864. 

Charles  D. 

Surgeon,  6  September,  1837.     Surgeon,  18  October,  1849.    Retired  list, 
)ber,  1868.    Medical  Director,  3  March,  1871. 

D. 

[aster,  26  August,  1861.    Resigned  6  December,  1861. 

George. 

8  June,  1812.    Dismissed  as  Supernumerary,  6  March,  1818. 

nan,  29  February,  1829.    Resigned  13  May,  1830. 
lay,  1862.    Resigned  19  August,  1862. 

James  G* 

nan,  15  December,  1847.  Passed  Midshipman,  12  Jime,  1855.  Master, 
tember,  1855.  Lieutenant,  23  December,  1856.  Lieutenant-Commander, 
',  1862.    Died  19  July,  1867. 

Josepb. 

aan,  1  March,  1799.    Lieutenant,  18  May,  1804.     Died  11  February,  1806. 

Richard  T. 

Surgeon,  8  September,  1841.     Resigned  16  April,  1851. 

W.  B. 

aan,  16  January,  1809.    Resigned  23  May,  1809. 

Wllllain. 

nan,  20  June,  1806.     Resigned  20  May,  1809. 

ard. 

Paymaster,  6  September,  1861.     Paymaster,  14  April,  1862.    Pav  Inspec- 

September,  1875. 
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May,  James  R. 

Acting  Aflsistant  SurgeoD,  25  February,  1864.  Honorably  discharffed  7  Aoffint^ 
1865. 

May,  John. 

Lieutenant,  28  April,  1799.  Discharged  1  May,  1801,  under  Peace  Establubment 
Act 

May,  Jobn. 

Gunner,  14  May,  1800.    Last  appearance  on  Records  of  Navy  Department 

May,  John  B. 

Mate,  27  January,  1862.    Dismissed  4  April,  1862. 

May9  I^ntber  C 

Acting  Midshipman,  20  September,  1854.  Midshipman.  11  June,  1858.  Reugaed 
21  August,  1858. 

May,  Robert  Ij. 

Midshipman,  7  November,  1849.  Passed  Midshipman,  12  June,  1855.  Mtiter,. 
16  September,  1855.  Lieutenant,  26  September,  1856.  LieatenaDt-Conmaiidflr, 
16  July,  1862.    Retired  from  the  service,  21  April,  1866. 

May,  Sidney  H. 

Midshipman,  28  July,  1864.  Graduated  4  June,  1869.  Ensigii,  18  July,  187L 
Master,  24  August,  1878.    Lieutenant,  9  May,  1878. 

May,  William. 

Midshipman,  2  May,  1881.  Passed  Midshipman,  28  June,  1888.  LMbatMf 
8  September,  1841.    Commander,  6  June,  1861.    Died  10  October,  1861. 

Mayeock,  James. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  25  Oeloba; 

1865. 

Mayer,  Albert. 

Acting  Third  Aflsistant  Engineer,  19  April,  1864.    Honorably  dischaiged  29  JasK 

ary,  1866. 

Mayer,  AlTarado. 

Acting  Third  Assistant  Engineer,  3  March,  1865.    Resigned  5  May,  1865. 

Mayer,  €.  F.,  Jr. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engrineer,  21  Apnw 
1863.    Wholly  retired  5  May,  18G8. 

Mayer,  William  G.  ^ 

Midshipman,  23  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  l8^- 
Resigned  5  March,  1874. 

Mayer,  William  H.,  Jr. 

Acting  Ensign,  24  July,  1862.     Acting  Master,  11  April,  1865.    Ensign,  18  M*^"* 
1808.    Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Mayer,  William  H. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  NaTy 
ment,  10  February,  1809.     D-ud. 

Mayers,  Franklin  M.  ^ 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  ^   "^ 
vember,  1865. 

Maybngh,  John.  ^ 

Acting  Second  Assistant  Engineer,  1  June,  1864.    Honorably  dischaiged  %S 
tober,  1865. 

Mayloy,  £.  €. 

Acting  Third  Assistant  Engineer,  28  January,  1862.     Acting  Second 
Engineer,  29  July,  18G3.    Honorably  discharged  13  May,  1865. 

Maynard,  €.  W. 

Mate,  26  April,  1865.    Honorably  discharged  23  November,  1865. 

Maynard,  I^afayette.  ^ 

Midshipman,  4  February.  1832.     Passed  Midshipman,  23  June,  183b.    Lieate<»** 
19  October,  1843.     Resigned  1  April,  1852. 
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McAlllMer,  T.  O. 

Assistant  Surgeon,  18  March,  1805.    Surgeon,  IG  January,  1808.    Last 
on  Records  of  Navy  Department.     Dead. 

McAlllMer,  "W.  H. 

Acting  Ensign,  1  October,  1862.     Resigned  5  October,  1863. 

McAlplne,  A.  W. 

Acting  Gunner,  27  September,  1861.    Appointment  revoked  18  Noyember,  1861 
McAIplne,  James. 

Assistant  Surgeon,  7  August,  1799.    Discharged  17  June,  180Q. 

McAranii,  Robert  SI* 

Midshipman,  11  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  20  ft^ 
tember,  1854.     Lieutenant,  1  May,  1855.    Dismissed  22  January,  1862. 

MeArthnr,  DaTld. 

Acting  Third  Assistant  Engineer,  80  April,  1862.  Acting  Second  Asaistant  ]^^| 
neer,  8  July,  1868.  Acting  First  Assistant  Engineer,  16  July,  1864.  Diaia^^^ 
27  June,  1865. 

MeArthnr,  William  P. 

Midshipman,  11  February,  1 832.  Passed  Midshipman,  23  June,  1838.  Lieutea  ji^ 
8  September,  1841.    Died  23  December,  1850. 

MeAnllffe,  Jobn. 

Acting  Third  Assistant  Engineer,  11  July,  1864.    Honorably  discharged  20  Jto- 
uary,  1866. 

MeAnsland,  Alexander. 

First  Assistant  Engineer,  20  February,  1 847.  Resigned  24  November,  1850.  Acting 
First  Assistant  Engineer,  2  November,  1861.  Acting  Chief  Engineer,  19  Jtn- 
uary,  1803.    Honorably  discharged  1  December,  1860. 

MeAToy,  Samnel* 

Acting  Third  Assistant  Engineer,  29  November,  1862.    Resigned  7  July,  186S. 

HeATojr,  Thomas  F. 

Sailmaker,  15  August,  1873.    Dismissed  17  February,  1874. 

HeBlalr,  Charles  H. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  LieoteotDt, 
12  July,  1831.    Commander,  18  April,  1855.     Resigned  22  April,  1861. 

MeBlalr,  Thomas  P. 

Purser,  11  November,  1839.    Died  17  February-,  1857. 

HeBlaIr,  William. 

Midshipman,  16  November,  1824.  Passed  Midshipman,  20  February,  1830.  Ueff 
tenant,  81  December,  1833.  Commander,  14  September,  1855.  DiBmiflM^ 
20  April.  1861. 

HeBrlde,  Be  Witt  €• 

Acting  Third  Assistant  Engineer,  8  October,  1868.  Honorably  discbaiged  84 Oc- 
tober, 1865. 

HeCaffery,  John. 

Boatswain,  18  July,  1866. 

MeCaffrey,  John. 

Acting  Gunner,  22  January,  1864.    Honorably  discharged  2  October,  1865. 

MeCall,  Archibald. 

Midshipman,  8  March,  1800.     Resigned  13  February,  1802. 

MeCall,  Edward  R. 

Midshipman,  1  .lanuarv,  1808.  Lieutenant,  1 1  March,  1818.  Commander,  8  Ki'^ 
1825.    Captain,  3  March,  1835.     Died  31  July,  1853. 

MeCall,  James  P. 

Midshipman,  1  January,  1817.    Died  10  October,  1823. 

MeCall,  Thomas. 

Midshipman,  4  June,  1812.    Dismissed  19  March,  1814. 
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EcCaU,  William  €. 

Assistant  Burgeon,  14  August,  1826.  Surgeon,  4  April,  1831.  Died  10  September, 
1881. 

EcCalla,  Bowman  H. 

Midshipman, 80  November,  1861.  Graduated  November,  1864.  Ensign,!  Novem- 
ber, 1866.  Master,  1  December,  1868.  Lieutenant,  12  March,  1868.  Lieuten- 
ant-Commander, 26  March,  1869 

IcCann,  Felix. 

Acting  Ensign,  9  April,  1868.    Dismissed  81  December,  1861;. 

IcCann,  William  P. 

Midshipman,  1  November,  1848.    Passed  Midshipman,  15  June,  1854.    Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.    Commander,  25  July,  1866.    Captain,  21  September,  1876. 

EcCarrick,  Edward  €• 

Acting  Third  Assistant  Engineer,  4  January,  1862.  Acting  Second  Assistant  En- 
gineer, 4  August,  1868.    Dismissed  81  December,  1863. 

IcCart,  Joseph. 

Acting  Ensign,  20  May,  1863.  Acting  Master,  21  November,  1864.  Honorably 
discharged  80  September,  1865. 

[eCartbjr,  Anthony. 

Mate,  8  December,  1862.    Honorably  discharged  7  December,  1865. 

EeCarthy,  Frank. 

Acting  Third  Assistant  Engineer,  15  September,  1864.    Resigned  4  January,  1865^ 

EcCarthjr,  J.  B^ 

Midshipman,  9  January,  1841.    Died  11  August,  1842. 

IcCarthy,  Bnfos  HI* 

Assistant  Surgeon,  18  June,  1875. 

[eCarthjr,  Timothy. 

Acting  Second  Assistant  Engineer,  18  April,  1868.  Honorably  discharged  15  De- 
cember, 1865. 

[cCartney,  Andrew  J. 

Midshipman,  8  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.     Lieutenant,  18  February,  1858.     Dismissed  14  August,  1861. 

[cCartney,  Charles  M. 

Midshipman,  25  September,  1869.  Graduated  1  June,  1875.  Ensign,  18  July, 
1876. 

[eCarty,  Charles  H. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  En- 
gineer, 18  April,  1865.     Honorably  discharged  9  January,  1806. 

[cCartney,  Ban  lei  P. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    First  Assistant  Engineer,  80  January,  1865. 

[eCarty,  Charles  H* 

Mate,  6  February,  1802.     Resigned  30  December,  1864. 

[cCarty,  £ngene. 

Mate,  31  October,  1864.    Honorably  discharged  12  May,  1865. 

[eCarf  J,  John. 

Chaplain,  3  March,  1825.     Resigned  21  April,  1826. 

[eCarty,  Joftepli. 

Mate,  29  May,  1863.    Deserted  1  February,  1864. 

[eCarty,  Manrlee. 

Acting  Third  Assistant  Engineer,  16  May,  1«62.  Honorably  discharged  5  October, 
1805. 

[eCarty,  Hlorrls. 

Acting  Third  Assistant  Engineer,  14  August,  1863.  Honorably  discharged 
16  August,  1865. 
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MeCaityy  Stephen  A. 

Acting  Midshipman,  25  September,  185G.  Resigned  17  October,  1859.  MidAip- 
man,  9  Sept^ber,  1861.  Lieutenant,  1  August,  1862.  Lieutenant-Oommandcr, 
25  July,  1866.    Resigned  7  November,  1874. 

HcCarty,  W.  B. 

Midshipman,  18  July,  1812.    Resigned  9  November,  1818. 

McCartjr,  William  1¥. 

Acting  Third  Assistant  Engineer,  5  June,  1863.    Died  15  September,  1S63. 

McCanley,  Charles  S. 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Commander,  S 
March,  1881.  Captain,  9  December,  1889.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  4  April,  1867.    Died  21  May,  1869. 

HeCanley,  ]>•  8. 

Midshipman,  1  February,  1814.    Resigned  18  February,  1825. 

McCanley,  Edward  T. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Xiitcr, 
1  July,  1855.  Lieutenant,  14  September,  1855,  Resigned  19  Aiwott,  1898L 
Acting  Lieutenant,  11  May,  1861.  Lieutenant-Commander,  16  July,  1881 
Commander,  27  September,  1866.    Captain,  8  September,  1878. 

HeCanley,  Francis  G. 

Purser,  27  May,  1829.    Resigned  80  September,  1852. 

HeCanley,  James. 

Acting  Second  Assistant  Engineer,  29  November,  1862.  Resigned' 9  Jinaii7t 
1865. 

MeCanley,  James  B. 

Midshipman,  8  February,  1840.  Passed  Midshipman,  11  July,  1846.  Ibiter, 
5  February,  1855.    Lieutenant,  22  August,  1855.    Died  80  May,  1860. 

HeCansland,  Thomas. 

Acting  First  Assistant  Engineer,  10  November,  1868.  Mustered  out  84  OctoboTi 
186a. 

MeCaw,  John  J. 

Midshipman,  1  September,  1811.    Resigned  28  February,  1818. 

MeCawley,  G.  M. 

Midshipman,  1  September,  1811.  Lieutenant,  1  April,  1818.  Died  20  FebnuiTi 
1827. 

MeChesney,  WlUlam. 

Midshipman,  1  September,  1811.    Dismissed  by  Court-Martial,  5  August,  1817. 

MeClaln,  Charles  S. 

Cadet  Midshipman,  8  November,  1874.    Graduated  4  June,  1880. 

McCIanahan,  Reuben. 

Acting  Second  Assistant  Engineer,  5  May,  1862.  Honorably  discharged  16  April 
1866. 

MeCIanahaii,  T. 

Midshipman,  0  June,  1811.     Resigned  23  August,  1811. 

MeCIeaiie,  John. 

Mate.  22  April,  1863.    Acting  Ensign,  19  September,  1863.    Honorably  difichngw 

29  July,  1865. 

McCleary,  Andrew. 

Mate,  5  March,  1862.  Acting  Ensign,  28  April,  1803.  Honorably  dialwng^ 
17  January,  1869. 

MeCleery,  Robert. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  21  ^^h 
1858.  First  Assistant  Engineer,  2  August,  1859.  Chief  Engineer,  11  Angi«'' 
1862.    Died  15  September,  1863. 

meCIellan,  Charles  H. 

Mate,  16  April,  1863.    Acting  Ensign,  25   May,    1864.     Honorably  discbii««* 

30  July,  1868. 


GENERAL  NAVY  REGISTEU.  471 

[cClellan,  Edward  P. 

MidshipmaD,  25  September,  1863.  Gradnated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.    Lientenant,  21  March,  1871. 

[cClellan,  Josepli  \¥. 

Acting  Assistant  Paymaster,  5  November,  1862.  Mustered  out  25  September, 
1865. 

[eClellan,  Reuben. 

Mate,  1  October,  1862.     Dismissed  28  November,  1862. 

IcClelland,  James. 

Assistant  Surgeon,  20  June,  1888.    Surgeon,  6  March,  1858.    Medical  Direc'or, 

8  March,  1871.    Retired  list,  16  March,  1876.    Died  4  August,  1877. 

EcC/lenahan,  William  F. 

Assistant  Surgeon,  28  February,  1888.    Surgeon,  8  September,  1841.  Dismiseed 

9  May,  1861. 

EcClennan,  Redman. 

Lieutenant,  28  August,  1800.    Last  appearance  on  Records  of  Navy  Department. 

EeClintock,  R.  HI. 

Midshipman,  18  June,  1812.    Died  28  July,  1817. 

IcCiinloek,  !•  J. 

Midshipman,  9  November,  1818.    Lost  18  October,  1814. 

EcCiintoek,  William. 

Mate,  21  March,  1862.  Acting  Master,  10  October,  1862.  Honorably  discharged 
5  November,  1865. 

EcOoiBkey,  James  ]>. 

Gunner,  9  April,  1855.    Dismissed  28  January,  1858. 

[cCJlond,  James. 

Boatswain,  1  August,  1809.    Died  16  November,  1822. 

[eOond,  Colin. 

Boatswain,  17  March,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1816.    Furloughed. 

[eClnney,  William  J. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  9  Decem- 
ber, 1839.  Captain,'l3  October,  1851.  Retired  list,  21  December,  1861.  Com- 
modore  on  Retired  list,  16  July,  1862.    Died  11  February,  1864. 

[eClnng,  Alex. 

Midshipman,  1  April,  1828.     Resigned  20  August,  1829. 

[eClnng,  James  Ij. 

Mate,  29  December,  1868.  Acting  Ensign,  81  October,  1864.  Honorably  dis- 
charged 6  July,  1865. 

[cClnre,  DaTld. 

Professor  of  Mathematics,  17  June,  1839.    Died  13  April,  1842. 

[eClnre,  James  H. 

Mate,  23  May,  1863.    Dismissed  9  June,  1865. 

leClnre,  George  M. 

Midshipman,  23  September,  1859.  Ensign,  1  October,  1863.  Master,  10  May, 
1866.    Lieutenant,  21  February,  1867.    Retired  list,  9  November,  1868. 

EeClnrg,  1¥.  A. 

Assistant  Surgeon,  8  February,  1874. 

leClnskey,  James. 

Acting  Third  Assistant  Engineer,  12  October,  1861.     Dismissed  27  May,  1862. 
EcCljrmont,  Alexander. 

Acting  Third  Assistant  Engineer,  25  August,  1864.     Resigned  27  May,  1865. 
ieCoUey,  Hiram  1¥. 

Acting  Assistant  Paymaster,  22  June,  1863.    Resigned  4  October,  1864. 
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HcCoUnm,  John  Y. 

Midshipman,  26  February,  1841.    Passed  Midshipman,  10  August,  1847. 

14  September,  1855.     Lieutenant,  15  September,  1855.     Reaigned  88  Jnlj 
1859. 

McComb,  Andrew. 

Lieutenant,  28  April,  1799.    Discharged  21  November,  1800. 

McComb,  WlUlam. 

Acting  Third  Assistant  Engineer,  14  September,  1863.    Honorably  dischaiged 
14  August,  1865. 

McConiniick,  James. 

24  December,  1881.  Midshipman,  15  June,  1887.  Lieutenant,  8  September,  18il 
Resigned  16  September,  1850. 

UlcCone.  Alexander. 

Boatswain,  18  December,  1870.  - 

HcConnell,  Archibald  £• 

Acting  Third  Assistant  Engineer,  28  September,  1861.  Resigned  10  Deoenber^ 
1861.  Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second 
Assistant  Engineer,  6  August,  1868.  Acting  First  Assistant  Engineer,  6  Kirch, 
1865.    Honorably  discharged  28  September,  1865. 

HeConnell,  Charles  J. 

Third  Assistant  Engineer,  29  October,  1861 .  Second  A ssistant  Engineer,  8  Aogut, 
1868.    First  Assistant  Engineer,  11  October,  1866.    In  service. 

MeConnell,  George  £• 

Mate,  27  August,  1861 .  Acting  Ensign,  80  August,  1862.  Acting  Master,  ISKuch,. 
1865.    Honorably  discharged  5  June,  1868. 

McConnell,  Henry. 

Third  Assistant  Engineer,  5  November,  1861.    Resigned  6  February,  1868. 

MeConnell,  James. 

Mate,  8  February,  1868.    Deserted  5  May,  1868. 

HeConnell,  James  H. 

Acting  Third  Assistant  Engineer,  24  September,  1862.    Honorably  dikbixg^ 

19  August,  18G5. 

MeConnell,  Robert. 

Midshipman,  29  March,  1800.    Last  appearance  on  Records  of  Navy  DepartmenV 

22May,  lyOO. 

HeConneiu  RnTns  S. 

Acting  Assistant  Paymaster,  27  December,  1864.    Assistant  Paymaster,  23  JvLi^  "^ 
1806.     Passicd  Assistant  Paymaster,  27  November,  1866.    Paymaster,  1    Jini*^^ 
ary,  1875. 

MeConnell,  William. 

Master,    2  November,  1812.    Last  appearance  on  Records  of  Navy  Department^ 

1815.    St.  Mary's,  Georgia. 

UleCool,  Daniel  M. 

Mate,  18  June,  1863.    Resigned  22  December,  1864. 

MeCook,  J.  J. 

3Iidshipman,  27  January,  1841.    Died  30  March,  1842. 

IKeCook,  Roderick  S. 

Acting  Midshipman,  21  September,  1854.  Midshipman,  9  June,  1859.  Lieut^niant,^ 
31  August,  1861.  Lieutenant-Conimanner,  25  December,  1865.  Commander,^ 
25  September,  1873. 

IKeCord,  Clinton  F.  A. 

Mate,  11  June,  1863.  Acting  Ensign,  25  3Iay,  1805.  Honorably  dischaige*'^ 
30  November,  1865. 

MeCord,  Frank  M. 

Mate,  24  November,  1863.    Honorably  discharged  1(5  December,  1865. 
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HcC^rkle,  DaTld  P. 

MidBhipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master^ 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  17  May^ 
1861. 

McOormack,  £iiiniett. 

Midshipman,  17  April,  1862.  Graduated,  June,  186G.  Ensign,  12  March,  1808. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  12  September, 
1878. 

McCormiek,  Alexander  H. 

Acting  Midshipman,  21  September,  1859.     Ensign,  22  December,  1862.     Lieu 
tenant,  22  February,  1864.    Lieutenant-Commander,  25  July,  1866.    Commander, 
80  September,  1876. 

McConnick,  Christopher. 

Acting  Third  Assistant  Engineer,  11  April,  1868.  Honorably  discharged  29  March, 
1866. 

HcC^rmlck,  l>aniel,  Jr. 

Aaaistant  Surgeon,  1  August,  1800.  Resigned  10  January,  1802.  Surgeon, 
16  Jantfary,  1809.  Last  appearance  on  Records  of  Navy  Department,  26  March, 
3811.    Dead. 

McCormick,  Frederick. 

Midshipman,  25  September,  1860.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Died  25  July,  1868. 

■eOarmicky  James  A. 

Acting  Second  Assistant  Engineer,  9  June,  1868.  Honorably  discharged  5  Sep- 
tember, 1865. 

■cCormiek^  John. 

Mate,  18  February,  1868.    Died  at  New  Orleans  81  August,  1867. 

KcC^rmiek,  John  R. 

Acting  Second  Assistant  Engineer,  17  November,  1862.  Appointment  revoked 
(Sick,)  16  February,  1868. 

McCormick,  Samnel. 

Acting  Ensign,  80  August,  1862.    Dismissed  27  May,  1863. 

MeCormick,  William  H. 

Acting  Ensign,  28  October,  1868.    Honorably  discharged  16  November,  1865. 

SfteConrt,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant 
Engineer,  13  October,  1863.  Acting  First  Assistant  Engineer,  30  September^ 
1864.    Honorably  discharged  8  October,  1865. 

tlKe€)oj9  Cornelins. 

Acting  Second  Assistant  Engineer,  13  August,  1860.  Appointment  revoked  (Sick,) 
5  December,  1863. 

lU,eVoj9  James  S. 

Mate,  25  August,  1864.    Resigned  20  April,  1865. 

:Me€oy,  William  H. 

Acting  Third  Assistant  Engineer,  13  August,  1864.  Honorably  discharged  1  No- 
vember, 1865. 

McCrackin,  Alexander. 

Midshipman,  27  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  25  September,  1873.     Lieutenant,  13  January,  1879. 

JIe€3racken,  Y. 

Midshipman,  1  May,  1827.     Resigned  16  June,  1833. 

JleCracken,  William  W. 

Mate,  Z  September,  1864.    Honorably  discharged  2  August,  1865. 

ScCray,  Stuart  B. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  29  January,  1863. 
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HcCrem  Edward  P. 

Midshipman.  Passed  MidshipmaD,  13  June,  1 800.  Muster,  16  September,  18m. 
Lieutenant,  24  January,  1857.  Lieutenant-Commander,  16  July,  1868.  Coa- 
mander,  27  May,  1868.    Captain.  22  January,  1880. 

HeCrea^  Henry. 

Midshipman,  24  July,  1866.  Graduated  6  June,  1871.  Ensiim,  14  Jnh.Uffl 
Master,  10  June,  1876. 

McCreary,  James  A. 

Mate,  21  December,  1868.  Acting  Ensign,  7  August,  1805.  Honorably  dischiigcd 
4  November,  1865. 

MeCreary,  Thomas. 

Acting  Third  Assistant  Engineer,  22  August,  1864.    Resigned  8  Mareh,  186S. 
HeCreary,  William. 

Mate,  29  May,  1862.    Resigned  18  May,  1865. 

McCreery,  George  M. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  18S8.  Lieaten- 
ant,  3  March,  1839.    Lost  in  the  ''Grampus,''  March,  1848. 

MeCreery,  Stephen  A. 

Assistant  Surgeon,  20  June,  1888.  Surgeon,  22  November,  1852.  Lost  in  "JiMf^* 
28  September,  1854. 

MeCreery,  James  HI. 

Mate,  6  February,  1870.    Appointment  revoked  (Sick,)  13  May,  1870. 

HeCrohan,  W.  A. 

Midshipman,  2  March,  1888.    Dismissed  5  December,  1840.  ' 

HeCnlloeh,  G.  B. 

Master,  27  July,  1818.    Lieutenant,  9  December,  1814.    Died  81  December.  IST. 

MeCnllongh,  Alexander. 

Master,  date  not  known.    Killed  in  action  24  August,  1814. 

HeCnrdy,  John  If. 

Acting  First  Assistant  Engineer,  1  November,  1862.  H<»orably  diKbiiged 
8  October,  1865. 

McCnrley,  Felix. 

Acting  Master,  18  November,  1861.  Acting  Volunteer  Lieutenant,  9  Norcmber* 
1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant' 
Commander,  2  March,  1870. 

MeCntchen,  Samuel. 

Lieutenant,  14  November,  1709.    Discharged  15  April,  1801,  under 
lishmcnt  Act 

MeCntchen,  8.  B. 

Midshipman,  10  October.  1881.    Resigned  25  June,  1832. 

MeCntcheon,  John  F. 

Acting  Second  Assistant  Engineer,  30  October,  1861.  Appointment  iwoki 
13  December,  1861.  Acting  First  Assistant  Engineer,  22  May,  1862.  Actii 
Chief  Engineer,  19  January,  1863.    Honorably  discharged  15  April,  1866. 

MeBaniel*  Charles  A. 

Acting  Assistant  Paymaster,  19  January,  18G5.     Clustered  out  10  August, 
Passed  Assistant  Paymaster,  23  July,  186G.    Paymaster,  3  September,  1871. 

MeDearmid,  Donald. 

Mate,  11  March,  1802.    Dismissed  5  June,  1862. 

MeDermot,  David  A. 

Midshipman,  8  November,  1841.    Passed  Midshipman,  10  August,  1847. 

1   March,  1855.     Lieutenant,  14    September,    1855.      Lieutenant- Command^^^ 
16  July,  1862.    Killed  in  action  18  April,  1863. 

HeDermott,  Dennis  A.  _ 

Acting  Third  Assistant  Engineer,  5  October,  1864.    Honorably  discharged  4  ApC^^ 
1808. 


GENERAL  NAVY  REGISTER.  475 

I>emMCt,  Georse  B. 

Actiog  Third  Assistant  Engineer,  31    December,  18C2.    Honorably  discharged 
28  October,  1867. 

]>erinott,  Samnel. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  13  February,  1862. 
l>erinott,  William. 

Acting  Ensign,  14  November,  1862.     Dismissed  5  March,  1863. 

I>eriiiott,  William  €• 

Mate,  25  April,  1863.    Acting  Ensign,  27  June,  1863.    Dismissed  20  Fcliruarv, 
1864. 

DeTltt,  John. 

Cs^enter,  5  June,  1848.    Died  15  Aj^ril,  1849. 

I>onald,  Alexander. 

Acting  Second  Assistant  Engineer,  28  December,  1863.    "llonorably  discharged 
8  August,  1865. 

Itonald,  Charles  M. 

Assistant  Paymaster,  8  March,  1870. 

Bonald,  Colin. 

Midshipman,  24  July,  1866.    Graduated,  7  June,  1870.    Ensign,  13  July,  1872. 
Dropped  81  January,  1877. 

iDonald,  DaTld. 

Acting  Third  Assistant  Engineer,  22  February,  1864.    Honorably  discharged 
1  September,  1865. 

l>onald,  Edward  If. 

Acting  Ensign,  4  October,  1864.    Honorably  discharged  18  July,  1865. 

l>onald,  Edward  S. 

Hate,  20  April,  1864.    Honorably  discharged  12  December,  1865. 

IK^nald,  Edwin  A. 

Conner,  29  July,  1861. 

^nald,  James. 

Acting  Second  Assistant  Engineer,  19  December,  1862.    Resigned  8  December 
1863. 

^nald,  James. 

(ate,  8  January,  1862.    Acting  Master,  23  May,  1862.    Honorably  discharged 
20  April,  1867. 

^nald,  James. 

late,  14  April,  1862.    Resigned  30  May,  1863. 

N»nald,  James  P. 

Lcting  Chief  Engineer,  1  October,  1862.    Died  9  January,  1863. 

k»nald,  J.  E. 

laster,  21  July,  1814.    Midshipman,  17  November,  1814.    Lieutenant,  5  March, 
1817.    Last  appearance  on  Records  of  Navy  Department,  14  July,  1818.    Dead. 

tonald,  John  A. 

I^unner,  13  November,  1861. 

N»nald,  John  H. 

LCting  Third  Assistant  Engineer,  12  December,  1864.    Resigned  14  June,  1865. 

N»nald,  Joseph. 

LCting  Ensign,  14  July,  1863.      Honorably  discharged   13  June,  1867.      Mate, 
2  March,  1870.    Boatswain,  11  February,  1871. 

tenald,  lieTi. 

K^ctingThird  Assistant  Engineer,  15  September,  1861.    Resigned  15  February,  1862. 

>onaId,  Robert* 

Boatswain,  25  July,  1857.     Warrant  cancelled,  24  March,  1865.     Boatswain.  23 
May,  1868.    Died  M  April,  1872. 

[Ronald,  R.  If. 

■^idBhipman,  17  December,  1831.     Resigned  26  December,  1834 
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MeDonald,  Thomas  H. 

ICate,  28  December,  1862.  Acting  Ensign,  2  February,  1865.  Hononbly  dii- 
chaiged  9  December,  1865. 

McDonald,  William  H. 

AssiBtant  Burgeon,  22  April,  1871.    Resigned  22  March,  1878. 
McDonnell,  James. 

Carpenter,  21  October,  1840.  .  Retired  list,  16  June,  1878. 
McDonnell,  John  £• 

Cadet  Midshipman,  80  September,  1874.    Graduated  4  June,  1880. 
McDonongh,  Charles  SL 

Midshipman,  8  April,  1885.  Passed  Midshipman,  22  June,  1841.  Master,  \t 
August,  1847.  Lieutenant,  16  May,  1848.  Retired  14  April,  1868.  CiptMn 
on  Retired  list,  4  April,  1867.    Died  80  November,  1871. 

McDonoQgh,  James  T. 

Midshipman,  1  April,  1826.  Passed  Midshipman,  28  April,  1882.  Lieatenant, 
8  March,  1887.    Dropped  18  September,  1855. 

McDonongh,  J«  M« 

Midshipman,  16  March,  1798.    Last  appearance  on  Records  of  Navy  Deptxtmeot 

MeDonongh,  John. 

Mate,  6  January,  1863.    Honorably* discharged  2  December,  1865. 

McDonongrh,  Thomas. 

Third  Assistant  Engineer,  27  March,  1848.    Resigned  4  November,  1844. 

McDonsal9  Charles  J. 

Acting  Midshipman.  26  May,  1852.  Midshipman,  1  October,  1856.  Fused  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  26  JtBoarr, 
1861.  Lieutenant-Commander,  16  November,  1862.  Commander,  19  Janoirj, 
1871. 

MeDongal,  DaTid. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1884.  Lleoteniiit. 
25  February,  1841.  Commander,  24  January,  1857.  Captain,  2  Mareb,  18li 
Commodore,  12  June,  1869.  Retired  list,  27  December,  1871.  Rear-Adminlt 
Retired  list,  24  August,  1878. 

McDongal,  I^eon. 

Midshipman,  18  March,  1889.    Resigned  27  July,  1846. 

McDongal,  P.  D. 

Mate,  1  October,  1861.  Acting  Master,  24  March,  1862.  Resigned  18  Augv^ 
18G2.     Acting  Ensign,  9  October,  1862.    Resigned  5  August,  1863. 

McDongall,  Angus. 

Acting  Third  Assistant  Engineer,  17  April,  1863.  Acting  Second  AwftiDt 
Engineer,  17  August,  1864.    Honorably  discharged  11  September,  1865. 

McDowell,  Cbarles  A. 

Acting  Third  Assistant  Engineer,  8  July,  1863.    Died  11  May,  1864. 

McDnffie,  JarTis. 

Professor,  6  December,  1838.    Dropped  4  September,  1848. 

McDnnn,  Ezra.  ^ 

Mate,  27  November,  1868.  Acting  Ensign,  13  April,  1865.  Honorably  duchaff^ 
20  January,  1866. 

McElhany,  J. 

Acting  Assistant  Surgeon,  4  December,  1862.    Resigned  81  May,  1805. 

McEllmell,  Thomas  A. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Acting  Second  Aisistant  » 
gincer  28  March,  1865.    Honorably  discharged  11  September,  1868 

McElmell,  Edward  F. 

Acting  Thud  Assistant  Engineer,  29  September,  1868.  Honorably  difchwip^ 
5  April,  18G9.  Second  Assistant  Engineer,  7  November.  1871.  Retired  I*** 
1  November,  1878. 
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SeElmell,  Jackson. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  6  May, 
1859.  First  Assistant  Engineer,  25  March,  1861.  Chief  Engineer,  2  February, 
1862. 

ScElmell,  Tfaomas. 

Mate,  6  December,  1861.  Acting  Ensign,  9  October,  1862.  KesiLmed  1  June, 
1868. 

Ie£lroy9  Archibald. 

Lieutenant,  11  May,  1798.    Out  of  service  10  May,  1801. 

f  c£lroy,  l>anicl  R. 

Acting  Third  Assistant  Engineer,  11  February,  1864.  Acting  Second  Assistant 
Engineer,  18  December,  1864.    Honorably  discharged  18  January,  1866. 

Ic£lroy,  George  Wightman. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  20  June,  1878. 

IcElroy*  Horace* 

Midshipman,  25  September,  1868.  Graduated  June,  1868.  Ensign,  19  April, 
1869.    Resigned  28  February,  1870. 

IcEIroy,  Samnel. 

Third  Assistant  Engineer,  26  February,  1851.    Resigned  20  July,  1852. 

Ic£lroy,  Thomas. 

Gunner,  13  November,  1861.  Warranted,  1  November,  1862.  Resigned  18  Janu 
ary,  1864.    Acting  Master,  19  January,  1864.    Mustered  out  5  Mai-ch,  1868. 

EeEntee,  Maarlee  W. 

Mate,  21  October,  1861.  Acting  Ensign,  18  November,  1863.  Acting  Master, 
19  October,  1864.    Honorably  discharged  14  May,  1867. 

EeEwan,  Campbell. 

Acting  Third  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  14  March,  1865.    Honorably  discharged  28  November,  1865. 

[cEwan,  John. 

Acting  Third  Assistant  Engineer,  22  September,  1862.  Acting  Second  Assistant 
Engineer,  8  February,  1864.    Honorably  discharged  23  September,  1865. 

[eXIwen,  Henry  D. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

[cEwen,  William  G. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Third  Assistant  Engineer, 
8  March,  1865.  Second  Assistant  Engineer,  1  January,  1868.  Retired  list, 
24  May,  1875. 

[cFadden,  W.  J. 

Mate,  23  November,  1864.    Honorably  discharged  2  June,  1865. 

[cFarlan,  Alexander. 

Chaplain,  2  March,  1802.    Died  2  August,  1805. 

[cFarland,  Abial. 

Actii.^,  Master,  6  December,  1861.    Honorably  discharged  14  September,  1805. 

[cFarland,  John. 

Acting  Midshipman,  21  September,  1857.  Midshipman,  1  June,  1861.  Lieutenant, 
1  August,  1862.     Lieutenant-Commander,  25  July,  1806.     Died  22  May,  1874. 

[cFarland,  J.  P. 

Midshipman,  8  December,  1837.    Resigned  2  July,  1845. 

LcFarliMid,  Walter. 

Mate.    Appointment  revoked  (Sick,)  21  February,  1862. 

[cFarland,  Walter  Martin. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 

[cFarlMid,  William  B. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  18  November, 
1865. 
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McFate,  JTohn. 

Boatswain,  15  July,  1818.    Died  in  October,  1820. 

McFanl,  WilUam. 

Acting  Third  Assistant  Engineer,  13  February,  1864.  Honorably  diachaigec 
10  July,  1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Masterei 
out  6  April,  1869. 

HcFawn,  John. 

Actiuff  Third  Assistant  Engineer,  6  June,  1864.  Honorably  diacbarged  29  Sep- 
tember, 1865. 

McGarrity,  Thomaeu 

Acting  Third  Assistant  Engineer,  10  March,  1864.    Honorably  diachaiged  16 IV- 
cember,  1865. 

IMcGary,  Charles  P. 

MidEhipman,  19  October,  1841.    Passed  Midshipmau,  10  August,  1847.    Mastfr. 
14  September,  1855.    Lieutenant,  15  September,  1855.    Resigned  25  April,  1861. 

MeGean,  J.  R. 

Acting  First  Assistant  Engineer.    Resigned  5  Deccnil^er,  1862. 

HcGlnnis,  £dward  F. 

Acting  Third  Assistant  Engineer,  1  Februan',  1802.  Appointment  refoked 
21  July,  1862. 

MeGlanhon,  James. 

Midshipman,  28  June,  1804.    Died  19  July,  1813. 

MeGlanhon,  Turner. 

Midshipman,  28  June,  1804.    Resigned  16  January,  1808. 

HeGlatheny,  James. 

Mate,  8  January,  1862.  Appointment  revoked  17  November,  1862.  Mate,17Fej»- 
mary,  1868.  Acting  Ensign,  19  September,  1863.  Honorably  dischaigsd  S8No- 
Teml>er,  1865. 

MeGlatbeny,  James* 

Acting  Ensign,  19  September,  1863.    Honorably  discharged  28  November.  Ii^**- 

MeGlensey,  John  F. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  1  June,  1861.  Uenteo* 
ant,  16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander, 8  Feb- 
ruary, 1875. 

MeOlineey,  Francis. 

Mate,  16  May,  1864.     Honorably  discharged  8  February,  1868. 

HeGloln,  William. 

Acting  Master,  6  December,  1861.  Acting  Volunteer  Lieutenant,  28  Dfief^^' 
1864.    Honorably  discharged  21  December,  l«0o. 

McGlone,  Tbomas. 

Carpenter,  12  May,  1866.     Resigned  17  April,  1867.    Carpenter,  18  May,  \^ 

MeGonfi^h,  Thomas.  ^ 

Acting  Third  Assistant  Engineer,  21  March,  1862.    Died  29  SeptembG'r,'V«^ 

MeCU^Tern,  John. 

Mate,  27  May,  1863.    Dismissed  10  December,  1864. 

MeOoTern,  John  B.  ^.aU^ 

Acting  Second  Assistant  Engineer,  18  March,  1864.    Honorably  discl^  ^sJ^ 
tember,  1865. 

MeGoTern,  Peter. 

Acting  Gunner,  28  August,  1863.    Dismissed  16  July,  1864. 

MeGowan,  Barth. 

Professor  of  Mathematics,  20  June,  1836.     Dismissed  12  April,  184^  ^i:^. 

MeGowan,  lieorge  W.  _^ ^^J 

Acting  Third  Assistant  Engineer,  1  September,  18C3.    Drowned  6      ':^i>cccO» 

MeGowan,  James.  r^-ed^' 

Midshipman,!  September,  1811.    Lieutenant,  9  December,  1814^  —        ^^ 
ruary,  1826. 
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Hclntosh,  diaries  F« 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.    Commander,  2  March,  1857.     Dismissed  20  April,  1861. 
Mcintosh,  Hampden. 

Midshipman,  26  April,  1798.    Last  appearance  on  Records  of  Navy  Department 
IVIcInfoAh,  Horace  P. 

Midshipman,  28  June,  1867.    Graduated  6  June,  1871.    Ensign,  14  July,  1871 
Master,  27  June,  1875. 

McIntiMih,  James  Me. 

Midshipman,  1  September,  1811.    Lieutenant,  1  April,  1818.    Commander,  28  Feb- 
ruary, 1888.    Captain,  6  September,  1849.    Died  1  Septembe*.  1860 

Mcintosh,  John  B. 

Midshipman,  27  April,  1848.    Resigned  24  May,  1850. 
Mclnt€>sh,  John  Ij. 

Acting  Third  Assistant   Engineer,   19  October,  1864.      Honorably  dlflcbaiged 
19  October,  1865. 

McIntCMh,  Thomas  T. 

Acting  Third  Assistant  Engineer,  4  January,  1862.    Acting  Second  AsBistaot  En- 
gineer, 8  June,  1863.    Honorably  discharged  7  October,  1868. 

Mcintosh,  W.  A. 

Midshipman,  80  November,  1814.    Resigned  29  November,  1817. 

Mcintosh,  William. 

Midshipman,  80  April,  1800.    Lieutenant,  2  May,  1808.    Resigned  9  Deonber, 
1808. 

Mclntyre,  Alfred  F. 

Acting  Ensign,  27  December,  1864.    Appointment  revoked  23  November,  186S. 

Mclntyre,  Frank  T. 

Acting  Assistant  Paymaster,  4  December,  1862.    Died  on  ''  De  Soto^^  18  October, 

1863.  • 

Mcfntyre,  John. 

Third  Assistant  Engineer,  22  July,  1862.    Second  Assistant  Engineer,  15  Fd)raii7t 

1864.  Died  21  May,  1865. 

Mclntyre,  Sylvanns. 

Third  Assistant  Engineer,  24  August,  1861.     Resigned  19  June,  1865. 

McKay,  Charles  £• 

Acting  Midshipman,  29  September,  1857.    Midshipman,  1  June,  1861.    Acti^^ 
Master,  4  September,  1 86 1.     Lieutenant,  1 6  J  uly,  1862.    Lieutenant-Commandig^^ 
25  July,  1866.    Retired  list,  25  June,  1869. 

McKay,  Haniel. 

Acting  Ensign,  20  March,  1865.     Honorably  discharged  14  May,  1867. 

McKay,  Honald  8. 

Mate.    Appointment  revoked  1  September,  1 862. 

McKay,  John. 

Acting  Master,  18  May,  1861.    Dismissed  6  February,  1863. 

McKay,  John  £• 

Third  Assistant  Enginner,  3  May,  1859.     Resigned  7  July,  1860.    Acting  Thi; 
Assistant  Engineer,   14  August,   18G2.      Acting  Second  Assistant  ^n^ 
13  December,  1862.    Acting  First  Assistant  Engineer,  17  May,  1864. 
discharged  13  October,  1868. 

McKay,  liAnchlan. 

Carpenter,  16  June,  1836.    Resigned  29  August,  1840. 

McKay,  William  H. 

Mate.    Resigned  24  November,  1862. 

McKay,  William  li. 

Acting  Third  Assistant  Engineer,  11  October,  1862.    Resigned  23  November,  1 
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'BteKean,  F.  B. 

Midshipman,  30  September,  1845.    Resigned  10  May,  1847. 

MeKeaii,  Frederick  G. 

Third  Assistant  Engineer,  19. February,  1861.  Second  Assistant  Engineer, 
21  April,  1863.  First  Assistant  Engineer,  1  December,  1864.  Chief  Engineer, 
25  November,  1877. 

McKean,  William  I>.,  Jr. 

Mate,  22  April,  1863.  Resigned  29  June,  1863.  Mate,  28  September,  1864.  Hon- 
orably discharged  16  September,  1865. 

McKeam,  William  W. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.  Captain,  14  September,  1855.  Retired  list,  27  December, 
1861.    Commodore  on  Retired  lict,  16  July,  18G2.    Died  22  April,  1865. 

MeKee,  Hugh  W. 

Midshipman,  25  September,  1861.  Graduated  June,  18G6.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Killed  in  attack 
upon  "  Corea^^  Japan,  11  June,  1871. 

HeKee,  Samnel* 

Mate,  17  December,  1863.    Honorably  discharged  1  November,  1865. 

HeKeel,  John. 

Midshipman,  8  August,  1805.    Dismissed  17  September,  1805. 

KeKeen,  James. 

Acting  Carpenter,  27  November,  1863.    Honorably  discharged  5  August,  1865. 

HeKeeTer,  B*  W* 

Mate,  3  September,  1861.    Resigned  30  September,  1863. 

KeKeeTer,  Fdwin. 

Mate.  Acting  Ensign  25  May,  1863.  Resigned  18  March,  1865.  Acting  Ensign, 
14  August,  1866.    Resigned  27  June,  1868. 

HcKeeTer,  Isaae. 

Midshipman,  1  December,  1809.  Lieutenant,  9  December,  1814.  Commander, 
27  May,  1830.    Captain,  8  December,  1838.    Died  1  April,  1856. 

:McKeise,  E. 

Acting  Master,  26  August,  1861.    Resigned  6  September,  1862. 

3IeKeilhen»  W.  J 

Midshipman,  3  March,  1841.    Dropped. 

SIcKell,  James. 

Acting  First  Assistant  Engineer,  17  March,  1802.    Resigned  8  December,  1863. 

JftcKendrjr,  William. 

Acting  Ensign,  11  September,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  13  June,  1864.    Honorably  discharged  19  August,  1865. 

SCcKennee,  Henry  O. 

Acting  Ensign,  8  October,  1862.  Acting  Master,  recommendation  of  Commanding 
Officer,  29  April,  1864.    Honorably  discharged  17  November,  1865. 

-JleKenney,  John. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Resigned  15  June,  1865. 

JftcKenney,  William. 

Chaplain,  8  September,  1841.    Died  4  May,  1857. 

:^eKenny,  W.  £• 

Midshipman,  9  June,  1811.  Lieutenant,  5  March,  1817.  Commander, 9  February! 
1837.    Died  24  August,  1839. 

:]feRen8ie,  Ijewis. 

Acting  Second  Assistant  Engineer.    Resigned  7  June,  1864. 

]VcK.enzie,  Allen. 

X^ieutenant,  2  April,  1799.     Last  appearance  on  Records  of  Navy  Department, 
12  April,  1799. 
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McKenzie,  Daniel. 

Midshipman,  17  December,  ISIO.    Resigned  19  October,  1818. 

McKenzie,  DaTid  B. 

Mate,  4  November,  1863.    Acting  Ensign,  11  June,  1864.    Honorably  diBchined 
7  June,  1865. 

McKenzie,  James  B. 

Acting  Third  Assistant  Engineer,  18  April,  1868.    Honorably  discharged  14  Octo- 
ber, 1866. 

McKenzie,  Kenneth. 

Midshipman,  8  March,  1799.    Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

McKenzie,  Robert  €. 

Mate,  4  October,  1862.    Acting  Ensign,  11  March,  1863.    Acting  Master,  81  Ko- 
yember,  1864.    Resigned  20  May,  1865. 

MeKenzie,  William. 

Midshipman,  30  November,  1814.     Lost  at  Sea  in  1816. 

McKenzie,  William. 

Acting  Third  Assistant  Engineer,  20  May,  1864.    Appointment  revoked  8  Huc^ 
1865. 

McKerTall,  William. 

Captain,  (to  command  a  Galley,)  11  September,  1798.    Discharged  4  Septeml^'^'* 
1801,  under  Peace  Establishment  Act. 

McKewan,  BaTid  P. 

Mate,  8  September,  1862.    Acting  Ensign,  29  April,  1863.    Dismiaoed  18 
1863.    Acting  Ensign,  7  June,  1864.    Honorably  discharged  16  July,  186S. 

McKinley,  Edward. 

Assistant  Surgeon,  8  September,  1841.    Died  2  November,  1841. 

McKinlej,  Francis. 

Actmg  Third  Assistant  Engineer,  11  July,  1863.    Resigned  28  March,  1865. 

McKinley,  Isaac  J. 

Acting  Ensign,  5  September,  1862.    Honorably  discharged  13  August,  1885. 

McKinley,  John. 

Hoatswain,  5  April,  1855.     Died  20  May,  1SG6. 

McKinnej,  Wilson  R. 

Midsliipman,  20  Marcli,  1834.    Passed  Midshipman,  16  July,  1840.    Lienten^^- 
3  March,  1847.     Died  18  August,  1851. 

McKinskry,  lamcH  1^. 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1882.  Lieaten^p-'^^ 
9  February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  Ib^^^ 
Commodore,  25  July,  1866.  Retired  list,  9  February,  1869.  Died  11  Fobrw  "^- 
1873. 

McKiTcr,  John  H. 

Acting  Third  Assistant  Engineer,  4  August,  1864.    Resigned  20  April,  1865. 

McKnight,  Georcpe  B. 

Assistant  Surgeon,  16  May,  1829.    Surgeon,  20  February,  1888.    Died  18 

1857. 

McKnijcht,  Joliii. 

Midshipman,  20  June,  1806.    Dismissed  3  June,  1808. 

McKniiclit,  JiMieph. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Acting  Second  Aasifteiit 
gineer,  28  October,  1861.     Acting  First  Assistant  Engineer,  27  January,  11 
Honorably  discharged  25  October,  1865. 

McKnicplit,  Robert. 

Midshipman,  13  July,  1799.    Resigned  15  July,  1800. 

McKnifflit,  H.  B. 

Midsbipniun,  21  February,  1809.    Lieutenant,  24  July,  1813.     Last  a] 
Records  of  Navy  Department,  1815.    Lost  at  Sea. 
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Icliacblan,  James. 

Midshipman,  9  June,  1811.    Last  appearance  on  Records  of  Navy  Department, 
1814.    Resigned. 

IcI^achlin,  P. 

Master,  28  July,  1814.    Last  appearance  on  Records  of  Navy  Department,  1817. 
Furlougbed. 

Ecl^anahan,  8.  CalTiii. 

Third  Assistant  Engineer,  17  March,  1863.    Second  Atsistant  Engineer,  25  July, 
18G6.    Resigned  21  June,  1869. 

Eel^anahan,  Tenant* 

Midshipman,  12  December,  1839.     Passed  Midshipman,  2  July,  1845.     Killed 
11  February,  1848. 

leliane,  Allen* 

Midshipman,  05  April,  1831 .    Resigned  26  November,  1 838.    Midshipman,  24  May, 
1842.    Passed  Midshipman,  5  August,  1848.    Resigned  6  November,  1852. 

lel^ne,  Charles  S* 

Gunner,  26  December,  1845.    Killed  by  bursting  of  a  cannon  at  Washington  Navy 
Yard,  13  November,  1849. 

leJLane,  I^onis. 

Midshipman,  5  March,  1835.    Passed  Midshipman,  22  June,  1841.    Lieutenant, 
26  September,  1847.    Resigned  21  January,  1850. 

leliane,  lionis. 

Midshipman,  8  May,  1799.    Resigned  10  February,  1802. 

Eel^ane,  WiUiam  G* 

Acting  Third  Assistant  Engineer,  2  December,  1861.    Acting  Second  Assistant 
Engineer,  19  December,  1862.    Honorably  discharged  9  April,  1868. 

leliaren,  Donald. 

Chaplain,  10  March,  1868. 

Eeliarty,  WiUiam  A. 

Acting  Third  Assistant  Engineer,  1  September,  1864.     Honorably  discharged 
9  March,  1868. 

Eel^anghlin,  Angnstns* 

Midshipman,  11  January,  1840.    Passed  Midshipman,  11   July,  1846.    Master, 
1  March,  1855.    Lieutenant,  14  September,  1855.    Resigned  26  April,  1861. 

lelianglilln,  Daniel. 

Mate,  28  May,  1863.    Dismissed  1  December,  1863. 

[el«anghlin,  Edward. 

Chaplain,  19  April,  1826.    Dismissed  2  October,  1829. 

[elianffhlin,  J*  T. 

Midshipman,  1  December,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
28  February,  1838.    Died  0  July,  1847. 

[eliangUin,  Michael. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Acting  Second  Assistant  En- 
gineer, 31  May,  1864.    Honorably  discharged  12  Deceniber,  1865. 

Eelianglilin,  Richard. 

Acting   Third  Assistant  Engineer,  4   February,   18C3.      Honorably  discharged 
16  December,  1865. 

[el<anghlln,  R.  K. 

Acting  Third  Assistant  Engineer,  18  March,  18C5.    Honorably  discharged  16  De- 
cember, 1865. 

[el^anghlin,  Thomas  J. 

Acting  Ensign,  1  October,  1862.    Resigned  80  May,  1864. 

[el^an,  Arthur  £. 

Mate,  20  November,  1863.    Resigned  28  February,  18C5. 

[el/ean,  Daniel. 

Acting  Assistant  Surgeon,  3  October,  18(53.    Honoralxly  discharged  28  December, 
1865.  ^ 
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Mcliean,  I>aTld. 

Acting  Assistant  Surgeon,  31  March,  1864.    Resigned  12  August,  1864. 
llcltfean,  George  W. 

Acting  Assistant  Paymaster,  14  December,  1864.    Resigned  25  March.  1865. 
Mcl^ean,  John. 

Master's  Mate,  27  April,  1805.    Last  appearance  on  Records  of  Navy  Departmoit 

Mcliean,  !«•  Robert. 

Acting  First  Assistant  Engineer,   19  November,  1862.    Honorably  ditchiiged 
14  October,  1865. 
Mcliean,  Robert  H. 

Midshipman,  22  June,  1868.  Graduated  1  June,  1872.  Ensign,  15  July,  1878- 
Master,  25  November,  1877. 

McIiean,  Thomas  €• 

Midshipman,  21  September,  1864.  Graduated  June,  1868.  Master,  12  JulyJSTO. 
Lieutenant,  12  December,  1872. 

Mcliean,  Walter. 

Midshipman,  6  June,  1872.    Graduated  20  June,  1876.    Ensign,  28  October,  18TS. 

McI^ean,  William. 

Acting  First  Assistant  Engineer,  14  July,  1863.    Honorably  discharged  15  Apri^ 
1866. 

Meliean,  William. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Honorably  dlBcharged  5 
cember,  1865. 

Meliean,  W.  B. 

Midshipman,  1  January,  1812.    Resigned  13  October,  1824. 

Mclean,  William  H. 

Mate,  23  January,  18G2.  Acting  Master,  6  June,  1862.  Dismissed  17  July,  1 
Acting  Ensign,  5  December,  18G3.  Appointment  revoked  (Sick,)  14  May,  1 
Acting  Ensign,  28  September,  1864.    Resigned  8  February,  1865. 

Mel^eary,  Thomas. 

Acting  Ensign,  23  December,  1863.    Resigned  16  March,  1865. 

llelieod,  Daniel  €. 

Assistant  Surgeon,  8  February,  1832.    Surgeon,  23  July,  1841.    Died  1  September  "^ 
1852. 

Mcljeod^  ]¥orman. 

Mate,  8  September,  1862.    Acting  Ensign,  17  December,  1862.    Honorably 
charged  21  December,  1868. 

Mel^ond,  Francis. 

Boatswain,  15  September,  1857.    Died  6  May,  1866. 

McMahan,  Jesse. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Resigned  24  November,  18f» 

McMahon,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1863.  Acting  Second  Assista 
Engineer,  3  December,  1»G4.  Acting  First  Assistant  Engineer,  29  June,  18C 
Honorably  discharged  27  Marcli,  1868. 

HclMlanns,  John. 

Mate,  7  July,  1863.    Honorably  discharged  12  May,  1868.    Mate,  20 
1870. 

Mcllaster,  James. 

Assistant  Surgeon,  8  October,  1859.    Surgeon,  11  October,  1862.    Died4J«^ly- 

1873. 

McHIechan,  Andrew  €.  _^ 

Midshipman,  24  Febniary,  1863.    Graduated  June,  1868.    Master,  12  July,  1  S  •O 
Lieutenant,  6  January,  1874. 

McMiehael,  William  I>. 

Mate,  11  November,  1864.    Died  at  New  Orleans,  La.,  15  December,  1864i 
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[eMlllan,  Charles. 

Acting  Second  Assistant  Engineer,  12  August,  1SG3.    Resigned  5  June,  1865. 

IcMillan,  James* 

Acting  Assistant  Surgeon,  23  July,  1864.    Resigned  24  June,  1865. 

IcMillan,  Roderick. 

Gunner,  1  March,  1860.  Dismissed  25  May,  1860.  Acting  Ensign,  11  Februar}', 
1865.    Honorably  discharged  19  September,  1865. 

fcMnllin,  R.  R. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Killed  by  accident, 
27  January,  1883. 

IcMnrray,  William  B. 

Mate,  24  January,  1863.    Deserted  19  May,  1863. 

IcMnrtrie,  Daniel. 

Assistant  Surgeon,  22  August,  1862.    Surgeon,  29  June,  1872. 

IcMnrtrie,  Horace. 

Third  Assistant  Engineer,  8  May,  1859.  Second  Assistant  Engineer,  29  October, 
1861.    First  Assistant  Engineer,  20  May,  1863.    Resigned  28  November,  1865. 

IcMnrtrie,  William. 

Purser,  26  May,  1824.    Died  23  March,  1886. 

IcNabb,  James. 

Acting  Third  Assistant  Engineer,  23  January,  1864.  Honorably  discharged 
27  September,  1867. 

Ic^abce,  €.  M. 

Mate,  27  May,  1865.    Appointment  revoked  21  February,  1866. 

Idfair,  Antoine  R. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1802.  Lieutenant-Commander, 
25  July,  1866.    Retired  list,  26  October,  1872. 

IcHTalr,  Frederick  T. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1800.  Lieutenant,  18  April, 
1861.    Lieutenant-Commander,  20  April,  1804.     Commander,  20  January,  1872. 

IcHTair,  William  G. 

Mate,  7  August,  1862.    Appointment  revoked  (Sick,)  14  May,  1863. 

EcNally,  John. 

Acting  Ensign,  Staff  of  Admiral  Dahlgren,  1  May,  1865.  Honorably  discharged 
29  July,  1865. 

fcNally,  William. 

Gunner,  23  December,  1835.    Dismissed  3  January,  1837. 

lIcNamara,  James  B. 

Third  Assistant  Engineer,  8  December,  1862.  Second  Assistant  Engineer,  8  April, 
1804.     Died  23  June,  1864. 

HcNarry,  Isaac  R. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  February, 
1863.  First  Assistant  Engineer,  1  January,  1865.  Chief  Engineer,  14  Decem- 
ber, 1878. 

(felVanglit,  Robert. 

Acting  Third  Assistant  Engineer,  14  March,  1865.  Honorably  discharged  3  De- 
cember, 1865. 

c?JVeeley,  J.  S. 

Acting  Assistant  Surgeon.    Resigned  1  September,  1863. 

'-^W^eil,  Archibald. 

^Midshipman,  1  January,  1812.    Lieutenant,  1  April,  1818.    Died  March,  1821. 

^^il,  B.  P. 

Idshipman,  3  March,  1838.    Resigned  5  November,  1838. 

^il,  Daniel. 

ixptain,  17  July,  1798.    Discharged  27  October,  1802.  under  Peace  EstabUsbment 
^\ct. 
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McNeil,  liewiB  W. 

Acting  Third  AsBistant  Engineer,  81  May,  1864.    Honorably  discharged  14  Aiigvti 
1865. 

McNeil,  I>M  Jr. 

Midshipman,  12  January,  1799.    Dismissed  9  May,  1807. 

McNellly,  W.  T. 

Acting  Ensign,  31  October,  1862.    Honorably  di.«cl>arged  4  October,  1865. 

McNeills,  Thomas. 

Acting  Third  Assistant  Engineer,  10  June,  1863.    Acting  Second  Asfiistant  Kb* 
gineer,  18  October,  1864.    Honorably  discharged  7  August,  1865. 

McNelly,  John. 

Boatswain,  9  April,  1833.    Drowned  14  July,  1839 

McNier,  John. 

Boatswain,  15  January,  1800.    Warrant  returned. 

McNier,  Thomas. 

Midshipman,  9  June,  1811.    Last  appearance  on  Records  of  Nayy  Departmeoti 
1815.    Furloughed. 

McNilt,  James. 

Mate,  22  April,  1868.    Died  11  August,  1863. 

McNntt,  William  F. 

Acting  Assistant  Surgeon,  24  December,  1862.    Resigned  23  July,  1864 

McPherson,  George  £. 

Acting  Assistant  Surgeon.    Resigned  26  May,  1865. 

McPherson,  H. 

Master,  1  April,  1814.    Last  appearance  on  Records  of  Navy  Department,  ISll 
Philadelphia. 

McPherson,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.    Resigned  5  March,  1862. 

McPherson,  J.  S. 

Midshipman,  20  June,  1806.    Lieutenant,  26  May,  1812.    Commander.  28  Xarcb. 
1820.    Died  28  April,  1824. 

McClnade,  James. 

Acting  Third  Assistant  Engineer,  27  June,  1864.    Appointment  revoked  15  Sep- 
tember, 1865. 

Mc<|nlnu,  Charles  B. 

Acting  Ensign,  6  November,  1863.    Resigned  22  October,  1864. 

McRae,  Archibald. 

Midshipman,  26  January,  1837.    Passed  Midshipman,  29  June,  1848.    Lieotenast, 
25  June,  1850.    Died  17  November,  1855. 

McRea,  John. 

Lieutenant,  10  September,  1708.    Resigned  20  December,  1803. 

McBeyuolds,  J.  ]>. 

Assistant  Surgeon,  3  May,  1810.    Surgeon,  2  October,  1811.    Last  appctrtnce <* 
Records  of  Navy  Department,  1822.    Philadelphia. 

McRitchie,  I>aTid  G.  ^ 

Acting  Master,  29  October,  1861.    Ensign,  12  March,  1868.    Master,  18  Decern^' 
1868.    Lieutenant,  21  March,  1870. 

McRoberts,  Jefferson. 

Midshipman,  3  March,  1841.    Dismissed  27  June,  1850. 

McRorie,  D.  W. 

Midshipman,  1  February,  1814.    Died  20  August,  1822. 

McSemple,  Alexander, 

Mate,  24  January,  1863.    Resigned  6  Octobci,  1864. 

McSherry,  Ifenrj  F. 

Aasistaut  Surgeon,  23  June,  1860.     Surgeon,  22  September,  1863.     Died  1  Octobtf* 
1867. 
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HcHStaeri7,  Blcfaard  F. 

AttiBtant  Surgeon,  22  November,  1843.    Besigocd  IT  April,  1866. 
■cSweeney,  Edwnrd  B* 

Mate,  14  Hay,  1884.    Honorably  discharged  5  August,  1865. 
■cThone,  Henry. 

HidHbipiDBii,  18  April,  1648.    DiBmisBed  15  November,  1853. 
HcTiirk,  Andre V. 

Acting  Third  Assistant  Ecgineer,  S  April,  1862.     Acting  Secund  AssistaDt  Engi- 
neer, 1H  January,  1BB4.     Honorably  discharged  21  August,  1605. 
HoTa)',  James. 

Mate,  IS  October,  1882.     Acting  Ensign,  25  November,  1803.     Honorably  dis- 
charged 14  June,  18GT. 
McTer,  Archibald. 

Acting  Assistant  Paymaster,  6  January,  18G4.    Mustered  out  2G  January,  1886. 
3IcWllllanis,  Alexander. 

ABsistaDt  Surgeon,  8  February,  1802.    Resigned  1  April,  ISO.'i. 
McWllllamB,  Alexander  S. 

Acting  Assistant  Paymaster,  24  August,  1868.    Honorably  discharged  15  October, 
1865. 
McWllllams,  John. 

Actins  Third  AsBistant  Engineer,  8  August,  1363.    Honorably  discharged  80  Sep- 
tember, 1865. 
Keacbam,  Jnstln  W. 

Hate,  1  October,  1862.    Resigned  22  September,  1863. 
Meacham,  J.  W. 

Acting  ABsistant  Paymaster,  30  March,  1365.    Mustered  out  15  September,  189S. 


Acting  Qunner,  23  April,  1864.    Dismissed  4  October,  1864. 
Head,  George  I.. 

Acting  Assistant  Pajmiaster,  11  September,  1862.    Passed  Assistant  Paymaster, 
33  July,  1966.    Paymaster,  25  January,  1870.    Died  26  November,  1872. 
Head,  Oeorfce  V, 

Mate,  17  January,  1863.     Acting  Ensign,  26  October,  1863.     Honorably  discharged 
13  September,  1887. 
Head,  James  W. 

Acting  Third  Assistant  Engineer,  21  July,  1864.    Resigned  18  April,  1865. 
Head,  Samnel  H.,  Jr. 

Acting  Ensign,  2  September,  1862.    Acting  Master,  19  November,  1864.    Honor- 
ably discharged  23  January,  18C6. 
Head,  HllllHrn  H. 

Mate,  31  October,  1861.    Resigned  SO  March,  1864. 
Head,  William  V. 

Midshipman,  30  December,  1861.    Graduated  September,  1860.    Ensign,  1  Decem- 
ber, 1366.    Master,  IJ  March,  1868.    Lieutenaoit,  26  March,  1880. 
Heade.  Cyrns  G. 

Acting  Third  Assistant   Engineer,  15  September,   1864.     Honorably   dischanred 
7  August,  188B. 
Meade,  Edward. 

Master,  10  July,  18ia.    Dismissed  as  Supernumerary,  6  March,  1813. 
Meade,  Edward. 

Master,  3  July,  1708.     Lieutenant,  29  May,  1700.    Discharged  22  October,  ISOl, 
under  Peace  Establishment  Act 
Heade,  Henry  H 

Acting  Assistant  Paymaster,  31  January,  1862.    Passed  Assistant  Paymaster, 
23  July,  1866.    Paymaster,  0  April,  1868.    Resigned  23  February,  1872. 
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Meade,  Richard  M. 

Midshipman,  2  April,  1804.    Resigned  11  March,  1815. 

Meade,  Richard  W. 

Midshipman,  1  April,  1826.    Passed  Midshipman,  14  June,  1884.     LienteDtnt 
on  Resenred  list,  20  December,  1837.    Commander  on  Active  list,  14  September. 
1855.    Captain  on  Active  list,  16  July,  1862.    Retired  list,  11  December,  1867. 
Died  16  April,  1870. 

Meade.  Richard  H'.,  Jr. 

Midshipman,  2  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  23  January,  1858.  Lieatenant-Cmmnanda; 
16  July,  1862.    Commander,  20  September,  1868.    Captain,  13  March,  1880. 

Meader,  Samnel  R. 

Acting  Master,  13  November,  1861.    Ilonorably  discharged  4  February,  1886. 

Meads,  James. 

Cariienter,  27  January,  1840.    Dismissed  20  April,  1861. 
Mealias,  Stephen. 

Acting  Second  Assistant  Engineer,  26  November,    1861.    Died  20  Febntiy^ 
1862. 

Meaney,  Charles  I«. 

Acting  Ensign,  26  January,  1863.    Honorably  discharged  18  November,  1865. 
Means,  Edward  J. 

Midshipman,  12  October,  1848.    Resigned  10  June,  1854. 

Means,  John  R. 

Mate,  15  December,  1862.    Appointment  revoked  (Sick,)  29  May,  1868. 
Means,  Mark  B. 

Acting  Gunner.    Appointment  revoked  (Sick,)  24  April,  1865. 

Mears,  Henry  B. 

Acting  Assistant  Paymaster,  14  April,  1863.    Mustered  out  11  December,  1865. 

Meeham,  John  T. 

Acting  Third  Assistant  Engineer,  1   June,  1864.    Appointment  revoked  (SUM 
29  September,  1864. 

Meekley,  Thomas  W. 

Acting  Assistant  Surgeon,  22  October,  1862.    Resigned  13  May,  1865. 

Mecray,  James,  Jr. 

Acting  Assistant  Surgeon,  5  November,  1862.     Resigned  1  April,  1864. 

Medary,  Jaeob. 

Midshipman,  25  June,  1868.     Graduated  1  June,  1872.    Resigned  8  NoTeilil>^* 
1870. 

Medill,  R.  H. 

Acting  Master,  1  October,  1862.     Dismissed  17  April,  1863. 

Mee,  John. 

Acting  Third  Assistant  Engineer,  28  November,  1862.    Discharged  27 
1804. 

Meeker,  Cornelius  R. 

Midshipman,  30  September,  1803.     Graduated  June,  1867.    Ensign,  18  Decem^^r^  « 
1868.     Muster,  21  March,  1870.    Lieutenant,  21  March,  1871.    Dismissed 
October,  1875. 

Meeker,  JiMieph  R. 

Acting  Assistant  Paymaster,  4  November,  1862.     Mustered  oat  9 
1865. 

Meeter,  W.  W. 

Acting  Ensign,  24  March,  1864.    Honorably  discharged  21  October,  1865. 

Mefi^thlin,  Anthony  S. 

Acting  Master,  4  November,  1861.     Honorably  discharged  4  November,  1865. 

Mefl^ler,  Joseph  G. 

Mate,  1  October,  18G2.     Acting  Ensign,  7   July,   1863.     Honorably  dischai 
24  October,  1805. 
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Meigs*  JTohn  R. 

Midshipman,  2  February,  1820.    Dismissed  24  September,  1883. 

MelgBy  John  F* 

Midshipman,  4  October,  1862.  Graduated  June,  18G7.  Ensign,  18  December^ 
1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Metre,  Inlins. 

Piofessor,  9  November,  1840.    Dropped  4  September,  1848. 

Melehert^  Albert  J. 

Acting  Ensign,  2  August,  1864.    Honorably  discharged  26  June,  1865. 

Melehor,  I«ewlB  M* 

Mate,  9  October.  1867. 

Meldmin,  Alexander. 

Mate,  5  March,  1862.    Dismissed  22  November,  1862. 

Mellfiih,  John  G. 

Midshipman,  1  January,  1818.    Dismissed  80  August,  1819. 

Mellach,  Umannel* 

Acting  Assistant  Paymaster,  18  December,  1861.  Resigned  4  November,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  4  March,  1875.  Died 
21  October,  1878. 

M^Ien,  Thomas. 

Sailmaker,  16  February,  1861.    Resigned  28  January,  18G3. 

Mellen,  William. 

Acting  Ensign,  25  November,  1863.    Honorably  discharged  80  September,  1865. 

Mellor,  James  W. 

Acting  Second  Assistant  Engineer,  28  October,  1864.  Honorably  discharged 
27  February,  1866.  Acting  Second  Assistant  Engineer,  10  August,  1866.  Mus- 
tered out  20  January,  1868. 

Melson,  William  H. 

Mate,  1  April,  1862.    Resigned  22  January,  1863. 

MelTille^  Benjamin  S. 

Acting  Master,  18  July,  1861.    Honorably  discharged  1  August,  1868. 

HelTille,  George  W. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  30  January,  1865. 

•HelTllle,  Thomas  W. 

liidshipman,  1  February,  1826.    Resigned  3  June,  1884. 

^^Iirln,  Josiah. 

faster,  17  October,  1812.    Resigned  11  April,  1814. 

^"^^^cli*  Isaao  S. 

-^ctin<^  Second  Assistant  Engineer,  3  May,  1864.    Resigned  (Sick,)  19  October, 
1864. 

^^^dell,  G.  C. 

^Acting  Ensign  and  Pilot,  28  October,  1864.    Honorably  discharged  13  May,  1865. 

"^        tdenhall,  (Samnel. 

xting  Assistant  Surgeon,  20  February,  1864.    Honorably  discharged  25  October, 
1865. 

^^^^oeal,  Anecito  G. 

^IlJivil  Engineer,  15  July,  1874. 

^^^:stz,  Georse  W. 

^^^lidshipman,  26  September,  1866.    Graduated  7  Jmie,  1870.    Ensign,  13  July, 
1872.    Master,  25  January,  1875. 

isies,  GnstaTns  T. 

Lidshi^^man,  21  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 25  January,  1870.    Resigned  28  December,  1871. 
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Mercer,  Jolm  F. 

Midshipman,  1  October,  1828.  Passed  Mi<lshipiu:in,  1 1  Juue,  1834.  Lieatenant, 
25  February,  1841.    Died  10  February,  1«44. 

Mercer,  John  F* 

Midshipman,  4  June,  1799.    Resigned  18  September,  1800. 

Mercer,  John  €• 

Assistant  Surgeon,  8  February,  1832.  Passed  Assistant  Surgeon,  8  NoTember, 
1836.    Surgeon,  9  December,  1889.    Resigned  20  September,  1840. 

Mercer,  John  I>. 

Third  Assistant  Engineer,  16  February,  1852.    Resigned  8  July,  1856. 

Mercer,  Joseph. 

Third  Assistant  Engineer,  12  August,  1861.    Resigned  1  May,  1862. 

Mercer «  Ijandon. 

Midshipman,  1  January,  1808.    Killed  in  a  duel  22  December,  1811. 

iHercer,  Robert. 

Midshipman,  14  November,  1799.    Resigned  30  December,  1800. 

Mercer^  Samuel. 

Midshipman,  4  March,  1815.  Lieutenant,  13  January,  1825.  Commander,  8  8tp* 
tember,  1841.    Captain,  14  September,  1855.    Died  G  March,  1802. 

Mercer,  William  R. 

Midshipman,  8  December,  1841.  Passed  Midshipman,  22  August,  1849.  Dropped 
13  September,  1855.  Lieutenant,  Active  list,  15  September,  1855.  Re- 
signed 24  January,  1859. 

Merchant,  Clarke. 

Acting  Midshipman,  29  May,  1852.  Midshipman,  10  June,  1857.  Passed  Ifid- 
shipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April 
1861.    Commander,  20  December,  1864.    Resigned  10  August,  1865. 

Merchant,  Cornelias  M. 

Acting  Master,  25  January,  1862.    Honorably  discharged  19  August,  1865. 

Merchant,  Rohert. 

Acting  Ensign,  25  June,  1863.     Resigned  3  May,  1865. 

Merdiant,  Samnel. 

Acting  Ensign,  3  May,  1864.    Honorably  discharged  13  August,  1865. 

Mercier,  IVilliam  T. 

Third  Assistant  Engineer,  17  January,  1842.     Second  Assistant  Engineer,  10 
July,  1847.    Dismissed  14  August,  1849. 

Meredith,  O.  M. 

Midshipman,  1  October,  1827.    Died  in  1828. 

Meredith,  Henry  C. 

Acting  Assistant  Surgeon,  27  Februa^^',  1805.  Honorably  discharged  9  October, 
1865. 

Meredith,  John  R* 

Acting  Third  Assistant  Engineer,  1 1  August,  1864.  Honorably  discharged  8  Od^ 
ber,  1805. 

Meredith,  H'illiam  H. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  27  May.  186& 

Meredith,  William  T. 

Assistant  Paymaster,  24  August,  1861.  Paymaster,  20  Mav,  1862.  Reflgn^ 
13  June,  1866. 

Meriam,  Frank  II. 

Acting  Master,  31  October,  1861.     Resigned  11  October,  1864. 

Merian,  Henry  Walton. 

Third  Assistant  Engineer,  25  August,  1862.    Lost  on  the  **  Weehawken,'^  6 
ber,  1 863. 

Merick,  F.  T. 

Midshipman,  9  June,  1811.    Resigned  25  February,  1813 
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ro,  WiUiain. 

Acting  Ensign,  13  May,  1868.    Honorably  discharged  30  September,  18(55. 

rrell«  John  P. 

Midshipman,  20  July,  1863.    Graduated  June,  1867.    Ensign,  18  December,  1808. 
Master,  ^1  March,  1870.    Lieutenant,  21  March,  1871 

rriam,  Greenlief  A* 

Midshipman,  24  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  22  October,  1874. 

rriflelfl*  Charles  £• 

Acting  Assistant  Paymaster,  24  February,  1864.    Mustered  out  1  March,  186G. 

rrighew,  James. 

Mate.    Died  at  Pensacola,  Florida,  15  September,  1863. 

trrihew,  Stephen  £• 

Acting  Ensign,  19  March,  1864.    Dismissed  9  March,  1866. 

tHU.^  Chester  R. 

Acting  Third  Assistant  Engineer,  11  May,  1864.  Appointment  revoked  May, 
1865. 

)rrill,  Daniel. 

Acting  Ensign,  24  June,  1864.    Honorably  discharged  10  July,  1865. 

srrill,  George. 

Midshipman,  6  February,  1800.  Lieutenant,  80  April,  1808.  Died  18  August, 
1822. 

Mrrtll,  H.  M. 

Acting  Master,  26  February,  1862.    Honorably  discharged  4  October,  18G5. 

^rlll,  J.  Amos. 

Acting  Ensign,  29  November,  1862.  Dismissed  11  June,  1864.  Mate,  17  August, 
1864.    Deserted  80  January,  1865. 

drrtll,  John  M. 

Acting  Master^  12  August,  1861.    Dismissed  26  February,  1862. 

irrill,  Iiawson  C. 

Assistant  Paymaster,  29  August,  1861.  Paymaster,  5  September,  1862.  Died 
10  August,  1864. 

rrill,  I^ooTiUe  If. 

Acting  Assistant  Paymaster,  4  June,  1864.  Honorably  discharged  16  August, 
1865. 

rrlll,  Rlehard. 

Qunner,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

rrilly  Samnel. 

Mate,  23  September,  1862.  Acting  Ensign,  22  September,  1862.  Dismissed  12  Au- 
gtist,  1863.    Acting  Ensign,  24  October,  1863.    Resigned  9  Mardi,  1804. 

^rill,  Stephen. 

(^urser,  4  December,  1799.  Discharged  23  June,  1801,  under  Peace  Establishment 
Act. 

rrill,  W.  F. 

Master,  19  July,  1812.    Discharged  7  May,  1813. 

rrill,  William. 

Mate,  2  October,  1803.    Resigned  3  May,  1865. 

rriman,  £d||^r  C. 

Acting  Midshipman,  21  September,  1857.  Resigned  7  November,  1860.  Acting 
Master,  3  December,  1861.  Acting  Lieutenant,  25  September,  1863.  Lieutenant 
from  6  July,  1862.  Lieutenant-Commander,  25  July,  18GG.  Commander, 
12  March,  1875. 

vriman,  Eftward. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  Engi- 
neer, 1  December,  1862.  Acting  Chief  Engineer,  1  February,  1863.  Resigned 
1  December,  1864. 
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Merriman,  Jamefii  £• 

Mate,  81  March,  1864.    Drowned  from  **  Sliamroek;'  1  July,  1865. 

Merriman,  J.  Walter- 
Mate,  12  December,  1861.    Acting  Ensign,  28  January,  1864.    Hononbly  dii- 
charged  4  March,  1866. 

Herrilhew,  William  M. 

Resigned  24  June,  1862. 

Merritt,  Edward  B. 

Acting  Third  Assistant  Engineer,  18  October,  1861.    Acting  Second  AaustactEi- 
gineer,  10  February,  1864.    Resigned  14  June,  1865. 

Herritt,  IiawBon  €• 

Assistant  Paymaster,  29  August,  1861.    Paymaster,  5  September,  1863.    Retticd 
8  August,  1863.    Died  10  August,  1864. 

Herritt,  Theoron. 

Acting  Assistant  Paymaster,  11  September,  1862.    Assistant  Paymaster,  30  Joie, 
1864.    Resigned  1 7  March,  1865. 

Merry,  John  F* 

Acting  Ensign,  15  October,  1862.    Acting  Master,  28  September,  1865.    Kn^gn, 
12  March,  1868.    Master,  18  December,  1868.    Lieutenant,  21  Maich,  18701 

Merry,  Thomas  H. 

Lieutenant,  21  June,  1709.    Resigned  18  October,  1799. 

Mershoji,  John  S. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  NtTjDe 
partment,  1818.    Furloughed. 

Mertz,  Albert. 

Midshipman,  27  June,  1867.  Graduated  1  June,  1872.  Ensign,  15  July,  1871 
Master,  26  November,  1877. 

Merrincs  William. 

Midshipman,  16  January,  1809.  Lieutenant,  4  February,  1815.  CommiDder. 
12  June,  1834.  Captain,  8  September,  1841.  Retired  list,  21  Decembv,  1861. 
Commodore,  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  Jalj. 
1866.    Died  15  September,  1868. 

Messiek,  Hdward  R. 

Acting  Second  Assistant  Engineer,  1  September,  1864.  Honorably  diBchargvct 
17  June,  1865. 

MeBBinier,  J.  G. 

Acting  Ensign,  1  March,  1864.    Honorably  discharged  6  June,  1865. 

MeBBiuger,  William  H. 

Second  Assistant  Engineer,  29  October,  1861.  First  Assistant  Engineer,  28  Sep- 
tember, 1864.    Resigned  16  June,  1865. 

Messer,  J.  P. 

Acting  Third  Assistant  Engineer,  6  September,  1864.  Honorably  diMbsrg«l 
80  September,  1865. 

Hesser,  William  W.,  Jr. 

Mate,  15  October,  1861.  Actmg  Master,  29  April,  1862.  Dismissed  28  Jidj. 
1862. 

Messersinith,  John  8. 

Assistant  Surgeon,  9  February,  1837.  Surgeon,  13  July,  1853.  Medical  DiwcW; 
3  March,  1871.    Retired  list,  28  June,  1872. 

Messett,  James. 

Mate,  6  June,  1863.    Dismissed  14  April,  1864. 

Metcalf,  Panl. 

Assistant  Surgeon,  23  April,  1799.    Resigned  4  August,  1799. 

Metz,  William  S. 

Mate,  1  November,  1861.  Acting  Ensign,  11  February,  1864.  Resigned  4  April 
1865. 
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Hetsger,  C!harle«. 

Acting  Second  Assistant  Engineer,  SO  November,  1868.     Honorably  diBcharsed 
17  Jnly,  1865. 
Kerer,  JTohii. 

Acting  Third  AasiBtant  Engineer,  20  April,  1864.    Resigned  6  August,  1964. 
■eyer,  Steuben  P. 

Master,  18  November,  1814.    Resigned  10  September,  1825. 
■erer,  Ttales  N. 

Hate,  16  November,  1881.     Acting  Master,  36  Maicli,  186S.     Honorably  dis- 
charged 9  October,  1868. 
Kcyers*  John  H. 

Acting  Third  Assistant  Engineer,  33  June,  1868.     Appointment  revoked  fSick.) 
20  October,  1863. 
Ilebaelt  William  H,  C. 

Mate,  II   June,  1863.    Acting  Ensign,  16  Jnly,  1864.    Honorably  discharced 
13  June,  1866. 
Uefael,  Krf>nlHt 

Acting  Assistant  Surgeon,  17  Mav,  1861.    Resigned  24  August,  1881.    Re-ap- 
pointed 4  October,  1861.    Resigned  13  February,  W65. 
Ilcfaelson,  Albert  A. 

Midsbipmiui,  28  June,  1860.    Graduated  81  May,  1BT3.    Easieo,  16  Jutv  18T4 
Master.  6  February,  181H.  *' 

[ictaener*  Abram. 

Third    Assistant   Engineer,    28    October,    1863.      Second   Aeeistant    Engineer, 
IS  March,  1864.     Resigned  25  September,  1866. 
[ietaler,  Ambrose  H. 

Assistant  Paymaster,  31  October,  1877. 
Ucfcle,  John  I.. 

Mate,  10  February,   1863.    Acting  Ensign,  15  October,  1863.    Honorably  dis- 
charged 13  September,  1867. 
(lefcler*  Jooeph  P. 

Acting  Third    Assiatant    Engineer,    28   March,    1864,      Honorably   liischnrped 
11  January,  1869.    Second  Assistant  Engineer,  20  March,  1871.    Passed  Assiet- 
ant  Engineer,  24  February,  1878. 
[Icb8,  William  G. 

AMistant  Surgeon,  18  May,  1839.    Resigned  18  October,  1833. 
[Iddleton,  Edward. 

Midshipman,  1    July,  1836.    Passed  Midshipman,  14  June,  1834,     Lieutenant, 
26  February,  1841.     Commander,  14  September,  1855.     Captain,  24  April,  1863. 
Commodore,  26  November,  1868.    Retired  list,   11   December,  1873.     Rear- 
Admiral,  Retired  list,  15  August,  1870. 
llddleton,  Eledns. 

Saibnaker,  15  July,  1841.    Died  8  February,  1857. 
[Iddleton,  Frank. 

Hate,  16  March,  1863.    Acting  Ensign,  18  June,  1864.    Resigned  6  June,  186S. 
[Iddleton,  Oeorse  W. 

Acting  Carpenter,  23  May,  1863.    Honorably  discharged  10  November,  1865. 
Uddleton,  John. 

Midshipman,  1  November,  1627.     Died  12  April,  1833. 
Uddleton,  John  M. 

Second  Assistant  Engineer,  2  May.  1843.     Disrated  to  Third  AssJBtiint  Engineer. 
28  July,  1845.    Second  Assistant  Engineer,  10  July,  1847.    Dismissed  0  Octo- 
ber, 1849. 
Uddleton,  John  IW. 

Acting  Second  Assisiauh  Engineer,  S  January,  1864.      Honorably  discharged 
1  December,  1SU». 
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Midfllofou,  Joseph. 

Master,  31  July,  1812.    Discharge<l  uiulcr  Act,  27  Februarj,  1815. 

Miftdleton,  Moses. 

Master,  18  June,  1812.    Discharged  3  May,  1813. 

Miftdleton,  O.  If. 

Midshipman,  1  January,  1817.    Resigned  30  June,  1823. 

Middleton,  Robert  J. 

Acting  Second  Assistant  Engineer,  3  November,  1864.     Honorably  diflcbuged 
25  September,  1865. 

Mlddleton,  Thomas  K. 

Mate.    Appointment  revoked  (Sick,)  29  January,  1862. 

Midget,  R.  F. 

Acting  Ensign  and  Pilot,  13  April,  1865.    Resigned  20  March,  1866. 

Midlam,  Samnel  C. 

Acting  First  Assistant  Engineer,  13  December,  1862.     Honorably  dischatged 
25  September,  1865. 

Midlam »  SylTester  1¥. 

Acting  Third  Assistant  Engineer,  26  January,  1863.     Acting  Second  Anstnt 
Engineer,  9  September,  18G4.    Honorably  discharged  15  October^  1865. 

Mlesbang,  Nicholas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Died  from  'wovLndnoa^'Rti 
Bater:'  31  January,  1863. 

Mifflen,  Renry. 

Midshipman,  1  December,  1824.    Resigned  22  April,  1831. 

Mil  by,  Robert. 

Acting  Second  Assistant  Engineer,  5  August,  1864.    Honorably  dischaiged  21 0^ 
tober,  1865. 

Miles,  Ashton. 

Assistant  Surgeon,  8  March,  1847.     Passed  Assistant  Surgeon,  23  April,  ISM- 
Dismissed  1  December,  1858. 

Miles,  Charles,  Jr. 

Midshipman,  24  June,  1799.    Resigned  21  May,  1804. 

Miles,  Charles  R. 

Midshipman,  27  June,  1868.    Graduated  1  June,  1872.    Ensign,  i5  July»  1^ 
Master,  20  February,  1878. 

Miles,  John  li. 

Acting  Second  Assistant  Engineer,  22  April,  1863.    Discharged  29  May,  IM 

Miles,  Orlaudo  W. 

Mate,  18  May,  1864.    Resigned  26  May,  1865. 

Miles,  William  R. 

Mate,  9  January,  1862.     Resigned  11  April,  1865. 

Milk,  I^ewis. 

Mate,  13  May,  1803.    Resigned  8  May,  1805. 

Millard,  Samnel  G. 

Mate,  10  February,  1870.    Appointment  revoked  2  October,  1871. 

Miller,  Arehibald. 

Acting  Second  Assistant  Engineer,  5  June,  1803.    Resigned  9  October,  iMS. 

Miller,  R.  W. 

Midshipman,  8  March,  1814.    Resigned  29  September,  1814. 

Miller,  Charles. 

Acting  Ensign,  15  October,  1804.    Honorably  discharged  25  July,  1865. 

Miller,  Charles. 

Boatswain,  13  June,  1861.    Resigned  23  May,  1868.    Re-appointed  from  18  ^""^ 
1861. 
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liller,  C^taarles. 

Boatswain,  21  September,  1860. 

lUler,  Charles  W. 

Mate,  1  October,  1862.  Acting  Ensign,  1  August,  1868.  Acting  Master,  18  May, 
1864.    Honorably  discharged  27  September,  1865. 

liller,  Daniel  G. 

Acting  Second  Assistant  Engineer,  6  August,  1864.  Honorably  discharged 
7  October,  1865. 

filler,  Edwin  H. 

Mate,  10  March,  1862.  Acting  Ensign,  12  February,  1864.  Master,  12  March, 
1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander,  16  June,  1870. 
Died  7  November,  1874. 

filler,  F.  Ang« 

Mate,  11  September,  1861.  Acting  Ensign,  24  April,  1868.  Acting  Master, 
17  January,  1865.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieu- 
tenant, 21  March,  1870. 

filler,  Franklin. 

Acting  Assistant  Paymaster,  19  October,  1861.    Mustered  out  27  February,  1866. 

filler,  Frederick. 

Mate,  22  May,  1865. 

filler,  Frederick  €. 

Acting  Master,  18  December,  1861.    Honorably  discharged  12  November,- 1865. 
filler,  Frederick  li. 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer,  25 
August,  1805.    Resigned  28  May,  1808. 

filler,  George. 

Acting  Ensign,  4  October,  1864.    Honorably  discharged  3  August,  1865. 

liller^  George  G. 

Acting  Ensign,  5  September,  1864.    Resigned  13  March,  1865. 

liUer,  Griffen  F. 

Mate,  22  April,  1863.    Honorably  discharged  4  February,  1866. 

liller,  Harrison. 

Mate,  23  May,  1863.    Resigned  10  September,  1864. 

liller,  Henry. 

Acting  Second  Assistant  Engineer,  5  August,  1864.  Honorably  discharged  25 
September,  1865. 

liller,  Henry  W. 

Acting  Midshipman,  29  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  24  October,  1800.  Lieutenant,  18  April,  1861. 
Commander,  8  March,  1865. 

[Iller.  Henry  W. 

Acting  Second  Assistant  Engineer,  24  July,  1868.    Resigned  23  June,  1865. 

[liter,  Horace  B. 

Mate,  7  February,  1868.     Resigned  13  August,  1868. 

[iller,  fsaac. 

Mate,  6  March,  1863.  Acting  Ensign  and  Pilot,  10  November,  1863.  Honorably 
discharged  1  January,  1866. 

[iller,  Jacob. 

Sailmaker,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 
Suspended. 

[iller,  Jacob  W. 

Midshipman,  80  September,  1863.  Graduated  June,  1807.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

[iUer,  James. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant  En- 
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fineer,  5  March,  1868.    Acting  Chief  Engineer,  25  September,  1868.    Hononbl? 
lischarged  15  September,  18(55. 

Miller,  James  A. 

Midshipuan,  2  April,  1804.    Dismissed  10  February,  1808. 

Miller,  James  A. 

Acting  Second  Assistant  Engineer,  10  December,  1868.  Honorably  dischtigcd 
30  October,  1865. 

Miller,  James  F. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  28  April,  1882.  Un- 
tenant, 9  February,  1887.  Reserved  list,  13  September,  1855.  CommtDder. 
Retired  list,  1  July,  1861.  Commodore  on  Reserved  list,  4  April,  1867.  Died 
11  July,  1868. 

Miller,  J.  Dickinson. 

Assistant  Surgeon,  6  December,  1886.  Surgeon,  20  April,  1847.  Medical  Direc- 
tor, 8  March,  1871.    Retired  list,  0  November,  1872. 

Miller,  John  F. 

Mate,  5  May,  1862.    Resigned  8  December,  1862. 

Miller,  James  M. 

Midshipman,  24  September,  1868.  Graduated  June,  1867.  Eoslgn,  18  Deoanbtf, 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Miller,  James  M. 

Boatswain,  21  September,  1857.    Dismissed  12  June,  1861. 

MUler,  J.  E. 

Acting  Assistant  Surgeon,  6  December,  1878.    Resigned  5  November,  1875. 

Miller,  John. 

Acting  Second  Assistant  Engineer,  21  November,  1868.  Acting  First  Aulriaiat 
Engineer,  29  April,  1864.  Resigned  (Sick,)  8  February,  1865.  Acting  gecood 
Assistant  Engineer,  1  December,  1866.    Mustered  out  9  November,  18& 

Miller,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  diicfaiiged 
16  September,  1865. 

Miller,  John. 

Boatswain,  16  August,  1888.     Died  26  March,  1851. 

Miller,  John 

Boatswain,  20  July,  1840.    Resigned  22  March,  1842. 

Miller,  John  I>. 

Acting  Second  Assistant  Engineer,  10  June,  1864.  Honorably  diachiiged  IS-Xifi 
1865. 

Miller,  John  M. 

Acting   Second    Assistant   Engineer,    5  August,  1864.    Honorably  dii 
24  September,  1865. 

Miller,  John  T. 

Acting  Third  Assistant  Engineer,  21  June,  1862.    Resigned  1  March,  1865. 

Miller,  Joseph  B. 

Midshipman,  7  April,  1847.    Died  19  March,  1850. 

Miller,  J<Mieph  E. 

Carpenter,  10  December,  1858.    Resigned  26  April,  1872. 

Hilleri  Joseph  F. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Honorably  discharged  34  i^t 
1865. 

Miller,  J<Mieph  'N* 

Midshipman,  10  Jane,  1854.  Passed  Midshipman,  22  November,  1856.  Xa^t 
22  January,  1858.  Lieutenant,  19  February,  1860.  Lieutenant-CommiDdfft  li 
July,  1862.    Commander,  25  January,  1870. 

Jiiller,  lincas. 

Midshipman,  1  November,  1828.    Died  8  January,  1880. 
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miler.  If.  A. 

Acting  ABBifltant  Soigeon,  11  April,  1868.  Honorably  discharged  8  December, 
1865. 

Miller,  Merrill  A« 

Midshipman,  28  November,  1859.  Ensign,  13  October,  1802.  Lieutenant,  22  Feb- 
ruary, 1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  25  November, 
1877. 

MiUer^  -N.  Hr. 

Assistant  Surgeon,  6  January,  1815.    Resigned ,18  May,  1819. 

Miller,  Peter. 

Mate,  8  September,  1868.    Appointment  revoked  (Sick,)  1 9  October,  1868. 

MiUer,  Philip. 

Boatswain,  16  September,  1859.    Resigned  19  April,  1860. 

Miller,  Pbilip. 

Third  Assistant  Engineer,  20  May,  1862.  Second  Assistant  Engineer,  15  Febru- 
ary, 1864.    Dropped  11  January,  1873. 

Miller   Pbilip  J. 

Boatswain,  4  June,  1856.    Died  14  June,  1875. 

Miller,  RIcbard  D. 

Midshipman,  10  May,  1820.    Dismissed  6  April,  1829. 

Miller,  Robert. 

Surgeon,  24  May,  1812.    Last  appearance  on  Records  of  Navy  Department.    Dead. 

Miller^  Robert. 

Acting  Third  Assistant  Engineer,  3  November,  1862.  Honorably  dischargeil 
28  September,  1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Ke- 
signed  17  August,  1867. 

MiUer^  Robert. 

Midshipman,  20  April,  1800.  Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act 

MiUer^  Rntas  'N. 

Mate,  28  December,  1868.    Acting  Ensign,  17  October,  1864.   Resigned  9  June,  1865. 

Miller,  Samnel  A. 

Midshipman,  8  January,  1840.    Dismissed  9  February,  1842. 

Miller,  Thomas  J. 

Midshipman,  9  September,  1841.    Resigned  2  February,  1847. 

MiUer,  Urilliam. 

Master,  23  January,  1815.    Died  19  May,  1847. 

MiUer,  UriUiam. 

Midshipman,  2  August,  1800.    Dismissed  26  November,  1807. 

Miller,  Urilliam  H. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Resigned  10  February, 
1868.  Acting  First  Assistant  Engineer,  10  July,  1868.  Honorably  discharged 
6  September,  1865. 

MiUer,  UriUiam  O. 

Acting  Third  Assistant  Engineer,  26  June,  1868.    Dismissed  24  September,  1868. 

MUler,  William  W. 

Midshipman,  15  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 
1  December,  1800. 

Miller,  William  W. 

Third  Assistant  Engineer,  26  August,  1859.    Resigned  5  August,  1801. 

Millett,  Charles. 

Acting  Ensign,  17  June,  1868.    Resigned  (Sick,)  29  April,  18G5. 

Millett,  Frank. 

Mate,  81  July.  1868.  Acting  Ensign,  25  December,  1803.  Honorably  discharged 
20  October,  1865. 
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Millett,  William  H. 

Acting  Ensign,  24  March,  1864.     Honorably  (iischargcd  12  August,  1865. 

Mllltaolland,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.    Acting  Second  A BBiBtant  Sn- 
gineer,  10  July,  1863.    Resigned  17  December,  1868. 

Mllllgan,  Charles  ll¥. 

Acting  Third  Assistant  Engineer,  22  December,  1863.    Honorably  diachMigedi 
24  October,  1865. 

M llllcran,  Frank  J. 

Midshipman,  80  June,  1869.    Graduated  1  June,  1874.    Ensign,  17  July,  1876L 

iHllllgan,  James  F. 

Mi<lshipman,  28  July,  1846.    Resigned  4  April,  1850. 

MlUigan,  J.  li. 

Midshipman,  80  May,  1816.    Resigned  24  April,  1818. 

Mllllgan;  Robert. 

Midshipman,  18  March,  1889.    Resigned  8  July,  1846. 

Million,  Robert  W. 

Third  Assistant  Engineer,  3  August,  1868.    Second  Assistant  EnginMri  SI  July* 
1866.    Passed  Assistant  Engineer,  25  March,  1874. 

MlUlgaii,  Urilllam  J. 

Acting  Third  Assistant  Engineer,  27  February,  1868.    Acting  Second  AflliitiBt 
Engineer,  17  December,  1868.    Honorably  discharged  4  December,  1865. 
]IIIll<^gen,  John. 

Midshipman,  21  July,  1863.    Graduated  June,  1869.    Deserted  16  October,  1889. 

Mllllken,  Benjamin  F. 

Acting  Master,  80  August,  1861.    Honorably  discharged  11  February,  1866. 

MilUmany  Anson  B. 

Midshipman,  31  July,  1866.  Graduated  7  June,  1870.  Retired  list,  14  Jaly,lS«4. 
Died  26  December,  1874. 

MlllSy  €(eorge  E. 

Acting  Ensign,  7  September,  1864.    Honorably  discharged  15  September,  186S. 

Mills,  Hiram  R. 

Mate,  6  July,  1864.     Honorably  discharged  27  June,  1865. 

Mills,  James  H. 

Acting  Assistant  Surgeon,  28  March,  1868.  Honorably  discharged  26  SepUobo; 
1865. 

Mills,  John. 

Carpenter,  20  July,  1861.     Wholly  retired  6  July,  1880. 

Mills,  John. 

Boatswain,  16  January,  1S3S.     Died  26  March,  1851. 

Mills,  John  K. 

Midshipman,  15  January,  1841.     Resigned  7  July,  1841. 

Mills,  Oscar  B. 

Acting  Third  Assistant  Enpnecr,  31  October,  1862.  Third  Assistuit  Engnc^* 
16  January,  1863.  Second  Assistant  Engineer,  28  May,  1864.  Retired  2«  Octo- 
ber, 1872.'  Died  10  August,  1873. 

Mills,  Thomas  B. 

Acting  Midshipman,  31  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  Jime,  1860.     Master,  24  October,  1860.     Resigned  16  Januaiy,  W- 

Mills,  William. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  &• 
giueer,tt  February,  1863.  Acting  Chief  Engineer,  12  December,  1868.  HollO^ 
ably  discharged  2  December,  18C5. 

Mills,  William  A. 

Acting  Master,  26  August,  1861.    Honorably  discharged  18  May,  1865. 
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Milney  Andrew. 

Boatswain,  8  May,  1861. 

Milne,  James, 

Midshipman,  80  June,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act 

Milnor,  William. 

Assistant  Surgeon,  3  January,  1828.    Died  19  April,  1888. 

MilsCead,  James  W. 

Acting  Third  Assistant  Engineer,  26  February,  1862.  Resigned  13  August,  1862. 
Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  1  February,  1864.    Honorably  discharged  1  June,  1867. 

Hilton,  James. 

Acting  Assistant  Surgeon,  18  December,  1868.  Honorably  discharged  20  Novem- 
ber, 1865. 

Milton,  Jobn  B. 

Midshipman,  80  July,  1866.  Graduated  7  June,  1870.  Enflign,  18  July,  1871. 
Master,  19  November,  1874. 

Milton,  !<•  Q.  €• 

Midshipman,  20  June,  1806.    Resigned  10  February,  1808. 

MUton,  Tbomas  S. 

Midshipman,  14  May,  1800.    Resigned  12  October,  1800. 

Kinard,  Charles. 

Acting  Third  Assistant  Engineer,  14  January,  1868.    Resigned  4  April,  1808. 

Blinetaall,  George. 

Midshipman,  80  July,  1842.    Lost  in  the  ''Grampus,''  March,  1843. 

Mineliin,  €• 

Midshipman,  1  January,  1812.    Resigned  18  June,  1822. 

BUner,  DaTid  €. 

Mate,  8  December,  1861.    Honorably  discharged  80  November,  1865. 

Miner,  I<eo  Dwight. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.    Graduated  10  June,  1880. 

BUner^  Sanford  S. 

Acting  Ensign,  7  December,  1888.  Acting  Master,  15  March,  1865.  Honorably 
discharged  19  November,  1865. 

Hiner,  Urilliam  H. 

Acting  Master,  1  October,  1862.    Resigned  26  June,  1863. 

Kinett,  Henry. 

Midshipman,  8  June,  1872.  Graduated  20  June,  1876.  Ensign,  1  November, 
1879. 

Minims,  Jobn. 

Acting  Third  Assistant  Engineer,  12  April,  1864.    Resigned  25  April,  1865. 

Minnerly,  Cbarles. 

Acting  Third  Assistant  Engineer,  20  January,  18G2.  Acting  Second  Assistant 
Engineer,  19  November,  1803.     Honorably  discharged  8  December,  1865. 

Minor,  Alfred  IV. 

Acting  Assistant  Surgeon,  16  December,  1804.  Honorably  discharged  26  October, 
1865. 

Minor,  George. 

Midshipman,  1  April,  1827.  Passed  Midshipman,  10  June,  1838.  Lieutenant, 
28  February,  1888.  Commander,  14  September,  1855.  Resigned,  22  April, 
1861. 

Minor,  James  M. 

Assistant  Surgeon,  7  March,  1888.  Passed  Assistant  Surgeon,  22  November,  1848. 
Resigned  20  September,  1847. 

Minor,  Robert  1>. 

Midshipman,  25  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  22  April,  1861. 
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Minor,  I«ewi8  W. 

Assistant  Surgeon,  8  February,  1832.  Surgeon,  8  September,  1841.  DianisscJ 
7  May,  1861. 

Minton,  John* 

Acting  Third  Assistant  Engineer,  20  August,  1868.  Honorably  diadiirged 
81  August,  1865. 

Mlntoyne,  UriUiam  Ii« 

Assistant  Naval  Constructor,  5  August,  1869.    Naval  Constructor,  12  Much,  1875. 

Mintzer,  Frederick  H¥. 

Acting  Ensign,  24  May,  1864.    Honorably  discharged  19  October,  1868. 

Mintzer,  William  An^^stns. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer, 
25  July,  1866.    Passed  Assistant  Engineer,  26  September,  1874. 

Minne,  £af»ebin8. 

Acting  Third  Assistant  Engineer,  20  September,  1862.  Acting  Second  AsrilliBt 
Engineer,  81  August,  1864.    Honorably  discharged  14  November,  1805. 

Minzles,  James. 

Boatswain,  1  October,  1814.    Resigned  1  December,  1814. 

Minzies,  James. 

Boatswain,  5  December,  1819.    Resigned  24  October,  1825. 

Minzies^  James. 

Boatswain,  23  June,  1829.    Resigned  29  August,  1829. 

Mirow,  Henry. 

Mate,  11  July,  1862.    Resigned  20  July,  1864. 

Mish,  Simon  €• 

Midshipman,  8  January,  1849.  Resigned  25  March,  1856.  Acting  Lieutoiiiiti 
23  September,  1861.    Dismissed  24  December,  1861. 

Hissener,  Hlllery. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  II 
January,  1863.    Resigned  7  August,  lt^G8. 

Missel,  £dward. 

Acting  Third  Assistant  Engineer,  19  March,  1864.    Dismissed  14  December,  1SS4. 

Misslmer,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discbaiged  16 
December,  1867. 

Missroon,  John  8. 

Midshipman,  27  June,  1824.  Passed  Midshipman,  20  February,  1880.  LieuteMB*» 
31  December,  1833.  Commander,  14  September,  1855.  Commodore,  16  Jntf. 
1862.    Died  23  October,  1865. 

Hitebell,  Alexander  J. 

Purser,  20  January,  1853.    Died  23  December,  1857. 

Mitehell,  Alexander  J. 

Midshipman,  9  September,  1841.    Resigned  8  December,  1845. 

Mitchell,  Archibald  N. 

Acting  Midshipman,  20  September,  1858.     Lieutenant,  1  Augosty  1863.    I^^ 
tenant-Commander,  25  July,  1866.    Died  14  September,  1873. 

Mitchell,  A.  H. 

Midshipman,  4  March,  1823.    Last  appearance  on  Records  of  Navy  Departmff' 
1826.    Dead. 

Mitchell,  Aninistns. 

Third  Assistant  Engineer,  1  July,  1861.     Resigned  1  May,  1862.    Third  Assistant 
Engineer,  6  October,  1862.    Lost  on  the  **  We^hawken^^*  6  December,  1863. 

Mitchell,  Benjamin. 

Acting  Ensign,  9  September,  IShz.    Honorably  discharged  31  October,  1865. 
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Ilteliell,  B.  Rnsb. 

Assistant  Surgeon,  26  April,  1847.  Passed  Assistant  Surgeon,  18  April,  1854. 
Retired  list,  14  May,  1861.    Dead. 

litchell,  Charles  £• 

Acting  Master,  25  May,  1861.    Honorably  discharged  12  February,  1866. 
IlteheU,  CItaarles  £• 

Acting  Assistant  Paymaster,  14  May,  1863.    Mustered  out  14  January,  1866. 

Utcbeil,  Charles  F. 

Acting  Master,  18  December,  1861.    Honorably  discharged  18  April,  1866. 
litehell,  Charles  M. 

Midshipman,  19  October,  1841.    Resigned  28  January,  1848. 

litchell,  BaTid. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1818. 

Uichell,  F.  J. 

Midshipman,  2  March,  1808.  Lieutenant,  1 8  February,  1800.  Resigned  27  Novem- 
ber, 1826. 

litehell,  George. 

Midshipman,  20  April,  1800.    Left  the  service  10  April,  1805. 

f  itchell,  Oeerge  B. 

Acting  Ensign,  10  March,  1864.    Appointment  revoked  19  December,  1864. 

litehell,  George  J. 

Midshipman,  29  September,  1868.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  24  March,  1870.  Lieutenant,  21  March,  1871.  Resigned 
8  August,  1874. 

Utehell,  Henry  A. 

Acting  Assistant  Paymaster,  6  November,  1868.  Honorably  discharged  28  Oc- 
tober, 1865. 

[itehelU  Henry  W. 

Acting  Assistant  Surgeon,  27  October,  1862.  Honorably  discharged  26  January, 
1866. 

[itehelly  James. 

Acting  Master,  3  September,  1861.    Appointment  revoked  81  January,  18G2. 

litcheH,  James. 

Acting  Second  Assistant  Engineer,  8  December,  1863.  Honorably  discharged 
16  December,  1865. 

[itchell,  James. 

M^te,  24  June,  1865.    Resigned  13  July,  1867. 

[ilehell,  Jeremiah. 

Mate,  23  May,  1868.  Acting  Ensign,  27  January,  1864.  Honorably  discharged 
28  August,  1865. 

[Itehellf  John. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  9  April,  1862. 

[itehell,  John  €. 

Third  Assistant  Engineer,  16  February,  1852.  Resigned  28  April,  1853.  Accept- 
ance of  Resignation  revoked  7  May,  1853.     Resigned  10  November,  1854. 

ritchcll,  John  G. 

Midshipman,  2  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander, 
16  July,  1862.    Killed  22  October,  1868. 

[Itehell.  John  K. 

Midshipman,  1  February,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
22  December,  1835.     Commander,  14  September,  1855.     Dismissed  27  May,  1801. 

[itohell,  John  R. 

Mate.  23  December,  1862.  Acting  Ensign,  10  July,  1865.  Honorably  discharged 
27  iOctober,  1805 
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MUcheU,  Iteslie. 

Midshipman,  4  July,  1805.    Resigned  26  March,  1806. 

Hilehell,  I«neo. 

Assistant  Surgeon,  24  July,  1813.    Resigned  17  July,  1822. 

Mitchell,  IVathanlel. 

Midshipman,  1  September,  1811.    Resigned  in  1812. 

Mitchell,  Richard. 

Mate,  21  February,  1863.    Resigned  30  May,  1864. 

Mitchell,  Richard. 

Midshipman,  22  July,  1864.     Graduated  June,  1869.      Ensign,  12  July,  187& 
Master,  19  April,  1873.    Lieutenant,  1  December,  1877. 

Mitchell,  R.  B. 

Midshipman,  18  May,  1809.    Resigned  27  February,  1811. 

Mitchell,  Robert. 

Midshipman,  1  September,  1811.    Last  appearance  on  Records  of  Navy  Dqwrt- 
ment,  1815.    Frigate  "  Ouerriere,'*^ 

Mitchell,  Thomas  B. 

Sailmaker,  3  April,  lb07.    Resigned  26  December,  1807. 

Mitchell,  T.  M. 

Acting  First  Assistant  Engineer,  18  July,  1864.    Appointment  revoked  (Sick,) 
17  January,  1865. 

Mitchell,  T.  Mason. 

Third  Assistant  Engineer,  16  October,  1861.    Resigned  6  December,  1888. 

Mitchell,  William. 

Sailmaker,  8  April,  1828.    Resigned  17  February,  1880. 

Mitchell,  William. 

Sailmaker,  16  June,  1836.    Dropped. 

Mitchell,  William. 

Midshipman,  19  October,  1841.    Passed  Midshipman.  10  Aagnst,  1847.    XuteT** 
4  August,  1855.     Lieutenant,  14  September,  1^05.    Lieutenant-ConuDtndrC' -• 
16  July,  1862.    Retired  list,  11  January,  1867.    Conunander  on  Retired  Xia^^ 
4  April,  1867.    Died  16  July,  1871. 

Mitchell.  William. 

Acting  Master,  16  September,  1861.    Resigned  22  January,  1862. 

Mitchell,  William. 

Acting  Third   Assistant  Engineer,  29  September,  1863.    Died  ott  **Arwm^ 
19  November,  1863. 

Mitchell,  Williain  G. 

Acting  Master,  2  November,  1861.    Honorably  discharged  4  December,  1865^ 
Acting  Master,  11  December,  1866.    Mustered  out  10  December,  1867. 

Mitchell,  William  H. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Acting  Second  Assistant  En-  ' 
ginecr,  26  February,  1863.    Honorably  discharged  12  December,  1865. 

Mitchell,  William  T. 

Acting  Ensign,  17  November,  1863.    Honorably  discharged  27  March,  1866. 

Mix,  Elijah. 

Master,  12  June,  1813.    Last  appearance  on  Records  of  Navy  Department    Pur-   • 
loughed. 

Mix,  Georfl^e  W. 

Assistant  Surgeon,  16  May,  1829.     Resigned  18  October,  1838. 

Mix,  MerTine  P. 

Master,  22  September,    1812.      Lieutenant,    9    December,    1814.     Commaodei^' 
3  March,  1831.    Died  8  February,  1839. 

Mix,  Thomas  M. 

Midshipman,  6  January,  1832.    Passed  Midshipman,  23  June,  1838.     Liectenai^r:^ 
30  March,  1844.     Died  24  August,  1849. 
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Mix,  William  B. 

Mate^l6  September,  1861.  Acting  Ensign,  2  September,  1863.  Honorably  dis- 
charged 16  January,  1866.  Acting  Ensign,  11  December,  1866.  Resigned 
81  December,  1866. 

Mix,  UriUiam  M. 

Acting  Third  Assistant  Engineer,  8  August,  1868.  Acting  Second  Assistant 
Engineer,  4  March,  1865.    Honorably  discharged  12  February,  1866. 

Mixer,  Henry  M. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  28  February,  1865. 

Moakler,  Peter. 

Mate,  16  November,  1862.    Discharged  8  August,  18C5. 

Hockabee,  Josepb  €• 

Acting  Third  Assistant  Engineer,  1  February,  1862.  Acting  Second  Assistant 
Engineer,  12  March,  1863.    Honorably  discharged  19  September,  1865. 

Hoeller,  Bernard  J. 

Midshipman,  1  April,  1827.  Passed  Midshipman,  10  June,  1838.  Lieutenant, 
9  December,  1839.  Reserved  list,  13  September,  1855.  Commander,  Retired 
list,  19  June,  1861.  Captain,  Retired  list,  4  April,  1867.  Died  13  February, 
1872. 

HoflTat,  Howard  F. 

Mate,  81  July,  1861,  Acting  Ensign,  21  July,  1862.  Acting  Master,  12  Novem- 
ber, 1864.  Honorably  discharged  1  January,  1869.  Mate,  9  November,  1869. 
Master  on  Retired  list,  24  March,  1873. 

iVoffiftIt,  £dgar  R. 

Acting  Assistant  Paymaster,  4  November,  1862.  Honorably  discharged  17  Novem- 
ber, 1865. 

I^oflreti,  liToah  W. 

Third  Assistant  Engineer,  17  December,  1862.    Appointment  revoked  16  Septem- 
ber, 1868. 

^:mreiU  William  R. 

IWate,  22  June,  1863.    Honorably  discharged  20  July,  1865. 

^:mu,  William  J. 

^Acting  Third  Assistant  Engineer,  23  October,  1863.     Reduced   to  Fireman,  16 
July,  1864. 

^S^non,  Jolin. 

Acting  Third  Assistant  Engineer,  20  August,  1863.  Honorably  discharged  20  Oc- 
tober, 1865. 

^^r,  Jobn. 

-A.cting  Secon     Assistant    Engineer,  29  August,   1864.      Honorably  discharged 
9  July,  1867. 
^^iere,  Henry, 

faster,  1  August,  1812.    Cashiered  14  February,  1818. 

^^i^re,  liucas. 

faster,  1  August,  1812.    Dismissed  6  March,  1813.    Master,  10  April,  1813.     Last 
appearance  on  Records  of  Navy  Department,  1815.    Philadelphia. 

^^Ifneanx,  James. 

-^^ting  Third  Assistant  Engineer,  9  Sei)tember,  1862.    Resigned  20  May,  1865. 

^^^^ney,  Daniel. 

"^^ate,  11  January,  1864.    Honorably  discharged  4  November,  1865. 

^^Ijjfcny   Henry  H. 

^l^liird  Assistant  Engineer,  19  February-,  1861 .  Second  Assistant  Engineer,  16  Janu- 
ary, 1868.  First  Assistant  Enscineir,  1  December,  18G4.  Lost  at  Sea,  on  tlie 
merchant  Steamer  *'  Atlanta^'^  October,  18G5. 

^*^ny   John. 

[ate,  13   .ugust,  1863.     Acting  Ensign,  15  February,  1864.    Honorably  discharged 
21  September,  1865. 
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Xolloy,  William  €. 

Mate.    Resigned  22  May,  1863. 
Hona^lian,  P.  !>• 

Acting  Third  Assistant  Engineer,  1861.    Appointment  revoked  3  December,  1861. 

Honabon,  Henry  T. 

Midshipn'an,  25  July,  1865.  Graduated  June,  1869.  Ensign,  13  July,  1870 
Master,  18  April,  1878.    Lieutenant,  25  November,  1877. 

Honkbonse,  Howard. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged  2  Oc- 
tober, 1805. 

Monroe,  Andrew  F. 

Midshipman,  8  March,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
14  July,  1854. 

Honroe,  James. 

Acting  First  Assistant  Engimeer,  16  March,  1864.  Honorably  dischaiged  26  Feb- 
ruary, 1868. 

Monroe,  William  €• 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  29  October^ 
1862.  Dismissed  26  April,  1869.  Dismissal  revoked  and  resignation  accepted 
1  March,  1871. 

Montague,  James  P. 

Mate,  12  January,  1868.  Acting  Ensign,  21  December,  1863.  Hononbly  dii* 
charged  27  October,  1865. 

Montague,  William. 

Acting  Ensign  and  Pilot,  8  December,  1864.    Resigned  12  May,  1869. 

Monlellh,  !¥•  li. 

Midshipman,  1  September,  1811.  Lieutenant,  9  December,  1814.  Died  16  Octo- 
ber, 1819. 

liontell,  F.  M. 

Acting  Ensign,  11  December,  1862.  Acting  Master,  recommendation  of  Oooh 
manding  Officer,  8  May,  1864.    Honorably  discharged  14  November,  1865. 

Montgomery,  A.  M. 

Assistant  Surgeon,  16  July,  1814.     Surgeon,  7  May,  1825.    Died  3  January,  1828. 

Montgomery,  John  B. 

Midshipman,  4  June,  1812.  Lieutenant,  1  April,  1818.  Commander,  9  December, 
1839.  Ciiptain,  6  January,  1853.  Retired  list,  21  December,  1861.  Commo- 
dore on  Retired  list,  10  July,  1862.  Rear-Admiral,  Retired  list,  25  July,18W. 
Died  25  March,  1873. 

Montgomery^  IV.  Li. 

Midshipman,  17  December,  1810.  Lieutenant,  9  December,  1814.  Died  at  Set, 
30  July,  1824. 

Montgomery,  Samnel. 

Acting  Second  Assistant  Engineer,  22  October,  1802.  Dismissed  20  Decemb^t 
1862. 

Montgomery,  W.  II. 

Midshipman,  21  December,  1837.  Passed  Midshipman,  29  June,  1843.  Drowned 
in  November,  1846. 

Montgomery,  William  J. 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  29  October 
1862.     First  Assistiint  Engineer,  25  July,  186G.     Resigned  25  October,  1869. 

Montg:omery,  William  S. 

Acting  Second  Assistant  Engineer,  28  February,  1862.     Resigned  5  June,  i863. 

Moody,  William. 

Mate,  4  February,  1862.     Acting  Ensign,  for  cool  and  gallant  conduct  under 
of  enemy,  22  Juiy,  1864.     Honorably  discharged  28  October,  1865. 
Ensign,  23  June,  1868.    Mustered  out  12  March,  1808. 
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Mooney^  John. 

MidBhipman,  13  December,  1881.    Passed  Midshipman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.    Drowned  3  June,  1855. 

Moooey,  John* 

Master,  28  January,  1809.    Last  appearance  on  Records  of  Navy  Department^ 
1815,    Wilmington,  N.  C. 

Mooncy,  Thomas. 

Mate.  29  March,  1870.    Appointment  revoked  27  January,  1873. 

Moor,  Henry. 

Midshipman,  1  March,  1825.    Passed  Midshipman,  4  June,  1881.    Lieutenant,  22 
December,  1835.    Killed  by  explosion  of  boiler  21  March,  1853. 

Moore,  Alfred  F. 

Actinia  Second  Assistant  Engineer,  5  March,  1864.    Appointment  revoked  (Sick,) 
16  July,  1864. 

Moore,  Andrew  !«. 

Chaplain,  1  July,  1809.    Purser,  17  September,  1811.    Last  appearance  on  Records 
of  Navy  Department 

Moore,  Andrew  M. 

Assistant  Surgeon,  12  April,  1869. 

Moore,  Anstin, 

Acting  Third  Assistant  Engineer,  31  May,  1864.    Honorably  discharged  29  June» 
1865. 

Moore,  Benfamin  D. 

Midshipman.  2  February,  1829.    Resigned  2  January,  1843. 

Moore,  Charles. 

Acting  Ensign,  8  April,  1863.    Honorably  discharged  9  December,  1865. 

Moore,  Charles. 

Midshipman,  5  February,  1800.    Last  appearance  on  Records  of  Navy  Department^ 
25  August,  1802.    Dead. 

Moore,  Charles  B.  T. 

Midshipman,  28  September,  1869.    Graduated  31  May,  1873.    Ensign,  14  July^ 
1874. 

Moore,  Charles  I>. 

Mate,  13  April,  1864.    Deserted  30  June,  1865. 

Moore,  Charles  F. 

Mate.  18  June,  1863     Acting  Ensign,  1  July,  1864.    Honorably  discharged  5  No- 
vember, 1865. 

ll€Mire,  Charles  P. 

Mate,  2  May,  1862.    Appointment  revoked  24  November,  1862.    Mate,  4  August, 
1863.    Lost  at  Sea,  "  BainMdge,''  21  August,  1863. 

tKoore^  Cornelins. 

Assistant  Surgeon,  26  May,  1824.    Dismissed  21  November,  1884. 

Jftoore,  Belaney  S. 

Midshipman,  18  July,  1814.    Killed  at  Mahone  in  1816. 

Koore,  lldward  K. 

Midshipman,   1   October,  1804.    Graduated  June,  1868.    Master,   12  July,  1870. 
Lieutenant,  1  March,  1873. 

Vtoore,  Edwin  W. 

Midshipman,  1  January,  1825.    Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.     Resigned  10  July,  1830 

jMoore.  Frank  K. 

Acting  Assistant  Paymaster,  24  May,  1862.    Honorably  discharged   15  January, 
1867. 

re,  George  H. 

Acting  Third  Afiftistant  Engineer,  11  March,  1804.     Actinia  SccoikI  Assistant  Ei: 
gineer,  12  June,  1865.    Honorably  discharged  20  November,  ]«(»7. 
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Moore,  Gilbert  H. 

Mate,  7  January,  1864.    Killed  in  action,  "  StochaddU;'  16  May,  1864. 

Moore,  G.  Waabioffton. 

Acting  Assistant  Paymaster,  8  October,  1861.    Dismissed  11  September,  180. 
Moore,  Henry  T« 

Acting  Volunteer  Lieutenant,  26  August,  1861.    Resigned  14  June,  1868. 

Moore,  Henry  W« 

Mate,  19  January  1868.    DisniiM « .1  31  March,  1868. 

Moore,  Henry  W. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Acting  Secon4  AflBistaiit  En- 
gineer, 2  August,  1864.    Honorably  discharged  28  October,  1865. 

Moore,  Homer  J. 

Midshipman,  4  July,  1805.    Resigned  6  December,  1810. 

Moore,  James. 

Gunner,  80  June,  1799.  Last  appearance  on  Records  of  Navy  Department,  1  Maidi, 
1808.  Gunner,  1  March,  1808.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 9  November,  1812. 

Moore,  James  !>• 

Mate,  25  Julv,  1868.  Acting  Ensign,  14  August,  1865.  Honorably  disdiaiged 
8  November,  1868. 

Moore,  James  G. 

Acting  Second  Assistant  Engineer,  5  August,  1864.  Honorably  diacliinged 
25  September,  1865. 

Moore,  James  H« 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Milter, 
5  April,  1852.     Lieutenant,  7  January,  1858.     Died  18  October,  1860. 

Moore,  John  D. 

Mate,  25  February,  1864.    Honorably  discharged  1  November,  1865. 

Moore,  John  H. 

Midshipman,  29  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  187t». 
Master,  15  February,  1873.     Lieutenant,  21  September,  1876. 

Moore«  John  M. 

Mate,  9  September,  1862.  Acting  Ensign,  3  November,  1864.  Honorably  dii- 
charged  1 1  May,  1865. 

Moore,  John  S. 

Acting  First  Assistant  Engineer,  3  September,  1863.  Honorably  discharged  8  Oc- 
tober, 1865. 

Moore,  John  White. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  25  Jnw. 
1855.    First  Assistant  Engineer,  21  July,  1858.    Chief  Engineer,  5  August,  1861. 

Moore,  J.  W. 

Acting  Assistant  Surgeon,  29  May,  1861.     Resigned  28  November,  1862. 

Moore,  Liemnel  H. 

Acting  Third  Assistant  Engineer,  24  April,  1865.  Honorably  dischaiged  15  Feb- 
ruary, 1866. 

Moore,  I^ewis  H. 

Acting  Ensign      March,  1865.     Resigned  8  November,  1865. 

Moore,  IlS^icholas  E. 

Mate,  11  August,  1864.     Resigned  25  April,  1865. 

Moore,  IV.  T.  H. 

Assistant  Surgeon,  13  October,  1840.    Died  25  April,  1843. 

Moore,  lllnehester  £• 

Acting  Third  Assistant  Engineer,  1 5  August,  1 864.  Honorably  disebsrffed  10  Jotr, 
1865. 

Moore,  OllTer  G. 

Mate,  14  October,  1862.    Dismissed  19  Marcli,  1804. 
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■oore,  Robert. 

Acting  Firet  ABsbtant  Engineer,  27  October,  1803.    Dismissed  1  November,  isi::;. 
Iloore    Robert  B. 

Hate,  11  October,  1864.    Resigned  25  Ma;,  1805. 
Iloore    Robert  B. 

Purser  13  September,  1641.    Died  3  April,  1845. 
If oore    Rfdon  O. 

Hidshipman,  2  Februarj,  1830.    Dismissed  28  February,  1684. 
Iloore*  Samnel. 

Acting  Third  Assistant   Engineer,  24  Janaar)-,   1885.      IIoDorably  discharged 
23  September,  1885. 
■oore    Thomas. 

Carpenter  4  March,  1606.    Died  27  August,  1607. 
Koore«  Thomas. 

Acting  EnBien,  31  December,  1683.     Acting  Master,  14  January,  1864.    Honorably 
discharged  18  November,  1865. 
■oore*  Thomas  M. 

Master,  20  June,  1812.    Resigned  1  November,  1614. 
Soore,  William  E. 

Acting  Second  Assistant  Engineer,  18  October,  1861.    Acting  First  Assistant 
Engineer,  6  November,  1883.    Reigned  20  March,  1685. 
loorc,  William  I. 

Midshipman,  14  April.  1862.    Graduated  June,  1866.    Ensign,  12  March,  1638. 
Msster,  26  March,  1869.     Lieutenant,  21  March,  1870. 
loore,  W.  H.  A. 

Midshipman,  10  August,  1823.    Resigned  8  March,  1832. 
floore*  William  Storlevant. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,   10  October, 
1886.     Third  Assistant  Engiiieer,  3  June,   1868.     Second   Assistant  Engineer, 
2  June,  i860.     Passed  Assistant  Engineer,  11  June,  1876. 
loore,  William  T. 

Acting  First  Assistant  Engineer,  6  August,  1864.    Dismissed  25  May,  186^. 
[oorehead,  Joseph. 

Midshipman,  0  November,  1613.     Lieutenant,  18  January,   1825.    Commander, 
8  September,  1641.     Died  11  June,  1854. 
loorehead-.  Joseph. 

Midshipman,   1   April,  1826.    Passed  Midshipman,  14  June,   1S34.     Dismissed 
15  February,  1840. 
[oores,  Frederick  W. 

Master,  not  in  line  of  promotion,  19  May,  1837.    Reserved  list,  14  September 
1855.     Died22  July,  1680. 
[cores,  F.  W.,  Jr. 

Acting  Third  Assistant  Engineer,  14  July,  1663.    Honorably  discharged  26  March. 
1867. 
loores,  John  W. 

Uidahipman,  10  May,  1820.    Lieutenant,  IT  May,  1829.     Resigned  23  September, 
1641. 
:oores,  Robert  B. 

Acting  Ensign,  16  June,  1863.     Honorably  discharged  16  August,  16C5. 
looreM,  William  J. 

Acting  Third  Assistant  Engineer,  IS  July,  1864.    Honorably  discharged  19  Feb- 
ruary, 1867. 
[orsles,  Joseph. 

Midshipman,  1  January,  1813.    Resigned  in  1818. 
[orales,  Msnnel. 

Midabipman,  1  Diceraber.  1800.     Dismissed  11  July,  1814. 
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lHoran,  Cbarles. 

Mate,  7  October,  1864.    Honorably  discharged  2  October,  1865. 

Bloran,  Charles. 

Acting  Gunner,  9  December,  1864.    Honorably  discharged  26  March,  1866. 

Moran,  Cbarles* 

Gunner,  7  February,  1870.    Died  7  February,  1873. 

Moran*  Charles. 

Gunner,  17  June,  1858.    Dismissed  22  May,  1861. 

lHoran,  £dward« 

Acting  Third  Assistant  Engineer,  28  July,  1864.    Appointment  revoked  25  April, 
1865. 

Moran,  Edwin, 

Acting  Third  Assistant  Engineer,  22  August,  1863.    Resigned  23  September, 
1863. 

Moran,  James* 

Mate,  23  January,  1865.    Honorably  discharged  1  March,  1868. 

Moran,  John  III. 

Acting  Third  Assistant  Engineer,  3  March,  1864.    Honorably  discbazged  17  Jaon- 
ary,  1866. 

Moran,  William. 

Acting  Third  Assistant  Engineer,  20  November,  1862.    Honorably  diBcbixg«i 
11  November,  1865. 

Morehead,  Joseph  W. 

Acting  Ensign,  24  January,  1863.    Acting  Master,  2  December,  1868.    Honorably 
discharged  12  September,  1865. 

Morehonf»e,  Alanson  J. 

Mate,  80  January,  1862.    Appointment  revoked  19  February,  1862.    Mate,  80  Iby* 
1862.    Died  9  April,  1864. 

Moreland,  Henry  G. 

Acting  Second  Assistant  Engineer,  19  September,  1864.  Honorably  diadmg^ 
14  October,  1865. 

Morey,  Benjamin  F. 

Acting  First  Assistant  Engineer,  2  August,  1864.    Dismissed  12  November,  1861 

Morey,  Frank  €• 

Acting  Third  Assistant  Engineer,  11  July,  1863.  Acting  Second  Assistant  Eo- 
gineer,  8  March,  1865.    Honorably  discharged  11  November,  1865. 

Morgan,  Albert  H. 

Mate,  25  February,  1864.     Appointment  revoked  17  October,  1864. 

Morgan,  Benjamin. 

Midshipman,  2  November,  1835.     Resigned  1  September,  1837. 

Morgan,  Charles  J. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Appointment  revoked  (SicM 
25  November,  1864.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Hitf* 
tered  out  2  February,  i869. 

Morgan,  Charles  O. 

Acting  Third  Assistant  Engineer,  19  March,  1862.  Acting  Second  Assis^* 
Engineer,  17  June,  1863.  Acting  First  Assistant  Engineer,  i4  fc^eptember,  I***- 
Dismissed  26  January,  1865. 

Morgan,  Charles  W. 

Mate,  23  June,  1864.  Resigned  27  August,  1864.  Mate,  21  March,  186d.  i^ 
charged  1  February,  1868. 

Morgan,  Charles  W.  . 

Midshipman.  1  January,  1808.  Lieutenant,  8  March,  1813.  Commander,  15  Apr"* 
1820.     Captain,  21  February,  1831.     Died  5  January,  1853. 

Morgan,  Cyrus  11. 

Third  Assistant  Engineer,  17  December,  1861.     Uesignecl  2  AprM,  1864. 
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Hov^an,  David  B. 

Kidshipm&n,  1  Februar;,  182T.     Resigned  SS  March,  1833. 
Ifvrgan,  Edmnnd. 

Acting  Ensign,  1  October,  1883.    Acting  Master,  8  U&rcb,  18M.    Honorably  dis- 
chnrged  31  Beptember,  1885. 
Sorgan,  Edward. 

Acting  Master,  1  October,  1862.    Actinif  Volunteer  Lieutenwit,  S  Angnst,  1803. 
Honorably  discharged  4  November,  ltf65. 
KorgaD,  George  E. 

Midsbipman,  18  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1  March,  185S.    Lieut«naat,  14  September,  1855.    Died  C  January,  1850. 
Hersan,  Jamea. 

QDDuer,  2  November,  IT98.    Last  appearance  on  Records  of  Navy  Department,  11 
December,  1798. 
fvrgan,  John  B. 

Acting  Second  Asaiatant  Engineer,  28  December,  1861.    Dismiued  10  April,  1868. 
lorgan,  Joseph. 

Third  AesisUnt  Engineer,  10  November,  1861.    Second  Assistant  Engineer,  3S 
Angnat,  1883.    Resigned  ti  January,  1800. 
forgaa,  Mordecal. 

Assistant  Snrgeon,  28  December,  1818.    Surgeon,  10  July,  1824.    Died  22  July. 
1841. 
[•■^aa,  IVattaaniel  B. 

Hate,  10  November,  1801.     Acting  Master,  11  June,  1862.     Acting  Volunteer 
Lieutenant,  5  April,  1805.    Deserted  4  September,  1800. 
Iorg*>>  Panl. 

Mate,  1  October,  1862.    Acting  Ensign,  10  March,  1804.    Honorably  discharged 
S  August,  1860. 
[organ,  Pel^  W. 

Hate,  4  April,  1802.     Acting  Ensign,  1  September,  1808.    Died  14  July,  1806. 
[organ,  Richard. 

Acting  Third  Aaaistant  Engineer,  10  May,  1804.    Resigned  1  July,  1805 
lorgan,  Thomas. 

Acting  Ensign,  2  May,  1804.    Honorably  discbarged  15  July,  1805. 
[organ.  Tan  B. 

Midshipman,  8  December,  1B3C.     Passed  Midshipman,  1  July,  1842.     Master, 
25  March,  1849.     Lieutenant,  20  October,  1849      Reserved  list,  13  September, 
1855.     Lieutenant  on  Active  list,  20  October,  184B.     Diamissed  26  Jane,  1861. 
[organ,  William  A. 

MaU,  8  Hay.  1802.    Acting  Ensign,  2  June,  16S8.    Acting  Master,  27  October, 
1804.    Honorably  discharged  4  January,  1800.    Acting  Master,  13  April,  1866. 
Ensign,  12  March,  1806.    Master,  18  December;  1868.    Lieutenant,  21  March, 
1870. 
[orli,  James. 

Mast«r,  14  July,  1813.    Lieutenant,  27  April.  1810.    Resigned  31  July,  1818. 
[orler,  B. 

Acting  Master,  17  May,  1801.     Resigned  17  October,  1881. 
[orler,  Clldeon  IW. 

Acting  Becond  Assistan*,  Engineer,  6  June,  1864.     Appointment  revoked  (Sick.) 
24  August,  18(14. 
[orong,  John  C. 

Acting  Ensign,  1  April,  1863.    Acting  Master,  1  June,  1864.    Ensign,  12  March, 
1868.    Master,  18  December,  1808.    Lieutenant,  21  March,  1870, 
[orrell,  Henrr. 

Midshipman,  80  June,  1869.    Graduated  81  May,  1878.    Ensign,  10  July,  1874. 
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Morrell,  James. 

Sailmaker,  12  July,  1800.    Discharged  8  May,  1801. 

Morrell,  Joseph. 

Gunner,  28  March,  1814.    Resigned  31  May,  1815. 

Morrell,  Moses. 

*Mid8hipman,  16  January,  1809.  Last  appearance  on  Records  of  Nayy  DeptitnwDt, 
1815.    Frigate, "  iV««M2(fnt." 

Morrell,  Robert. 

Sui^eon,  81  May,  1810.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  Orleans. 

Morrell,  William. 

MidshipmaQ,  11  May,  1798.  Discharged  12  October,  1801,  under  Peace  EBtoUiih- 
meat  Act 

Morrill,  Ferdinand  G. 

Acting  Ensign,  1  October,  1864.    Honorably  discharged  16  September,  1866. 

Morrill,  Richard. 

Gunner,  1  September,  1802.    Killed  by  accident  in  the  Mediterranean. 

Morrill,  8.  J. 

Master,  7  July,  1812.    Discharged  7  May,  1813. 

Morris,  Benjamin  F. 

Mate,  27  May,  1862.  Resigned  15  December,  1863.  Acting  Ensign,  28  Janouy* 
1864.    Honorably  discharged  27  May,  1866. 

Morris,  Charles. 

Purser,  4  February,  1709.  Discharged  18  November,  1801,  under  "^eace  BrtabUflh- 
ment  Act. 

Morris,  Charles. 

Mate,  18  September,  1868.    Died  25  September,  1863. 

Morris,  Charles. 

Midshipman,  1  July,  1799.  Lieutenant,  28  January,  1807.  Captain,  JfuA 
1813.    Died  27  January,  1856. 

Morris,  Charles  Manlnganlt. 

Midshipman,  12  December,  1837.  Passed  Midshipman,  29  June,  1848.  Mtfter, 
26  March,  1851.    Lieutenant,  13  Octx)ber,  1851.    Resigned  29  January,  1861. 

Morris,  Charles  T. 

Master,  not  in  line  of  promotion,  19  July,  1842.    Reserved  list,  14  September,  1855. 

Morris,  Charles  T. 

Midshipman,  1  January,  1818.    Resigned  20  October,  1827. 

Morris,  Charles  W. 

Midshipman,  12  September,  1829.  Passed  Midshipman,  3  July,  1885.  LieateaiDt, 
25  February,  1841.    Died  of  wounds  received  in  action  1  November,  1846. 

Morris,  David. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Acting  Second  AasiitM^ 
Engineer,  28  September,  1864.    Hononi])ly  discharged  14  December,  1865. 

Morris,  Francis. 

Acting  Midshipman,  27  September,  1860.  Ensign,  1  October,  1863.  Mtster, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commind^* 
12  March,  1868. 

Morris,  Frank  B. 

Mate,  18  October,  1864.    Resigned  30  May,  1865. 

Morris,  George  U. 

Midshipman,  14  August,   1846.      Passed  Midshipman,  8  June,  1852.     Mts**' 

15  September,  1855.     Lieutenant,  16  September,  1855.    Lieutenant-CommAO^^* 

16  July,  1862.    Commander,  25  July,  1866.    Died  15  August,  1875. 

Morris,  H.  A.  H. 

Midshipman,  1  January,  1817.    Cashiered  22  December,  1827. 
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Xorrto,  Henry  W. 

Midshipman,  21  August,  1819.  Lieutenant,  17  May,  1828.  Commander,  12  Octo- 
ber, 1849.  Captain,  27  December,  1856.  Commodore,  16  July,  1862.  Died 
14  August,  1863. 

Morris^  Isaac  N. 

Midshipman,  7  July,  1836.  Passed  Midshipman,  1  July,  1842.  Died  4  January, 
1848. 

Morris,  Isaac  T. 

Acting  Midshipman,  20  September,  1860.  Graduated  June,  1866.  Died 
25  December,  1866. 

Morris,  Jac^ob. 

Master,  date  not  known.    Resigned  10  December,  1824. 
Morris,  James. 

Acting  Third  Assistant  Engineer,  13  July,  1864.  Appointment  revoked  5  June, 
1865. 

Morris,  James. 

Carpenter,  28  May,  1798.    Last  appearance  on  Records  of  Navy  Department. 

Morris,  James  Ij. 

Midshipman,  9  June,  1811.  Lieutenant,  27  April,  1816.  Resigned  10  September, 
1827. 

Morris,  John. 

Boatswain,  28  October,  1828.  Retired  list,  21  December,  1861.  Died  18  January, 
1875. 

H^Hrris,  John. 

Acting  Second  Assistant  Engineer,  6  August,  1864.    Deserted  September,  1864. 

Morris,  Julius  R. 

Acting  Assistant  Paymaster,  31  December,  1862.  Resigned  (Sick,)  20  March, 
1865. 

Morris,  Miles  II. 

Purser,  3  January,  1858.    Dismissed  1  June,  1861. 

Morris,  IVoadiah. 

Chaplain,  5  July,  1808.  Purser,  10  December,  1803.  Last  appearance  on  Records 
of  Navy  Department,  4  October,  1«06.    Dead. 

Morris,  Richard  II. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Died  5  November, 
1887. 

Morris,  Richard  T. 

Captain,  8  June,  1798.    Dismissed  14  May,  1804. 

Morris,  Robert. 

Acting  Ensign,  3  March,  1864.    Honorably  discharged  19  November,  1866. 

Morris,  Robert  8. 

Midshipman,  28  December,  1837.    Died  18  November,  1839. 

Morris,  Watson. 

Boatswain,  date  not  known.    Discharged  in  1818. 

Morris,  William. 

Mate,  3  November,  1862.    Honorably  discharged  21  June,  1864. 

Morris,  William  O. 

Mate,  20  January,  1862.  Acting  Ensign,  2  April,  1803.  Acting  Master,  13  May, 
1863.    Honorably  discharged  14  April,  1868. 

Morris,  William  H. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Actincr  Second  Assistant  En- 
gineer, 17  February,  1803.  Acting  First  Assistant  Engineer,  18  April,  1864. 
Honorably  discharged  7  March,  1866. 

Morrisey,  John,  Jr. 

Acting  Ensign,  28  March,  1864.    Honorably  discharged  16  September,  1865. 
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Morrison,  E.  D. 

AssiBtant  Surgeon,  24  July,  1813.    Dismissed  16  February,  1818. 
Morrison,  George  F. 

Midshipman,  5  November,  1849.  Passed  Midshipman,  12  June,  1855.  Muter, 
16  September,  1855.  Lieutenant-Commander  on  Reserved  list  Master,  on  R^ 
tired  list  from  15  March,  1877. 

Morrison,  G^eorge  II. 

Actinff  Third  Assistant  Engineer,  28  May,  1864.  Honorably  discharged  87  8q>- 
tember,  1865. 

Morrison,  Gay. 

Mate,  1  June,  1863.    Resigned  27  January,  1864. 

Morrison,  Menry. 

Midshipman,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Departeoit 
Morrison,  James. 

Midshipman,  20  June,  1806.    Resigned  11  November,  1809. 

Morrison,  Jani<^  H. 

Third  Assistant  Engineer,  3  May,  1859.  Second  Assistant  Engineer  8  October, 
18G1.    First  Assistant  Engineer,  20  May,  1863.    Dropped  7  December,  1872. 

Morrison,  Jesse  €. 

Carpenter,  26  April,  1842.    Died  16  April,  1846. 

Morrison,  J.  I>. 

Midshipman,  8  March,  1832.    Resigned  31  December,  1839. 

Morrison,  Robert  R. 

Acting  Third  Assistant  Engineer*  7  April,  1862.  Acting  Second  AasiBtint  Sngi- 
neer,  17  October,  1863.  Honorab?y  discharged  28  October,  1865.  Acting  8eeoM 
Assistant  *Engineer,  21  August,  1866.    Mustered  out  14  May,  1868. 

Morrison,  Samnel. 

Gunner,  4  March,  1823.    Died  31  August,  1823. 

Morrow,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Resigned  10  December,  1861. 

Morrow,  Ij.  G. 

Acting  Assistant  Paymaster,  19  January,  1865.  Honorably  diachaiged  7  October, 
1865. 

Morrow,  Rieliard  P. 

Acting  First  Assistant  Engineer,  18  March,  1864.  Honorably  discliarged  6  No- 
venibeE^  1865. 

Morse,  Udmnnd  Ij. 

Acting  Second  Assistant  Engineer,  16  March,  1864.  Appointment  revoked  (SidEj 
3  December,  1864. 

Morse,  £dward  A. 

Mate,  4  January,  1864.    Honorably  discharged  14  October,  1865. 
Morse,  £sroni. 

Mate,  24  October,  1862.    Resigned  2  March,  1863. 

Morse,  I>e  Witt  €. 

Mate,  25  January,  1864.    Died  at  Mound  City,  HI.,  11  December,  1864. 

Morse,  Franklin  A. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Honorably  diflGbaigsd 
7  November,  1865. 

Morse,  George  F. 

Acting  Ensign,  11  October,  1862.    Honorably  discharged  16  September,  1865. 

Morse,  Jerome  E. 

Midshipman,  13  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  18» 
Master,  21  March,  1870.    Lieutenant,  21  March,  1871.    Retired  22  July,  I87i 

Morse,  Joiin. 

Acting  Third  Assistant  Engineer,  21  June,  1862.    Resigned  8  May,  1868. 
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Eorse,  John  O. 

Acting  Ensign,  7  October,  18C2.  Acting  blaster,  18  June,  1864.  Dismissed  17  Oc- 
tober, 1864. 

[one,  JcMseph  T. 

Mate,  30  November,  18G3.     Appointment  revoked  (Sick,)  11  February,  1864. 

Eorse,  Ija  Roy  F. 

Acting  Assistant  Surgeon,  14  November,  18G3.  Honorably  discharged  7  Decem- 
ber, 1865. 

Corse,  Ja.  R.  in. 

Midshipman,  10  May,  1820.     Resigned  17  October,  1820. 

[orse,  Theodore  S. 

Mate,  S  May,  1864.    Honorably  discharged  13  November,  1865. 

[or«e,  William  H. 

Master's  Mate,  1  July,  1839.  Second  Master,  3  March,  1849.  Resigned  25  May, 
1859. 

Corse,  William  II. 

Mate,  6  June,  1862.    Honorably  discharged  8  December,  1865. 

Corson,  Ilngh. 

Assistant  Surgeon,  4  April.  1831.  Passed  Assistant  Surgeon,  1  August,  1837. 
Resigned  6  September,  1837.  Assistant  Surgeon,  8  September,  1841.  Resigned 
8  December,  1843. 

Cortimer,  George. 

Aptii-^  Third  Assistant  Engineer,  18  July,  1864.  Honorably  discharged  9  August, 
1865. 

Cortimer,  Geori^e  li. 

Acting  Second  Assistant  Engineer,  13  November,  1863.     Dismissed  18  June,  1864. 

Cortimer,  William. 

Acting  Gunner,  18  April,  1863.    Appointment  revoked  30  November,  1864. 

Corton,  Francis  P. 

Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  14  December,  1865 

Corton,  Francis  T. 

Acting  Assistant  Paymaster,  4  June,  1862.     Resigned  29  September,  1862. 

lorton,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1861.     Mustered  out  7  July,  1867. 

Corton,  Gilbert. 

Acting  Gunner,  1  October,  1862.  Promoted  Acting  Master,  6  October,  1863. 
Honorably  discharged  12  October,  1805.  Acting  Master,  30  May,  1867.  Ensign, 
12  March,  1868.     Retired  list,  14  February,  1874. 

Corton,  Henry  B. 

Acting  Ensign,  3  March,  1865.    Honorably  discharged  13  June,  1865. 

Corton,  Jolin  W. 

Acting  'Ihud  Assistant  Engineer,  21  March,  1864.  Honorably  discharged  9  Janu- 
ary, 1866. 

Corton,  Joseph  B. 

Mate,  22  April,  1863.     Resigned  23  November,  1864. 

Corton,  Joseph  G. 

Acting  Assistant  Paymaster,  19  November,  1864.  Honorably  discharged  18  Oc- 
tober, 1865. 

Corton,  Pliny. 

Assistant  Surgeon,  10  December,  1814.  liast  appearance  on  Records  of  Navy 
Department,  1815.    Frigate  ''United  States^ 

Corton,  Thomas  II. 

Acting  Muster,  26  December,  1861.     Resigned  29  May,  1862. 

lorton,  William  R. 

Mate,  15  October,  1861.  Dismissed  11  April,  1862.  Mate,  24  April,  1862.  Re- 
signed 15  July,  1863 
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Hory,  Joseph. 

Carpenter,  1  August,  1800.    Last  appearance  on  Recoros  of  Nayy  Department 
Moseley,  Jani<^  €• 

Acting  Midshipman,  20  May,  1852.  Midshipman,  1  October,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lost  in  the  ^^LemC 
18  September,  18C0. 

Moseley,  Joseph. 

Acting  Master,  29  October,  1861.     Resigned  (Sick,)  21  May,  1802. 
Moseley,  Joseph. 

Acting  Ensign,  8  November,  1862.  Appointment  revoked  (Sick,)  6  December, 
1862. 

Moseley,  Samael. 

Assistant  Surgeon,  17  August,  1826.  Surgeon,  4  April,  1831.  Resigned  13  April, 
1852. 

Hoser,  Henry. 

Mate,  24  March,  1863.    Appointment  revoked  15  April,  1863. 

Moser,  Jefferson  F. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Master,  13  July,  1870. 
Lieutenant,  19  August,  1872. 

Hoses,  Alexander. 

Mate,  20  July,  1868.    Resigned  7  August,  1865. 

Hoses,  €•  I«ee. 

Acting  Master,  22  January,  1861^.    Resigned  18  August,  1863. 

Hoses,  £dward. 

Acthig  Master,  17  May,  1862.    Died  18  May,  1864. 

Hoses,  Jabes  H. 

Acting  Assistant  Surgeon,  19  February,  1864.  Honorably  discharged  10  October, 
1865. 

Hoses,  I<eonard. 

Carpenter,  6  July,  1850.    Died  20  August,  1857. 

Hoses,  Philip. 

Midshipman,  17  May,  1800.  Discharged  29  April,  1801,  under  Peace  Estebliih- 
ment  Act. 

Hosher,  Charles  R. 

Third  Assistant  Engineer,  20  May,  1863.     Resigned  3  March,  1866. 

Hosher,  William. 

Mate,  15  July,  1864.    Resigned  31  October,  1868. 

Hosher,  William. 

Midshipman,  7  March,  1814.    Resigned  27  April,  1815. 

Hoshier,  William. 

Boatswain,  2  April,  1803.     Discharged  8  August,  1803. 

Hosier,  Hdward  T. 

Mate,  9  January,  1864.    Honorably  discharged  13  September,  1867. 

Hoslander,  William. 

Acting  Master,  27  December,  1861.     Ilonorubly  discharged  31  October,  1865. 

Hosman,  B.  Frank. 

Acting  Master,  3  July,  1861.     Resigned  7  November,  1862. 

Hoss,  Charles  B. 

Chief  Engineer,  29  May,  1844.     Dropped  30  January,  1846. 

Moss,  Jasper  H. 

Mate,  15  September,  1864.    Honorably  discharged  15  July,  1865. 

Hoss,  Joseph. 

Mate,  20  December,  1861.    Acting  Ensign,  15  September,  1863.    Dead. 

Hoss,  Hichael. 

Acting  Third  Assistant  Engineer,  9  October,  1861.     Resigned  21  Nofember, 
1861. 
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Hoeslngton,  Walter. 

Acting  Third  Assistant  Engineer,  16  July,  1868.    Honorably  discharged  10  Now  :n 
ber,  1865. 

Motley,  A. 

Midshipman,  16  January,  1809.   Last  appearance  on  Records  of  Navy  Department, 
1815     Portland,  Massachusetts. 

Mott,  George  B« 

Acting  Ensign,  1  April,  1863.    Honorably  discharged  17  August,  1865. 

Blott,  Jobn. 

Lieutenant,  9  February,  1805.    Resigned  6  February,  1806. 

MoU,  William  n. 

Acting  Third  Assistant  Engineer,  17  May,  1864.    Acting  Second  Assistant  En- 
gineer, 2  June,  1865.    Honorably  discharged  11  December,  1865. 

MoU,  William  n. 

Mate,  12  February,  1864.    Honorably  discharged  21  November,  1866. 

Mott,  WlUiam  H. 

Midshipman,  7  August,  1812.    Lieutenant,  1  April,  1818.    Died  4  July,  1824. 

Hott,  William  II. 

Midshipman,  1  January,  1812.    Dismissed  7  July,  1812. 

Hott,  William  H. 

Mate,  9  July,  1862.    Honorably  discharged  21  November,  1866. 

Hotle,  William  8. 

Midshipman,  2  March,  1799.    Resigned  22  September,  1799. 

Moiile,  John  J« 

Acting  Ensign,  28  January,  1864.    Honorably  discharged  22  October,  1865. 

Monnt,  Edward. 

Master,  28  June,  1815.    Last  appearance  on  Records  of  Navy  Department 

Hoantaln,  J*  M* 

Midshipman,  16  January,  1809.    Resigned  19  December,  1809. 

llowatt,  James* 

Acting  First  Assistant  Engineer,  15  November,  1861.    Resigned  1  August,  1862. 

Mowbray,  William. 

Gunner,  17  September,  1861.    Resigned  19  July,  1865. 

Mower,  Henry  K. 

Midshipman,  1  March,  1825.    Died  in  April,  1828. 

MowAon,  Robert. 

Mate,  25  January,  1865.    Deserted  23  March,  1867. 

Moxley,  Caleb  H. 

Acting  Third  Assistant  Engineer,  28  March,  1864.    Honorably  discharged  28  Oc- 
tober, 1865. 

Moxley,  Henry. 

Acting  Third  Assistant  Engineer,  29  December,  1863.      Honorably  discharged 
9  December,  1865. 

Moxon,  Henry  €. 

Acting  Chief  Engineer,  4  February,  1863.    Died  3  August,  1863. 

Moyer,  Joseph. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  12  October,  1865. 

Moyle,  Samnel. 

Acting   Third    Assistant    Engineer,  28   March,  1865.      Honorably    discharged 
17  March,  1866, 

Moyle«i9  Henry. 

Acting  Second  Assistant  Engineer,  21  October,  1802.     Acting  First  Assistant  En- 
gineer, 22  March,  1865.     Honorabl}  discharged  20  November,  1805. 

Mneh,  George  W. 

Assistant  Naval  Constructor,  17  May,  1860.     Naval  Constructor,  15  April,  1S"7\, 
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Hndge,  William  €• 

Mate,  26  May,  1864.    Honorably  discharged  25  October,  1865. 

Mnhatha,  Robert. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  28  No- 
vember, 1865. 

Mahlenbnrg,  P.,  Jr. 

Midshipmun,  20  June,  1806.     Resigned  2  May,  1808. 
Mair,  Robert. 

Acting  Third  Assistant  Engineer,  24  January,  1865.  Honorably  dischirged 
15  September,  1808. 

Mair,  Walter. 

Acting  Ensign,  1  October,  1862.    Resigned  10  April,  1865. 
Halcare,  Michael. 

Acting  Third  Assistant  Engineer,  28  January,  1868.  Honorably  dlschaiged 
13  July,  1865. 

Maldaur,  Alonzo  W. 

Acting  Master,  18  October,  1861.  Acting  Volunteer  Lieutenant,  24  May,  ]Sf>4. 
Honorably  discharged  19  November,  1866.  Acting  Master,  23  April,  IWiT. 
Lieutenant,  12  March,  18r»8.  Lieutenant-Commander,  18  December,  186^. 
Lost  on  *'  On^iVZa,"  Yokohama,  Japan,  24  January,  1870. 

Mulford,  A.  B. 

Acting  Master,  26  August,  18GI.    Honorably  discharged  10  November,  1868. 

Mulford,  £zekiel. 

Midshipman,  1  February,  1826.     Resigned  7  June,  1830. 

Malford,  James  II.,  Jr. 

Passed  Assistant  Paymaster,  23  July,  18C6.    Resigned  26  November,  18C6. 

Mulford,  Joseph  W. 

Acting  Ensign,  12  July,  1864.    Honorably  discharged  6  December,  1865. 

Mulford,  Richard. 

Master's  Mate,  date  not  known.  Master,  3  July,  1813.  Last  appearance  on 
Records  of  Navy  Department,  1815.    New  York. 

Mulholland,  John. 

Acting  Third  Assistant  Engineer,  13  September,  1862.    Dismissed  21  April,  1S6S. 

Mnll,  Alexander  M. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Died  19  July, 

Mall,  Jacob. 

Master,  13  February,  1809.  Struck  off  4  May,  1825.  Master,  5  August,  1835. 
Died  29  January,  1851. 

Mall,  Thomas  A. 

Midshipman,  1  December,  1824.  Passed  Midshipman,  28  April,  1832.  Dismissed 
12  March,  1838. 

Mnllahan,  Thomas. 

Acting  Second  Assistant  Engineer,  27  February,  1863.    Dead. 

Mallan,  Dennis  W. 

Acting  Midshipman,  21  September,  1860.  Ensign,  1  October,  1863.  Magter,lO 
May,  1866.  Lieutenant,  21  February,  1867.  Lieu  tenant- Commander,  13  Mtfch 
1868. 

Mallan,  Horace  £. 

Acting  Midshipman,  25  Sei)tember,  1857.  Midshipman,  1  June,  1861.  Acting 
Master,  23  September,  1861.  Lieutenant,  16  July,  1^62.  Lieutenant-Cotu- 
mander,  25  July,  1866.  Dropped  18  August,  1876.  Restored  to  original  p**^- 
tion  as  Lieutenant-Commander,  16  July,  lb78.    Commander,  8  February,  l^^^* 

Mallany,  J.  R.  Madison. 

Midsh'pman,  7  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
28  February,  1844.  'Commander,  18  October,  1861.     Captain,  25  July,  ^^^ 
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Commodore,   15  August,   1870.      Rear-Admiral,  5  June,  1874.      Retired  list, 
26  October,  1879. 

Hallen,  Anthony  T.  £• 

Third  Assistant  Engineer,  12  August,  1801.    Second  Assistant  Engineer,  21  April, 
1863.    First  Assistant  Engineer,  25  January,  1865.    Died  20  September,  1877. 

Mallen,  J.  W. 

Mat€,  10  September,  1864.    Resigned  15  May,  1865. 
Mallen,  William. 

Acting  Ensign,  16  March,  1865.    Honorably  discharged  27  August,  1805. 
Mullen,  William  M. 

Mate,  80  August,  1864.    Honorably  discharged  6  November,  1805. 
Mnllii^an,  Barry  ]>• 

Acting  Third  Assistant  Engineer,  18  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 18  October,  1862.  Resigned  17  September,  1803.  Acting  Third  Assistant 
Engineer,  8  August,  1864.    Honorably  discharged  1  December,  1805. 

Mullii^n,  Richard  T. 

Midshipman,  5  June,  1871.    Graduated  20  June,  1876.    Ensign,  2  January,  1880. 
Mnlllns,  John. 

Acting  Master  and  Pilot,  9  January,  1865.  Honorably  discharged  11  October, 
1865. 

Mullowny,  Edward. 

Midshipman,  21  June,  1839.  Last  appearance  on  Records  of  Navy  Department, 
19  September,  1840. 

Mnllowny,  John. 

Lieutenant,  9  March,  1798.  Discharged  26  September,  1801,  imder  Peace  Estab- 
lishment Act 

Hnlready,  John. 

Acting  Third  Assistant  Engineer,  24  July,  1863.  Acting  Second  Assistant  En- 
ineer,  10  May,  1865.    Honorably  discharged  26  February,  1868 

Mnlready,  Rohert. 

Acting  Third  Assistant  Engineer,  12  November,  1862.  Acting  Second  Assistant 
Engineer,  22  February,  1804.  Acting  First  Assistant  Engineer,  30  November, 
1864.    Honorably  discharged  1  December,  1805. 

Mnniford,  William. 

Purser,  13  November,  1799.  Discharged  10  September,  1801,  under  Peace  Estab- 
lishment Act.  * 

Man,  Hngh  J. 

Midshipman,  10  May,  1820.    Died  28  May,  1821. 

Ifunre,  Thomas  Q. 

Acting  Midshipman,  22  September,  1857.    Resigned  10  March,  1860. 

Ifuney,  Milton  B. 

Mate,  8  December,  1802.  Acting  Ensign,  11  June,  1863.  Acting  Master, 
25  March,  1865.    Honorably  discharged  12  December,  1805. 

Handy,  George. 

Acting  Ensign,  1  October,  1862.     Resigned  24  April,  1863. 

Handy,  George. 

Acting  Master,  14  August,  1861.  Actin*?  Volunteer  Lieutenant,  18  March,  1804. 
Honorably  discharged  16  December,  1865. 

Hanger,  John  A. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Acting  Second  Assistant 
Engineer,  19  December,  1802.     Resigned  23  May,  1803. 

Sann,  Jainen  P. 

Acting  Ensign,  Admiral  Stribling's  Staff,  23  September,  1864.  Honorably  dis- 
charged 13  January,  1866. 

Hann,  Namnel  E. 

Midshipman,  27  August,  1823.     Passed  Midshipman, 23  March,  1829.     Lieutenant, 
31  December,  1833.     Died  23  November,  1854. 
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Hunro,  Richard  A. 

Boatswain,  25  July,  1826.    Died  27  March,  1832. 

Manroe,  Benjamin  F. 

Acting  Assistant  Paymaster,  7  September,  1863.    Mustered  out  27  August,  1865. 
Mnnroe,  Frank  II. 

Mate,  27  July,  ld63.    Honorably  discharged  10  August,  1865. 
Mnnroe,  John. 

Boatswain,  14  January,  1840.    Resigned  9  August,  1852. 
Man  roe,  John. 

Acting  Third  Assistant  Engineer,  1  February,  1863.     Died  9  September,  1868. 

Mnnroe,  Joseph  W. 

Acting  Ensign,  1  July,  1864.    Honorably  discharged  10  November,  1865. 

Mnnroe,  William  IE. 

Mate,  14  April,  1862.    Resigned  6  October,  1863. 

Hnnroe,  Willis  F. 

Acting  Master,  17  September,  1861.    Died  from  wounds  received  in  Battle  of 
Galveston,  1  February,  1863. 

Mnnson,  Charles  A.,  Jr. 

Mate,  16  April,  1863.     Resigned  23  June,  1863. 

Hnnson,  James. 

Acting  Second  Assistant  Engineer,  9  June,  1863.    Dismissed  7  October,  1868. 

Hnrdangh,  James. 

Assistant  Surgeon,  18  July,  1799.    Permitted  to  retire  27  May,  1801. 

Hnrdangh,  William  H. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Msftcr, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  SI  Apriii 
1861. 

Hnrdoeh,  James. 

Lieutenant,  15  November,  1799.  Discharged  14  April,  1801,  under  i*cace  Eitsb- 
lishment  Act 

Hnrdoeh,  James  W. 

Lieutenant,  9  August,  1804.    Out  of  service  25  June,  1806. 

Mnrdoch,  Joseph. 

Midshipman,  14  November,  1798.  Last  appearance  on  Records  oi  Naw  Deptft^ 
ment,  16  July,  1801. 

Hnrdock,  Joseph  B. 

Midshipman,  26  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  2  February,  1874.     Lieutenant,  10  March,  1880. 

Hnrphy,  Benjamin  R. 

Acting  Carpenter,  12  May,  1869.    Appointment  revoked  7  June,  1878. 

Murphy,  Charles  J. 

Mate,  2  November,  1864.    In  service. 

Hnrphy,  Daniel. 

Second  Assistant  Engineer,  12  November,  1842.    Resigned  25  November,  184& 

Hnrphy,  Baciiel  8. 

Acting  Master,  18  December,  1861.     Honorably  discharped  31  October,  1865. 

Hnrphy,  Henry. 

Sailmaker,  1  August,  1809.  Last  appearance  on  Records  ol  Navy  Departmeo*' 
1815.    Brig"^f^t«." 

Murphy,  Jeremiah. 

Mate,  8  January,  1862.     Appointment  revoked  (Sick,)  20  February,  1S64. 

Hnrphy,  J.  €. 

Mate,  17  July,  1861.  Acting  Ensign,  20  April,  1863.  Honorably  dischar^ 
4  October,  1865. 
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Inrptay,  John  D. 

Assistant  Surgeon,  24  January,  1862.    Died  26  October,  1867. 
f nrphy,  John  M. 

Midshipman,  18  February,  1841.    Resigned  17  December,  1846. 
Inrphjr,  John  M. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847.  Re- 
signed 10  May,  1852.  Acting  Lieutenant,  4  December,  1862.  Resigned  80  July, 
1864. 

Inrphy,  Michael. 

Acting  Ensign,  20  April,  1864.     Honorably  discharged  20  August,  1865. 

fnrphy,  Monroe. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.    Resigned  6  December,  1865. 

Inrphy,  Patrick. 

Acting  Ensign,  12  December,  1862.    Resigned  22  April,  1863. 

Inrphy,  Patrick  J. 

Acting  Third  Assistant  Engineer,  11  January,  1864.  Honorably  discharged 
10  July,  1866. 

Inrphy,  Peter  U« 

Midshipman,  12  May,  1834.  Passed  Midshipman,  8  July,  1830.  Lieutenant, 
29  May,  1846.    Dismissed  21  Apnl,  1861. 

Inrphy,  R.  B.  K. 

Acting  Master  and  Pilot,  15  June,  1865.  Honorably  discharged  30  September, 
1865. 

Inrphy,  Samnel  W. 

Acting  Third  Assistant  Engineer,  8  February,  1865.  Honorably  discharged 
12  September,  1866. 

Inrphy,  WilUam  K. 

Midshipman,  8  February,  1847.    Appointment  reroked  2  May,  1848. 

Inrray,  Albert  S. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jan- 
uary,  1863.    Killed  on  the  **  Chenango^'  15  April,  1864. 

Inrray,  Alexander. 

Midshipman,  22  August,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
23  March,  1847.  Lieutenant,  12  August,  1847.  Reserved  list,  13  September, 
1855.  Lieutenant  on  Active  list^  12  August,  1847.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore.  19  June,  1871.  Rear-Admiral,  26  April, 
1878.    Retired  list,  30  April,  1878. 

Inrray,  Alexander. 

Captain,  1  July,  1798.    Died  6  October,  1821. 

Inrray,  Alexander  M. 

Midshipman,  1  January,  1817.  Last  appearance  on  Records  of  Navy  Depamnent, 
6  March,  1822.     Dead. 

Inrray,  Charles. 

Purser,  31  March,  1843.  Retired  list,  6  January,  1864.  Pay  Director.  Retired 
3  March,  1871.    Died  7  June,  1872. 

Inrray,  Charles. 

Mate,  11  June,  1863.    Honorably  discharged  12  December,  1865. 

Inrray,  Daniel. 

Midshipman,  13  July,  1799.    Lieutenant,  26  January,  1807.    Resigned  29  October, 
1811. 
Inrray,  F.  Key. 

Midshipman,  29  April,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  4  No- 
vember, 1848.  Lieutenant,  24  July,  1849.  Commander,  16  July,  1802.  Retired 
list  8  June,  1867.  Captain  on  Retired  list,  22  June,  1867.  Died  11  July, 
1868. 
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Murray,  Cfeorg^e. 

Midshipman,  15  November,  1809.     Resigned  20  March,  1811. 

Murray,  George. 

Midshipman,  6  January,  1809.    Resigned  18  December,  1809. 

Murray,  George  J. 

Acting  Master,  24  March,  1862.    Appointment  revoked  3  June,  1868. 

Murray,  Jaeob  M. 

Third  Assistant  Engineer,  23  June,  18G3.     Resigned  13  May,  1805. 

Murray,  James  !>• 

Purser,  3  June,  1858.  Pay  Inspector,  3  March,  1871.  Pay  Director,  25  Septembo; 
1875. 

Murray,  James  M. 

Assistant  Surgeon,  29  December,  1877. 

Murray,  John. 

Acting  Gunner,  19  March,  1864.    Honorably  discharged  21  January,  1866. 

Murray,  Robert  £. 

Acting  Thii*d  Assistant  Engineer,  27  May,  1864.  Honorably  discharged  29  Joly^ 
1866.  Acting  Third  Assistant  Engineer,  8  December,  18G6.  Mustered  out 
9  December,  1867. 

Murray,  Thomas  X. 

Acting  Assistant  Paymaster,  18  September,  1862.    Mustered  out  18  August,  1865. 

Murray,  William  I>. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  31  July,  1865. 

Muse,  John. 

Purser,  16  April,  1799.  Discharged  18  November,  1801,  under  Peace  EiUUiili- 
ment  Act. 

Muse,  John  B. 

Midshipman,  1  April,  1828.     Resigned  3  June,  1828. 

Muse,  liewis  8. 

Midshipman,  11  December,  1809.    Resigned  10  December,  1810. 

Muse,  Thomas  £. 

Midshipman,  30  September,  1869.  Graduated  31  May,  1873,  Ensign,  16  Jnlj* 
1874.    Died  9  December,  1877. 

Muse,  William  B. 

Midshipman,  1  July,  1836.  Passed  Midshipman,  1  July,  1842.  Lieutenant, 
2  June,  1«50.     Resigned  9  June,  1852. 

Muse,  William  T. 

Midshipman,  1  June,  1828.  Passed  Midshipman,  14  June,  1834.  LieuteMnt, 
29  December,  1840.    Commander,  14  September,  1855.    Dismissed  2  April,  18^1- 

Musicraye,  £dward  G. 

Acting  Assistuut  Paymaster,  5  August,  1863.    Resigned  (Sick,)  6  September,  l86t 

Musicraye,  William. 

Third  Assistant  Engineer,  3  iMav,  1859.  Second  Assistant  Engineer,  1  July,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  13  September,  1865. 

Mushawajr,  John 

Boatswain,  30  October,  1799.    Resigned  1  April,  1800. 

Mnsson*  Ijewis  F« 

Midshipman,  11  March,  1835.     Resigned  12  April,  1837. 

Myers,  A.  G. 

Acting  Assistant  Paymaster,  5  ^larch,  1802.     Resigned  14  January,  1868. 

Myers,  A.  J. 

Acting  Assistant  Paymsistcr,  13  June,  1864.     Resigned  13  March,  1865. 

Myers,  Charles. 

Mate,  8  April,  1862.     Resigned  (Sick,)  14  June,  1804. 
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Myers,  E.  F. 

Mate,  19  July,  1867.    Resigned  23  March,  1870. 
Myers,  Henry. 

Purser,  21  June,  1854.    Resigned  1  February,  1861. 

Myers,  II.  O. 

Midshipman,  25  November,  1825.  Passed  Midshipman,  4  June,  1831.  Died 
16  September,  1834. 

Myers,  H.  II. 

Midshipman,  1  April,  1819.    Died  9  August,  1820. 

Myers,  John. 

Acting  Ensign,  4  November,  1863.  Acting  Master,  8  July,  18G4.  Honorably  dis. 
charged  13  August,  1865. 

Myers,  John  €. 

Mate,  18  November,  1862.    Dismissed  6  December,  18C2. 

Myers,  J.  €. 

Acting  Boatswain,  9  December,  1861.    Dismissed  13  December,  1861. 

Myers,  John  P. 

Boatswain ,^  24  July,  1827.    Appointment^revokcd  8  May,  1828. 

Myers,  Joseph. 

Midshipman,  6  December,  1814.  Lieutenant,  13  January,  1825.  Commander,. 
8  September,  1841.  Reserved  list,  13  September,  1855.  Resigned  22  April,. 
1861. 

Myers,  Joseph  G. 

Carpenter,  4  November,  1852.    Died  28  August,  1878. 

Myers,  Jnllan. 

Midshipman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  21  Feb- 
ruary, 1854.    Lieutenant,  20  September,  1854.    Dismissed  6  December,  1861. 

Myers,  Meredith. 

Midshipman,  2  February,  1829.    Resigned  7  July,  1829. 

Myers,  Robert. 

Carpenter,  9  March,  1802.  Last  appearance  on  Records  of  Navy  Department^ 
19  March,  1802. 

Myers,  Ross  M. 

Mate,  13  August,  1863.  Resigned  25  September,  1863.  Acting  Third  Assistant 
Engineer,  18  August,  1804.     Resigned  (Sick,)  30  January,  1805. 

Myers,  T.  !>• 

Assistant  Surgeon,  27  September,  1870. 

Myers,  Thomas  J. 

Acting  Third  Assistant  Engineer,  12  July,  1864.  Honorably  discharged  4  Novem- 
ber, 1865. 

Myers,  William. 

Midshipman,  16  January,  1802.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  March,  1809. 

Myers,  William  H. 

Gunner,  16  July,  1841.    Resigned  15  December,  1847. 

Myers,  William  W. 

Acting  Assistant  Surgeon,  27  September,  1862.  Appointment  revoked  7  August, 
1865.  Acting  Assistant  Surgeon,  12  December,  1873.  Appointment  revoked 
81  December,  1874. 

Mygatt,  Jared  P.  K. 

Midshipman,  24  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 
15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  16  September, 
1855.     Acting  Lieutenant,  13  Miiy,  1801.     Resigned  (Sick,)  12  December,  1861. 

Myrick,  John. 

Gunner,  8  August,  1811.    Last  appearance  on  Records  of  Navy  Department,  1815. 
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Hyrick,  John. 

Gunner,  13  June,  1886.     Died  17  September,  1862. 

Mytinger,  John  K. 

Mate,  28  October,  186a    Died  23  September,  1864. 

ITabor,  Frank  W. 

Midshipman,  21  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  11  February,  1875. 

Nagle,  Ang[nstn8  F. 

Third  Assistant  Engineer,  8  August,  1863.    Resigned  3  May,  1865. 

Nasle,  Charles  F. 

Third  Assistant  Engineer,  8  August,  1868.  Appointment  revoked  8  Janoaiy, 
1866.  Restored  to  the  service,  12  January,  1866,  with  original  date.  Seooid 
Assistant  Engineer,  25  July,  1866.  Passed  Assistant  Engineer,  15  April,  1874. 
In  service. 

Naile,  Frederick  J. 

Acting  Midshipman,  27  October,  1859.  Ensign,  24  February.  1868.  Mister, 
22  February,  1864.  Lieutenant,  22  February,  1864.  Lieutenant-Commioder, 
25  July,  1866.    Retired  list,  18  January,  1871. 

Nailer,  Jefferson. 

Midshipman,  1  January,  1825.    Resigned  8  July,  1830. 

Nalle,  Thomas  B. 

Purser,  17  October,  1839.    Resigned  81  July,  1861. 

Napheys,  Benfamin  F. 

Acting  Third  Assistant  Engineer,  3  March,  1864.    Resigned  10  May,  1865. 

Napheys,  George  II. 

Acting  Assistant  Surgeon,  22  July,  1864.    Resigned  8  September,  1865. 

Napier,  £dward« 

Mate,  1  October,  1862.    Resigned  21  August,  1863. 

Hash,  Daniel  M.  W. 

Carpenter,  80  October,  1860.    Resigned  15  February,  1862. 

IVash,  D.  HI.  W. 

Acting  Carpenter,  8  Jannary,  1880. 

Nash,  DaTid  M.  W. 

Acting  Midshipman,  80  October,  1860.    Resigned  15  February,  1863. 

Nash,  Francis  8. 

Assistant  Surgeon,  22  December,  1877. 

Nash,  James. 

Mate,  8  July,  1862  Acting  Gunner,  4  February,  1863.  Resigned  25  January, 
1864.    Gunner,  22  April,  1864.    Dismissed  15  October,  1864.    Acting  Gtmner, 

6  March,   1865.     Honorably  discharged  16  April,  1866.    Acting  BoatiwaiD, 

7  May,  1867. 

Hash,  James  II. 

Acting  Ensign,  20  January,  1863.  Honorably  discharged  6  February,  1W6. 
Acting  Ensign,  10  October,  1866.     Mustered  out  81  October,  1866. 

Hash,  lames  II. 

Acting  Third  Assistant  Engineer,  29  January,  1867.  Died  on  "  Fawtfe,"  23  No- 
veniber,  1867. 

Hash,  James  II. 

Acting  Third  Assistant  Engineer,  1  September,  1863.  Honorably  di8chtig«i 
18  October,  1865. 

Hash,  OTerton  M. 

Acting  Ensign,  18  June,  1864.    Honorably  discharged  2  April,  1866. 

Hash,  Richard. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  11  October,  1864.     Honorably  discharged  15  July,  1865. 
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ason,  Joliii. 

Mate,  17  April,  1864.  Acting  Ensign  and  Pilot,  4  July,  1864.  Appointment 
revoked  9  June,  1865. 

assail 9  E*  A* 

Mate.    Dismissed  22  ApriU  1862. 

«&ainan,  William  H. 

Second  Assistant  Engineer,  24  April,  1872.  Passed  Assistr  jt  Engineer,  24  Feb- 
ruary, 1878. 

a^imali,  Benjamin. 

Acting  Second  Assistant  Engineer,  27  October,  1862.    Dismissed  31  October,  1863. 

aylor,  B.  B. 

Acting  Master,  12  September,  1861.     Resigned  24  April,  1862. 

'Aylor,  Samuel. 

Lieutenant,  22  May,  1798.    Resigned  3  December,  1798. 

'axro,  Arthur  P. 

Midshipman,  80  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  26  July,  1871.    Lieutenant,  19  November,  1874 

rasroy  James. 

Midshipman,  80  June,  1799.     Resigned  80  September,  1800. 

real,  Benedlet. 

Midshipman,  2  April,  1804.    Lieutenant,  4  June,  1810.    Died  1  September,  1815. 

real,  Ellas  €. 

Acting  Assistant  Surgeon,  27  February,  1864.  Honorably  discharged  25  Decem- 
ber, 1865. 

real,  William  Silver. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  First  Assistant  Engineer,  1  January,  1868.  Resigned  3  September, 
1872. 

reale,  Franels  D. 

Acting  Third  Assistant  Engineer,  23  February,  1865.  Honorably  discharged 
17  July,  1865. 

reale,  Hamlet. 

Midshipman,  2  April,  1804.  Last  appearance  on  Records  of  Navy  Department, 
May,  1808.    Dead. 

feallsy  James. 

Mate,  20  July,  1862.    Honorably  discharged  24  October,  1865. 

feall,  William  B. 

Acting  Second  Assistant  Engineer,  15  December,  1862.  Dismissed  13  August, 
1863. 

reams,  Hamilton  €. 

Acting  First  Assistant  Engineer,  12  December,  1862.    Resigned  22  April,  1863. 

reeld,  John  R« 

Acting  Master,  1  October,  1862,  Acting  Volunteer  Lieutenant,  27  May,  1865. 
Honorably  discharged  26  November,  1865 

Teely,  James  H. 

Mate,  11  November,  1863.  Acting  Ensign,  14  February,  i864.  Honorably  dis- 
charged 6  October,  1865. 

reely*  Thomas. 

Acting  Third  Assistant  Engineer,  13  May,  1863.  Acting  Second  Assistant  En- 
gineer, 14  January,  1864.     Honorably  discharged  8  December,  1865. 

fe^ley,  William  €. 

Midshipman,  26  July,  1865.     Graduated  4  June,  1869.     Resigned  10  August,  1872. 

Tell,  Cecil  €. 

Mate,  6  March,  1862.  Acting  Ensign,  29  March,  1864.  Ilonorably  discharged 
10  July,  1865.     Gunner,  3  January,  1870. 
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Neih  Charles  H. 

Mate,  15  May,  1863.     Resigned  14  March,  18G5. 

Neil,  H  illiam. 

Acting  Ensign,  9  April,  1803.  Acting  Master,  31  May,  18C4.  JlonoraWj  dis- 
charged 4  December,  18G5. 

^eil,  William  T. 

Acting  Third  Assistant  Engineer,  3  August,  18G3.    Resigned  6  March,  18C5. 

^eill,  Robert  €. 

Midshipman,  7  June,  1799.    Died  in  August,  1799. 

Neill,  William  €. 

Midshipman,  16  January,  1809.    Dismissed  11  January,  181 1 

Neill,  John  E. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer.  21  Ocbh 
ber.  1861.    Resigned  23  November,  1865. 

Xeilfton,  £dward  R. 

Midshipman,  27  October,  1841.    Resigned  11  October,  1843 

Neilson,  Georice  Crawford. 

Third  Assistant  Engineer,  13  October,  1863.  Second  Assistant  Engineer,  1  Jutt- 
ary,  1868.    Resigned  6  July,  1870. 

Heilson,  George  W. 

Mate,  24  October,  1861.  Acting  Ensign,  30  August,  1862.  Dismissed  19  JnDe» 
1863. 

Neilson,  Harold. 

Mate,  29  March,  1870. 

IVeilson,  John  li. 

Assistant  Surgeon,  28  April,  1870.  Passed  Assistant  Surgeon,  20  Febmi;» 
1875. 

Neilson,  William. 

Midshipman,  20  June,  1799.  Last  appearance  on  Records  of  Navy  Deptrtacnt* 
6  June,  1800.    Furloughed. 

Ifeilsoii,  William. 

Acting  Assistant  Surgeon,  10  February,  1863.    Resigned  11  June,  1864. 

Nellis,  Charles  F. 

Acting  Ensign,  22  September,  1863.     Resigned  3  June,  1864. 

Xelliiian,  Charles 

Acting  Ensign,  8  July,  1864.    Honorably  discharged  10  August,  1865. 

Nelson,  Aaron  H. 

Acting  Assistant  Paymaster,  7  July,  1803.  Resigned  28  March,  1865.  Aflsistant 
Paymaster,  21  February,  1807.  Passed  Assistant  Paymaster,  30  June,  1S69- 
Resigned  14  December,  1861 

nelson,  Andrew. 

Acting  Knsign,  2  July,  1863.     Honorably  discharged  28  October,  1865 

Nelson,  Arinistead. 

Midshipman,  30  November,  1814.     Resigned  30  June,  1817. 

Nelson,  Benjamin. 

Mate,  13  September,  1864.     Honorably  discharged  9  February,  1866. 

Nelson,  Charles. 

Acting  Ensign,  24  February,  1803.    Honorably  discharged  27  September,  18W. 

Nelson,  Christian. 

Sailmaker,  21  December,  1826.     Resigned  7  August,  1835. 

Nelson,  Geori^e. 

Acting  Second  Assistant  Engineer,  29  September,  1864.  Honorably  discharged 
30  October,  1805. 

Nelson,  George  £• 

Acting  Master,  9  April,  1862.  Acting  Volunteer  Lieutenant,  22  December,  IS'J. 
Houorablv  discharged  6  December,  1800. 
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felson,  Henry  €• 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  25  October,  1864.     Medical  Inspector,  20  April,  1879. 

f  elson,  John  D. 

Midshipman,  21  September,  1799.     Dismissed  80  December,  1799. 

felson,  John  £•• 

Midshipman,  10  March,  1888.     Dismissed  19  August,  1845. 

felson,  Joseph  8. 

Midshipman,  16  January,  1809.     Resigned  1  June,  1809. 

felson,  Robert  S. 

Midshipman,  1  January,  1812.    Discharged  16  June,  1812. 

f  elson,  P.  T. 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Department, 
4  November,  1806.    Furlouglied. 

felson,  Robert  P. 

Mate,  22  August,  1868.  Acting  Ensign,  16  July,  1864.  Honorably  discharged 
27  October,  1865. 

Velson,  Thomas. 

Mate,  8  January,   1862.     Acting  Ensign,   7  November,   18G2.     Acting  Muster, 

27  March,  1865.     Master,  21  March,   1868.     Lieutenant,   12  December,   1868. 
Lieutenant-Conwnander,  25  January,  1870. 

Velson,  Thomas  II. 

Acting  Second  Assistant  Engineer,  25  March,  1864.  Honorably  dbcharged  1 3  May, 
1865. 

Velson,  Thomas  J. 

Assistant  Surgeon,  7  August,  1819.    Resigned  15  May,  1820. 

flelfiMm,  Thomas  Hf. 

Mate,  6  January,  1863.    Died  in  New  York,  23  April,  1875. 

Slelson,  Talentine  S. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 

ffelson,  William. 

Mate,  19  November,  1861.  Acting  Ensign,  18  June,  1863.  Honorably  discharged 
6  November,  1865. 

Ifelson,  William. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  23  January, 
1866. 

Ifelson,  William. 

Midshipman,  28  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
19  September,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander, 
16  July,  1862.  Detailed  for  duty  in  United  States  Volunteer  Army,  and  died 
as  Major-General,  29  September,  1862. 

ffelson,  William. 

Boatswain,  5  June,  1872.    Died  8  January,  1874. 

Efelson,  William  A. 

Assistant  Surgeon,  9  December,  1839.     Surgeon,  21  November,  1854.     Resigned 

28  July,  1858. 

ffesbitf  Thomas. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Honorably  discharged 
13  January,  1863. 

lesbilt,  Andrew. 

Acting  Third  Assistant  Engineer,  13  February,  1862.     Died  9  March,  1862. 

(fesen,  Joseph  H. 

Acting  Third  Assistant  Engineer,  17  June,  1863.  Acting  Second  Assistant  En- 
gineer, 8  March,  1865.    Died  24  October,  1866. 
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:9restell,  B.  B.  T. 

Acting  Assistant  Surgeon,  25  January,  1862.    Appointment  revoked  6  June,  1865. 

NeTille^  Frederick  A. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  C!ommander,  15  Jalj, 
1851.    Reserved  list,  13  September,  1855.    Dismissed  9  December,  1861. 

KTeTille,  John  S. 

Midshipman,  2  May,  1828.  Passed  Midshipman,  18  July,  1889.  Master,  31  Octo- 
ber, 1846.  Resigned  28  January,  1847.  Acting  Lieutenant,  18  May,  IMl. 
Appointment  revoked  12  November,  1861. 

IVeTltt,  John. 

Midshipman,  80  May,  1803.  Lieutenant,  23  February,  1809.  Resigned  6  Juduj, 
1811. 

Kew^  Joseph  W. 

Assistant  Surgeon,  8  February,  1802.  Surgeon,  28  June,  1809.  Died  28  SeptoD- 
ber«  1815. 

JVew,  Philip. 

Gunner,  26  March,  1800.    Last  appearance  on  Records  of  Navy  Department 

New,  Waller  W. 

Assistant  Surgeon,  5  March,  181 1.  Surgeon,  6  October,  1818.  Resigned  28  Deoot- 
ber,  1824. 

Jfewhegin,  John  S. 

Mate,  6  September,  1863.    Honorably  discharged  16  August,  1865. 

Ki^ewcomb,  Frank  S. 

Mate,  4  November,  1863.    Resigned  6  May,  1865. 

IVeweomb,  Senry  S. 

Midshipman,  21  July,  1838.  Passed  Midshipman,  20  May,  1844.  Msitor,  4  Sep- 
tember, 1852.  Lieutenant,  28  June,  1853.  Lieutenant-Commander,  16  Jnly, 
1862.    Commander,  21  September,  1862.    Died  24  October,  1868. 

IVewoomh,  II.  S. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1818.  Drowned  1  NoTcmber, 
1825. 

IVeweomb,  Simon. 

Professor,  21  September,  1861. 

Newcomb,  Walter. 

Midshipman,  11  January,  1812.  Lieutenant,  28  March,  1820.  Last  appearance  ob 
Records  of  Navy  Department,  9  August,  1822.    Dead. 

IVewcontbe,  George  JO. 

Mate,  17  November,  1862.  Acting  Ensign,  9  February,  1868.  Appointment  re- 
voked 4  March,  1868.  Re-appointed  19  March,  1863.  Acting  Master,  29  Octo- 
ber, 1864.  Honorably  discharged  80  October,  1865.  Acting  Master,  29  Septen- 
ber,  1866.    Resigned  5  February,  1867. 

]Veweonibe9  John  B. 

Mate,  31  August,  1863.    Resigned  6  May,  1865. 

iVeweomer,  Joseph  W. 

Acting  Assist^int  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1  April,  186i 
Resigned  24  August,  1865. 

UTewell,  Chester. 

Chaplain,  8  September,  1841.    Retired  list,  3  July,  1865. 

Hfewell,  I>aTid. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3  October,  1864.     Honorably  discharged  23  August,  1865. 

JVeitell,  Frederick. 

Acting  Knsign,  8  May,  1863.     Honorably  discharged  11  November,  1865. 

Ki^ewell,  Harinan. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  2»» 
Febrimrv,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  2J 
April,  1859.    Died  24  March,  1880. 
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Newell,  Jobn  S. 

Midshipman,  28  September,  18G1.  Graduated  24  September,  1865.  1 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March, 
Lieutenant-Commander,  22  January,  1880. 

Ifewell,  Liloyd  B. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.     Commander,  6 
1851.    Reserved  list,  13  September,  1855.    Died  26  April,  18G1. 

Mewell,  Thomas  HI. 

Master,  11  September,  1818.    Lieutenant,  0  December,  1814.    Commander,  3 
1831.    Captain,  28  January,  1840.    Reserved  list,  13  September,  1855.    Re 
18  March,  1861. 

Mewball,  Ricbard  S. 

Acting  Third  Assistant  Engineer,  7  June,  1864.  Honorably  discharged  ) 
vember,  1865. 

Mewlin,  €leorge. 

Mate,  28  January,  1862.    Appointment  revoked  10  September,  1866. 

Mewlin   Jobn  Ij. 

Mate,  4  April,  1862.    Dismissed  28  June,  1862. 

Mewman,  Allen  HI. 

Acting  Master,  9  October,  1861.    Honorably  discharged  26  October,  1865. 

Mewman,  GnstoTna. 

Gunner,  6  September,  1836.    Died  2  May,  1852. 

Hewnian,  Jobn. 

Midshipman,  81  October,  1799.    Died  2  August,  1800. 

Mewman,  Jobn  HI. 

Acting  Third  Assistant  Engineer,  8  September,  1864.  Honorably  disc 
4  December,  1865. 

Mewman,  Ii*  Howard. 

Midshipman,  24  September,  1847.    Passed  Midshipman,  10  June,  1853.    ] 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Comn 

16  July,  1862.    Died  31  May,  1866. 

Mewman,  Montgomery. 

Midshipman,  21  November,  1800.  Discharged  12  May,  1801,  under  Peace 
lishment  Act. 

Mewman,  Morris. 

Master,  1  August,  1801.    Discharged  8  April,  1803. 

Mewman,  Sewell  H. 

Acting  Ensign,  1  October,  1863.  Acting  Master,  13  June,  1865.  Honorab 
charged  20  March,  1866. 

Mewman,  Thomas  H. 

Midshipman,  1  January,  1819.    Died  in  May,  1821. 

Hewnian,  Timothy. 

Commander,  1  July,  1799.    Died  15  August,  1800. 

Mewman,  William. 

Midshipman,  2  July,  1801.    Resigned  14  June,  1803. 

Mewman,  William  B. 

Mate,  12  October,  1861.  Acting  Master,  3  February,  1862.  Ensign,  12 
1868.    Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Mewman,  W.  D. 

Midshipman,  1  February,  1814.  Lieutenant,  13  January,  1825.  Comn 
8  September,  1841.    Died  9  October,  1844. 

If  ewsham,  Peter. 

Boatswain,  10  August,  1805.    Last  appearance  on  Records  of  Navy  Depa 

Mewton,  Edwin  B. 

Midshipman,  1  January,  1819.  Last  appearance  on  Records  of  Navy  Deps 
20  March,  1822.    Dead. 
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Newton,  G.  Bolton. 

Acting  Assistant  Paymaster,  4  June,  1SC3.    Resigned  18  June,  1863. 

Newton,  S.  €• 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Resigned  29  Apnl, 
1828. 

Newton,  Isaac. 

First  Assistant  Engineer,  15  June,  1801.     Resigned  8  February,  1SC5. 
Newton,  James  J. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Dismissed  15  May,  1863. 

Newton,  Joel  W. 

Chaplain,  80  May,  1844.    Died  29  October,  1865. 

Newton,  John  T. 

Midshipman,  1 6  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  8  Xircli, 
1827.     Captain,  9  February,  1837.     Died  28  July,  1837. 

Newton,  John  T. 

Midshipman,  14  October,  1872.    Graduated  20  June,  1876.    Ensign,  9  May,  1878. 

Newton,  Joseph  I>. 

Acting  Second  Assistant  Engineer,  10  August,  1864.  Honorably  discharged 3  July, 
1805. 

Newton,  Joseph  T. 

Acting  Second  Assistant  Engineer,  24  October,  1861.  Resigned  17  Deeeobec, 
1863. 

Newton,  Thomas. 

Mate,  5  December,  1861.    Deserted  27  November,  1866. 

Newton,  William  £. 

Midshipman,  24  September,  1832.     Struck  off  15  June,  1839. 

Newton,  Willis  H. 

Acting  Third  Assistant  Engineer,  7  March,  1863.    Deserted  80  August,  18lt. 

Neylan,  Thomas  F. 

Mate,  26  June,  1862.    Resigned  11  August,  1863. 

Neyle,  Charles. 

Midshipman,  9  May,  1800.  Discharged  12  August,  1801,  under  Peace  BstoUIAr 
ment  Act. 

Niehol,  William  L.. 

Assistant  Surgeon,  28  June,  1852.    Resigned  21  November,  1855. 

Nicholas,  George  W. 

Midshipman,  20  June,  1807.    Died  15  September,  1809. 

Nicholas,  J.  N. 

Midshipman,  1  January,  1808.    Resigned  1  September,  1809. 

Nicholas,  John  S. 

Midshipman,  6  June,  1815.  Lieutenant,  28  April,  1826.  Commander,  89  JolTt 
1842.  Reserved  list,  14  September,  1855.  Captain  on  Active  list,  14  Septan- 
ber,  1855.     Died  18  July,  1865. 

Nicholls,  Benjamin  R. 

Midshipman,  b  July,  1833.  Passed  Midshipman,  8  July,  1839.  Resigned  5  Hftfi 
1841. 

Nicholls,  Joseph  B. 

Acting  Master,  4  November,  1861.    Resigned  4  March,  1862. 

Nicholls,  Robert  II. 

Master,  12  January,  1839.    Appointment  revoked  10  January,  1846. 

Nicholls,  Thomas. 

Master,  6  May,  1812.    Died  12  December,  1822. 

Nicholls,  W.  F. 

Midshipman,  17  January,  1800.    Resigned  18  September,  1804. 
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'lcta*lR,  Alpliens. 

Acting  Third  Assistant  Engineer,  13  January,  1864.    Honorablj  dischaiged  4  No- 
vember,  1885. 
[Ictaols,  Cbnrles  B. 

Acting  Third  AEsietant  Engineer,  1  October,  1864.    Honorably  discharged  28  April, 
1809, 
ricliols,  CharleM  H. 

Hate,  11  February,  1863.  Resigned  6  June,  1864. 
riotaols,  Clement. 

Acting  Ensign,  80  Jane,  1864.    Honorably  discharged  19  September,  1865. 
rieliolM,  Cyrns  B. 

Acting  Ensign,  3  Beptember,  1864.    Honorably  discharged  17  July,  186S. 
ricbols,  Bavld  C. 

Hidahipman,  1  December,  1811.    Resigned  10  January,  1814. 
riohols,  Edward  P. 

Uidsbipnian,  14  December,  1836.     Passed  Midshipman,  1  July,  1842.    HaBl«r, 

3  August,  1849.  Lieutenant,  13  March,  1850.  Commander,  16  July,  1862. 
Captain,  35  July,  1886.  Commodore,  24  Hay,  1B72.  Rear-Admiral,  26  Feb- 
ruary, 1878. 

rieholB,  Francis. 

Hidsbipman,  18  June,  1812.    Resigned  26  Norember,  1818. 
riebols,  Frank  W. 

Hidsbipman,  24  September,  1863.    Graduated  6  June,  1867.    Ensign,  IS  December, 
1868.    Haster,  31  March,  1870.    Lieutenant,  31  March,  1872. 
rictaolR,  George. 

Captain,  (to  command  a  Galley,)  30  NoTember,  1798.    Last  appearance  on  Records 
of  Navy  Department, 
ricAoiSt  Henry  E. 

Midshipman,    28    September,  1861.     Grad-uated  24  September,  1865.    Ensign, 
1  December,  1860.    Master,  13  March,  1868.    Lieutenant,  26  March,  1869. 
lotaolB,  Lloyd. 

Hidahipman,  8  Janusr;,  1801.    Discharged  31  August,  1801,  under  Peace  Estali- 
lishment  Act. 
leliols,  R.  n. 

Purser,  19  October,  1812.    Last  appearance  on  Records  of  Navy  Department 
Ictaols,  Robert  H. 

Midshipman,  ]  September,  1811.    Resigned  1  April,  1828. 
Ictaols,  Robert  H. 

Uaster,  12  January,  1889.     Appointment  rcToked  10  January,  1846. 
leliols,  Rodney. 

Acting  Second  AssiBtant  Engineer,  81  March,  1863.    Acting  First  Assistant  Engi- 
neer, 9  February,  1864.    Appointment  revoked  (Sick,}  29  June,  1864. 
icAols,  Smith  W. 

ActingMidshipman,  27  September,  1868.    Lieutenant,  I'August,  1862.    Lieuten- 
ant-Commander, 25  July,  1866.    Commander,  20  April,  1876. 
totalos,  Tbomas  T.. 

Acting  Second  Assistant  Engineer,  23  December,  1964.    Honorably  dtscbarited 

4  November,  1865. 
[I^olson,  A.  A. 

Midshipman,  t  January,  1817.  (See  Marine  Corp*.) 
richolson,  I>.  Carroll. 

Mate,  81  December,  1866.  Resigned  26  Hay,  18T1. 
ricfaolson,  Fdward  D. 

Hidahipman,  39  Hay,  180S.    Died  15  Jnly,  1807. 
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IVicholson,  George. 

Boatswain,  8  August,  1803.     Died  29  July,  1809. 

IViebolson,  Henry  €• 

Acting  Assistant  Surgeon,  11  May,  1863.    Resigned  21  March,  1864. 

IViefaolflon,  James. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Departee&t^ 
181C.     Frigate  "  United  States:' 

Ki^ieholson,  James. 

Midshipman,  1  December,  1809.  Lieutenant,  5  March,  1817.  Last  appetnnoeoD 
Records  of  Navy  Department,  25  June,  1819.    Dead. 

IVieholaon,  James. 

Midshipman,  29  July,  1800.    Resigned  21  April,  1804. 

IVicfaolson,  James. 

Acting  Third  Assistant  Engineer,  12  July,  1864.    Resigned  10  May,  1868. 

IVieholson,  James. 

Master,  31  August,  1818.    Discharged  15  April,  1815. 

Hieholson,  James  W.  A. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Huter* 
11  June,  1851.  Lieutenant,  24  April,  1852.  Commander,  16  Joly,  1862.  Cap- 
tain, 25  July,  1866.    Commodore,  8  l^ovember,  1878. 

NIeholson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.    Appointment  revoked  5  June,  1855. 

NIebolson,  Jobn. 

Midshipman,  1  May,  1800.  Last  appearance  on  Records  of  Navy  Deputna^ 
25  August,  1802.    Furloughed. 

Ifleholson,  John. 

Carpenter,  28  April,  1809.    Died  9  September,  1814. 

Ifleholson,  John  B. 

Midshipman,  1  May,  1800.  Lieutenant,  20  February,  1807.  Cashiered  8  DaccB- 
ber,  1809. 

IVieholson,  John  B. 

Surgeon,  22  October,  1799.    Died  28  April,  1800. 

IVieholson,  Jos. 

Midshipman,  15  July,  1803.    Lieutenant,  15  June,  1809.     Died  29  August,  1831. 

Hieholson,  Jos.  J. 

Midshipman,  2  April,  1804.  Lieutenant,  4  June,  1810.  Comuuinder,  5  Ubio>» 
1817.    Captain,  3  March,  1827.    Died  12  December,  1838. 

Ifleholson,  Jos.  HI. 

Midshipman,  30  August,  1816.    Lieutenant,  28  April,  1820.     Died  5  April,  1883. 

Nieholson,  Mlehael  J. 

Mate,  23  June,  1862.  Acting  Ensign,  22  March,  1865.  Honorably  diacbaiged 
81  October,  1865. 

Ifleholson,  If.  I>. 

Midshipman,  1  January,  1808.    Lieutenant,  24  July,  1813.     Died  24  June,  18S3- 

IVieholson,  Reginald  F. 

Midshipman,  30  September,  1869.  Graduated  31  May,  1873.  Ensign,  16  JoV* 
1874. 

Ifleholson,  Samnel. 

Captain,  10  June,  1794.    Died  29  December,  1811. 

N ieliolson,  Samnel,  Jr. 

Midshipman,  30  April,  1798.    Died  25  September,  1798. 

Ifleholson,  Seth. 

Midshipman,  20  June,  1806.    Resigned  24  July,  1809. 

Ifleholson,  SomerTille. 

Midshipman,  21  June,  1839.    Passed  Midshipman,  2  July,  1845.    Master,  9  Sep* 
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tember,  1858.  Lieutenant,  5  May,  1854.  •  Lieutenant-Commander,  16  July,  1862. 
Commander,  2  January,  1863.  Captain,  10  June,  1870.  Retired  list,  8  May, 
1878. 

Nicbolson,  William. 

Master,  14  August,  1813.    Last  appearance  on  Records  of  Navy  Department,  1815. 

Ificfaolson,  William  B. 

Midshipman,  17  March,  1817.  Lieutenant,  18  January,  1825.  Died  15  October, 
1827. 

Ifi^^olBon,  William  C. 

Midshipman,  18  June,  1812.  Lieutenant,  8  March,  1821.  Commander  8  Septem- 
ber, 1841.  Captain,  22  August,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.    Died  25  July,  1872. 

Nicholson,  William  B. 

Mid^ipman,  4  October,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.    Resigned  12  June,  1871. 

Ifiebolson,  W.  B. 

Midshipman,  2  March,  1803.  Last  appearance  on  Records  of  Navy  Department, 
4  June,  1808.    Killed  in  a  duel. 

Niekell,  Bngh. 

Master,  4  February,  1809.    Resigned  15  May,  1809. 

Nickels,  John  A.  B. 

Midshipman,  8  October,  1864.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  20  November,  1872.    Lieutenant,  10  June,  1876. 

Nickels,  J«. Frederick. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  6  May,  1865.    Honorably  discharged  26  August,  18G5. 

Nickerson,  Franklin. 

Acting  Assistant  Surgeon,  16  November,  1868.    Resigned  5  November,  1864. 

Nickerson,  Biram  B. 

Mate,  16  October,  1862.    Appointment  revoked  (Sick,)  10  February,  1863. 

Ifickerson,  I^ntber. 

Acting  Master,  80  August,  1861.    Died  on  the  ''/.  8,  Chambers,''  15  August,  1864. 

Ifickerson,  Bfarcns  A. 

Acting  Ensign,  81  March,  1864.    Honorably  discharged  21  October,  1865. 

Ifickerson,  Sylvanns.  ^ 

Acting  Master,  81  March,  1862.  Acting  Vol.unteer  Lieutenant,  20  February,  1865. 
Honorably  discharged  4  April,  1868. 

Ifickerson,  Theodore. 

Acting  Ensign,  25  April,  1864.    Honorably  discharged  28  November,  1865. 

If  ickerson,  Thomas. 

Mate,  7  March,  1864.  Honorably  discharged  2  October,  1865.  Mate,  25  May, 
1866,    Resigned  8  October,  1868. 

Ifickerson,  William  M. 

Assistant  Surgeon,  2  March,  1867.    Retired  list,  15  May^  1874. 

HicoU,  William  L.. 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer 
3  August,  1863.    First  Assistant  Engineer,  11  October,  1866. 

^Ticolson,  John  B. 

Midshipman,  4  July,  1805.  Lieutenant,  20  May,  1812.  Conmiander,  5  March, 
1817.    Captain,  24  April,  1828.     Died  9  November,  1846. 

IVicolaon,  John   O. 

Midshipman,  24  June,  1869.  Graduated  15  October,  1874.  Ensign,  17  Julv, 
1875. 

Hicolson,  William. 

Master,  28  January,  1809.    Resigned  8  June,  1809. 
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IVieldg,  Henry  €• 

Mate,  11  February,  1868.  Acting  Ensign,  11  July,  1864.  Acting  Master,  4  Ko- 
vember,  1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868. 
Lieutenant-Commander,  1  July,  1870.    Died  18  December,  1880. 

IViles,  Hezekiafa. 

Midshipman,  10  February,  1838.    Died  23  December,  1841. 

Utiles,  Kossntb. 

Midshipman,  22  September,  1865.  Graduated  4  June,  1869.  Ensign,  18  July, 
1870.    Master,  1  March,  1878.    Lieutenant,  30  September,  1876. 

Jfiles,  lHarstoii. 

Acting  Midshipman,  25  September,  1860.  Ensign,  28  May,  1868.  Master,  10  Ko- 
veniber,  1865.  Lieutenant,  10  November,  1866.  Lieatenant-Oommander, 
12  March,  1868.    Resigned  25  December,  1871. 

Niles,  IVatban  £• 

Midshipman,  28  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1889. 
Master,  12  July,  1870.    Lieutenant,  7  July,  1874. 

Hfilson,  JnliuB. 

Acting  Ensign,  80  November,  1863.  Acting  Master,  22  November,  1864.  Hooon- 
bly  discharged  16  July,  1866. 

urisbet,  Richard. 

Acting  Carpenter,  18  October,  1868.    Resigned  17  February,  1865. 

IVixon,  John  W. 

Purser,  24  December,  1857.    Resigned  15  April,  1861. 

Nixon,  Z.  W. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Resigned  81  Xirc^ 
1826. 

KToble,  Abijab  W. 

Purser,  10  January,  1799.    Resigned  26  February,  1800. 

Ifobiet  James, 

Midshipman,  27  May,  1824.  Passed  Midshipman,  20  February,  1880.  LieuteoiBt, 
81  December,  1833.    Dropped  13  September,  1855. 

Ki^obie,  James  !>• 

Acting  Assistant  Surgeon,  20  February,  1865.  Honorably  discharged  18  Jt&iuii7> 
1866. 

Hfoble,  James  J. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  80  lUft 
1863.    Retired  5  January,  1866.    Resigned  3  March,  1866. 

Noble,  Mason. 

Chaplain,  80  March,  1853.    Retired  list,  18  March,  1871. 

Noe,  Henry. 

Mate.    Resigned  19  June,  1863. 

Tf  oe,  James  W. 

Acting  Second  Assistant  Engineer,  1862.    Resigned  3  November,  1^62. 

IVoeli,  Jacob  £• 

Midshipman,  8  December,  1861.  Graduated  24  September,  1865.  EnfligD. 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  Iw^ 
Lieutenant-Commander,  2  August,  1879. 

KToell,  York. 

Midshipman,  24  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  187ft. 

Hi^olan,  Joseph. 

Acting  Second  Assistant  Engineer.    Dismissed  19  July,  1864. 

[prolan,  William. 

Mate,  6  November,  1865.    Dismissed  30  October,  1865. 

Nolan,  William  P. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  En- 
gineer, 81  July,  1863.  Acting  First  Assistant  Engineer,  28  November,  1864. 
Honorably  discharged  5  October,  1865. 
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oinnd,  C.  St.  G. 

HidBbipmao,  16  Jane,  1884.    Passed  Hidshipman,  10  July.  1310.     Muster,  S  Ko- 
Tember,  1846.     Lieotenant,  25  Fobrusry,  1847.     Resigned  29  June,  mm. 
olsnd,  Martin  C. 

Acting  Third  Assistant  Engineer,  8  May,  1863.    Honorably  discharged  15  Decem- 
ber, 1885. 
oland,  William  H. 

Midshipman,  18  December,  1823.    Passed  Midshipman,  23  March,  1829.    Lieu- 
tenant, 81  December,  1883.    Dropped  18  September,  1855. 
olton,  C.  O. 

Hate,  4  Febmary,  1870.    Resigned  25  November,  1871. 
ones,  Henry  B. 

Third  Assistant  Engineer,  23   September,  1898.      Resigned  19  August,  1866. 
Second  Assistant  Engineer,  38  May,  1661.    Firfit  Assistant  Engineer,  1  July, 
1861.    Chief  Engineer,  14  December,  1864. 
one*,  J.  B. 

Midshipman,  1  February.  1814.    Resigned  2  July,  1821. 
ones.  Jefferson  H. 

Midshipman,  19  December,  1840.    Appointment  revoked  3  February,  184C 
lones,  Wasbln^ton  H. 

Third  Assistant  Engineer,  8  March,  1850.    Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.    Died  9  September,  18S8. 
Foonan,  narld  A. 

Acting    Third    Assistant   Engineer,  2S  August,  1864.     Honorably  discharged 
38  Febmary,  1869. 
Tooner,  James,  Jr. 

Professor  of  Mathematics,  34  Uaj,  1838.    Resigned  18  May,  ]  840. 
Torfleet,  Ernest. 

Assistant  Surgeon,  21  May,  1874. 
rorie,  William. 

Acting  Third  Aasistant  Engineer,  S  September,  18S3.     Honorably  discha^ed 
18  October,  1865. 
lOrman,  Benjamin  F. 

Acting  Second  Assistant  Engineer,  4  Hay,  1863.    Resigned  6  September,  1868. 
onuan,  James  91. 

Acting  Tlnaign  and  Pilot,  3  May,  1864.    Appointment  revoked  8  June,  1865. 
orris,  Ciiarles  A. 

Actinc:  Second  Assistant  Engineer.    Resigned  14  April,  18Q4. 
'orrit>«  liliarles  F. 

Mate,  80  March,  1870.    Resigned  3  September,  1870. 
orris,  George  A. 

Midshipman,  27  September,  1862.    Graduated  12  June,  1866.    Ensign,  12  March, 
1868.    Master,  2«  March,  1869.    Lieutenant,  21  March,  1870. 
orris,  George  £. 

Acting  Third  Assistant  Ecgineer,  10  May,  1864.     Honorably  discbargPd  28  Octo- 
ber, 1865. 
orris,  James. 

Assistant  Burgeon,  10  December,  1814.    Resigned  20  June,  1836. 
orris,  John  A. 

Midshipman,  27  September,  1865.    Graduated  4  June,  1869.    Ensign,  12  July, 
1870.     Master,  10  October,  1872.     Lieutenant,  20  October,  1875. 
orris,  Otho. 

Midshipman,  16  January,  1800,    Lieutenant,  24  July,  1813.    Commander,  3  March, 
1827.    Lost  in  the  '■  Morjtet,"  10  September,  1839. 
orris,  Thomas  E. 
Purser,  30  June,  1340.    Resigned  29  August,  184S. 
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Norrls,  William  H. 

Mate,  8  November,  1862.    Dismissed  21  January,  1863. 
^orth,  George. 

Midshipman,  10  September,  1798.    Resigned  4  December,  1800. 
IVorlh,  Gonld. 

Carpenter,  16  May,  1871. 

North,  Henry  S. 

Acting  Master  and  Pilot,  1  September,  1864.  Honorably  discharged  8  October, 
1868. 

Jforth,  James  H« 

Midshipman,  29  May,  1829.  Passed  Midshipman,  5  July.  1835.  LieateDtnt 
8  September,  1841.    Resigned  15  January,  1861. 

North,  John  W. 

Sailmaker,  8  July,  1849.    Retired  list,  15  October,  1879. 

North,  Joseph. 

Purser,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department  1818. 
Frigate  *^Maeedonian.^* 

North,  Joseph  W. 

Mate,  11  August,  1861.  Acting  Ensign,  28  September,  1863.  Honorably  d»- 
charged  22  September,  1865. 

North,  William  F. 

Acting  Master,  9  September,  1861.    Dismissed  19  June,  1865. 

Northrop,  Joh. 

Midshipman,  22  January,  1815.    Resigned  7  October,  1816. 

Northmp,  F.  U. 

Mate,  80  March,  1868.    Resigned  22  May,  1865. 

Northnp,  €N>ald. 

Carpenter,  16  May,  1871. 

Norton,  Charles. 

Mate,  4  April,  1862.  Acting  Ensign,  10  September,  1862.  Acting  Master,  11  Au- 
gust, 1863.  Acting  Volunteer  Lieutenant,  15  February,  1865.  Honorably  dii- 
charged  8  February,  1867. 

Norton,  Charles. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  9  Jolji 
1865. 

Norton,  Charles  F. 

Midshipman,  22  July,  1863.  Graduated  2  June,  1868.  Ensign,  19  April,  1889' 
Master,  12  July,  1870.    Lieutenant,  6  January,  1875. 

Norton,  Ch.  HI. 

Midshipman,  5  May,  1806.    Resigned  15  April,  1809. 

Norton,  Charles  S. 

Acting  Midshipman,  8  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  24  Novembci; 
1860.    Lieutenant-Commander,  16  July,  1862.    Commander,  1  July,  1870. 

Norton,  Frederle  H. 

Acting  Third  Assistant  Engineer,  15  February,  1865.    Resigned  31  October,  1M7* 

Norton,  Harold  Perelval. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  10  June,  1879. 

Norton  9  Hiram  W. 

Acting  Ensign,  17  May,  1864.    nonorably  discharged  6  February,  1866. 

Norton,  lehahod. 

Acting  Assistant  Paymaster,  2  October,  1863.    Resigned  29  June,  1865. 

Norton,  John  F. 

Acting  Assistant  Surgeon,  24  December,  1862.  Appointment  revoked  4  Septan* 
ber,  1868. 
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forton,  I«ot. 

Mate,  5  June,  1864.  Honorably  discharged  14  June,  1867.  Mate,  20  December, 
1869.    Supposed  to  have  been  drowned  1872. 

orton,  MIcbael. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  23  November,  1864. 

orton,  Richard  €• 

Chaplain,  7  August,  1815.    Last  appearance  on  Records  of  Navy  Department. 

orton,  Sbnbal  €.,  Jr. 

Acting  Eusign,  20  January,  1864.    Honorably  discharged  7  August,  1865. 

orTelly  Hendrick. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1884.    Died  18  May,    . 
1887. 

orTell^  Joseph. 

Midshipman,  18  January,  1884.    Resigned  1  May,  1838. 

orwood,  John  O. 

Midshipman,  8  July,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act 

ostrand,  Warner  H. 

Midshipman,  24  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
1875. 

ott,  Hngh. 

Acting  Assistant  Paymaster,  17  February,  1868.  Honorably  discharged  12  Decem- 
ber, 1865. 

roftingham,  J.  S. 

Midshipman,  4  November,  1841.    (See  Upshur,) 

ronne*  Charles  J. 

Assistant  Surgeon,  1  June,  1876.    Died  28  July,  1880. 

[onrae,  Joseph  £• 

Professor,  21  May,  1864. 

[owland,  J.  I«. 

Midshipman,  1  January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
1821.    Ship  "  John  Adanu.'' 

royes«  Allen  K. 

Mate,  5  October,  1861.  Acting  Ensign,  1  September,  1864.  Honorably  discharged 
5  November,  1865.  Acting  Ensign,  14  December,  1866.  Mustered  out  21  De- 
cember, 1868. 

foyes,  Bontelle. 

Midshipman,  26  September,  1864.  Graduated  2  June,  1868.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.    Lieutenant,  14  February,  1873. 

foyesy  Charles  £•  P. 

Acting  Ensign,  16  September,  1864.    Honorably  discharged  24  July,  1865. 

foyeSf  Charles  H. 

Acting  Assistant  Paymaster,  28  August,  1861.    Resigned  17  January,  1865. 

Foyes,  Henry  HI. 

Acting  Third  Assistant  Engineer,  21  November,  1863.  Acting  Second  Assistant 
Engineer,  18  December,  1864.    Honorably  discharged  21  August,  1865. 

Foyes,  Joseph. 

Midshipman,  18  June,  1812.    Resigned  21  June,  1818. 

Foyes    William  H.  D. 

Acting  Assistant  Surgeon,  4  September,  1861.    Resigned  28  November,  1862. 

Fagent,  David  £• 

Acting  Third  Assistant  Engineer,  26  September,  1863.  Resigned  (Sick,)  21  March, 
1865. 

[agent,  Richard. 

Acting  Third  Assistant  Engineer,  18  September,  1864.    Dismissed  2  Deceiii\>eT, 
1864. 
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Hnlton,  Christopher  H. 

Acting  Second  Assistant  Engineer,  6  December,  1866.     Honorably  disclunrcil 
24  September,  1869.  ^  ^ 

If  niton,  Christopher. 

Acting  Third  Assistant  Engineer,  16  June,  1862.    Acting  Second  Assistant  En<n- 
neer,  26  July,  1864.    Honorably  discharged  24  September,  1869.  ** 

Hnlty,  Thomas. 

Mate,  13  May,  1868.    Resigned  20  August,  1868. 

IVnnIz,  John. 

Master,  7  July,  1812.    Died  2r  December,  1824. 

If ntter,  Jaeoh. 

Gunner,  11  January,  1799.    Resigned  5  February,  1800. 

Ifntting,  William  G. 

Acting  Master,  26  August,  1861.    Appointment  revoked  24  March,  1865. 
Ifntz,  William  B. 

Acting  Third  Assistant  Engineer,  24  December,  1862.    Acting  Second  Awstut 
Engineer,  14  January,  1864.    Honorably  discharged  15  October,  1865. 
Ifyhorg,  William. 

Acting  Ensign,  80  November,  1863.    Acting  Master,  22  November,  1864.    HoDon- 
bly  discharged  13  September,  1867. 

Ifye,  Edward  €. 

Mate,  26  December,  1863.    Acting  Ensign,  12  November,  1864.    Hononbly  dis- 
charged 4  November,  1865. 

]f  ye,  Franklin  K.  S. 

Mate,  27  July,  1863.    Resigned  10  June,  1864. 

Ifye,  Haile  C. 

Midshipman,  28  July,  1866.    Graduated  7  June,  1870.    Ensign,  18  July,  1872. 
Master,  1  January,  1875. 

Ifye,  Prince  M. 

Mate,  10  December,  1863.    Discharged  2  June,  1864. 

Ifye,  William  €. 

Mate,  5  March,  1862.    Honorably  discharged  21  January,  1866. 

If y man,  Frank  W. 

Third  Assistant  Engineer,  19  February,  1863.    Resigned  21  April,  1864. 

If y man.  Jay. 

Mate,  9  April,  1864.    Honorably  discharged  13  November,  1865. 

Ifystrom,  Jotan  W. 

Acting  First  Assistant  Engineer,  29  July,  1864.    Acting  Chief  Engineer,  28  Fd)* 
ruary,  1865.     Resigned  8  July,  1865. 


Oakes,  Frederick. 

Midshipman,  8  May,  1832.    Resigned  1  May,  1837. 

Oakford,  Isaac  R. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December. 
1862.    Resigned  13  October,  1865. 

Oakley,  Charles  II. 

Midshipman,  30  March,  1842.    Dismissed  2  October,  1845. 

Oakley,  Charles  H. 

Assistant  Surgeon,  2  October,  1844.     Died  24  July,  1851. 

Oakley,  Fngene  II. 

Midshipman,  2  August,  1847.      Passed  Midshipman,   15  June,  1844.    Ifister, 
16  September,  1855.     Lieutenant,  17  September,  1855.    Resigned  9  May,  1856- 

Oakley,  Farnam  li. 

Acting  Assistant  Paymaster,  24  February,  1864.    Mustered  out  10  September,  186-'>. 
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Oakley,  Henry* 

Hate,  9  July,  1862.    Acting  EnBign,  3  March,  1863.    Acting  Master,  14  May,  1864. 
Resigned  21  November,  1864. 

^al£S9  Calvin. 

Carpenter,  12  June,  1826.    Resigned  26  August,  1833. 

•ates,  John  H. 

Mate,  7  January,  1862.    Dismissed  13  June,  1862. 

atley,  John  €• 

Mate,  13  September,  1864.    Acting  Ensign,  27  November,  1864.    Honorably  dis-^ 
charged  15  January,  1868. 

berly,  Aaron  S. 

Assistant  Surgeon,  80  July,  1861.    Passed  Assistant  Surgeoft,  22  June,  1864.    Sur- 
geon, 19  June,  1866. 

berly,  Hubert. 

Mate,  25  April,  1868.    Acting  Ensign,  7  July,  1863.    Appointment  revoked  22  Jan- 
uary, 1866. 

'Brien,  Donglas  F. 

Mate,  19  December,  1861.    Acting  Ensign,  31  July,  1863.    Honorably  discharged 
20  July,  1865. 

'Brien,  Edward. 

Midshipman,  30  October,  1799.    Dismissed  11  May,  1804. 

'Brien,  Gab.  A. 

Midshipman,  1  January,  1825.    Resigned  8  March,  1831. 

'Brien,  Hngh. 

Acting  Second  Assistant  Engineer,  28  December,  1861.    Dismissed  5  May,  1862» 

'Brien,  James. 

Mate,  4  October,  1862.    Dismissed  10  March,  1862. 

'Brien,  John  S. 

Mate,  27  July,  1863.    Honorably  discharged  30  December,  1867. 

'Brien,  OliTer. 

Mate,  meritorious  conduct,  1  December,  1864.    Deserted  25  April,  1865. 

'Brien,  Samnel  A. 

Mate,  19  December,  1861.    Resigned  5  August,  1863. 

'^Brien,  William  P. 

Acting  Ensign,  15  August,  1862.    Resigned  6  June,  1863. 

•'Bryan,  Arthnr. 

Acting  Third  Assistant  Engineer,  21  May,  1864.    Honorably  discharged  16  Octo- 
ber,  1865. 

^'Bryon,  Edward  D. 

Mate,  11  June,  1863.    Appointment  revoked  1  December,  1864. 

»'Callafl;han,  £dward  J. 

Acting  Assistant  Surgeon,  23  December,  1863.    Dismissed  6  September,  1865* 

»*Oallahan,  IVlcholas. 

Purser,  24  February,  1801.    Last  appearance  on  Records  of  Navy  Department. 

»ehlltree,  I>aYid. 

Midshipman,  21  June,  1839.    Passed  Midshipman,  11  July,  1846.    Master,  1  March, 
1855.    Dropped  13  September,  1855. 

''Conner,  J.  €• 

Appointed  Sailmaker,  21  May,  1836.    Resigned  25  July,  1839. 

»'Connor,  John. 

Mate,  10  February,  1863.    Appointment  revoked  3  January,  1866. 

'Connor,  Chris. 

Midshipman,  18  June,  1812.    Discharged  25  May,  1813. 

'C^onnor,  Frederick  A. 

Mate,  12  January,  1803.     Acting  Ensign,  21  January,  1864.    Acting  Master,   28 
June,  1805.    Honorably  discharged  27  December,  ls07. 
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O'Connor,  Nicholas. 

Master,  25  September,  1818.    Last  appearance  on  Records  of  Navy  Deportment 
O'Connor,  Hflcholas. 

Master,  17  October,  1812.    Dismissed  25  August,  1813. 
O'Connor,  Peter. 

Mate,  19  November,  1861.  Acting  Ensign,  15  March,  1864.  Honorably  discharged 
4  March,  1866.    Mate,  5  October,  1865.    Mustered  out  27  Augast,  1868. 

O'Connor,  Tbomas  W. 

Acting  Second  Assistant  Engineer,  21  July,  1862.  Acting  First  Aaaistant  En- 
gineer, gallantry,  25  September,  1862.  Honorably  discharged  12  August,  1865. 
Acting  First  Assistant  Engineer,  21  May,  1866.    Mustered  out  28  July,  1667. 

O'Conway,  J.  M.  S. 

Surgeon,  27  June,  1814.    Resigned  5  November,  1821. 

Odbert,  Henry  S. 

Mate,  26  August,  1864.    Honorably  discharged  26  October,  1865. 
Odell,  AlYln  A. 

Acting  Third  Assistant  Engineer,  21  April,  1862.  Honorably  discluuged  16  0^ 
tober,  1865. 

Odell,  George  S. 

Acting  Third  Assistant  Engineer,  8  July,  1863.  Acting  Second  Aflsistant  Sb- 
gineer,  29  July,  1865.    Honorably  discharged  1  October,  1867. 

Odend'hal,  Jobn. 

Mate,  20  January,  1870.    Li  service. 

Odenbelmer,  W. 

Midshipman,  17  December,  1810.  Lieutenant,  16  July,  1814.  Died  18  Kovanba^ 
1815. 

Odeon,  William  J. 

Acting  Second  Assistant  Engineer,  1862.    Resigned  28  February,  1868. 

Odiorne,  I«e¥i  I^. 

Mate,  5  October,  1868.    Acting  Ensign,  29  November,  1864.    Resigned  M  Joe, 

1865. 

Odiorne,  Walter  C. 

Mate,  26  August,  1861.    Acting  Ensign,  24  April,  186a 

O'Donnell,  James. 

Mate,  22  October,  1863.    Resigned  22  May,  1866. 

O'Driseoll,  Cornelins. 

Lieutenant,  26  April,  1799.    Discharged  15  April,  1801. 

Oellers,  James  P. 

Lieutenant,  24  July,  1813.    Died  20  February,  1849. 

Ogden,  Henry  W. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Comoiaiider, 
81  January,  1838.  Captain,  5  February,  1848.  Reserved  list,  18  September, 
1855.    Died  25  August,  1860. 

Ogden,  James. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  AsBiitaDt 
Engineer,  7  June,  1864.    Honorably  discharged  3  October,  1865. 

Ogden,  Jnlien  S. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engioccr. 
2  June,  1869.    Passed  Assistant  Engineer,  20  October,  1875. 

Ogden,  I^ewis, 

Midshipman,  1  March,  1825.    Dismissed  1  June,  1832. 

Ogden,  William  A. 

Midshipman,  1  September,  1811.    Resigned  7  May,  1812. 

Ogden,  William  B. 

Acting  First  Assistant  Engineer,  5  May,  1863.  Appointment  revoked  (Sick,) 
20  November,  1863. 
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Vden,  William  S. 

Acting  Second  Assistant  Engineer,  9  October,  18C1.    Appointment  revoked  (Sick,) 

21  April,  1863. 

Vden,  William  S. 

Midshipman,  26  July,  1820.    Lieutenant,  17  May,  1828.    Commander,  22  April, 
1851.    Retired  15  January^  1862.    Died  14  August,  1866. 

l^leTie,  Peter. 

Midshipman,  6  January,  1800.    Lieutenant,  18  May,  1804.    Lost  at  Sea  in  1805. 

^iTie,  James. 

Acting  Master,  26  August,  1861.    Honorably  discharged  G  June,  1868. 

^gilTie,  James  O. 

Chaplain,  15  September,  1825.    Last  appearance  on  Records  of  Navy  Department. 

^'Grady,  Henry  S. 

Mate,  18  March,  1868.    Acting  Ensign,  2  November,  1863.    Dismissed  16  Novem- 
ber, 1864. 

^'Kara,  Benry  W. 

Mate,  20  February,  1863.    Acting  Ensign,  6  July,  1864.    Honorably  discharged 
2  May,  1868. 

^Bara,  Miebael. 

ABsiatant  Surgeon,  81  May,  1854.    Resigned  80  June,  1858. 

^'Kane,  James. 

Acting  Midshipman,  80  September,  1856.    Midshipman,  15  June,  1860.    Master, 
19   September,    1861.    Lieutenant,    16    July,    1862.     Lieutenant-Commander, 

22  April,  1866.    Commander,  6  January,  1874. 

I'Keefe,  Daniel  J. 

Acting  Third  Assistant  Engineer,  18  April,  1864.    Honorably  discharged  15  May, 
1865. 

rKeefe,  Jobn  F. 

Acting  Third  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  19  August, 
1865. 

^'Kell,  Peter. 

Acting  Ensign,  5  October,  1862.    Acting  Master,  5  June,  1863.    Acting  Volunteer 
Lieutenant,  8  November,  1864.    Honorably  discharged  24  November,  1865. 

ioott,  £•  R. 

Acting  Ensign,  special  duty,  6  December,  1868.    Appointment  revoked  1  Septem- 
ber, 1864. 

leott,  Engene  S. 

Assistant  Surgeon,  24  January,  1862.    Resigned  6  January,  1864. 

leott,  Henry, 

Midshipman,  5  November,  1809.    Resigned  29  April,  1812. 

'Xieary,  Artiiur. 

Acting  Ensign,  5  June,  1863.    Honorably  discharged  9  December,  1868. 

ler,  Henry  D. 

Mate,  12  May,  1866.    Resigned  15  May,  1867. 

llpbant.  Joseph  B. 

Parser,  1  June,  1861.    Died  1  September,  1862. 

Urer,  Cbarles  B. 

Master's  Mate,  3  May,  1848.    Qunner,  2  June,  1846.    Dismissed  21  April,  1861. 

f  iTer,  Edwin  W. 

Midshipman,  9  November,  1841.    Resigned  1  June,  1842. 

liTer,  Francis  A. 

Acting  Ensign,  15  July,  1863.    Acting  Master,  8  February,  1864.    AppointmerA 
revoked  31  May,  1864. 

>liTer,  Francis  A. 

Boatswain,  28  May,  1850.    Dismissed  3  November,  1856. 
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OllTer,  Henry  H. 

Acting  Third    Assistant   Engineer,  20  January,    1864.    Honorably  diacbuged 
29  August,  1866. 

OliTer,  James. 

Hate,  5  September,  1866.    Acting  Ensign,  9  September,  1864.    Hooonbly  dis- 
charged  25  August,  1865.    Mustered  out  1  May,  1869. 

OliTer,  James  H. 

Cadet  Midshipman,  12  June,  1879.    Graduated  18  June,  1879. 
OliTer,  Paul  A. 

Master,  25  April,  1814.    Resigned  9  March,  1815. 

Olmstead,  Edmund  F. 

Master's  Mate,  8  May,  1848.    Second  Master,  2  March,  1849.    Master,  I  SeptemlMr, 
1851.    Reserved  list,  10  October,  1855.    Died  7  February,  1857. 

Olmstead,  Edward. 

Midshipman,  17  December,  1810.    Last  appearance  on  Records  of  Navy  Depiit* 
ment,  1815.    New  York. 

Olmstead,  C^eorge  A. 

Mate,  20  November,  1862.    Honorably  discharged  24  August,  1867. 

Olmstead,  Ij.  Ij« 

Third  Assistant  Engineer,  4  April,  1861.    Resigned  22  September,  1862. 

Olsen,  Christian. 

Carpenter,  7  March,  1858.    Died  12  June,  1855. 

Olson,  Cdmnnd. 

Second  Assistant  Engineer,  12  July,  1861.    First  Assistant  Engineer,  16  Oebbov 
1868.    Chief  Engineer,  27  October,  1874.    Lost  on  the ''  Hunm,'*  24  IXonmbetj 

1877. 

Omensetter,  C^eorge  W. 

Gunner,  27  November,  1861. 

Omensetter,  Robert  Ij. 

Mate,  12  July,  1862.     Acting  Ensign,  15  June,  1864.     Honorably  dlidnigad 
80  November,  1865. 

Omey,  William  H. 

Mate,  18  January,  1864.    Honorably  discharged  18  January,  1868. 

0']¥eal,  Robert  S. 

Boatswain,  13  June,  1881.    Died  4  August,  1847. 

O'Neale,  John. 

Midshipman,  29  July,  1806.    Resigned  16  July,  1807. 

O'Neale,  Richard. 

Midshipman,  1  January,  1812.     Resigned  9  August,  1817. 

O'Neale,  Robert  BL. 

Boatswain,  13  June,  1881.    Died  4  August,  1847. 

O'Neil,  A.  F. 

Acting  Ensign,  1    October,  1862.    Acting  Master,  16  February,  1863.    Adag 
Volunteer  Lieutenant,  24  October,  1863.    Dismissed  80  June,  1864. 

O'lRTeil,  Charles. 

Mate.    Acting  Master,  1  May,  1862.    Acting  Volunteer  Lieutenant,  30  May,  1W5. 
Lieutenant,  12  March,  1868.    Lieutenant-Commander,  18  December,  1868. 

O'N'eil,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.    Acting  Second  Assistant  En- 
gineer, 80  April,  1864.    Honorably  discharged  26  February,  1868. 

O'KTeil,  John. 

Acting   Third  Assistant  Engineer,  21   October,  1862.   .  Honorably  diBchirgea 
2  December,  1866. 

O'Neill,  Charles  F. 

Mate,  26  May,  1863.    Honorably  discharged  13  June,  1867. 
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^*]f  elll,  Charles  W. 

Acting  Third  Assistant  Engineer,  16  April,  18G3.  Acting  Second  Assistant  En- 
gineer, 15  December,  1864.    Honorably  discharged  14  October,  1868. 

Acting  Ensign,  7  August,  1868.    Resigned  2  March,  1865. 

»*lfeill,  WUliam  J.  ' 

Acting  Third  Assistant  Engineer  11  October,  1864.  Honorably  discharged  18  Sep- 
tember, 1865. 

^ie*  I<eroy. 

Midshipman,  21  May,  1800.  Discharged  5  May,  1801,  under  Peace  Establishment 
Act. 

^P9  Henry  K. 

Acting  Assistant  Paymaster,  5  February,  1864.  Honorably  discharged  0  October, 
1865. 

^rebard,  John  H. 

Cadet  Midshipman,  11  June,  1878.  Graduated  18  June,  1879.  Ensign,  11  July, 
1880. 

^reatt,  Angnstns  €• 

Mate,  19  May,  1864.    Resigned  24  May,  1865. 

^reatt,  John  A. 

Mate,  7  December,  1863.    Honorably  discharged  2  May,  1866. 

^reait^  William  R. 

Mate,  5  August,  1863.    Resigned  (Sick,)  18  March,  1864. 

^rd,  James. 

Midshipman,  9  June,  1811.    Resigned  18  April,  1813. 

^rdway,  William  A. 

Mate,  9  October,  1862.  Acting  Ensign,  28  December,  1863.  Honorably  discharged 
20  June,  1866. 

^rgan,  DaTld. 

Acting  Ensini,  9  November,  1863.  Acting  Master,  23  December,  1864.  Honorably 
discharged  1  November,  1865.  Acting  Master,  12  September,  1866.  Died  18 
August,  1868. 

hrme,  J.  George. 

Acting  Assistant  Paymaster,  11  May,  1864.    Mustered  out  21  November,  1865. 

^rmond,  John  O. 

Mate.  Resigned  19  February,  1862.  Acting  Master,  80  April,  1862.  Dismissed 
1  April,  1863. 

hrmsby,  George  F. 

Cadet  Midshipman,  24  September,  1873.    Graduated  4  June,  1880. 

hrmshy,  Robert. 

Purser,  25  April,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

^me,  Joshua. 

Midshipman,  16  January,  1809.    Resigned  29  October,  1810. 

^rr^  Seetor. 

Surgeon,  2  March,  1799.  Discharged  10  June,  1801,  under  Peace  Establishment 
Act 

^rr,  William  I4. 

Acting  Second  Assistant  Engineer,  21  March,  1865.  Resigned  18  December, 
1865. 

^mwell^  George  B. 

Actins  First  Assistant  Engineer,  21  February,  1862.  Honorably  discharged 
26  December,  1865.  Acting  First  Assistant  Engineer,  7  April,  1866.  Mus- 
tered out  27  August,  1867. 

Mega,  John. 

Mate,  80  August,  1864.    Deserted  June,  1865. 
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Osbom,  Arthur  P. 

Midshipman,  25  July,  1865.     Graduated  June,  1869.     Emugn,  12  Julyt  1870. 
Master,  12  July,  1871.    Lieutenant,  22  October,  1874. 

dsbom,  Francis  G. 

Acting  Ensi^,  20  August,  1868.    Acting  Master,  6  December,  1864.    Hononblj 
discharged  16  July,  1866. 

dsbom,  James. 

Acting  Second  Assistant  Engineer,  10  September,  1861.    Resigned  14  Febnury, 
1863. 

dsborn,  Harcns  B« 

Acting  Assistant  Paymaster,  11  October,  1861.    Resigned  16  September,  186S. 

Osborn,  Tictor  ll. 

Acting  Third  Assistant  Engineer,  27  March,  1865.    Resigned  20  NoTember,  18S7. 

dsborn,  William  A. 

Mate,  14  May,  1868.    Resigned  17  May,  1865. 

dsborne^  Charles  A. 

Mate,  12  June,  1868.    Honorably  discharged  26  August,  1865. 

dsbome,  I«eonard. 

Assistant  Surgeon,  24  July,  181 8.    Surgeon,  27  March,  1818.   Died  5  Octobw,  ISST. 

Osgofid,  C^eorge  €• 

Acting  Assistant  Surgeon,  26  February,  1868.    Honorably  discharged  19  JanniTi 
1866. 

Osgood,  Joseph. 

Master,  8  July,  1818.    Died  8  August,  1818. 

O'Shannessy,  James. 

Midshipman,  9  July,  1888.    Resigned  27  February,  1889. 

Osterhans,  Sago. 

Midshipman,  25  September,  1865.    Graduated  7  June,  1870.    Ensign,  18  July* 
1871.    Master,  12  February,  1874.    Lieutenant,  18  March,  1880. 

Osterhonlt,  DaTis  D. 

Acting  Third  Assistant  Engineer,  24  August,  1864.    Honorably  discharged  5  0^ 
tober,  1865. 

Osterloh,  John  €. 

Acting  Assistant  Paymaster,  22  January,  1864.    Honorably  discharged  6  October, 
1865. 

Ostermeyer,  William. 

Acting  Carpenter,  28  June,  1864.    Honorably  discharged  21  September,  1865. 

OstranKer,  A.  II. 

Acting  Ensign,  4  January,  1864.    Honorably  discharged  1  August,  1865. 

O'SoUiTan,  W.  R. 

Midshipman,  1  November,  1828.    Dismissed  10  December,  1880. 

Otis,  Arthur  II. 

Midshipman,  9  September,  1841.    Resigned  10  August,  1849. 

Otis,  James  F. 

Acting  Ensi^,  29  October,  1862.    Acting  Master,  30  January,  1865.    EoDoa^l 
discharged  19  August,  1865. 

Otis,  Jenks  U. 

Assistant  Surgeon,  19  April,  1851.    Passed  Assistant  Surgeon,  10  April  1S56- 
Surgeon,  2  June,  1861.    Died  27  August,  1864. 

Otis,  William  H. 

Mate,  11  September,  1862.     Acting  Ensign,  80  September,  1868.     HonoraWj 
discharged  11  August,  1865. 

Otley,  William. 

Acting  Second  Assistant  Engineer,  9  February,  1864.    Honorably  discbug^ 
22  August,  1865. 
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Mer,  William, 

Acting  Carpent^,  6  July,  1864.    Honorably  discharged  19  February,  1866. 

^tlisnoii,  Charles  F. 

Acting  Master,  special  duty  as  Prill  Officer,  81  October,  1868.  Appointment 
revoked  27  October,  1864. 

»Uiwell,  William. 

Actinff  Master,  10  June,  1861.  Appointment  revoked  (Sick,)  14  April,  1868. 
Acting  Ensign,  1  October,  1868.    Honorably  discharged  8  December,  1865. 

^Taity  James. 

Mate,  1  October,  1862.  Promoted  Acting  Ensign,  9  October,  1868.  Honorably 
discharged  24  June,  1866. 

German,  John. 

Carpenter,  22  October,  1841.    Died  19  March,  1845. 

^em*  John. 

Acting  Third  Assistant  Engineer,  1  August,  1862.    Resigned  24  March,  1868. 

^em,  John  J. 

Carpenter,  2  May,  1866.    Died  10  June,  1867. 

^erton«  Daniel  B. 

Actins  First  Assistant  Engineer,  81  August,  1864.  Honorably  discharged  22  Sep* 
tember,  1865. 

^erton,  P.  BT. 

Midshipman,  80  November,  1814.    Resigned  18  November,  1821. 

hren,  Alflred  H. 

Afldstant  Surgreon,  20  May,  1869.    Passed  Assistant  Surgeon,  18  March,  1874. 

^en,  Charles  W. 

Acting  Ensign,  8  August,  1864.    Honorably  discharged  11  August,  1865. 

^en,  £lias  K. 

Midshipman,  7  December,  1848.    Passed  Midshipman,  15  June,  1854.    Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1862.    Commander,  25  July,  1866.    Retired  list,  9  June,  1876.    Died 
8  April.  1877. 

^en,  I^eander  Co 

Acting  Endgn,  18  September,  1864.    Honorably  discharged  25  July,  1865. 

^en,  O.  Darwin. 

Acting  Ensign,  16  February,  1865.    Honorably  discharged  17  September,  1867. 

^en,  Sila». 

Mate,  9  September,  1862.  Dismissed  21  May,  1868.  Acting  Ensign,  25  Novem- 
ber, 1868.  Acting  Master,  25  July,  1865.  Honorably  discharged  4  November, 
1865. 

^en,  William  H. 

Acting  Assistant  Paymaster,  80  September,  1862.    Resigned  8  October,  1868. 

^en,  William  R. 

Mate,  18  April,  1868.    Acting  Ensign,  11  June,  1868.    Resigned  18  March,  1866. 

^enSf  A.  A. 

Acting  Master,  18  May,  1862.    Honorably  discharged  18  August,  1865. 

»wenB,  Forrest  B. 

Acting  Ensign  and  Pilot,  12  December,  1868.  Acting  Master  and  Pilot,  1  Octo« 
ber,  1864.    Honorably  discharged  29  November,  1865. 

»wenB9  James  H. 

Carpenter,  4  November,  1852.    Died  10  October,  1878. 

^ens^  John. 

Acting  Ensign,  8  August,  1864.    Honorably  discharged  18  July,  1865. 

^ens,  Thomas. 

Acting  Assistant  Surgeon,  16  August,  1864.  Honorably  discharged  28  December, 
1869.  Acting  Assistant  Surgeon,  8  F&bruary,  1870.  Honorably  discharged  80 
June,  1879. 
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Owinffs,  John  €• 

Master,  15  September,  1806.    Resigned  22  February,  1810. 
Owinf^,  Samuel  J* 

Acting  Ensign,  8  September,  1868.    Died  at  St  Louis,  Mo.,  October,  186& 

Owins,  John. 

Gunner,  7  March,  1842.    Dropped  20  April,  1861. 

Pace,  DaTid. 

Acting  Third  Assistant  Engineer,  13  August,  1863.  Acting  Second  Assistant  Ec 
gineer,  20  March,  1865.    Appointment  revoked  29  December,  1866. 

Packard,  Harrison  D. 

Mate,  21  January,  1864.  Acting  Ensign,  1  December,  1864.  Honorably  diichaned 
16  May,  1865. 

Packard,  Henry. 

Acting  Assistant  Paymaster,  25  September,  1861.    Died  29  January,  1868. 
Packard,  R.  G. 

Civil  Engineer,  28  November,  1866.    Commissioned  28  March,  1867. 
28  AprU,  1869. 

Packer,  Charles  H. 

Mate,  1  November,  1861.  Acting  Ensign,  1  February,  1864.  Dismissed  10  Augvt, 
1864. 

Packet!,  John. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1818.    Died  29  Marcb,]8i0. 

Paddock,  Samnel  B. 

Acting  Midshipman,  26  September,  1856.  Midshipman,  15  June,  1860.  ActiDg 
Master,  26  June,  1861.    Appointment  revoked  24  July,  1861. 

Page,  Benjamin. 

Midshipman,  26  March,  1800.    Resigned  7  July,  1803. 

Page,  Benjamin. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Gnmmtiidcr, 
22  December,  1885  Captain,  8  September,  1841.  Reserved  list,  18  Septembcf, 
1855.    Died  16  April,  1858. 

Page,  Benjamin. 

Acting  Assistant  Paymaster,  12  June,  1862.    Resigned  30  December,  1865. 

Page,  Benjamin. 

Mate.    Appointment  revoked  (Sick,)  19  May,  1862. 

Page;  Charles  S. 

Acting  Assistant  Surgeon,  2  February,  1868.  Surgeon,  22  September,  186S.  Died 
24  December,  1867. 

Page,  BaTid  P. 

Acting  Ensign,  2  December,  1863.  Acting  Master,  22  November,  1864.  Honor- 
ably discharged  28  October,  1865. 

Page,  Henry. 

Midshipman,  5  February,  1800.    Resigned  7  June,  1803. 

Page,  Henry  HI. 

Mate,  11  January,  1865.    Resigned  30  June,  1865. 

Page,  Henry  T. 

Mate,  23  November,  1863.  Acting  Ensign,  4  September,  1864.  Honorably  dis- 
charged 3  June,  1865. 

Page,  Hngh  M. 

Midshipman,  1  September,  1811.  Lieutenant,  1  April,  1818.  Commander,  ^ 
February,  1838.  Captain,  29  May,  1850.  Reserved  list,  13  September,  1899. 
Resigned  19  April,  1861. 

Page,  James. 

Surgeon,  23  April,  1827.    Died  15  March,  1832. 
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Page,  James. 

Assistant  Surgeon,  7  September,  1807.  Surgeon,  5  March,  1811.  Resigned  14 
June,  1824. 

Pai^e,  Jeremiah  J. 

Acting  Assistant  Surgeon,  14  February,  1874.  Assistant  Surgeon,  Retired  list,  30 
June,  1879. 

Pai^e,  John  W. 

Mate,  19  November,  1861.    Resigned  29  October,  1862. 

Pai^e,  Ijewis  B. 

Midshipman,  9  March,  1809.  Dismissed  8  March,  1813.  Master,  6  April,  1813. 
Died  16  September,  1826. 

Pai^e,  OetaTios  A* 

Midshipman,  6  June,  1800.    Lieutenant,  9  February,  1807.    Died  in  June,  1813. 

Page,  Richard  Ij. 

Midshipman,  1  March,  1824.  Passed  Midshipman.  20  February,  1880.  Lieutenant, 
26  March,  1834.    Commander,  14  September,  18*15.    Dismissed  18  April,  1861. 

Pafce,  Robert  N. 

Midshipman,  2  May,  1800.  Discharged  24  September,  1801,  under  Peace  Estab- 
lishment Act 

Pas^e,  Thomas  J. 

Midshipman,  1  October,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
20  December,  1839.  Commander,  14  September,  1855.  Dismissed  22  April, 
1861. 

Pase,  William. 

Midshipman,  1  January,  1817.    Resigned  8  January,  1820. 

Page,  William  9I. 

Assistant  Surgeon,  31  October,  1855.  Passed  Assistant  Surgeon,  4  May,  1860. 
Surgeon,  1  August,  1861.    Dismissed  10  October,  1861. 

Paget,  John  H. 

Acting  Third  Assistant  Engineer,  9  May,  1861.  Acting  Second  Assistant  Kngi- 
neer«28  May,  1863.  Acting  First  Assistant  Engineer,  8  March,  1864.  Honorably 
discharged  28  March,  1867. 

Paine,  Amasa. 

Midshipman,  1  May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
8  March,  1831.  Commander,  12  April,  1853.  Reserved  list,  13  September,  1855. 
Captain  on  Reserved  list,  9  June,  1862.     Died  27  July,  1863. 

Paine,  A.  O. 

Acting  Ensign,  5  January,  1863.    Dismissed  27  May,  1863. 

Paine,  Franeis  HI. 

Acting  Ensign,  25  August,  1862.  Acting  Master,  9  November,  1864.  Honorably 
discharged  13  September,  1867. 

Paine,  Frederiek  H. 

Midshipman,  27  July,  1863.  Graduated  June,  1867.  Ensign,  IS  December,  1868. 
Master,  21  March,  1870.    Lieutenant,  20  June,  1871. 

Paine,  James  O. 

Mate,  5  October,  1861.  Appointment  revoked  22  March,  1864.  Mate,  22  Septc>in- 
ber,  1864.    Honorably  discharged  20  February,  1866. 

Paine,  John  S* 

Midshipman,  29  November,  1813.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.    Reserved  list,  13  September,  1855.    Died  2  May,  1859. 

Paine,  Orris  S. 

Midshipman,  2  July,  1814.    Resigned  27  February,  1815. 

Paine,  Samuel  T. 

Mate,  16  July,  1864.    Died  on  ''  Keartarge;'  28  March,  1866. 
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Palne«  Sumner '€. 

Midshipman,  21  September,  18Co.    Graduated  June,  18G9.    Ensign,  13  July,  1870. 
Master,  12  July,  1871.    Lieutenant,  7  October,  1874. 

Paine,  Theodore  H* 

Acting  Ensign,  17  A])ril,  1863.  Acting  Master,  22  April,  1865.  Honoimbly  dis- 
charged 10  November,  18G5. 

Paine,  Thomas. 

Master,  10  October,  1812.  Lieutenant,  1  December,  1815.  Commander,  8  ICarch, 
1885.  Captain,  8  September,  1841.  Reserved  list,  13  September,  1855.  Died 
9  November,  1859. 

Painter,  Franels  J. 

Acting  Assistant  Paymaster,  17  February,  1863.  Passed  Assistant  Paymnster, 
23  July,  1866.    Retired  list,  13  May,  1869 

Painter,  Geori^e. 

Carpenter,  9  April,  1804.  Last  appearance  on  Records  of  Navy  Depuimcot, 
1  September,  1809. 

Painter,  Joseph  £• 

Acting  Assistant  Surgeon,  5  August,  1870.    Died  15  March,  1878. 

Palfrey,  Robert  B. 

Mate,  5  April,  1864.    Appointment  revoked  13  May,  1864. 

Pallett,  Robert. 

Acting  Third  Assistant  Engineer,  26  April,  1862.  Acting  Second  Assistant  Eogi* 
neer,  8  March,  1868.    Honorably  discharged  4  September,  1865. 

Palmer,  Albert  S. 

Second  Assistant  Engineer,  14  January,  1839.  Previous  appointment  revoked, 
and  appointed  Second  Assistant  Engineer,  28  July,  1845.  liesigucd  15  Jnlj* 
1848. 

Palmer,  Arehy  S. 

Acting  Ensign,  15  July,  1863.    Honorably  discharged  8  Decern bi*r,  1865. 
Palmer,  Charles  F. 

Mate,  25  January,  1862.  Acting  Ensign,  30  August,  1864.  Honorably  discbaigi^l 
18  January,  1866. 

Palmer,  Cngene  P. 

Mate,  9  June,  1862.  Resided  21  October,  1863.  Mate,  7  July,  186,1.  Actiiig 
Gunner,  9  April,  1864.    Honorably  discharged  31  December,  1SG6. 

Palmer,  C^eorge  Ij. 

Acting  Third  Assistant  Engineer,  21  January,  1862.  Appointment  revoked  1* 
March,  1862.  Acting  Second  Assistant  Engineer,  8  December,  1862.  Drovncd 
15  January,  1865. 

Palmer,  Oeori^e  W. 

Assistant  Surgeon,  18  August,  1826.  Passed  Assistant  Surgeon,  3  March,  1SS5. 
Died  6  November,  1836. 

Palmer,  George  W. 

Acting  Master,  23  August,  1861.    Dismissed  14  December,  1861. 

Palmer,  James  €. 

Assistant  Surgeon,  26  March,  1834.  Surgeon,  27  October,  1841.  Medical  Direc- 
tor, 8  March,  1871.    Retired  list,  29  June,  1873. 

Palmer,  James  S. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieateniott 
17  December,  1836.  Reserved  list,  13  September,  1855.  Comnumder,  Active 
list,  14  September,  1855.  C^ij^tain  on  Active  list,  16  Julv,  1862.  CoinmodA 
7  February,  1863.    Rear- Admiral,  25  July,  1866.    Died  7  December,  1887, 

Palmer,  John  S. 

Mate,  15  November,  1861.    Resigned  21  March,  1802. 

Palmer,  John  W. 

Midshipman,  30  November,  1814.    Resigned  15  April,  1828. 
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Palmer,  John  W. 

Master's  Mate,  1  July,  1840.    Died  23  July,  1851. 

Palmer,  I«amberi  G. 

Midshipman,  20  July,  18G8.  Graduated  June,  1868.  Ensign,  19  April,  18G9. 
Master,  12  July,  1870.  Lieutenant,  10  November,  1872.  Lost  in  the  "  Huron,'' 
24  November,  1877. 

Palmer,  Harshall  £• 

Midshipman,  23  March,  1848.    Resigned  13  May,  1853. 

Palmer,  Robert. 

Lieutenant,  6  March,  1700.  Discharged  8  December,  1801,  under  Peace  Establish- 
ment Act. 

Palmer,  Robert. 

Master,  7  May,  1812.    Dismissed  2  April,  1814. 

Palmer,  William  S. 

Acting  Assistant  Paymaster,  25  October,  1864.  Honorably  discharged  15  Octooer, 
1865. 

Paneake,  William  B. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  2  Oc- 
tober, 1865. 

Paii<M»a»t,  Allen  A. 

Acting  Assistant  Paymaster,  5  August,  1861.    Resigned  30  January,  1864. 

PaiKMiast,  Jobn  A. 

Acting  Third  Assistant  Engineer,  17  February,  1864.  Honorably  discharged 
80  August,  1865. 

Pangbom,  Henry  H. 

Paymaster,  1  June,  1861.    Died  31  July,  1866. 

Papanti,  Frank  Ij. 

Mate,  14  October,  1863.    Honorably  discharged  10  July,  1865. 

Pardee,  Joseph  W. 

Mate,  4  April,  1864.  Appointment  revoked  10  October,  1864.  Mate,  4  February, 
1865.    Honorably  discharged  15  August,  1805. 

Pardee,  S.  S. 

Mate,  20  December,  1861.    Dismissed  1  May,  1862. 

Paris,  Rnssel  €• 

Cadet  Midshipman,  23  September,  1873.  Graduated  18  June,  1879.  Resigned 
1  December,  1880. 

Park,  Charles  S. 

Acting  Assistant  Paymaster,  21  October,  18G4.  Honorably  discharged  2  August, 
1865. 

Park,  Bavid  B. 

Sailmaker,  2  August,  1844.    Died  5  August,  1848. 

Park,  Edward  O. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
30  April,  1868. 

Park,  John. 

Surgeon,  14  October,  1799.  Discharged  6  July,  1801,  under  Peace  Establishment 
Act. 

Park,  Stephen  A. 

Mate,  23  January,  1864.    Honorably  discharged  6  August,  1865. 

Park,  William  B. 

Acting  Third  Assistant  Engineer,  22  May,  1862.     Died  11  July,  1803. 

Park,  William  Bnnlap. 

Third  Assistant  Engineer,  4  February,  1862.  Dismissed  17  February,  1862. 
Third  Assistant  Engineer,  17  December,  1862.     Died  11  July,  1803. 

Park,  W.  W. 

Acting  Assistant  Surgeon,  1  May,  1863.    Died  3  August,  1863. 
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Parke,  Cornelias  T. 

Third  Assistant  Engineer,  26  February*,  1851.    Resigned  31  May,  1854. 

Parke,  John  G. 

Acting  Assistant  Surgeon,  19  February,  1862.    Honorably  discharged  6  KoTembcr, 
1805. 

Parker,  Adams. 

Acting  Ensign,  4  March,  1868.    Dismissed  17  November,  1868. 

Parker,  Charles- 
Acting  Third  Assistant  Engineer,  29  December,  1864.    Honorably  diachaiged 
4  March,  1866. 

Parker,  ]i:dwin  TIT. 

Mate,  6  May,  18C5.    Deserted  17  March,  1867. 

Parker,  Forbes. 

Acting  Assistant  Paymaster,  19  October,  1861.  Assistant  Payooaster,  19  Xuth, 
1862.    Paymaster,  26  August,  1865.    Dropped  2  August,  1871 

Parker,  Foxhall  A. 

Midshipman,  1  January,  1808.  Lieutenant,  9  March,  1818.  Commander,  8  March. 
1825.    Captain,  8  March,  1885.    Reserved  list,  13  September,  1855.    Died 

23  November,  1857. 

Parker,  Foxhall  A. 

Midshipman,  1 1  March,  1837.  Passed  Midshipman,  29  June,  1848.  Acting  Muter, 
17  November,  1847.  Lieutenant,  21  September,  1850.  Reserved  list,  14  Sep- 
tember, 1855.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Cominodoit, 
25  November,  1872.    Died  10  June,  1879. 

Parker,  Franeis  S. 

Acting  Midshipman,  20  September,  1861.  Graduated  September,  1865.  EosigSi 
1  December,  1866.    Retired  list,  17  November,  1868. 

Parker,  George. 

Midshipman,  8    February,    1800.      Lieutenant,  80  March,  1807.      Commtiider, 

24  July,  1813.    Died  11  March,  1814. 

Parker,  George. 

Midshipman,  6  June,  1815.  Last  appearance  on  Records  of  Navy  Deptrtment, 
1815.    New  Orleans. 

Parker,  George. 

Sailmaker,  3  July,  1841.    Died  5  October,  1857. 

Parker,  George  A. 

Acting  Assistant  Surgeon,  19  April,  1864.     Died  18  June,  1864. 

Parker,  George  €. 

Master,  15  July,  1812.    Last  appearance  on  Records  of  Navy  Department 

Parker,  George  O. 

Acting  Third  Assistant  Engineer,  25  March,  1864.    Resigned  23  June,  1865. 

Parker,  George  S. 

Acting  Assistant  Surgeon,  22  September,  1864.    Resigned  9  September,  1865 

Parker,  George  W. 

Acting  Master,  12  August,  1861.    Honorably  discharged  24  September,  1865. 

Parker,  Hiram,  Jr. 

Third  Assistant  Engineer,   16  November,  1861.      Second    Assistant   EngiiH^* 

25  August^    1863.    First    Assistant  Engineer,    11    October,  1866.    Bmp^ 
18  February,  1875. 

Parker,  James,  Jr. 

Midshipman,  14  November,  1846.  Passed  Midshipman,  8  June,  1852.  Ui^ 
15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  8  Oclobei; 
1856.  Acting  Lieutenant,  8  May,  1861.  Lieutenant-Conunander,  10  July,  18^ 
Resigned  81  May,  1866. 

Parker,  James  I<. 

Midshipman,  6  June,  1831.  Passed  Midshipman,  15  June,  1887.  LieoiCDiii^ 
8  September,  1841.    Died  12  July,  1847. 
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Parker,  James  P. 

Cadet  Midshipman,  5  June,  187o.     Graduated  18  June,  1870. 

Parker,  J.  B. 

Acting  Assistant  Surgeon,  16  March,  18G3.  Honorably  discharged  12  October, 
1865. 

Parker,  John. 

Assistant  Surgeon,  11  May,  1708.  Last  appearance  on  Records  of  Navy  Depart- 
ment 

Parker,  John. 

Purser,  15  June,  1700.    Died  25  June,  1700. 

Parker,  John  €• 

Mate,  4  November,  1864.    Deserted  12  June,  1865. 

Parker,  John  €. 

Acting  Master,  1  October,  1862.  Acting  Volunteer  Lieutenant,  29  March,  1864. 
Resigned  31  May,  1865. 

Parker,  John  F. 

Midshipman,  20  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
1875. 

Parker,  John  S. 

Midshipman,  80  December,  1886.  Passed  Midshipman,  1  July,  1842.  Lieutenant, 
2  June,  1850.     Dismissed  18  January,  1862. 

Parker,  John  P. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.    Reserved  list,  13  September,  1855.    Died  7  June,  1860. 

Parker,  Joseph  B. 

Acting  Assistant  Surgeon,  4  December,  1863.  Honorably  discharged  12  October, 
1865.  Assistant  Surgeon,  24  November,  1866.  Passed  Assistant  Surgeon, 
31  December,  1867.    Surgeon,  18  August,  1876. 

Parker,  I<ewis. 

Gunner,  13  February,  1832.    Died  31  August,  1845. 

Parker,  N'athaniel  €• 

Acting  Assistant  Surgeon,  23  October,  1863.  Appointment  revoked  8  March, 
1863. 

Parker,  Ifehemiah. 

Carpenter,  27  January,  1820.     Died  20  August,  1830. 

Parker,  R.  IjO  Roy. 

Mate,  24  February,  1862.    Dead. 

Parker,  Robert  W. 

Acting  Ensign,  26  December,  1862.    Honorably  discharged  11  December,  1865. 

Parker,  Samuel. 

Lieutenant,  18  April,  1700.  Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act 

Parker,  Samuel  F. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Parker,  Seollay. 

Acting  Assistant  Surgeon,  0  September,  1803.  Acting  Passed  Assistant  Surgeon, 
lo  May,  1806.    Honorably  discharged  10  January,  1808. 

Parker,  Thomas  T. 

Mate,  1  September,  1861.  Acting  Ensign,  26  November,  1864.  Honorably  dis- 
charged 4  October,  1865. 

Parker,  William. 

Gunner,  21  January,  1862.    Died  November,  1864. 

Parker,  William  A. 

Midshipman,  8  July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
16  May,  1843.  Commander,  28  June,  1801.  Retired  list,  23  December,  1865. 
Captain  on  Retired  list,  4  April,  1867. 
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Parker,  William  €• 

Mate,  2  June,  1864.    Honorably  discharged  27  September,  1868. 

Parker,  William  B. 

Acting  Third  Assistant   Engineer,   1    February,  1865.     Honorably  duchaiged 
25  September,  1865. 

Parker,  William  S. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

I  March,  1855.    Lieutenant,  14  September,  1855.    Dismissed  20  April,  1861. 

Parker,  William  II. 

Midshipman,  17  April,  1862.    Graduated  June,  1866.    Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Parker,  William  S. 

Acting  Assistant  Surgeon,  18  March,  1864.    Resigned  8  March,  1865. 

Parkes,  John  W. 

Third  Assistant  Engineer,  10  July,  1847.  Second  Assistant  Engineer,  18  Septem- 
ber, 1849.    Resigned  21  May,  1853. 

Parkhnrsi,  Georgre  A* 

Gunner,  3  January,  1862.    Dismissed  2  March,  1863 

Parkinson,  William  Ij. 

Midshipman,  29  September,  1832.    Dismissed  15  June,  1838. 

Parks,  Charles  P. 

Acting  Second  Assistant  Engineer,  26  January,  1863.  Died  from  wounds  26  April, 
1864. 

Parks,  Edward  W. 

Acting  Third  Assistant  Engineer,  11  January,  1864.    Resigned  20  October,  186i 

Parks,  George  H. 

Acting  Third  Assistant  Engineer,  6  July,  1863.    Killed  by  explosion  on  *'  I^" 

II  November,  1864. 

Parks,  Rnftns. 

Assistant  Paymaster,  12  September,  1861.  Paymaster,  14  April,  1862.  Fiy 
Inspector,  23  February,  1877. 

Parks,  Theodore  W. 

Mate,  26  February,  1863.    Appointment  revoked  (Sick,)  21  October,  1863 

Parks,  William. 

Mate,  9  March,  1866.     Resigned  5  April,  1867. 

Parks,  William. 

Mate,  7  February,«1865.    Resigned  5  April,  1867. 

Parks,  Wythe  ll. 

Assistant  Engineer,  8  May,  1877* 

Parmelee,  Arthur  W. 

Mate,  22  January,  1863.  Appointment  revoked,  having  been  appointed  Ctptain^ 
Clerk,  14  February,  1863. 

Parnell,  Edward. 

Midshipman,  20  June,  1806.    Resigned  29  December,  1806. 

Parr  is,  Ellas. 

Acting  Third  Assistant  Engineer,  11  December,  1862.    Resigned  26  June,  1868. 

Parrish,  Soratio  TIT. 

Acting  Master,  23  September,  1861.     Resigned  6  December,  1861. 

Parrish,  Joseph. 

Midshipman,  19  October,  1841.     Dismissed  27  June,  1850. 

Parrott,  Enoch  G. 

Midshipman,  10  December,  1831.  Passed  Midshipman,  15  June,  1887.  Lleoto- 
ant,8  September,  1841.  Commander,  24  April,  1861.  Captain,  25  July,  186^ 
Commodore,  22  April,  1870.  Rear-Admiral,  8  November,  1873.  Retired  list, 
4  April,  1874.    Died  10  May;  1879. 
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Parry,  Cyras. 

Midshipman,  18  May,  1809.    Dismissed  7  May,  1818. 

Parry,  John. 

Acting  Ensign,  2  July,  1868.    Honorably  discharged  19  October,  1865. 

Parry,  Joseph  Ij. 

Acting  First  Assistant  Engineer,  8  October,  1862.    Resigned  15  July,  1864. 

Pars^em,  John. 

Carpenter,  12  July,  1800.^  Last  appearance  on  Records  of  Navy  Department. 

Parsons,  Alono  D. 

Acting  Third  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
12  February,  1869. 

Parsons,  Arthur  F. 

Mate,  2  January,  1862.    Acting  Ensign,  80  July,  1863.    Honorably  discharged 
24  October,  1865. 

Parsons,  Arthnr  H. 

Midshipman,  27  July,  1864.     Grnduateri  .lime,  1868.     Ensign,  19  April,  1869. 
blaster,  12  July,  1870.     Resigned  7  December,  1871. 

Parsons,  E.  B.  W. 

Mate,  19  November,  1862.    Resigned  20  January,  1865 

Parsons,  Henry. 

Mate,  18  December,  1861.    Died  18  June,  1868. 

Parsons,  James  Ij. 

Acting  Third  Assistant  Engineer,  27  July,  1868.  Acting  Second  Assistant  En- 
gineer, 20  February,  1864.    Honorably  discharged  8  November,  1865. 

Parsons,  John  E. 

Acting  Assistant  Surgeon,  10  October,  1863.  Acting  Passed  Assistant  Surgeon, 
24  March,  1866.    Resigned  8  December,  1866. 

Parsons,  Richard. 

Gunner,  10  June,  1799.    Resigned  20  August,  1801. 

Parsons,  Seott  B. 

Mate,  5  June,  1862.    Resigned  17  December,  1862. 

Parsons,  Thomas  A. 

Assistant  Surgeon,  4  November,  1884.    Resigned  20  September,  1887. 

Parsons,  Usher. 

Assistant  Surgeon,  6  July,  1812.  Surgeon,  15  April,  1814.  Resigned  28  April 
1828. 

Parsons,  H'illiam. 

Assistant  Surgeon,  15  May,  1709.     Resigned  24  July,  1800. 

Partridge,  Edwin  W. 

Mate,  12  October,  1861.  Acting  Ensign,  19  July,  1862.  Appointment  revoked 
17  November,  1862. 

Partridge,  Frederick  M\ 

Acting  Master,  28  February,  1862.  Resigned  19  March,  1862.  Acting  Master, 
27  March,  1862.    Honorably  discharged  80  October,  1865. 

Partridge,  John  A. 

Acting  Ensign,  80  November,  1864.    Honorably  discharged  12  October,  1865. 

Partridge,  lieander  II. 

Acting  Master,  18  December,  1861.  Acting  Volunteer  Lieutenant,  8  April,  1865. 
Honorably  discharged  20  November,  1865. 

Pary,  C.  B. 

Acting  Ensign,  and  Pilot,  18  Julv,  1864.  Appointment  revoked  12  December, 
1864. 

Parjrs,  Cdmnnd. 

Mate,  8  May,  1862.  Resigned  2  July,  1868.  Mate,  8  October,  1868.  Acting 
Ensign,  22  November,  1864.  Appointment  revoked  18  November,  1867.  Mate, 
5  November,  1869.    Resigned  28  February,  1870. 
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Pasqoell,  Richard. 

Acting  Master,  80  December,  1861.    Dismissed  29  May,  1863. 

Pastoer,  Edward  W. 

Midshipman,  22  January,  1841.    Resigned  2  May,  1848. 

Patch,  IRTathaiiiel  J.  K. 

Midshipman,  20  September,  1805.  Graduated  .Tunc.  1809.  Ensign,  13  July,  187(1 
Master,  27  October,  1872.    Lieutenant,  9  March,  1870. 

Patch  kc,  GostaTOS  A. 

Mate,  27  August,  1863.  Acting  Ensign,  5  October.  1864.  Honorably  dischai^ 
17  January,  1868.  Mate,  21  January,  1870.  Appointment  revoked  32  Septem- 
ber, 1871. 

Paterson,  R*  H.  Ij. 

Midshipman,  1  October,  1827.    Resigned  12  April,  1831. 

Patten,  JBdward  C* 

Third  Assistant  Engineer,  8  May,  1859.     Dismissed  8  January,  1861. 

Patten,  John« 

Midshipman,  28  May,  1800.  Discharged  6  August,  1801,  under  Peace  Ettabliih* 
ment  Act. 

Patten,  S.  P. 

Acting  Master,  29  October,  1861.    Dismissed  24  June,  1862. 

Patten,  Thomas. 

Midshipman,  9  November,  1813.     Resigned  20  October,  1820. 

Patten,  William  W. 

Mate,  13  December,  1861.    Resigned  16  May,  1863. 

Patterson,  Carlile  P. 

Midshipman,  2  September,  1880.  Passed  Midshipman,  4  Jime,  1886.  LieoteDiOt» 
8  September,  1841.    Resigned  2  September,  1853. 

Patterson,  Daniel  T. 

Midshipman,  20  August,  1800.  Lieutenant,  24  January,  1807.  Conunander,  H 
July,  1813.    Captain,  28  February,  1815.     Died  25  August,  1830. 

Patterson,  George  A. 

Acting  Eusign,  13  January,  1863.     Appointment  revoked  (Sick,)  20  July,  186S. 

Patterson,  Griffith  W.  D. 

Acting  Master,  5  October,  1861 .  Acting  Volunteer  Lieutenant,  1  June,  1864.  Hono^ 
ably  discharged  14  December,  1865.  Acting  Master,  13  August,  1867.  Mostocd 
out  1  July,  1868. 

Patterson,  James. 

Acting  Third  Assistant  Engineer,  30  August,  1861.  Acting  Second  Assistat 
Engineer,  23  May,  1802.     Honorably  discharged  3  April,  1868. 

Patterson,  James  W* 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Retired  21  October,  1869. 

Patterson,  John* 

Boatswain,  2  April,  1832.     Died  13  December,  1836. 

Patterson,  John  A. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Acting  Second  Assistint 
Engineer,  6  October,  1864.     Ilonorably  discharged  11  February,  1866. 

Patterson,  John  m. 

Midshipman,  1  January,  1818.     Resigned  17  September,  1821. 

Patterson,  John  O. 

Acting  Master,  29  May,  1861.    Resigned  10  April,  1865. 

Patterson,  John  8* 

Midshipman,  18  April,  1833.  Passed  Midshipman,  8  July,  1839.  Killed  28  Octo- 
ber, 1842. 

Patterson,  TVathaniel  P. 

Third  Assistant  Engineer,  15  March,  1847.     Second  Assistant  Engineer,  13  Sep- 
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tcmber,  1849.    First  Assistant  Engineer,  26  February,  1851.    Chief  Engineer, 
15  October,  1859.    Name  stricken  from  the  Rolls  of  the  Navy,  10  June,  1861. 

'atterson*  Robert  E* 

Acting  AssijEitant  Paymaster,  8  March,  1868.  Honorably  discharged  12  December,. 
1865. 

^atterson,  Samuel  O. 

Acting  Second  Assistant  Engineer,  9  December,  1863.  Honorably  discharged 
25  August,  1865. 

^attersou,  Silas  W. 

Mate,  80  December,  1861.    Dismissed  80  April,  1862. 

^atterson,  Thomas  H. 

Midshipman,  5  April,  1886.  Passed  Midshipman,  1  July,  1842,  Master,  81  Octo- 
ber, 1848.  Lieutenant,  28  June,  1849.  Commander,  16  July,  1862.  Captain,. 
25  July,  1866.    Commodore,  2  November,  1871.    Rear-Admiral,  28  March,  1877. 

^atterson,  William* 

Acting  Third  Assistant  Engineer,  3  June,  1861.  Appointment  revoked  (Sick,) 
24  December,  1861. 

^atterson,  William  A. 

Midshipman,  1  October,  1827.    Resigned  19  October,  1831. 

Patterson,  William  J. 

Acting  Third  Assistant  Engineer,  17   August,    1804.      Honorably    discharged 

19  April,  1866. 

^aiUson,  Thomas. 

Midshipman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  17  Febt 
niary,  1864.  Lieutenant,  19  September,  1854.  Lieutenan4;-Commander,  16  July^ 
1862.  Commander,  8  March,  1865.  Captain,  8  July,  1870.  Commodore,. 
11  December,  1877. 

^atton,  Francis. 

Midshipman,  27  November,  1799.    Resigned  5  May,  1806. 

^atton,  George. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Charleston,  South  Carolina. 

^atton*  Robert. 

Midshipman,  9  September,  1841.    Resigned  1  October,  1846. 

^atton,  Robert. 

Midshipman,  2  February,  1829.    Dismissed  19  June,  1837. 

'atton,  William  F. 

Surgeon,  4  April,  1831.     Resigned  6  May,  1801. 

^anl«  Allen  O. 

Midshipman,  23  September,  1862.  Graduated  June,  1806.  Ensign,  18  December^ 
1868.    Master,  21  March,  1870.     Lieutenant,  2  November,  1871. 

^anl,  George. 

Third  Assistant  Engineer,  16  January,  1803.    Resigned  9  September,  1865. 

^anl,  Henry  J. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lost  at  Sea 
10  March,  1889. 

^anl,  Mark  W. 

Carpenter,  26  July,  1861.    Resigned  13  November,  1865. 

'anl,  William,  Jr. 

Acting  First  Assistant  Engineer,  28  November,  1863.    Honorably  discharged 

20  September,  1865. 

'anl,  William  ll. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned 
23  March,  1872. 
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Panldini^,  Hiram. 

Midshipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Gomimodflr, 
9  February,  1837.  Captain,  29  February,  1844.  Retired  list,  21  December, 
1861.    Rear-Admiral,  Retired  list,  16  July,  1862.    Died  20  October,  1878. 

Paaldini^9  I<eonard. 

^[idsbipman,  19  December,  1840.  Passed  Midshipman,  11  July,  1846.  Muter, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Conunander, 
16  July,  1862.    Commander,  24  December,  1865.    Died  29  April,  1867. 

Paulding,  Robert  P. 

Assistant  Paymaster,  81  July,  1869.  Passed  Assistant  Paymaster,  81  July,  1878. 
Resigned  3  December,  1879. 

Paoll,  John  W. 

Acting  Third  Assistant  Engineer,  18  March,  1868.  Acting  Second  Assistant  En- 
gineer, 13  August,  1863.    Honorably  discharged  19  January,  1866. 

PaTj,  £li  R. 

Acting  First  Assistant  Engineer,  4  December,  1863.  Honorablv  discharged 
19  February,  1866. 

PaTj,  H  illiam  li. 

Mate,  23  January,  1862.  Acting  Ensign,  20  November,  1862.  Resigned  7  October, 
1863.     Acting  Ensign,  23  April,  1864.     Resigned  30  June,  1866. 

Paxson,  Isaiah. 

Third  Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  1  Septem- 
ber, 1864.    Resigned  18  November,  1865. 

Payne,  Charles  W. 

Mate,  16  June,  1864.    Appointment  revoked  (Sick,)  7  November,  1864. 

Pajne,  Edward  D* 

Assistant  Surgeon,  24  January,  1863.  Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  14  November,  1871.    Retired  list,  13  April,  1876. 

Payne,  James. 

Captain,  (to  command  a  Galley,)  16  September,  1798.  Last  appeartnce  oi 
Records  of  Navy  Department,  9  October,  1798. 

Payson,  Thomas  K« 

Acting  Third  Assistant    Engineer,   15  October,   1863.      Honorably  dischiiKed 

18  August,  1865. 

Pay  ton,  George  T. 

Acting  Third  Assistant  Engineer,  9  March,  1864.  Ilonorably  discharged  8  Jal7t 
1865. 

Peabody,  John  ll* 

Acting  Carpenter,  5  October,  1863.     Honorably  discharged  4  January,  1866. 

Peab€»dy9  Joseph  N. 

Mate,  2  January,  1864.    Acting  Ensign,  1  March,  1865.     Ilonorably  discbtrged 

19  October,  1865. 

Peabody,  William. 

Midshipman,  16  January,  1809.     Resigned  7  April,  1S14. 

Peabody,  WiUiam  S. 

Acting  Third  Assistant  Engineer,  27  October,  1863.  Appointment  revoked 
16  June,  1865. 

Peaehy,  Thomas  G* 

Assistant  Surgeon,  10  December,  1814.    Resigned  6  September,  1817. 

Peace,  John  W. 

Assistant  Surgeon,  23  June,  1814.     Surgeon,  10  July,  1824.     Died  23  May,  1837. 

Peacock,  Charles  A. 

Mate,  1  June,  1863.    Appointment  revoked  13  May,  1868. 

1^  BaTid. 

Midshipman,  28  September,  1869.  Graduated  15  October,  1874.  Ensign,  17  July. 
1875. 


GENERAL  NAVY  KBOISTEB.  HO 

*eaeock,  Jobn  B. 

Acting  BuBign,  S  March,  18C3.    Appointment  revoked  21  Augtut,  1866. 
>eake,  Edward  T. 

Acting  Third  Assistant  Engineer,  34  February,  1364.     Honoroblj  diachai^ed 

17  November,  1868. 
■eake,  Francis  M. 

Acting  Second  Aaaistant  Engineer,  8  December,  186S.     Honorablj  discharged 
14  November,  1865. 
*eabe,  John  Ii. 

Acting  Second  Assistant  Engineer,  10  September,  1861.    Acting  First  ABsiattint 
Engineer,  2  October,  1862.     Acting  Chief  Engineer,  1  March,  1864.     Honorably 
discharged  22  December,  1865. 
>eake,  Blchard  Tf. 

Gonner,  25  Augast,  1852.    Died  31  Januar}',  1860. 
■eakes,  Thomas  H. 

Acting  Ensign,  16  Julj,  1862.    Appointment  reToked  (Sick,)  34  Aogtut,  1864. 
'eAle,  Georse. 

Carpenter,  6  Hay,  1828.    Dismissed  16  June,  1830. 
'esrce,  Charles  -H. 

Uate,  4  April,  1862.    Resigned  5  August,  1868. 
'ear«e,  Cteoi^e. 

Htdsbipman,  6  March,  1809.    Lieutenant,  24  Joly,  1818.    Died  7  August,  1827. 
'Mirce,  Georse. 

Midshipman,  30  June,  1806.    Dismissed  10  May,  1808. 
>esrce,  John. 

Acting  Master,  1  October,  1862.    Acting  Volunteer  Lieutenant,  16  April,  1868. 
Honorably  discharged  19  December,  1^0. 
>emrce.  John  8. 

Acting  Third  Assistant  En»neer,  13  February,  186S.    Acting  Second  Assistant 
Engineer,  26  July,  1364.    Honorably  discharged  IB  August,  1866. 
■earce,  Samnel. 

Midshipman,  80  March,  1838.     Passed  Midshipman,  8  July,  1839.     Reserved   list, 

18  September,  18S5.     Ensign  on  Retired  list,  10  March.  1!JG3.    Captain  on 
Retired  list,  4  April,  1867.     Died  29  March,  1874. 

'earce,  Samnel. 

Midshipman,  80  March,  1833.     Passed  Midshipman,  8  July,  1889.      Resigned 
9  June,  1341. 
'earce,  Samnel. 

Master,  16  January,  1809.    Appointment  revoked  8  May,  180D. 
>earce.  Walter. 

Mate,  31  October,  1861.    Acting  Ensign,  6  March,  1303.    Acting  Master,  24  March, 
1865.     Resigned  27  April,  186S. 
•earce,  William. 

Acting  Master.  33  November,  1861.    Appointment  revoked  14  June,  1862. 
'earce,  William. 

Hidshipman,  1  October,  1850.     Dismissed  12  June,  1651. 
>earce,  William. 

Mate,  14  June,  1863.    Acting  Ensign,  24  September,  1863.    Honorably  discharged 
39  July.  1865. 
'earee,  William  H. 

Acting  Gunner,  9  February,  1864.     Honorably  discharged  9  May,  1865. 
'earaon,  Albert. 

Assistant  Surgeon,  26  April,  1848.     Died  27  July,  1840. 
'earson,  Alexander  W. 

Acting  Assistant  Paymaster,  22  July,  1862.    Mustered  out  24  February,  1866. 
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Pearfton,  Frederick. 

Acting  Midshipman,  21  Se2)teni1)cr,  1850.  Ensign,  16  September,  1862.  Lienten* 
ant,  22  February,  1804.  Lieutenant-Commander,  25  July,  1866.  Gommaiider, 
1  December,  1877. 

Pearson,  George  F. 

Midshipniun,  11  March,  1815.  Lieutenant,  13  January,  1825.  Commander, 8  8q>- 
tember,  1841.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  10  Julv,  1802.  Rear- Admiral  on  Retired  lilt, 
25  July,  1866.    Died  30  June,  1867. 

Pearson,  George  T. 

Acting  Ensign,  12  August,  1864.     Resigned  26  January,  1866. 

Pearson,  J.  P. 

Acting  Ensign,  80  September,  1863.    Honorably  discharged  12  NoTember,  IMS. 

Pearson,  Jeremiah. 

Midshipman,  31  October,  1799.    Died  25  July,  1800. 

Pearson,  John. 

Master,  not  in  line  of  promotion,  7  June,  1844.    Reserved  list,  14  September,  1855. 
Resigned  22  January,  1861. 

Pearson,  William. 

Midshipman,  1  January,  1818.     Lieutenant,  28  April,  1826.    Commander,  10  D^ 
cember,  1843.    Died  1  November,  1852. 

Pease,  Charles. 

Acting  Ensign,  1  October,  1862.    Resigned  16  February,  1863. 

Pease,  George  W. 

Acting  Ensign,  3  July,  1863.    Honorably  discharged  14  August,  1865. 

Pease,  Giles  m. 

Acting  Assistant  Surgeon,  18  December,  1861.    Appointment  revoked  19  Kofcm- 
bor,  1802. 

Pease,  Henry,  Jr. 

Acting  Ensign,  4  December,  1863.    Acting  Master,  9  January,  1865.    HooonUf 
discharged  21  September,  1865.    Acting  Master,  18  May,  1866.    Mmtered  out 

I  February,  1868. 

Pease,  Isaae  D. 

Acting  Ensign,  14  July,  1863.     Honorably  discharged  20  May,  1865. 

Pease,  John  P. 

Mate,  5  March,  1802.     Appointment  revoked  30  September,  1865. 

Pease,  lieri. 

Carpenter,  1  October,  1841.    Died  12  May,  1842. 

Pease,  Peter. 

Acting  Ensign,  8  April,  1864.    Honorably  discharged  12  October,  1865. 

Pease,  William  B. 

Acting  Ensign,  22  October,  1864.    Honorably  discharged  16  September,  1885. 

Pease,  William  R. 

Mate,  23  December,  1862.     Dismissed  31  May,  1864. 

Pease,  William  S. 

Acting  Ensign,  1  October,  1802.     Acting  Master,  3  February,  1864.    Resigned 

II  January,  1805. 

Peek,  Charles  F, 

Midshipman,  8  October,  1850.     Passed  Midshipman,  20  June,  1856,    Rengiwi 
21  July,  1856. 

Peek,  Charles  W. 

Acting  Assistant  Surgeon,  22  May,  1863.     Died  4  September,  1863. 

Peek,  £dward  C. 

Acting  First  Assistant  Engineer,  12  June,  1863.    Honorably  disdiaiyped  4  Decem- 
ber, 1805. 
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Pecb,  Ellsha. 

UidBhipniBD,  4  Uarch,  1817.    Lientenant,  28  April,  1B26.    Commander,  8  Sep- 
tember, 1848.    Reserved  list,  13  September,  1H53.    CAptain  on  Reserved  list, 
14  September,  180S.    Died  11  June.  186(i. 
Peek,  George. 

Assistant  Surgeon,  2fi  Febraary,  1851.    Passed  Assistant  Stirgeon,  10  April,  185G. 
Surgeon,  30  Maj,  18G1.    Medical  Inspector,  1  June,  1871.    Medical  Directer, 
7  January,  1878. 
Peck,  Oeorce  P. 

Acting  Assistant  Pajmaater,  II  June,  1663.    Honorably  discharged  19  December, 
18S5. 
Peck,  John  B. 

Acting  Third  Assistant  Engineer,  under  instruction  Navnl  Academy,  10  October, 
186Q.    Third  Aesietant  Eugineer,  3  June,  18118.    Resigned  7  June,  186D. 
Peck,  John  F. 

Acting  Second  Assistant  Engineer,  15  December,  1863.    Acting  Pint  Assistant 
Engineer,  13  March,  1863.    Appointment  revok^  (Sick,)  11  August,  1863. 
Peck,  OHcar  E. 

Mate,  80  July,  18S3.    DismiBsed  7  December,  1865. 
Peck,  Pascal  Paolt. 

Midshipman,  Q  May,  1803.     Resigned  1  May,  1809. 
Peck,  Ralph  E. 

Acting  Ensign,  9  November,  1864.    Resigned  20  April,  1865. 
Peck,  Ransome  B. 

Midshipman,  31  November,  1801.    Orsduated  Juno,  1866.    Ensign,  13  March, 
1868.    Master,  26  March,  1869.    Lieutenant,  31  Marcli,  1870. 
Peck,  Robert  G. 

Midshipman,  34  September,  1866.    Graduated  7  June,  ISTO.    Ensign,  13  July, 
1871.    Master,  II  September,  1873.    Lieutenant,  1»  November,  1878. 
Pechwortb,  J.  R. 

Assistant  Surgeon,  4  November,  1834,     Resigned  13  November,  1888. 
Pecor,  William  R. 

Saibnaker,  13  April,  1852.     Died  80  January,  1858. 

Peddle,  Josepfa. 

Acting  Third  Assistant  Engineer,  22  October,  1802.    Resigned  39  September, 
1863. 
Peed,  John. 

Bailmaker,  8  April,  1840.     Died  33  February,  1851. 
Peed,  Nathaniel  B. 

Sailmaker,  33  October,  1833.    Died  9  May,  1846. 
Peed,  nilllam  C. 

Mote,  18  September,  1963.     Deserted  7  December,  1803. 
Peel,  Jofteph  H. 

Mate,  I  March,  1868.     Appointment  revoked  (Sick,)  37  July,  1863. 
Peete,  George  W. 

Assistimt  Surgeon,  3  May,  1834.    Passed  Assistant  Surgeun,  13  July,  1830.    Re- 
signed 29  May,  1843. 
PegTHin,  John  C 

Acting   Midshipman,  21   September,  I860.      Ensign,  38   May,   1803.      Resigned 
18  May,  186B. 
Pegram,  Robert  B. 

Midshipman,  2  February,  1829.     Passed  tlidshipman,  S  July,  1835.     Lieutenant, 
8  September,  1»41.     Dismissed  IT  April,  1»G1. 
Pelrce,  Benjamin  F. 

Assistant  Burgeon,  34  January,  1863.    Drownmt  9  March,  1864. 
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Pelrce,  Charles  H. 

Acting  Ensign,  14  November,  1868.    Resigned  9  February,  1865. 

Pelrce,  GranTllle  T. 

Third  Assistant  Engineer,  26  June,  1856.    Resigned  8  August,  1857. 

Pel^ce,  Isaac  A. 

Mate,  8  January,  1864.    Died  at  Newbem,  N.  C,  25  October,  18C4. 

Pelrce,  Robert  €• 

Acting  Assistant  Paymaster,  12  August,  1862.    Resigned  15  June,  1865. 

Peiree^  William  B. 

Acting  Ensign,  13  September,  1864.    Honorably  discharged  25  July,  1865. 

Pelot.  John  F. 

Midshipman,  10  June,  1814.    Resigned  21  July,  1821. 

Pelot,  Thomas  P.' 

Midshipman,  2  June,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16  Sep- 
tember, 1855.    Lieutenant,  1  January,  1857.    Resigned  11  January,  1861. 

Pelton,  Charles  E. 

Mate,  25  November,  1864.    Honorably  discharged  80  September,  18G5. 

Peltou,  Ellsworth  W. 

Mate,  31  December,  1861.  Acting  Ensign,  11  December,  1802.  Honorably  dis- 
charged 8  November,  1865. 

Peltou,  James  H* 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Aflsiitint 
Engineer,  21  May,  1864.    Honorably  discharged  26  November,  1805. 

Pelts,  Philip  G. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  31  JdIt. 
1858.  First  Assistant  Engineer,  8  August,  1859.  Chief  Engineer,  5  NoTembtr. 
1861.    Died  21  August,  1868. 

Pelts,  Samnel  H. 

Assistant  Surgeon,  22  August,  1862.    Drowned  15  January,  1865, 

Pemberton,  John,  Jr. 

Third  Assistant  Engineer,  8  December,  1862.  Second  Assistant  Engineer,  8  April, 
1864.    First  Assistant  Engineer,  7  May,  1873. 

Pemberton,  John. 

Midshipman,  13  May,  1800.  Discharged  14  July,  1861,  under  Peace  Establish- 
ment Act. 

Pemble,  Albert  G. 

Acting  First  Assistant  Engineer,  21  March,  1802.  Appointment  revoked  8  Maj. 
1862. 

Pendergrast,  Anstln. 

Midshipman,  14  October,  1848.     Passed  Midshipman,  15  June,  1854.    M^tw. 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-ComnuuHier, 

16  July,  18G2.    Commander,  25  July  1866.    Died  23  October,  1874. 

Penderir>'A^^9  Garrett  J. 

Midshipman,  1  January,  15S12.  Lieutenant,  3  March,  1821.  Commander,  8  ^I*- 
tember,  1841.  Captain,  24  May,  1855.  Commodore,  Retirctl  list,  U\  JuK.  l^^'- 
Died  7  November,  18G2. 

Pendexter,  Edward. 

Acting  Ensign,  4  December,  18C2.     Ilonorably  discharged  31  October,  13C5. 

Pendleberry*  Robert. 

Mate,  20  November,  1802.  Acting  Ensign,  23  December,  1803.  Appointment 
revoked  (Sick,)  10  October,  1804. 

Pendleton*  A.  G. 

Prulcssor,  14  August,  1848.     Died  10  February,  1805. 

Pendleton,  Albert  I^. 

Mute,  26  June,  lbG2.     Resigned  13  May,  1803. 
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Penilletoii,  Charles  H. 

Acting  Midshipman,  27  September,  1860.  Ensign,  1  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Pendleton,  Ednin  €• 

Midshipman,  13  October,  1863.  Graduated  June,  1807.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Pendleton,  £ptaralm  £• 

Acting  Master,  22  November,  1861.    Honorably  discharged  18  December,  1865. 

Pendleton,  George  H. 

Acting  Master,  8  July,  1861.    Died  13  January,  1866. 

Pendleton,  OliTer. 

Captain,  (to  command  a  Galley,)  4  May,  1709.  Last  appearance  on  Records  of 
Navy  Department 

Pendleton,  Ralph  €•  J. 

Mate,  11  September,  1862.  Acting  Ensign,  23  April,  1863.  Honorably  discharged 
17  May,  1867. 

Pendleton,  William  I>. 

First  Assistant  Engineer,  29  October,  1861.    Resigned  4  January,  1866 

Pendleton,  W.  H. 

Midshipman,  1  September,  1827.    Resigned  7  July,  1885. 

Penfleld,  CTharles. 

Acting  Ensign,  26  February,  1863.    Honorably  discharged  16  November,  1865. 

Penfleld,  George  O. 

Mate,  19  December,  1861.    Appointment  revoked  27  June,  1862. 

Penfleld,  Joseph  li. 

Acting  Ensign,  15  June,  1864.    Dismissed  12  December,  1864. 

Penfleld,  IVorman  H. 

Acting  Master,  17  December,  1861.    Resigned  3  February,  1865. 

Penfleld,  William  H. 

Mate,  19  December,  1861.  Acting  Ensign,  17  November,  1862.  Appointment  re- 
voked 28  February,  1866. 

Pentaallow,  Samuel. 

Midshipman,  1  November,  1826.    Resigned  6  September,  1828. 

Penn,  John  H. 

Acting  Third  Assistant  Engineer,  4  June,  1864.  Resigned  (Sick,)  14  November, 
1864. 

Pennell,  Isaac  A. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  13  March.  1865. 
Dismissed  9  June,  1865. 

Pennell,  William  li. 

Actins  First  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  22  Sep- 
tember, 1865. 

Penney,  £dgar. 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Honorably  discharged 
6  March,  1868. 

Penniek,  Solomon. 

Master,  21  January,  1809.    Appointment  revoked  2  May,  1809. 

Penniman,  liUtlier  li. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  28  May,  1864. 

Pennington,  Charles  €. 

Acting  Second  Assistant  Engineer,  5  August,  1801.  Dismissed  28  December, 
1861. 

Pennington,  Charles  H. 

Acting  Third  Assistant  Engineer,  6  January,  186(>.  Honorably  discharged  21 
September,  1869. 
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Pennington,  Charles  W. 

Acting  First  Assiitant  Engineer,  19  November,  1862.    Honorably  discharged  19 
March,  1868. 

Pennini^oUf  Henry  R. 

Midshipman,  1  October,  1866.    Graduated  7  June,  1870.    Resigned  15  June,  1871 

Pennlnfl^on,  John  H. 

Acting  Gunner,  8  November,  1862.    Honorably  discharged  11  April,  1866. 

Pennington,  Joseph  W. 

Gunner,  11  March,  1887.    Deserted  14  April,  1849. 

Pennington,  liBwrenee. 

Midshipman,  22  November,  1822.  Passed  Midshipman,  24  May,  1828.  Lieu- 
tenant, 27  May,  1830.    Dropped  18  September,  1855. 

Pennington,  I^ewis  W. 

Acting  Master,  22  November,  1861.  Acting  Volunteer  Lieutenant,  25  September, 
1862.  Acting  Volunteer  Lieutenant-Commander,  8  March,  1865.  H<»KMaU^ 
discharged  12  November,  1865. 

Pennington,  Robert. 

Midshipman,  28  March,  1800.  Discharged  28  May,  1801,  under  Peace  Establiik- 
ment  Act 

Pennoek,  Alexander  M. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Licotentnt, 
25  February,  1841.  Commander,  15  December,  1855.  Captain,  2  January,  188S. 
Commodore,  6  May,  1868.  Rear- Admiral-,  19  July,  1872.  Died  20  SeptemlMr, 
1876. 

Pennoek,  W.  H. 

Midshipman,  20  April,  1815.    Died  24  December,  1824. 

Pennoyer,  James. 

Actings  Assistant  Surgeon,  18fSeptember,  1862.    Resigned  8  May,  1865. 

Penny,  Thomas. 

Boatswain,  date  not  known.    Resigned  in  1820. 

Penrose,  Thomas  H. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  28  Jane,  1965. 
Surgeon,  28  May,  1871. 

Pentenglll,  £dward  D. 

Acting  Ensign,  26  February,  1863.    Honorably  discharged  26  November,  1865. 

Pentland,  Anedrew. 

Midshipman,  15  November,  1809.    Dismissed  21  June,  1813. 

Penton,  Abner  C. 

Acting  Ensign,  12  May,  1864.    Honorably  discharged  13  October,  1865. 

Pentony,  Thomas. 

Actinff  Third  Assistant  Engineer,  22  July,  1864.  Honorably  dischmiged  U  D^ 
ceniber,  1865. 

Pepe,  Xieholas. 

Midshipman,  16  January,  1809.    Resigned  20  May,  1814. 

Pepin,  Ferdinand. 

Midshipman,  13  April,  1832.    Died  28  October,  1838. 

Perehard,  Clement  H. 

Acting  Ensign,  5  December,  1864.    Honorably  discharged  1  August,  1805. 

PereiTal,  GnstaTUS. 

Acting  Master,  30  August,  1861.  Appointment  revoked  (Sick,)  23  August,  IS*** 
Acting  Master,  17  November,  1864.     Honorably  discharged  8  December,  1W5. 

PereiTal,  John. 

Master,  6  March,  1809.  Lieutenant,  9  December,  1814.  Commander,  3  Haidu 
1831.  Captain,  8  September,  1841.  Reserved  list,  18  September,  1855.  D»d 
17  September,  1862. 
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Percy,  £zekiel  D. 

Acting  Master,  18  December,  1861.     Honorably  discharged  1  December,  1865. 

Percy,  Henry  T. 

Acting  Assistant  Surgeon,  31  May,  1878.    Assistant  Surgeon,  30  June,  1879. 

Perkins,  Amos  G. 

Acting  First  Assistant  Engineer,  22  April,  1863.  Honorably  discharged  1  Decem- 
ber, 1865. 

Perkins^  Charles  G. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  25  March,  1865. 

Perkins,  diaries  P. 

Midshipman,  20  July,  1805.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  22  July,  1874. 

Perkins,  Cyrns. 

Acting  Third  Assistant  Engineer,  5  June,  1863.    Resigned. 

Perkins,  DaTid  K. 

Mate,  27  January,  1863.  Acting  Ensign,  1  April,  1864.  Honorably  discharged 
15  November,  1865. 

Perkins,  £dward. 

Mate,  8  September,  1863.     Resigned  23  May,  1864. 

Perkins,  Edward  H. 

Midshipman,  1  September,  1828.    Resigned  2  January,  1833. 

Perkins,  £.  S. 

Acting  Assistant  Surgeon,  1  September,  1864.  Honorably  discharged  10  Novem- 
ber, 1868. 

Perins,  Foster. 

Midshipman,  18  February,  1800.  Discharged  12  October,  1801,  under  Peace 
Establishment  Act 

Perkins,  George  H. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  1  October,  1856.  Passed 
Midshipman,  20  April,  1859.  Master,  5  September,  1859.  Lieutenant,  2  Feb- 
ruary, 1861.  Lieutenant-Commander,  30  December,  1862.  Commander,  19  Jan- 
uary, 1871. 

Perkins,  GustaTus  S. 

Acting  Second  Assistant  Engineer,  20  September,  1862.  Acting  First  Assistant 
Engineer,  16  March,  1864.     Honorably  discharged  27  September,  1865. 

Perkins,  Hamilton. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  14  October,  1871. 

Perkins,  Isaac  F* 

Midshipman,  1  January,  1817.    Drowned  August,  1819. 

Perkins,  James  F. 

Mate,  20  December,  1861.  Acting  Ensign,  28  October,  1862.  Honorably  dis- 
charged 20  September,  1865. 

Perkins,  John  H. 

Assistant  Surgeon,  13  December,  1800.  Discharged  30  April,  1801,  under  Peace 
Establishment  Act. 

Perkins,  John  J. 

Mate,  1  October,  1862.  Acting  Ensign,  12  November,  1863.  Appointment  re- 
voked 20  July,  1864. 

Perkins,  John  P. 

Acting  Ensign,  2  December,  1863.    Honorably  discharged  10  August,  1865. 

Perkins,  Peltiah. 

Acting  Ensign,  9  March,  1865.    Honorably  discharged  1  August,  1865. 

Perlee,  Thaddens  Kos. 

Midshipman,  12  February,  1834.    Dismissed  8  July,  1889. 
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Perley,  Charles  S. 

Acting  Assistant  Paymaster,  18  February,  1802.    Assistant  Paymaster,  1  October^ 
1802.    Paymaster,  4  May,  18G0.    Resigned  14  January,  1808. 

Pera,  John  S. 

Acting  Third  Assistant  Engineer,  14  February,  1803.    Acting  Second  Anistant 
Engineer,  0  October,  1803.    Died  1  October,  1804. 

Perranlt,  Michael. 

Midshipman,  10  January,  1800.    Resigned  21  March,  1814. 

Perrigo,  George  W. 

Mate,  22  August,  1804.    Honorably  discharged  20  October,  1865. 
Perrimondy  XaTier. 

Boatswain,  18  April,  1879. 

Perrine,  H.  I^ansing. 

Acting  Third  Assistant  Engineer,  17  October,  1804.    Resigned  10  May,  186S. 
Perrot,  Angaatns. 

Acting  Assistant  Paymaster,  18  July,  1803.    Mustered  out  20  August,  1865. 
Perry,  Alexander  J« 

Midshipman,  0  June,  1811.    Lieutenant,  1  April,  1818.    Lost  overboard  20  Maiclu 
1822. 

Perry,  Alfred  H. 

Acting  Third  Assistant  Engineer,  5  January,  1804.    Resigned  2  May,  1865. 

Perry,  Benjamin  F. 

Acting  Midshipman,  5  October,  1857.    Died  3  July,  1800. 

Perry,  Benjamin  G. 

Mate,  3  November,  1805. 

Perry,  Charles  B. 

Acting  Assistant  Paymaster,  20  May,  1803.  Honorably  discharged  14  JaoDan. 
1800.- 

Perry,  Charles  H. 

Assistant  Burgeon,  24  January,  1802.    Resigned  0  May,  1805. 

Perry,  Christopher  B« 

Captain,  7  January,  1798.  Discharged  3  April,  1801,  under  Peace  Estabrwhment 
Act. 

Perry,  DaTid  W. 

Carpenter,  23  June,  1809. 

Perry,  £dward  A. 

Acting  Assistant  Paymaster,  24  February,  1802.     Dismissed  5  September,  1862. 

Perry,  Edward  W. 

Mate,  29  February,  1804.    Honorably  discharged  11  December,  1805. 

Perry,  James  H. 

Third  Assistant  Engineer,  17  January,  1802.  Second  Assistant  Engineer,  1  Octo- 
ber, 1803.  Resigned  12  April,  1860.  Acting  Second  Assistant  Enjrinwr, 
29  January,  1807.  Mustered  out  10  March,  1869.  Second  Assistant  Engin«*» 
1  September,  1870.    Passed  Assistant  Engineer,  25  April,  1877. 

Perry^  John  F. 

Mate,  25  August,  1803.  Acting  Ensign,  18  May,  1805.  Mustered  out  29  Septem- 
ber, 1808. 

Perry,  Joseph  li. 

Acting  First  Assistant  Engineer.     Resigned  15  July,  1804. 

Perry^  Marcns  H* 

Acting  Third  Assistant  Engineer,  10  February,  1805.  Deserted  28  Februiry, 
1800. 

Perry,  Matthew  €• 

Midshipman,  10  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  21  Miitb» 
1820.    Captain,  9  February,  1837.    Died  4  March,  1858. 


GENERAL  NAVY  REGISTER.  503 

Perry,  Matthew  €• 

Midshipman,  1  July,  1835.  Passed  Midshipman,  23  June,  1841.  Master,  5  August, 
1847.  Lieutenant,  8  April,  1848.  Reserved  li»t,  13  September,  1855.  Lieuten- 
ant on  Active  list,  8  April,  1848.  Retired  list,  14  April,  1862.  Captain  on  Re- 
tired list,  4  April,  1867.    Died  16  November,  1873. 

Perry,  Nathaniel  H. 

Purser,  28  March,  1820.    Died  8  May,  1832. 

Perry,  OllTer  H. 

Midshipman,  28  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
25  February,  1841.    Resigned  23  July,  1849. 

Perry,  OllTer  H. 

Midshipman,  7  April,  1799.  Lieutenant,  15  January,  1807.  Commander,  28 
August,  1812.    Captain,  10  September,  1813.    Died  23  August,  1820. 

Perry,  Raymond  H. 

Midshipman,  24  July,  1807.    Lieutenant,  5  March,  1813.     Died  12  March,  1826. 

Perry,  R.  J. 

Acting  Assistant  Surgeon,  28  September,  1870.  Ilonorably  discharged  30  June^ 
1879. 

Perry,  Roger. 

Midshipman,  1  July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  14  September,  1855.  Retired  list,  24  June,  1865. 
Captain  on  Retired  list,  4  April,  1867.    Died  5  November,  1880. 

Perry,  Thomas. 

Acting  Ensign,  14  July,  1864.    Honorably  discharged  27  October,  1865. 

Perry,  Thomas. 

Midshipman,  25  September,  1861  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.    Master,  12  March,  lb68.     Lieutenant,  26  March,  1869. 

Perry,  Thomas  H. 

Professor,  10  October,  1886.    Dropped  4  September,  1848. 

Perry,  Willis  G« 

Mate,  8  May,  1862.  Acting  Ensign,  19  April,  1864.  Honorably  discharged 
20  December,  1865. 

Persons,  Remns  €. 

Assistant  Sui'geon,  5  March,  1872.    Passed  Assistant  Surgeon,  13  January,  1876. 

Peter,  William  H. 

Midshipman,  12  April,  1825.     Died  8  August,  1830. 

Peterkin,  William. 

Lieutenant,  11  June,  1799.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Peterkin,  William. 

Master,  1  March,  1814.     Resigned  2  July,  1814. 

Peterkin,  William. 

Acting:  Gunner,  18  April,  1863.  Dismissed  13  August,  1863.  Acting  Gunner, 
11  May,  1864.    Dismissed  4  April,  1805. 

Peters,  George  H. 

Midshipman,  24  June,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1875. 

Peters,  Herman. 

Gunner,  30  March,  1861.  Resigned  6  June,  1863.  Acting  Gunner,  5  January, 
1864.  Honorably  discharged  0  December,  1865.  Boatswain,  26  January,  1866. 
Died  26  July,  1877. 

Peters,  William. 

Midshipman,  4  July,  1805.  Lieutenant,  22  May,  1812.  Last  appearance  on  Records 
of  Navy  Department    Dead. 

Peters,  William  D. 

Acting  Second  Assistant  Engineer,  12  October,  1861.  Honorably  discharged 
9  October,  1866. 
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PeterAon,  Adrian  A. 

Gunner,  25  October,  1836.    Retired  list,  21  December,  1861. 

Peterson,  Arthur. 

Assistant  Paymaster,  23  February,  1877. 

Peterson,  £ric  P. 

Acting  Ensign,  19  May,  1864.    Honorably  discharged  28  October,  1865. 

Peterson,  James. 

xicting  Third  Assistant  Engineer,  26  August,  1804.  Honoral)ly  discharged 
22  July,  1865. 

Peterson,  John  F. 

Mate,  31  May,  1864.    Honorably  discharged  17  June,  1866. 

Peterson,  Joseph  R. 

Acting  Third  Assistant  Engineer,  5  November,  1868.  Honorably  discharged 
1  August,  1865.  Acting  Third  Assistant  Engineer,  12  Ai)ril,  18G6.  Ileserted 
10  July,  1867. 

Peterson,  Moses. 

Acting  Second  Assistant  Engineer,  26  November,  1861.    Died  6  October,  1864. 

Peterson,  Thomas  Ij. 

Acting  Master,  8  April,  1862.    Killed  in  action,  28  March,  1868. 

Peterson,  William. 

Carpenter,  21  January,  1835.    Resigned  21  September,  1837. 

Peterson,  William. 

Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy  Department 
1816.    Resigned. 

Peterson,  William  O. 

Acting  Second  Assistant  Engineer,  29  August,  1861.  Resigned  G  December, 
1861. 

Petheriek,  Thomas,  Jr. 

Third  Assistant  Engineer,  21  September,  1861.  Appointment  revoked  26  Noreni- 
ber,  1862. 

Petlgrn,  Thomas. 

5liclshipman,  1  January,  1812.  Lieutenant,  13  January,  1825.  Commander,  8  Sep- 
tember, 1841.    Dropped  14  September,  1855 

Petley,  Ijazarns. 

Midshipman,  1  January,  1812.    Resigned  10  December,  1813. 

Petrie,  James  A. 

Acting  Assistant  Surgeon,  18  August,  1864.  Honorably  discharged  10  August, 
1865. 

Petterson,  James  €. 

Mate,  1  October,  1862.  Mate,  31  March,  1863.  Acting  Ensign,  22  April,  18<»3. 
Resigned  23  June,  1864. 

Petti^ew,  John. 

Midshipman,  80  May,  1803.  Lieutenant,  22  April,  1810.  Drowned  6  March, 
1820. 

Pettingell,  Samuel  S. 

Acting  Third  Assistant  Engineer,  9  January,  1864.  Honorably  discharged  13  lUj. 
1865. 

Pettingill,  B.  G. 

Acting  Master,  26  December,  1861.    Dismissed  15  March,  1863. 

Pettis,  DaTid. 

Sailmaker,  12  October,  1798.  Last  appearance  on  Records  of  Nary  Department, 
29  November,  1798. 

Pettis,  James. 

Midshipman,  5  December,  1798.    Resigned  10  October,  1790. 

Pettit,  Charles  A. 

Mate,  24  April,  1861.  Acting  Ensicfn,  18  July,  1862.  Acting  Master,  8  NoTcm- 
ber,  1864.    Honorably  discharged  27  October,  1865. 
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IPettlt,  John  A. 

Assistant  Surg^n,  5  March,  1847.    Died  4  January,  1851. 

Pettit,  Robert. 

Purser,  6  April,  1837.  Retired  list,  19  February,  1866.  Pay  Director,  Retired 
list,  8  March,  1871.    Died  19  May,  1878. 

Petway,  Thomas  M. 

Midshipman,  1  April,  1828.    Resigned  2  December,  1830. 

Petty^  Charles  G. 

Acting  Ensign,  9  January,  1863.    Dismissed  14  July,  1863. 

Petty,  Joseph  P. 

Acting  Ensign,  12  December,  1862.    Honorably  discharged  23  November,  1865. 
Petty,  William. 

Chaplain,  9  March,  1807.    Dismissed  18  February,  1808. 

Peurose,  James. 

Midshipman,  80  November,  1799.  Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act. 

Penrose,  William. 

Lieutenant,  19  October,  1799.  Discharged  10  May,  1801,  under  Peace  Establish- 
ment Act. 

Peyton,  £dward  J. 

Purser,  11  June,  1798.    Last  appearance  on  Records  of  Navy  Department. 

Pl^ltz,  GnstaTns  A. 

Third  Assistant  Engineer,  8  August,  1863.    Resigned  25  June,  1866. 

Phelan,  John  R. 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lost  in  "  Oneida,''  24  January,  1870. 

Phelon,  Henry  A. 

Acting  Master,  27  February,  1862.     Resigned  4  April,  1865. 

Phelps,  Alfred,  Jr. 

Acting  Master,  18  April,  1863.     Resigned  22  February,  1864. 

Phelps,  Artlinr  A. 

Mate,  6  December,  1869.  Discharged  29  May,  1872.  Gunner,  25  February, 
1875. 

Phelps,  Edwin  F. 

Acting  Ensign,  1  October,  1862.  Appointment  revoked  (Sick,)  31  December, 
1862. 

Phelps,  John. 

Acting  Third  Assistant  Engineer,  23  May,  1863.  Appointment  revoked  (Sick,) 
1  December,  1863. 

Pheli»s,  Nelson  S. 

Midshipman,  9  June,  1811.     Resigned  14  January,  1814. 

Phelps,  Samuel  B. 

Midshipman,  80  May,  1813.  Lieutenant,  13  January,  1825.  Resigned  2  February, 
1827. 

PhelfMi,  S.  liedyard. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
80  June,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Resigned  29  October,  1804. 

Phelps,  Thomas  S. 

Midshipman,  7  January,  1840.     Passed  Midshipman,  11   July,  1846.      Master, 
*  1   March,  1855.      Lieutenant,  14    September,   1855.      Lieutenant-Commander, 
16  July,  1862.    Commander,  5  August,  1805.    Captain,  19  January,  1871.    Com- 
modore, 13  January,  1879. 

Phelps,  Thomas  S.,  Jr. 

Midshipman,  25  July,  1865.  Graduated  June,  18G9.  Ensign,  12  July,  1870. 
Master,  29  October,  1872.    Lieutenant,  15  March,  1876. 
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Phenlx,  Dawson. 

Midshipman,  SO  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Died  20  February,  1864. 

Phenix,  liloyd. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1  June,  1801.  Acting 
Master,  18  September,  1861.  Lieutenant,  16  July,  1862.  Resigned  27  June, 
18G5. 

Ptailbriek,  George. 

Mate.    Appointment  revoked  (Sick,)  3  May,  1862. 

Philbriek,  Heury  R. 

Carpenter^  8  July,  1861.  Resigned  14  March,  1866.  Carpenter,  13  November, 
18G9. 

Philbriek,  John  J. 

Acting  Assistant  Paymaster,  23  January,  1862.  Assistant  Paymaster,  0  Marclu 
1865.     Resigned  28  June,  1866. 

Philip,  J.  T.  N. 

Midshipman,  25  February,  1841.  Master,  18  April,  1855.  Lieutenant,  14  Septem- 
ber, 1855.  Resigned  26  June,  1857.  Acting  Lieutenant,  14  May,  1861.  Died 
3  September,  1802. 

Philip,  John  W. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  1  June,  1861.  Acting 
Master,  9  July,  1862.  Lieutenant,  16  July,  1862.  Lieutenant-Commaoder, 
25  July,  1866.     Commander,  18  December,  1874. 

PhilipH,  Abram. 

Midshipman,  8  June,  1812.     Drowned  15  April,  1813. 

Philips,  DaTid  S. 

Boatswain,  19  July,  1837.    Last  appearance  oni[lecord8  of  Nary  Department 

Piiilips,  Isaae. 

Captain,  3  July,  1798.     Dismissed  10  January,  1799. 

Philips,  Joseph  P. 

Acting  Third  Assistant  Engineer,  13  September,  1864.    Resigned  (Sick,)  8  Jas- 

uarv,  18G5. 

Philips,  Samuel. 

Car|)enter,  24  May,  1821      Died  9  October,  1839 

Philips,  Wesley,  J. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Honorably  discharged  8  Jan- 
uary, 1866. 

Philips,  William  A. 

Acting  First  Assistant  Engineer,  20  September,  1864.     Ilonorably  dischaiged 
11  May,  1868. 

Philliher,  James  €• 

Mate,  11  June,  1863.    Dismissed  4  September,  1863. 

Phillips,  Adrian. 

Acting  Ensign,  Admiral  Farragut's  Staflf,  29  March,  1865.    Honorably  dischaigw 
16  July,  1866. 

Phillips,  €.  H. 

Mate,  30  December,  1861.    Appointment  revoked  4  June,  1862. 

Phillips,  Charles  I.. 

Midshipman,  21    February,   1803.     Graduated  June,  1866.     Ensign,  13  March, 
1868.    Dismissed  3  September,  1808. 

Phillips,  I>inwiddie  B. 

Assistant  Surgeon,  8  November,  1847.     Resigned  6  May,  1861. 

Phillips,  Frederick  H.  R. 

Acting  Assistant  Surgeon,  10  March,  1865.     Honorably  discharged  27  Augnst, 
1866. 
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PhllUps,  Henry  Wrii^tat. 

Third  Assistant  Enirineei%  19  February,  1862.  Second  Assistant  Engineer,  15  Oc- 
tober, 18C3.    Resigned  28  July,  18G0. 

Pliil1lp8,  James. 

Actiiiff  Assistant  Surgeon,  6  December,  1863.  Honorably  discharged  30  June, 
1870. 

PhlllipH,  JameH  D. 

Acting  Master,  without  pay,  6  September,  1861.  Appointment  revoked  23  Feb- 
ruary, 1803. 

PhillipR,  John. 

Midshipman,  10  Januaiy,  1809.     Resigned  27  Ajiril,  1812. 

PtailllpR,  John  A. 

Acting  Master,  0  April,  1863.  Appointment  revoked  (Sick,)  9  June,  1864.  Acting 
Master  and  Pilot,  15  June,  1804.    Appointment  revoked  7  November,  1864. 

Phillips,  lHanneK 

Assistant  Surgeon,  18  July,  1809.     Resigned  19  February,  1824. 

Phillips,  SamneL 

Lieutenant,  4  March,  1799.  Discharged  1  May,  1801,  under  Peace  Establishment 
Act. 

Phillips*  8elden  J. 

}klate,  25  November,  1863.    Appointment  revoked  (Sick,)  23  June,  1804. 

Phillips,  William  £• 

Acting  Ensign,  6  October,  1862.    Appointment  revoked  (Sick,)  18  February,  1863. 

Phillips,  William  li. 

Third  Assistant  Engineer,  3  May,  1859.    Resigned  6  July,  1860. 

Phillips,  William  W. 

Acting  Ensign,  80  May,  1864.    Resigned  22  May,  1865. 

Phillippi,  Kdward  T. 

Third  Assistant  Engineer,  20  May,  1862.  Second  Assistant  Engineer,  15  February, 
1864.    First  Assistant  Engineer,  1  January,  1868.    In  service. 

Phinney,  AlTin. 

Acting  Master,  23  October,  1861.  Acting  Volunteer  Lieutenant,  20  July,  1864. 
Honorably  discharged  7  February,  1866.  Acting  Master,  5  April,  1807.  Mus- 
tered out  7  OcU)bcr,  1808. 

Phipps,  DaTifl. 

Lieutenant,  2  July,  1798.  Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 

Phipps,  DaTid. 

Master,  1  June,  1801.    Died  in  April,  1825. 

Phipps,  Francis  If. 

Acting  Ensign,  10  January,  1803.    Honorably  discharged  12  May,  1866. 

Phipps,  Gardner  £• 

Mate,  21  December,  1862.     Resigned  24  November,  1863. 

Phipps,  John  A.,  Jr. 

Acting  Ensign,  6  July,  1864.     Honorably  discharged  18  September,  1865. 

PhylTe,  William. 

Mate,  18  October,  1864.    Honorably  discharged  19  September,  1865. 

Phythian,  Robert  li. 

Acting  Midshipman,  28  January,  1853.  Midshipman,  20  June,  1856.  Passed 
Midshipman,  29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  25  De- 
cember, 1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  13  July, 
1870. 

Piek,  Angrnstns  T. 

Assistant  Surgeon,  25  February,  1867.    Died  29  August,  1867. 

Piek,  John. 

Acting  Second  Assistant  Engineer,  27  February,  1862.  Resigned  ^Sick,)  9 
August,  1864. 
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Pickerinic,  CTharles  W. 

Midshipman,  1  May,  1822.  Passed  Midshipman,  10  June,  1838.  Lientenant, 
8  December,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  t8A2. 
Retired  list,  1  February,  1807.     Commodore  on  Retired  list,  8  December,  1867. 

Pickering,  Horace  F. 

Mate,  1  February,  18G5.     Resigned  24  June,  1865. 
Pickering,  Marcelins  €• 

Mate,  11  June,  18(»:J.     Resigned  20  December,  1803. 
Pickering,  T.,  Jr. 

Midshipman,  17  June,  1799.    Resigned  2  May,  1801. 

Pickering,  Tiionias. 

Acting  Master,  11  May,  1801.  Acting  Volunteer  Lieutenant,  22  August,  1863. 
Dismissed  8  June,  1805. 

Pickett,  James  C. 

Midshipman,  4  June,  1812.     Entered  the  Army,  1813. 
Pickett,  Riciiard. 

Midshipman,  80  November,  1814.     Resigned  7  January,  1810. 
Picking,  Henry  F. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  1  June,  1801.  Acting 
Master, 3  June,  1801.  Lieutenant,  10  July,  1802.  Lieutenant-Commander, 25  Jalj, 
1800.     Commander,  25  January,  1875. 

Picking,  JoRepii. 

Boatswain,  21  April,  1819.     Last  appearance  on  Records  of  Navy  Department 

Pickles,  Stanley  H. 

Mate,  10  May,  1804.    Honorably  discharged  17  September,  1805. 

Pickrell,  Joseph  McCall. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  10  June,  1879. 

Pidgson,  John. 

Mate,  11  October,  1801.    Appointment  revoked  (Sick,)  20  Februar}',  1802. 

Piepmeyer,  liOnis  W. 

Midshipman,  22  September,  1871.  Graduated  20  June,  1870.  Ensign,  3  Miicli, 
1879. 

Pierce,  Allen  W. 

Acting  Ensign,  4  October,  1804.     Honorably  discharged  23  Ajiril,  1S07. 

Pierce,  Charles. 

Midshipman,  1  August,  1827.     Resigned  30  May,  1834. 

Pierce,  Charles  J. 

Mate,  7  June,  1804.     Acting  Ensign,  8  May,  1805.     Resigned  23  June,  18GG. 

Pierce*  George. 

Midshipman,  15  June,  1799.     Last  appearance  on  Records  of  Navy  Department 

Pierce,  Granville  T. 

Purser,  3  November,  1858.     Dismissed  4  September,  1802. 

Pierce,  Henry  l^. 

Acting  Ensign,  22  September,  1804.     Honorably  discharged  27  June,  1805. 

Pierce,  Henry  m. 

ActingEnsign,  19  August,  1802.  Acting  Master,  27  May,  1804.  Honorably  dis- 
charged 13  September,  18()5. 

Pierce,  John,  Jr. 

Professor,  9  October,  1838.     Dropped  4  September,  1848. 

Pierce,  Joseph. 

Master,  22  May,  1813.     Resigned  21  February,  1814. 

Pierce,  Samuel. 

Sailmaker,  28  April,  1809.  Last  api)earance  on  Records  of  Navy  DepartmeuW 
1815.    Frigate  **  Lliited  JStates:' 
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4ercy,  William  M. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discbarged  29  Sep- 
tember, 1865. 

^ercy,  William  P. 

Midshipman,  15  March,  1815.  Lieutenant,  28  April,  1826.  Commander,  29  March^ 
1844.    DiedU  July,  1847. 

^ercy,  William  P. 

Midshipman,  16  January,  1809.     Resigned  5  May,  1818. 

^ierpont,  W.  €• 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Department^ 
27  May,  1811.    Dead. 

^ermc^ci,  Ceiso. 

Acting  Assistant  Surgeon,  10  September,  1861.    Resigned  5  June,  1868. 

Person,  Abraham  Jl. 

Acting  Master,  28  December,  1861.    Resigned  8  May,  1864. 

Person,  £dward  A. 

Assistant  Surgeon,  24  January,  1862.     KiUed  in  action  22  May,  1868. 

Person,  Robert  A. 

Acting  Third  Assistant  Engineer,  20  December,  1862.  Honorably  discharged 
18  September,  1865. 

Person,  William  H. 

Acting  Assistant  Surgeon,  18  August,  1862.  Acting  Passed  Assistant  Surgeon^ 
18  May,  1865.    Honorably  discharged  12  January,  1869. 

4i^aii9  George  W. 

Midshipman,  28  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu* 
tenant-Commander,  28  October,  1869. 

^ke,  Boaz  £• 

Third  Assistant  Engineer,  8  December,  1862.    Resigned  6  April,  1864. 

^ke,  Charles  A. 

Acting  Ensign,  24  June,  1863.    Honorably  discharged  12  November,  1865. 

^ke,  IE.  B. 

Acting  Master,  28  April,  1864.    Resigned  6  May,  1865. 

^teher,  I^ewla  S. 

Assistant  Surgeon,  14  May,  1867.  Passed  Assistant  Surgeon,  24  June,  1870. 
Resigned  5  January,  1872. 

^e,  Charles  H. 

Assistant  Surgeon,  9  May,  1801.    Died  23  December,  1862. 

^ilkiun^on,  Hugh  Ijowell. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.     Resigned  27  June,  1872. 

^Usbnry,  John  E. 

Midshipman,  22  September,  1862.  Graduated  June,  1807.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  1  January,  1872. 

^Iflbury,  Wingate. 

Midshipman,  9  September,  1841.    Drowned  July,  1846. 

^mblett,  Thomas. 

Acting  Second  Assistant  Engineer,  4  November,  1861.     Deserted  February,  1863. 

4nekney,  Edward  €. 

Midshipman,  21  November,  1815.     Resigned  9  October,  1824. 

^inekney,  Richard  S. 

Midshipman,  3  August,  1814.  Lieutenant,  13  January,  1S25.  Commander,  8  Sep- 
tember, 1841.     Died9  July,  1854. 

4ndar9  Thomas. 

Mate,  26  February,  1864.    Honorably  discharged  22  April,  1867. 
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Plndell,  William  IV. 

Acting  Assistant  Surgeon,  19  February,  1862.  Honorably  discharged  16  Decem- 
ber, 1865. 

Pinder,  Beqjainiii. 

Master,  24  April,  1812.    Dismissed  2  April,  1814. 

Finder,  Thomas. 

Midshipman,  1  January,  1818.  Last  appearance  on  Records  of  Nayy  Department, 
20  February,  1818. 

Pingree,  John  A. 

Acting  Third  Assistant  Engineer,  17  June,  1862.    Resigned  18  July,  1868. 
Pinkhani,  A.  B. 

Midshipman,  17  June,  1814.  Lieutenant,  13  June,  1825.  Commander,  8  Septem- 
ber, 1841.    Died  23  July,  1843. 

Pinkham,  R.  R. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Died  27  October, 
1839. 

Pinkerton,  James. 

Gunner,  6  June,  1803.    Dismissed  17  April,  1807. 

Pinkney,  Henry. 

Midshipman,  80  November,  1818.  Lieutenant,  8  March,  1837.  G<Hnm8iider, 
25  February,  1847.    Drowned  15  May,  1848. 

Pinkney,  IVinian. 

Assistant  Surgeon,  26  March,  1834.  Surgeon,  27  October,  1841.  Medical  Director, 
3  March,  1871.    Died  15  December,  1877. 

Pinkney,  Robert  F. 

Midshipman,  1  December,  1827.  Passed  Midshipman,  10  June,  18S3.*  Lientenaot, 
28  February,  1838.  Commander,  14  September,  1855.  Resigned  28  Apri!, 
1861. 

Pinner,  Josiah  B. 

Carpenter,  11  December,  1860.    Lost  in  the  ''^Oneida^^^  24  January,  1870. 

Pinney,  Martin. 

Mate,  14  May,  1864.    Honorably  discharged  2  December,  1865. 

Pinne3',  Peter. 

Midshipman,  4  July,  1805.     Resigned  14  September,  1807. 

Piper,  Charles  H. 

Midshipman,  7  November,  1833.    Resigned  8  January,  1839. 

Piper,  Ferdinand. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1888.  Lieotanant, 
7  December,  1839.    Drov\rned  28  October,  1844. 

Pishon,  Henry  9I. 

Mate,  13  October,  1863.  Acting  Ensign,  26  November,  1864.  Honorabk  dis- 
charged 10  November,  1865. 

Piteher,  H.  S. 

Midshipman,  13  March,  1829.  Passed  Midshipman,  8  July,  1835.  Resigned 
24  January,  1839. 

Pitkin,  Henry  S. 

Assistant  Su  I  geon,  18  July,  1802.  Passed  Assistant  Surgeon,  30  October,  1805. 
Surgeon,  2b  December,  1872.     Died  23  June,  1874. 

Pitman,  Henry. 

Acting  Master,  12  August,  1801.     Resigned  20  April,  1862. 

Pitman,  John  H. 

Mate,  4  October,  1801.     Resigned  23  August,  1864. 

Pitt,  John 

Midshipman,  18  May,  1809.     Resigned  17  June,  1810. 

Pittalnga,  liOnis. 

Acting  Third  Assistant  Engineer,  28  February,  1865.    Resigned  7  June,  1865. 
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Httm^  Samnel. 

Midshipman,  16  January,  1809.    Resigned  18  November,  1811. 

ntU^  William  G. 

Acting  Ensign,  12  July,  18C4.     Honorably  discharged  28  October,  1865. 

*Iace,  Charles  If. 

Midshipman,  10  February,  1838.    Passed  Midshipman,  20  May,  1844.    Master, 
7  April,  1853.    Lieutenant,  21  February,  18515.    Died  9  January,  1859. 

^laee,  Edward  "N.  K. 

Mate,  8  September,  1863.    Honorably  discharged  16  September,  1865. 

^laee*  Josiina  B* 

Acting  Third  Assistant  Engineer,  13  November,  1802.     Acting  Second  Assistant 
Engineer,  8  September,  1864.    Honorably  discharged  81  August,  1865. 

^lAlsted,  Charles  W. 

Acting   Third   Assistant    Engineer,  28  August,   1868.      Honorably  discharged 
7  August,  1865. 

»lAnder,  G.  E. 

Mate,  22  June,  1866.    Resigned  1  March,  1867. 

'lander,  John  E. 

Mate,  4  January,  1864.    Honorably  discharged  8  January,  1866. 

'lant,  Joseph  F. 

Acting  Third  Assistant  Engineer,  19  October,  1803.    Resigned  6  January,  1864. 

'lant,  William  T. 

Assistant  Surgeon,  24  January,  1862.    Resigned  4  October,  1865. 

'laO,  Charles  T. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8  Sep- 
tember, 1841.    Reserved  list,  13  September,  1855.    Died  12  December,  1800. 

*latt,  George  W. 

Mate,  22  June,  1863.  Acting  Ensign,  21  November,  1868.  Dismissed  15  Novem- 
ber, 1864. 

»latt,  John  W. 

Acting  Master,  1  April,  1862.    Honorably  discharged  1  November,  1865. 

*lmU^  Richard  S. 

Midshipman,  22  March,  1819.    Died  9  July,  1822. 

'IwUU  Robert. 

Acting  Master,  1  March,  1863.     Master,  not  in  line  of  promotion,  15  June,  1878. 

*lBtU  Thomas. 

Boatswain,  9  November,  1798.    Last  appearance  on  Records  of  Navy  Department. 

^latt,  William  W. 

Acting  Third  Assistant  Engineer,  24  March,  1865.    Honorably  discharged  3  June, 
1869.     Second  Assistant  Engineer,  7  June,  1870.     Retired  list,  3  November' 
1877. 
^laitenhnry,  Cyrus  B. 

Mate,  8  October,  1863.  Acting  Ensign,  2  November,  1864.  Honorably  discharged 
5  August,  1865. 

^leasonton,  John  If* 

Midshipman,  4  July,  1817.    Died  7  September,  1825. 

^lotts^  Rezean  B. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  Retired  16  January,  1866.  First  Assistant  Engineer  on  Retired  list,  25 
July,  1866. 

^nmer,  Thomas  If. 

Mate,  9  December,  1863.     Resigned  29  March,  1865. 

^inmley,  John  li. 

Third  Assistant  Engineer,  8  May,  1859.    Resigned  29  August,  1860. 
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Plmnmer,  Jones  \\\ 

Assistant  Surgeon,  20  June,  1820.    Surgeon,  20  February,  1838.    Died  20  Angoat, 
1859. 

Plmnmer;  Samuel. 

Midshipman,  20  June,  1799.  Master,  18  August,  1800.  Discharged  18  June, 
1801,  under  Peace  Establishment  Act 

PlnmsteAd,  William. 

Assistant  Surgeon,  13  May,  1825.  Surgeon,  4  December,  1828.  Died  17  April, 
1889. 

Plnnkett,  Frank. 

Assistant  Paymaster,  25  September,  1875.  Passed  Assistant  Paymaster,  4  Decem- 
ber, 1879. 

Plnnkett,  Geori^e. 

Assistant  Paymaster,  10  October,  1801.  Paymaster,  G  Fehruarv,  1862.  Reugned 
25  August,  1868.    Re-instated  2  April,  1872.    Died  24  October,  1874. 

Plnnkett,  James. 

Third  Assistant  Engineer,  3  May,  1859.    Resigned  6  February,  1861. 

Plnnkett,  James. 

Acting  Third  Assistant  Engineer,  21  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 4  April,  1864. 

Plnnkett,  J.  Ia. 

Mate,  12  May,  1860.  Acting  Master,  19  June,  1862.  Honorably  dischaigeil 
17  November,  1865.  Mate,  26  January,  1867.  Mustered  out  8  September,  186& 
Mate,  30  September,  1869.    Appointment  revoked  7  November,  1870. 

Plnnkett,  M.  H. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  21  Septem- 
ber, 1861.    Resigned  9  May,  1865. 

Plnnkett,  Thomas  S. 

Midshipman,  21  June,  1867.  Graduated  7  June,  1871.  Ensign,  14  July.  1871 
Master,  9  September,  1876. 

Plnright,  William. 

Master,  23  July,  1812.    Resigned  10  April,  1815. 

Plympton,  G.  M. 

Third  Assistant  Engineer,  14  September,  1853.     Resigned  19  December,  1854. 

Plympton,  Henry  li. 

Acting  Assistant  Surgeon,  25  March,  1863.  Assistant  Surgeon,  28  April,  1865. 
Died  25  September,  1 863. 

Poindexter,  Carter  B. 

Midshipman,  16  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.    Dismissed  18  April,  1801. 

Peinsett^  Asa. 

Carpenter,  11  December,  1847.    Died  14  September,  1859. 

Polen*  George  B. 

Acting  Second  Assistant  Engineer,  6  June,  1864.  Honorably  dischaiged  20  Jose, 
1865. 

Polk,  Daniel. 

Midshipman,  16  March,  1799.     Resigned  24  January,  1804. 

Polk,  G.  W.  M.  B. 

Assistant  Surgeon,  30  October,  1800.     Resigned  8  December,  1800. 

Polk,  John. 

Midshipman,  5  December,  1799.     Lost  in  the  ''  IruurgenL^* 

Polk.  William  W. 

Master,  18  July,  1814.    Resigned  27  July,  1825. 

Pollard,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1S61.  Acting  Second  Asristuit  Engi- 
neer, 20  July,  1863.    Honorably  discharged  30  October,  1865. 
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Pollard,  Robert. 

Midshipman,  15  November,  1809.    Resigned  20  November,  1811. 

Pollard,  William. 

Midshipman,  8  March,  1814.    Resigned  8  January,  1824. 

Pollard,  William. 

Third  Assistant  Engineer,  17  February,  1860.  Appointment  revoked  24  January, 
1862.  Re-appointed  in  original  position,  5  July,  1862.  Second  Assistant  Engi- 
neer, 25  August,  1862.    Dismissed  18  October,  1867. 

Pollard,  William  BE. 

Acting  Third  Assistant  Engineer,  8  September,  1864.    Resigned  5  June,  1865. 

Polley,  James  H. 

Master's  Mate,  8  May,  1843.  Boatswain,  27  February,  1846.  Deserted  September, 
1850. 

Polley,  James  BE. 

Boatswain,  20  June,  1861.    Died  13  April,  1866. 

Polleys,  Woodbnry  H. 

Acting  Master,  29  October,  1861.    Resigned  21  April,  1864. 

Pollock,  Alexander. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Resigned  9  August,  1862. 

Pollock,  BaTid  J. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Resigned  9  September, 
1862. 

Pollock,  John. 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Honorably  discharged 
1  August,  1865. 

Pollock,  Saninel  H. 

Mate,  19  June,  1862.  Acting  Ensign,  22  August,  1863.  Honorably  discharged 
18  September,  1865. 

Pollock,  Thomas. 

Master,  1  November,  1816.     Resigned  5  January,  1819. 

Pollock,  William  \¥. 

Midshipman,  80  June,  1837.  Passed  Midshipman,  29  June,  1843.  Dropped 
15  December,  1847. 

Pollock,  JIf.  Winder. 

Midshipman,  30  June,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  5  No- 
vember, 1850.     Lieutenant,  15  July,  3851.     Dismissed  19  January,  1868. 

Pomerojr,  G.  P. 

Actinff  Ensign,  26  September,  1862.  Acting  Master,  14  July,  1863.  Honorably 
discnarged  10  November,  1865, 

Pomroy,  Armistead. 

Boatswain,  13  September,  1852.  Dismissed  17  January,  1857.  Boatswain,  27  Feb- 
ruary, 1858, 

Pomroy,  Joseph  R. 

Third  Assistant  Engineer,  14  August,  1851.     Dropped  20  December,  1852. 

Pond,  Charles  F. 

Midshipman,  12  June,  1872.     Graduated  20  June,  1876.     Ensign,  22  July,  1878. 

Pond,  Collis  T. 

Mate.     Resigned  11  March,  1862. 

Ft^nte,  John. 

Mate,  16  April,  1865.    Honorably  diccharged  2  April,  1869. 

Pook,  Samnel  II. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor,  15  April,  1S71. 

Pook,  Samuel  M.  » 

Naval  Constructor,  i  January,  1841.  Retired  list,  15  August,  1866.  Died  2  De- 
cember, 187d. 
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Pook,  H'lUiani. 

Carpenter,  date  uot  known.    Discharged  in  1820. 

Pool,  Addison. 

Acting  Assistant  Paymaster,  17  December,  1861.  Appointment  revoked  (Sick.) 
8  January,  1862.  Acting  Assistant  Paymaster,  27  January,  1862.  HomcbUj 
discharged  1  May,  1865. 

Pool,  SylTester. 

Acting  Ensign,  1  October,  1862.    Died  26  April,  1864. 

Poole,  Francis  H. 

Mate,  21  September,  1868. 

Poole,  Isaac* 

Acting  Assistant  Surgeon,  23  November,  1868.    Resigned  18  May,  1865. 

Poole,  liCmnel  G. 

Acting  Third  Assistant  Engineer,  18  December,  1864.    Resigned  5  July,  1865. 

P€N>le,  li.  W. 

Mate,  80  November,  1867.    Mustered  out  2  October,  1868. 

Poole,  Samuel. 

Midshipman,  30  June,  1799.    Resigned  8  September,  1800. 

Poor,  Albert  B. 

Acting  Assistant  Paymaster,  26  August,  1861.    Mustered  out  4  September,  18K. 

Poor,  Charles  H. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1881.  Lieotttant. 
22  December,  1835.  Commander,  14  September,  1855.  Captain,  16  July,  ISCi 
Commodore,  2  January,  1863.  Rear-Admiral,  20  September,  1868.  Betind 
list^  9  June,  1870. 

Poor,  Charles  H. 

Mate,  10  August,  1863.     Resigned  29  June,  1865. 

Pope,  Ezra  P. 

Mate,  28  September,  1864.    Resigned  14  July,  1865. 

Pope,  John. 

Midshipman,  80  May,  1816.  Lieutenant,  28  April,  1826.  Commander,  15  Fel>- 
ruary,  1843.  Captain,  14  September,  1855.  Retired  list,  21  December,  18(1. 
Commodore  on  Retired  list,  16  July,  1862.    Died  14  January,  1876. 

Pope,  liCmnel. 

Mate,  26  June,  1862.  Acting  Ensign,  11  February,  1864.  Acting  Master,  18  July. 
18C5.    Honorably  discharged  28  February,  1866. 

Pope,  Robert  G. 

Acting  Second  Assistant  Engineer,  26  February,  1862.  Acting  First  Afisisttnt 
Engineer,  9  June,  1864.    Honorably  discharged  20  November,  1865. 

Pope,  William. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  4  June,  1886.  ReBigned 
19  June,  1839. 

Popejoy,  James  P. 

Mate,  4  September,  1864.    Honorably  discharged  26  October,  1865. 

Poplar,  Charles. 

Acting  Carpenter,  4  January,  1863.    Appointment' revoked  (Sick,)  21  June,  18W. 

Poppleston,  J.  H. 

Midshipman,  25  April,  1831.    Resigned  19  September,  1832. 

Poreher,  Philip.  •. 

Midshipman,  9  June,  1855.  Passed  Midshipman,  15  April,  1858.  Master,  4  No- 
yember,  1858.    Lieutenant,  27  April,  1860.    Resigned  2  February,  1861. 

Porteons,  James. 

Mate,  27  March,  1803.    Died  on  ''Niphon;'  11  September,  1868. 

Porter,  Abel  K. 

Acting  Third  Assistant  Engineer,  15  June,  1864.  Honorably  discharged  4  >o- 
vember,  1865. 
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Porter,  Alexander  F. 

Midshipman,  19  March,  1819.    Died  11  February,  1827. 

Porter,  Benjamin  H. 

Acting  Midshipman,  1  December,  1859.  Ensign,  8  November,  1862.  Lieutenant, 
22  February,  1864.    Killed  in  attack  upon  Fort  Fisher,  15  January,  1866. 

Porter,  Carlisle  P. 

Acting  Midshipman,  27  September,  1861.    Resigned  18  January,  1864. 

Porter,  Charles. 

Mate,  28  November,  1863.    Discharged  29  August,  1864. 

Porter,  Cyrns  K. 

Acting  Ensign,  22  February,  1864.    Honorably  discharged  20  October,  1865. 

Porter,  Daniel  G. 

Mate,  21  May,  1864.    Honorably  discharged  12  October,  1866. 

Porter,  BaTid. 

Midshipman,  16  April,  1798.  Lieutenant,  8  October,  1799.  Commander,  22 
April,  1806.    Captain,  2  July,  1812.    Resigned  18  August,  1826. 

Porter,  BaTid,  Jr. 

Master,  8  September,  1807.  Last  appearance  on  Records  of  Navy  Department, 
1  March,  1808. 

Porter   BaTid  B. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  8  July,  1835.  Lieutenant, 
27  February,  1841.  Commander,  22  April,  1861.  Rear-Admiral,  4  July,  1863. 
Vice-Admiral,  26  July,  1866.    Admiral,  16  August,  1870. 

Porter,  BaTid  BE. 

Midshipman,  4  August,  1814.  Lieutenant,  13  January,  1826.  Resigned  26  July, 
1826. 

Porter,  Barid  W. 

Mate,  19  November,  1863.    Died  29  December,  1863. 

Porter,  Edward  £• 

Acting  Third  Assistant  Engineer,  21  November,  1863.  Honorably  discharged 
20  July,  1865. 

Porter,  Frederick  £. 

Acting  Second  Assistant  Engineer,  26  September,  1863.  Acting  First  Assistant 
Engineer,  28  October,  1864.    Honorably  discharged  80  July,  1866. 

Porter,  Hamilton  F. 

Midshipman,  12  April,  1836.  Passed  Midshipman,  1  July,  1842.  Died  10  August, 
1844. 

Porter,  Henry  O. 

Acting  Master,  24  April,  1862.  Resigned  80  September,  1863.  Acting  Master, 
6  August,  1864.    Honorably  discharged  16  August,  1866. 

Porter,  Henry  O. 

Midshipman,  8  November,  1840.    Resigned  16  August,  1847. 

Porter,  James. 

Gunner,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Porter,  Jameci  H. 

Mate,  23  January,  1862.  Acting  Ensign,  23  August,  1862.  Acting  Master, 
9  November,  1804.    Honorably  discharged  28  February,  1869. 

Porter,  J.  Hampden. 

Acting  Assistant  Surgeon,  17  October,  1861.    Resigned  26  June,  1882. 

Porter,  John. 

Midshipman,  20  June,  1806.  Lieutenant,  27  May,  1812.  Commander,  28  March, 
1820.    Died  2  September,  1831. 

Porter,  John  F. 

Mate,  7  March,  1864.    Honorably  discharged  21  December,  1865. 

Porter,  H aitland. 

Mate,  7  June,  1862.    Dismissed  26  November,  1862. 
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Porter,  Mortimer  8. 

Acting  EDsign,  1  March,  18.G4.    Honorably  discharged  21  October,  180S. 

Porter,  Pinkney  J. 

Midshipman,  6  March,  1848.    Resigned  4  June,  1849. 

Porter,  Sidney. 

Carpenter,  29  August,  1887.    Resigned  29  December,  1837. 

Porter,  Theodorlc. 

Midshipman,  20  September,  1865.  Graduated  7  June,  1870.  Ensign,  18  Jdy, 
1870.    Master,  11  February,  1873.    Lieutenant,  23  August,  1876. 

Porter,  Thomas  K. 

Acting  Midshipman,  20  May,  1852.  Midshipman,  20  June,  1850.  Passed  Midship- 
man, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  24  January,  1861. 
Dismissed  18  July,  1861. 

Porter,  Warren. 

Acting  Ensign,  22  October,  1863.  Acting  Master,  8  November,  1864.  Hononblj 
discharged  28  August,  1865. 

Porter,  William  €•  B.  S. 

Midshipman,  29  July,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
17  June,  1848.  Lieutenant,  25  March,  1849.  Lost  in  **2>oaiif,**  18  September, 
1860. 

Porter,  William  B. 

Midshipman,  1  January,  1823.  Passed  Midshipman,  29  March,  1829.  Lienteimt, 
81  Decemt>er,  1833.  Reserved  list,  13  September,  1855.  Commander  on  Acdie 
list,  14  September,  1855.    Conmaodore,  16  July,  1862.    Died  1  May,  1864. 

Post,  A.  S. 

Mate,  1  October,  1862.    Resigned  24  February,  1864. 

Post,  Charles  H. 

Mate,  13  December,  1861.    Resigned  27  February,  1863. 

Post,  George  W. 

Mate,  29  June,  1864.    Honorably  discharged  20  February,  1866. 

Post,  Joel  A. 

Midshipman,  23  July,  1866.    Graduated  7  June,  1870.    Resigned  23  Kovenber. 

1872. 

Post,  Jndson  S. 

Assistant  Paymaster,  9  September,  1801.  Assistant  Paymaster,  6  February,  1SC2. 
Paymaster,  16  October,  1804.    Dismissed  15  September,  1808. 

Post,  William  M. 

Acting  Master,  22  November,  1861.    Resigned  20  June,  1864. 

Postell,  William  R. 

Midshipman,  81  December,  1831.  Passed  Midshipman,  15  June,  1837.  R«ignf^ 
14  June,  1839. 

Postell,  £dward. 

Midshipman,  80  November,  1814.    Resigned  30  June,  1817. 

PcMstletliwait,  Georf^e  W. 

Acting  Third  Assistant  Engineer,  22  November,  1864.     Resigned  15  June,  l?^**- 

Potter,  diaries* 

Acting  Master,  14  August,  1861.    Resigned  (Sick,)  30  March,  1865. 

Potter,  Charlefn  II. 

Mate,  23  December,  1862.     Dismissed  19  March,  1863. 

Potter,  BaTid  T. 

Mate,  17  February,  1862.    Dismissed  16  July,  1862. 

Potter,  £dward  £• 

Midshipman,  6  February,  1850.  Passed  Midshipman,  20  June,  1856.  Ifa^^'r* 
22  January,  1858.  Lieutenant,  9  July,  1858.  Lieutenant-Commander,  16  Julj« 
1862.    Commander,  3  June,  1869.    Captain,  11  July,  1880. 
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Potter,  Frederick  E. 

Assistant  Surgeon,  80  July,  1861.  Surgeon,  25  March,  1866.  Resigned  1  April, 
1875. 

Potter,  George. 

Acting  Third  Absistant  Engineer,  30  May,  1865.  Honorably  discharged  29  Sep- 
tember, 1865. 

Potter,  Henry. 

Midshipman,  10  May,  1820.    Resigned  27  May,  1824. 

Potter,  Joseph. 

Mate,  8  November,  1869.    Resigned  1  June,  1872. 

Potter,  Joseph. 

Acting  Gunner,  21  October,  1862.    Dismissed  29  June,  1863. 

Potter,  Richard  If. 

Midshipman,  1  January,  1812.    Lieutenant,  1  April,  1818.    Died  11  August,  1828. 

Potter,  Rohert. 

Midshipman,  2  March,  1815.    Resigned  26  March,  1821. 

Potter,  Sejrmonr. 

Lieutenant,  15  August,  1800.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 

Potter,  Thomas  9I. 

Assistant  Surgeon,  17  October,  1839.  Surgeon,  17  September,  1854.  Medical 
Director,  8  March,  1871.    Retired  list,  12  August,  1876. 

Potter,  William  BE. 

Acting  Ensign,  30  December,  1863.    Honorably  discharged  2  August,  1865. 

Potter,  William  H. 

Midshipman,  6  December,  1814.    Resigned  8  June,  1819. 

Potter,  William  P. 

Midshipman,  26  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.    Lieutenant,  9  August,  1874. 

Pottenger,  Charles  B. 

Mate,  21  October,  1861.    Resigned  12  August,  1862. 

Pottinger,  Thomas. 

Midshipman,  1  January,  1812.    Last  appearance  on  Records  of  Navy  Department. 

Pottinger,  Rohert. 

Purser,  16  July,  1825.    Lost  in  the  '' Hcmet,''  10  September,  1829. 

Pottinger,  William. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Died  5  February, 
1833. 

Potts,  Howard  B. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.    Retired  26  October,  1874. 

Potts,  James. 

Boatswain,  3  July,  1799.    Last  appearance  on  Records  of  Navy  Department. 

Potts,  James  B. 

Master,  24  July,  1812.    Died  8  May,  1839. 

Potts,  Jeremiah. 

Mate,  4  April,  1862.  Acting  Ensign,  28  May,  1863.  Honorably  discharged 
17  November,  1867. 

Potts,  Joseph  H. 

Acting  Second  Assistant  Engineer,  6  April,  1864.  Appointment  revoked  (Sick,^ 
20  March,  1805. 

Potts,  Richard  €. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  9  May,  1857.  Name  stricken  from 
the  Rolls  15  June,  1861. 
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Potts,  Robert. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  tt 
June,  1862.  First  Assistant  Engineer,  1  March,  1865.  Chief  Engineer,  22  Jan- 
uary, 1873. 

Potts,  Stacy. 

Cadet  Engineer,  Naval  Academy,  1   October,  1872.    Graduated  80  May,  1874. 
Assistant  Engineer,  26  February,  1875. 

Potts,  Templin  M. 

Midshipman,  6  June,  1872.    Graduated  20  June,  1876.    Ensign,  25  November. 

1877. 

Potts,  William  P. 

Midshipman,  9  June,  1811.    Resigned  2  March,  1814. 

Pong^net,  Andrew. 

Master's  Mate,  date  not  known.    Resigned  in  1820. 

Ponlson,  William  H. 

Acting  Third  Assistant  Engineer,'23  July,  1864.  Honorably  discharged  6  August, 
1865. 

Powell,  £11. 

Acting  Third  Ajsistant  Engineer,  22  June,  1863.  Honoral)]y  discharged  4  No- 
vember, 1865. 

Powell,  Jolin, 

3Iate,  1  October,  1862.  Acting  Ensi^rr,  2t3  April,  1863.  Acting  Master,  18  Janc- 
ary,  1864.    Honorably  discharged  15  Novenfber,  1865. 

Powell,  John  B. 

Acting  Gunner,  1  September,  1864.    Honorably  discharged  81  December,  1865. 

Powell,  I^eTln  M. 

Midshipman,  1  March,  1817.  Lieutenant,  28  April,  1826.  Commander,  24  Jiinc» 
1843.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list,  16  July,  1862.  Rear- Admiral,  Retired  list,  18  Mar. 
1869. 

Powell,  William  J. 

Assistant  Surgeon,  8  February,  1832.  Surgeon,  8  November,  1886.  Died  7  Feb- 
ruary, 1848. 

Powell,  William  I.. 

Midshipman,  20  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master. 
10  July,  1855.    Lieutenant,  14  September,  1855.    Dismissed  20  April,  1861. 

Power,  Alexander  W. 

Acting  Third  Assistant  Engineer,  29  December,  1864.  Honorably  diachazged 
15  May,  1866. 

Power,  BaTid  T. 

Acting  Assistant  Paymaster,  5  November,  1863.    Mustered  out  8  December,  1865. 

Power,  £dward  R. 

Acting  Ensign,  22  June,  1864.    Honorably  discharged  20  Jnly,  1865. 

Power,  James  T. 

Master's  M^te,  19  July,  1842.    Died  20  August,  1853. 

Power,  Thomas* 

Mate,  28  September,  1863.    Appointment  revoked  (Sick,)  7  October,  1864. 

Power,  William  T. 

Acting  Ensi^,  1  October,  1802.  Acting  Master,  12  November,  1863.  Honon^lj 
discharged  8  December,  1805. 

Powers,  Frank  A. 

Mate,  18  October,  1864.    Resigned  22  May,  1865. 

Powers,  Henry  P. 

Acting  Second  Assistant  Engineer,  17  October,  1861.    Honorably  dii 
15  November,  1805. 
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Powers,  James  F. 

Actiag  Third  Auiatont  Engineer,  0  August,  1801.    Acting  Secood  Awistuit  En- 
gineer, S  September,  18e2.    Honorablj  diachaiged  10  December,  1865. 
Powers,  John. 

Acting  Second  Auistuit  Engineer,  S  January,  1664.      Honorably  discharged 

24  July,  1866. 
Powers,  Manderllle  P. 

Acting  Ensign,  14  December,  1864.    Honorably  discharged  S  December.  1867 
Powers,  Robert. 

Boatswain,  7  June,  1S03.     Resigned  16  December,  1863. 
Powers,  William  Angnstos. 

Third  Aasistaut  Engineer,  3  Hay,  1863.    Resigned  3  March,  1866. 
Powers,  William  J. 

Acting  Master,  S  September,  1861.    Appointment  revoked  (Sick,)  28  Mar  1862. 
Powllng,  H.  I>eW. 

'      Assistant  Surgeon,  4  April,  1831.     Resigned  1  December,  1884 
Pratt,  Andrew. 

Hate,  18  January,  18T0.     Deserted  28  January,  1871. 
Prat).  Charles  W. 

Acting  Master,  31  March,  1862.    Honorably  discharged  5  November,  186S. 
Pratt,  Edwin  B. 

Hate,  2  August,  1862.    Acting  Ensign,  27  May,  1803.     ITonorubly  diKharge<< 
2D  January,  1866. 
Pratt,  Oeorge  W. 

Hate,  23  October,  1863.    Mustered  out  I  May,  1869. 
Pratt,  Henry  C. 

Assistant  Surgeon,  9  August,  182U.    Died  10  Murch,  1828. 
Pratt,  John  B. 

Mate,  IS  February,  1864.     Acting  Ensign,  31    October,  1864.    Honorably  dis- 
charged 31  October,  1865. 
Pratt,  John  J. 

Acting  Assistant  Paymaster,  6  August,  1861.    Honorably  discharged  30  October, 
1865. 
Pratt,  liConard. 

Acting  Third  Assistant  -Engineer,  4  January,  1864.    Honorably  discharged  23  Oc- 
tober, 1865. 
Pratt,  Nazwell. 

Acting  Third  Assistant  Engineer,  8  March,  1863.     Appointment  revoked  5  Augusr, 
1864. 
Pratt,  Nichols. 

Mate,  23  August,  1862.     Acting  Ensign,  2  November,  1868.      Acting  Master, 

25  April,  188S.    Honorably  discharged  8  April,  1867. 
Pratt,  Oscar  B. 

Acting  Master,  1  October,  1862.    Died  13  December,  1SG3. 
Pratt,  Shnbacl. 

Midshipmun,  18  June,  1812.    Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  C(mititutum." 
Pratt.  Spencer. 

Acting  Master,  1  Kovember,  1861.    Resigned  13  March,  1S62. 
Pratt,  William  Fennell. 

Third  Assieiant  Engineer,  35  August,  1862.    Second  Agsistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  29  July,  1865. 
Pratt,  William  F. 

Acting  Master,  26  May,  1802.    Honorably  discharged  31  March.  1869. 
Pratt,  William  S. 

Acting  Second  AssiBtant  Engineer,  20  Jaly,  1864.    Resigned  20  June,  1B60. 
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Pray,  Charles  B. 

Acting  Ensign,  31  December,  1862.    Honorably  discharged  16  December,  186S. 

Pray,  £zra. 

Acting  Assistant  Surgeon,  21  October,  1861.  Acting  Passed  Assistant  Suxgeoii, 
4  August,  1866.    Honorably  discharged  1  March,  1866. 

Pray,  John  If* 

Mate,  26  February,  1864.    Resigned  24  June,  1865. 
Pray,  Rnel  B. 

Mate,  3  March,  1864.    Acting  Ensign,  21  March,  1864.    Resigned  7  Jane,  1885. 
Pray,  Thomas  J. 

Mate,  16  May,  1862.    Resigned  29  June,  1864. 
Prehle,  £dward. 

Lieutenant,  9  February,  1798.    Captain,  15  May,  1799.    Died  25  August,  1807. 
Prehle,  Edward. 

Midshipman,  1  January,  1817.    Drowned  20  March,  1822. 

Prehle,  Edward  £• 

Acting  Midshipman,  29  November,  1859.  Ensign,  9  August,  1864.  Lieuteoant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Resigned  81  Jsnu- 
ary,  1871. 

Prehle,  George  H. 

Lieutenant,  5  February,  1848.  Commander,  16  July,  1862.  Dismissed  20  Septem- 
ber, 1862.  Commissioned  Commander,  11  April,  1863,  from  16  July,  1862. 
Captain,  29  January,  1867.    Commodore,  2  November,  1871.     Rear-Admiral, 

30  September,  1876.    Retired  list,  25  February,  1878. 

Prehle,  George  II. 

Midshipman,  10  October,  1835.     Passed  Midshipman,  22  June,  1841.    Mister, 

15  July,  1847.  Lieutenant,  5  February,  1848.  Commander,  16  July,  1862.  Cip- 
tain,  29  January,  1807.  Commodore,  2  November,  1871.  Rear- Admiral,  80  Sep- 
tember, 1876.    Retired  list,  25  February,  1878. 

Prentiss,  George  A. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant 
9  February,  1837.  Commander,  14  September,  1855.  Retired  list,  24  October. 
1864.    Commodore,  Retired  list    Died  8  April,  1868. 

Prentiss,  Jahez. 

Master,  4  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Prentiss,  John,  Jr. 

Midshipman,  11  June,  1799.    Resigned  27  January,  1800. 

Prentiss,  John  E. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1825.  Died  5  July* 
1840. 

Prentiss,  John  £• 

Midshipman,  19  October,  1841.    Died  31  December,  1843. 

Prentiss,  iVathanlel. 

Master,  22  January,  1823.     Died  20  April,  1852. 

Prentiss,  JVathanlel  A. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  DepartmcDt. 
1812.    Brig  "  Prometheu^y 

Prentiss,  Roderick. 

Acting  Midshipman,  21  September,  1854.    Midshipman,  9  June,  1859.    LieoteiiBO^ 

31  August,  1861.    Died  from  wounds,  C  August,  1864. 

Prentiss,  William  M. 

Acting  Third  Assistant  Engineer,  24  February,  1863.     Honorably  discbaig^' 

16  October,  1865. 

Prescolt,  Charles  M. 

Acting  Third  Assistant  Engineer.    Resigned  (Sick,)  6  August,  1864 
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Prescottf  C^eorge. 

Acting  Chief  Engineer,  IG  March,  18G4.     Resigned  20  October,  1804. 

Prescott,  Oeorge  H. 

Mate,  9  August,  1864.    Honorably  dbcharged  11  August,  1866. 

Prescott,  Samuel. 

Midshipman,  80  June,  1799.    Resigned  3  September,  1800. 

Prescott,  William  A. 

Mate,  26  September,  1863.    Honorably  discharged  7  November,  1865. 

Prest,  Ebenezer. 

Acting  Third  Assistant  Engineer,  5  November,  1863.  Honorably  discharged 
9  October,  1865. 

Preston,  Samuel  !¥• 

Acting  Midshipman,  4  October,  1858.  Acting  Master,  4  October,  1861.  Lieu- 
tenant, 1  August,  1862.     Killed  in  attack  on  Fort  Fisher,  15  January,  1865. 

Preston,  William  M. 

Assistant  Paymaster,  4  November,  1860.  Passed  Assistant  Paymaster,  1  July, 
1875. 

ProTOst,  Augustus  W. 

Midshipman,  1  November,  1828.  Passed  Midshipman,  14  June,  1834.  Died 
22  February,  1887. 

ProTOst^  B.  B. 

Midshipman,  80  July,  1799.  Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

PreTost,  James  F. 

Midshipman,  12  November,  1819.    Died  in  1829. 

Priee,  Abel  F. 

Assistant  Surgeon,  10  November,  1868.  Passed  Assistant  Surgeon,  27  March, 
1878.    Surgeon,  14  August,  1878. 

Priee,  Alexander  BE. 

Third  Assistant  Engineer,  8  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.    Retired  list,  26  October,  1872. 

Price,  Artliur. 

Third  Assistant  Engineer,  10  June,  1862.  Second  Assistant  Engineer,  21  Novem« 
ber,  1863.    First  Assistant  Engineer,  1  January,  1868. 

Price,  Benjamin  !<• 

Midshipman,  4  July,  1805.    Dismissed  16  September,  1805. 

Price,  Benjamin  H. 

Acting  Assistant  Paymaster,  9  December,  1861.    Resigned  10  December,  1862. 

Price,  Cliarles  J. 

Actinj»  Third  Assistant  Engineer,  2  November,  1864.  Honorably  discharged 
16  July,  1866. 

Price,  Cicero. 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
6  September,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  29  December,  1866.    Retired  list,  2  December,  1867. 

Price,  Edward. 

Midshipman,  5  April,  1813.     Resigned  31  July,  1823. 

Price,  Georg^e. 

Lieutenant,  19  July,  1799.  Last  appearance  on  Records  of  Navy  Department, 
26  September,  1799.    Dead 

Price,  Oeorf^e. 

Acting  Gunner,  4  November,  1862.     Honorably  discharged  16  November,  1865. 

Price,  Jolin. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  8  October,  1868. 

Price,  Jos.  P. 

Midshipman,  13  June,  1799.  Discharged  21  April,  1801,  under  Peace  Establish- 
ment Act. 
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Price,  Jos.  P. 

Master,  20  January,  1809.    Resigned  2  July,  1812. 

Prloe«  Richard  J.  B. 

Midshipman,  0  September,  1841.    Passed  Midshipman,  10  August,  1847.    Died 
20  June,  1858. 

Price,  Robert. 

Mate,  81  December,  1868.    Acting  Ensign,  8  June,  1864.    Appointment  reroted 
26  September,  1866. 

Price,  Rodman  M. 

Purser,  5  November,  1840.    Resigned  16  December,  1850. 

Price,  Thomas  B. 

Assistant  Surgeon,  1  April,  1800.    Discharged  4  August,  1801. 

Price,  WiUiam  €. 

Master,  21  April,  1809.    Dismissed  1  March,  1810. 

Price,  William  B. 

Acting  Ensign,  21  March,  1864.    Resigned  28  April,  1865. 

Price,  William  BE. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant  Engi- 
neer, 4  February,  1868.    Dismissed  28  April,  1863. 

Price,  William  W. 

Acting  Ensign,  27  January,  1863.    Acting  Master,  recommendation  of  Command- 
ing Officer,  2  May,  1864.    Died  7  April,  1866. 

Priclcett,  Nathaniel  P. 

Midshipman,  10  June,  1848.    Died  23  March,  1850. 

Priest,  Joshna. 

Acting  Third  Assistant  Engineer,  6  September,  1864.    Honorably  discharged 
4  September,  1865. 

Prime,  Ehenezer  8. 

Midshipman,  22  September,  1868.    Graduated  June,  1868.    Master,  13  July,  1870. 
Lieutenant,  5  June,  1874. 

Prime,  William. 

Gunner,  18  April,  1804.    Dismissed  31  January,  1806. 

Prince,  A«  B. 

Acting  Ensign,  27  July,  1863.    Honorably  discharged  26  October,  1867. 

Prince,  Benjamin  €• 

Master,  1  July,  1805.    Resigned  15  September,  1807. 

Prindle,  Franiilin  €. 

Third  Assistant  Engineer,  8  August,  1861.    Second  Assistant  Engineer,  21  April, 
1863.    Resigned  11  September,  1(505. 

Prindle,  F.  €. 

Civil  Engineer,  17  April,  1869.    Resigned  1  ^'anuary,  1876. 

Prindle,  George  M. 

Acting  Ensign^  20  January,  1863.    Honorably  discharged  18  January,  1867. 

Prindle,  Gilbert  II. 

Mate,  27  January,  1665.    Honorably  discharged  22  June,  1867. 

Pringle,  Jolin  J* 

Midshipmun,  23  September,  1840.    Passed  Midshipman,  11  July,  1846.    Heslgned 
8  June,  1849. 

Prior,  Francis  G. 

Mute,  23  January,  1862.    Acting  Master,  21  August,  1862.    Appointment  reroked 
(Sick,)  20  December,  1863, 

Prior,  Gilbert  S. 

Acting  Tliird  Assistant  Engineer,  12  October,  1863.    Resigneil  26  January,  1865. 

Pritchard,  Artlinr  J. 

Assistant  Paymtister,  7  October,  1861.    Paymaster,  9  November,  1864. 
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I^rltcheU,  James  91. 

Acting  Midsbipmau,  27  May,  1852.  Midshipmanf,  10  Judo,  1857.  Passed  Mid- 
shipxnaD,  5  September,  1859.  Master,  25  June,  1860.  Lieutenant,  3  April,  1861. 
Lieutenant-Ck>mmander,  2  January,  18G3.    Died  24  October,  1871. 

Proetor,  jllexander. 

Mate,  6  June,  1808.    Honorably  discharged  1  December,  1805. 

Proctor,  Henry  O. 

Mate,  15  September,  1802.  Acting  Ensign,  19  July,  1804.  Honorably  discharged 
4  January,  1800. 

Proctor,  Stephen. 

Midshipman,  9  May,  1800.    Resigned  27  April,  1803. 

Prothers,  John. 

Acting  Third  Assistant  Engineer,  20  September,  1802.  Appointment  revoked 
(Sick,)  21  May,  1803.    • 

Prondflt,  John  Mcli. 

Midshipman,  24  September,  1872.  Graduated  20  June,  1870.  Ensign,  24  Septem- 
ber, 1872.    Died  15  December,  1879. 

Prondfit,  Ransom  S. 

Mate,  0  May,  1803.  Acting  Ensign,  3  March,  1805.  Honorably  dischai-gcd 
23  August,  1800. 

ProTanx,  John. 

Midshipman,  15  January,  1801.  Discharged  12  October.  1801,  under  Peace  Estab- 
lishment Act. 

ProTost,  Nelson. 

Acting  Master,  20  August,  1801.    Honorably  discharged  25  February,  1800. 

Prndy,  John,  Jr. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
2  August,  1859.  First  Assistant  Engineer,  19  February,  1803.  Resigned 
80  January,  1873. 

Pryor,  Clneinnatns. 

Midshipman,  1  January,  1828.    Dismissed  10  May,  1832. 

Pryor,  Edward. 

Mate,  18  March,  1805.    Appointment  revoked  12  December,  1805. 

Pryor,  H'illiam. 

Midshipman,  11  February,  1832.    Murdered  in  April,  1833. 

Pnckett,  John  II. 

Acting  Ensign  and  Pilot,  9  September,  1804.    Resigned  8  March,  1805. 

Pngh,  Robert  €• 

Midshipman,  24  May,  1798.     Left  the  service,  24  December,  1798. 

PnfCAley,  I^aac  P. 

Acting  Assistant  Paymaster,  24  August,  1804.  Honorably  discharged  15  Sep- 
tember, 1805. 

Pnlman.  I>aTld. 

Mate,  24  January,  1803.  Acting  Ensign,  22  June,  1804.  Honorably  discharged 
14  November,  1805. 

Pulsipher,  G.  III. 

Acting  Ensign,  18  December,  1802.  *  Honorably  discharged  23  November,  1805. 

Pnltz,  Norman  S. 

Mate,  10  November,  1803.    Resigned  12  May,  1805. 

Pnnch,  John  S. 

Purser,  23  May,  1832.     Dismissed  by  Court-Martial  2  July,  1834. 

Pnnch    Richard  I>. 

Mate,  23  November,  1803.     Honorably  discharged  2  October,  1805. 

-Pnrcell,  Gregory. 

Midshipman,  4  March,  1823.     Died  in  June,  1824. 
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Pardie,  Charles  F. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October^ 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer,. 
2  June,  1869.    Resigned  23  January,  1875 

Pnrdie,  William  A. 

Mate,  26  December,  1862.    Acting  Ensign,  20  August,  1863.    Honorably  dis- 
charged 21  June,  1865. 

Pnrdy,  Henry  B. 

Mate,  19  December,  1863.    Resigned  8  June,  1864. 

Pnrdy,  William  B. 

Acting  Assistant  Paymaster,  5  November,  1862.    Muwtered  out  15  Korember. 
1865. 

Pnrket,  John. 

Master,  23  January,  1799.    Resigned  25  July,  1799. 

Pnmell,  Henry. 

Midshipman,  1  January,  1808.    Resigned  18  August,  1809. 

Pnrrington,  Charles  F. 

Mate,  29  January,  1864.    Mustered  out  1867. 

Pnrse,  William  A. 

Acting  Assistant  Paymaster,  28  August,  1863.    Resigned  9  November,  1864. 

Parse,  Wilson  K. 

Third  Assistant  Engineer,  12  August,  1858.  Second  Assistant  Snffineer,  21  Sep> 
tember,  1861.  First  Assistant  Engineer,  11  March,  1863.  Retired  list,  16  June, 
1874. 

Pnrsell,  Francis. 

Boatswain,  27  May,  1857.    Resigned  31  August,  1857. 

Pnrsell,  P.  W. 

Acting  Assistant  Surgeon,  2  February,  1864.    Resigned  28  April,  1865. 

lnirTiance9  Mng^n  il« 

Midshipman,  3  November,  1818.  Lieutenant,  3  March,  1827.  Commander, 
7  March,  1849.  Captain,  28  January,  1856.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862. 

PnrTiance,  W.  C. 

Midshipman,  6  November,  1817.     Died  26  July,  1822. 

PnrTis,  Andrew. 

Gunner,  25  November,  1799.    Last  appearance  on  Records  of  Navy  Department 

PnrTis,  William. 

Sailmaker,  15  January,  1800.    Warrant  returned  26  January,  1800. 

Potnam,  Charles. 

Mate,  8  September,  1862.  Acting  Ensign,  3  December,  1863.  HomoraUy  dis- 
charged 21  October,  1865. 

Putnam,  Charles  F. 

Midshipman,  24  June,  1869.    Graduated  31  May,  1873.    Ensign,  16  July,  1874. 

Master,  13  March,  1880. 

Pntnam,  Charles  O. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  dischai^ged  28  No- 
vember, 1865. 

Putnam,  £dwin. 

Assistant  Paymaster,  20  September,  1862.    Paymaster,  4  May,  1866. 

Putnam,  W.  O. 

Acting  Ensign,  12  August,  1802.  Acting  Master,  recommendation  of  Commaiid- 
ing  Officer,  22  April,  1804.    Uonorably  discharged  20  September,  1865. 

Putnam,  William  8. 

Mate,  19  November,  1862.     Resigned  31  October,  1862. 

Pybns,  John. 

Mate,  11  June,  1863.    Resigned  (Sick,)  7  March,  1865. 
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Pye,  James* 

Midshipman,  18  Judc,  1812.    Discharged  6  July,  1813. 

PyDCbon,  Joseph  H. 

Acting  Assistant  Paymaster,  14  November,  1862.  Honorably  discharged  20  De- 
cember, 1865. 

Pynelion*  W.  L. 

Acting  Assistant  Paymaster,  28  January,  1862.    Mustered  out  20  December,  1865. 

Pyke,  BaTld. 

Acting  Second  Assistant  Engineer,  14  November,  1861.  Uesigned  13  January^ 
1863. 

Pyle,  George  W* 

Acting  Third  Assistant  Engineer,  25  April,  1864.  Honorably  discharged  16  Aprils 
1868. 

Pyne,  Charles  B. 

Acting  Ensign,  7  January,  1865.    Honorably  discharged  14  July,  1865. 

Pjrnne,  George  A. 

Mate,  2  April,  1864.    Appointment  revoked  27  December,  18G5. 

QnaekenhoB^  Peter. 

Midshipman,  20  June,  1806.    Resigned  27  July,  1807. 

Quaekenboss,  G.  €• 

Assistant  Surgeon,  10  September,  1805.  Last  appearance  on  Records  of  Navy 
Department,  6  August,  1806.    Resigned. 

Quaekenbash,  John  N. 

Midshipman,  24  September,  1847.  Dismissed  3  January,  1854.  Acting  Lieutenant,. 
16  July,  1862.  Lieutenant-Commander,  16  July,  1862.  Retired  list,  17  July, 
1868.  Lieutenant-Commander  on  Active  list,  from  29  September,  1862.  Com- 
mander, 25  May,  1871. 

Quaekenbash,  Stephen  P. 

Midshipman,  15  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master^ 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
Julv,  1862.  Commander,  25  July,  1866.  Captain,  25  July,  1871.  Commodore, 
13  March,  1880. 

Quadllng,  Edward  H. 

Acting  Ensign,  6  June,  1863.     Honorably  discharged  17  September,  1865. 

^ualtrongh,  Edward  F. 

Midshipman,  21  September,  1867.  0\iduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  1  July,  1876. 

^uayle,  Thomas  £. 

Mate,  20  November,  1861.    Resigned  27  April,  1865. 

^ueen,  Walter  W. 

Midshipman,  7  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.    Conmiander,  ri6  July,  1866.    Captain,  4  June,  1874. 

^ueon,  William  €. 

Mate,  13  September,  1865.    Deserted  24  May,  1867. 

^uoTedo,  John. 

Mate,  4  December,  1861.  Resigned  19  November,  1863.  Acting  Gunner,  16  Feb- 
ruary, 1865.  Honorably  discharged  24  January,  1866.  Mate,  13  February,  1866. 
Mustered  out  80  September,  1868. 

^nlg^  Henry  M. 

Third  Assistant  Engineer,  8  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.    Resigned  26  November,  1869. 

^kM^tflej^  James  Li. 

Acting  Ensign,  27  May,  1863.    Honorably  discharged  9  November,  1868. 
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^utllln,  John. 

Boatswain,  80  July,  1807.     Last  appearance  on  Records  of  Navy  Departmnt, 
81  July,  1807. 

^ntmby,  Samuel  F. 

Acting  Assistant  Surgeon,  19  February,  1862.    Dismissed  15  August,  1868. 

^uln,  James  IV. 

Acting  Third  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  18  Oc- 
tober, 1865. 

Qutn,  John. 

Master,  1  November,  1816.  Reserved  list,  14  September,  1855.  Died  21  Septem- 
ber, 1858. 

^nin,  Richard  B. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer.  27  July, 
1865.    Resigned  1  September,  1856. 

^ntn,  ThomaH  A. 

Mate,  25  March,  1863.  Acting  Ensign,  23  July,  1863.  Honorably  discharged 
27  September,  1865. 

^utnby,  John  G. 

Cadet  Midshipman,  12  June,  1874.    Graduated  4  June,  1880. 

^nlnn^  James. 

Acting  Third  Assistant  Engineer,  24  October.  1864.  Honorably  discharged 
23  May,  1869. 

^nlnu,  John. 

.  Acting  Third  Assistant  Engineer,  14  July,  1863.    Honorably  discharged  14  August, 

1865. 

^ninn,  John. 

Boatswain,  15  September,  1873.    Dismissed  8  January,  1875. 

<|nlnn9  John. 

Midshipman,  30  May,  1803.    Resigned  28  November,  1803. 

^ninn,  John  Panl. 

Assistant  Surgeon,  9  May,  1801.  Passed  Assistant  Surgeon,  26  October,  1868. 
Surgeon,  30  December,  1864.    Died  6  June,  1869. 

<|nlnn,  Michael. 

Second  Assistant  Engineer,  15  November,  1847.  First  Assistant  Engineer,  6  No- 
vember, 1849.  Chief  Engineer,  15  December,  1853.  Name  stricken  from  the 
Rolls  18  May,  1861. 

^nlnn,  William  £. 

Acting  Third  Assistant  Engineer,  28  April,  1863.  Resigned  22  August,  1868. 
Acting  Third  Assistant  Engineer,  2  October,  1863.  Appointment  revoked 
(Sick,)  25  January,  1864.  Acting;  Third  Assistant  Engineer,  7  March,  1865. 
Honorably  discharged  7  January,  1866. 

^nintard,  Ferris  J. 

Acting  Assistant  Paymaater,  4  November,  1862.    Resigned  22  June,  1868. 

Rabadan,  Raymond. 

Mate,  21  October,  1861.  Acting  Ensign,  8  December,  1862.  Honorably  dis* 
charged  5  September,  1865. 

Raee,  Carlton  W. 

Mate,  4  February,  1864.    Honorably  discharged  28  June,  1866. 

Raek,  George- 
Acting  Assistant  Paymaster,  14  November,  1864.    Honorably  discharged  18  Sep- 
tember, 1865.  * 

Raek,  Thomas  W. 

Mate,  30  January,  1863.  .  Resigned  (Sick,)  20  April,  1865. 
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Racoe,  Frederick  W. 

Acting  Third  Assistant  Engineer,  10  February,  1864.  Acting  Second  Assistant 
Engineer,  29  July,  1865.    Honorably  discharged  23  August,  1865. 

Radabauffh,  C^eorge. 

Acting  First  Assistant  Engineer,  13  December,  1862.  Honorably  discharged 
29  October,  1865. 

Radcltffe,  Alexander  D. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Honorably  discharged  22  Sep- 
tember, 1869. 

Badcltffe,  John  H. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  5  July, 
1865. 

Radford,  Stephen  R. 

Assistant  Paymaster,  6  July,  1878.    Resigned  28  January,  1879. 

Radford,  WtUtam. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1881.  Lieutenant, 
9  February,  1887.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  24  April,  1 863.  Rear- Admiral,  25  July,  1866.  Retired  list,  1  March, 
1870. 

Rae,  Charles  W. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.    Passed  Assistant  Engineer,  28  December,  1875. 

Rae,  Thomas  Whiteside. 

Tliird  Assistant  Engineer,  80  July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.    First  Assistant  Engineer,  11  October,  1866.    Resigned  1  October,  1877. 

Raebel^  Herman  €• 

Midshipman,  28  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Died 
25  June,  1869. 

Raefle,  Max  O. 

Acting  Assistant  Surgeon,  20  February,  1862.    Resigned  18  May,  1865. 

RaflTerty,  Hngh. 

Acting  Second  Assistant  Engineer,  27  August,  1861.  Honorably  discharged 
9  August,  1865. 

Ragsdale,  James  R*  P. 

Acting  Midshipman,  21  September,  1860.  Graduated  September,  1865.  Ensign, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died 
20  May,  1874. 

Rainbow,  John. 

Carpenter,  10  June,  1837.    Died  18  September,  1868. 

Ralner,  Amos. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  1  August,  ISO*). 

Ratner^  William  S. 

Acting  Third  Assistant  Engineer,  25  March,  1864.    Honorably  discharged  22 
'  August,  1865. 

Rainey,  John  D. 

Midshipman;  19  March,  1846.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.    Lieutenant,  16  September,  1855.    Resigned  29  July,  1857. 

Rainier,  Charles  E. 

ActingThird  Assistant  Engineer,  11  December,  1861.  Acting  Second  Assistant 
Engineer,  19  September,  1864.    Honorably  discharged  80  November,  1865. 

Ralph,  Joseph  P. 

Mate,  28  September,  1863.    Deserted  January,  1864. 

Ramaf^e,  James. 

Master,  1  June,  1818.  Lieutenant,  9  December,  1814.  Conmiander,  11  March, 
1829.    Cashiered  24  September,  1881. 
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Ramsay,  Francis  HI. 

Acting  Midshipman,  5  October,  1850.  Midshipman,  21  April,  1855.  Passed  Mid- 
shipman, 20  June,  1856.  Master,  22  January,  1858.  Lieutenant,'  28  January, 
1858.  Lieutenant-Commander,  16  July,  1862.  Commander,  25  July,  1866. 
Captain,  1  December,  1877. 

Ramsay,  Jlenry  A. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  26  Jaoe, 
1856.  First  Assistant  Engineer,  2  August,  1859.  Name  stricken  from  the 
Rolls,  6  May,  1861. 

Ramsay,  John  S. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1  April,  1864. 
Resigned  3  I.December,  1867. 

Ramsay,  Sterrett. 

Purser,  18  November,  1830.     Pay  Director,  Retired  list.     Died  23  July,  1875. 

Ramsay,  William. 

Midshipman,  1  8ei)cember,  1811.  Lieutenant,  5  March,  1817.  Commander. 
9  February,  1837.    Captain,  27  February,  1847.     Died  10  August,  1866. 

Ramsdell,  John. 

Mate,  22  December,  1863.    Died  22  October,  1866. 

Ramsden,  Frederlelc  Thomas  ITnlly. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  FeU- 
ruary,  1864.    Resigned  14  April,  1809. 

Ramsey,  Daniel  B. 

Midshipman,  0  July,  1803.    Resigned  12  December,  1808. 

Ramsey,  James. 

Acting  Second  Assistant  Engineer,  12  December,  1868.  Resigned  27  FebruArr. 
1864. 

Ramsey,  J.  R. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  5  Sq» 
tember,  1865. 

Rand,  George  R. 

Acting  Assistant  Paymaster,  4  December,  1862.  Assistant  Paymaster,  30  Jimr* 
1864.    Resigned  22  December,  1865. 

Rand,  Homer  £• 

Acting  Assistant  Paymaster,  22  April,  1864.    Mustered  out  24  September,  1865. 

RantK  Isaac  II. 

Midshi])ni:m,  23  January,  1815.  Last  appearance  on  Records  of  Naw  DepartmeBt, 
1822.     Dead. 

Rand,  James. 

Purser,  12  March,  1800.  Discharged  8  July,  1801,  under  Peace  Establiflhinnt 
Act. 

Rand,  Stephen. 

Acting  Third  Assistant  Engineer,   17  December,    1864.  Honorably  discbiRT'^^ 

8  August,  1860.     Assistant  Paymaster,  12  August,  1869.  Passed  Assistant  T^)- 
master,  30  April,  1874. 

Randall,  Andrew  A. 

Gunner,  29  August,  1843.  Resigned  27  November,  1854.  Mate.  Died  18  Jann- 
ary,  1865. 

Randall,  Benjamin  W. 

Acting  Third  Assistant  Engineer,  10  March,  1864.  Ilonorablv  discbaiged  15 
July,  1865. 

Randall,  George  G. 

Acting  Ensign,  7  December,  1804.     Honorably  discharged  7  XovembtT.  lJ*6.j. 

Randall.  Henry  K. 

Midshipman,  18  June,  1812.     Resigned  1815. 
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Randall,  Joseph  P. 

Acting  Ensign,  6  May,  1863.  Acting  Master,  IG  December,  1863.  Resigned 
15  December,  1864. 

Randall,  Milton  P. 

Acting  Third  Assistant  Engineer,  3  June,  18G1.  Acting  Second  Assistant  Engi- 
neer, 10  July,  1863.    Honorably  discharged  24  December,  1865. 

Randall,  Philip. 

Mate,  8  July,  1866.    Resigned  7  November,  18G8. 

Randall,  Samuel  A. 

Acting  First  Assistant  Engineer,  16  July,  1864.  Ilonorablv  discharged  11  Novem- 
ber, 1865. 

Randall,  Sanford. 

Mate,  19  December,  1861.    Resigned  25  October,  1862. 

Randall,  Thomas. 

Midshipman,  23  September,  1799.  Discharged  22  June,  1801,  under  Peace  Estab- 
lishment Act.  4 

Randall,  Wesley. 

Acting  Second  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  27  Sep- 
tember, 1865. 

Randall,  William  P. 

Acting  Master,  24  July,  1861.  Acting  Volunteer  Lieutenant,  28  May,  1862.  Actinpr 
Volunteer  Lieutenant-Commander,  9  March,  1865.  Honorably  discharged 
19  December,  1865.  Acting  Master,  7  December,  1866.  Ensign,  12  Maroh, 
1868.    Master,  18  December,  1868.    Lieutenant,  21  March,  1870. 

Randolph,  ReTerly. 

Midshipman,  23  July,  1839.  Passed  Midshipman,  2  July,  1845.  Acting  Master, 
17  December,  1847.    Resigned  18  May,  1850 

Randolph,  B.  S. 

Midshipman,  2  February,  1815.    Resigned  5  September,  1817. 

Randolph,  D.  Ij. 

Midshipman,  1  May,  1822.     Resigned  6  February,  1830. 

Randolph,  Cdward. 

Midshipman,  20  August,  1800.     Discharged  14  April,  1801. 

Randolph,  George  W. 

Midshipman,  31  March,  1831.  Passed  Midshipman,  15  June,  1837.  Resigned 
22  July,  1839. 

Randolph,  John  R. 

Midshipman,  11  June,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant,  29 
May,  1846.    Died  20  July,  1854. 

Randolph,  J.  F. 

Captain  (to  command  Galley,)  13  September,  1798.  Last  appearance  on  Records 
of  "Navy  Department,  23  March,  1799. 

Randolph,  P.  B. 

Midshipman,  1  January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
1819.    Died  at  Sea. 

Randolph,  Peyton  II. 

Acting  Ensign,  11  November,  1803.     Honorably  discharged  21  October,  1865. 

Randolph,  R.  €• 

Assistant  Surgeon,  1  May,  1810.  Surgeon,  15  April,  1814.  Resigned  24  May, 
1824. 

Randolph,  RIehard  R. 

Midshipman,  18  June,  1799.     Lost  in  the  ^'^iMargenl?'' 

Randolph,  Rohert  R. 

Midshipman,  15  August,  1810.  Lieutenant,  27  April,  1816.  Dismissed  19  April, 
1883. 
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Randolph,  T.  HI. 

Midshipman,  80  May,  1816.    Resigned  28  May,  182^ 

Bandolpli,  Ttctor  HI. 

Midshipman,  11  June,  1814.  Lieutenant,  13  January,  1825.  Commander,  8  Sep* 
tember,  1841.    Captain,  14  September,  1855.    Resigned  14  January,  1861. 

Randolph,  J¥.  B. 

Midshipman,  1  January,  1812.    Lost  in  the  **  W(xsp^^  in  1815. 

Randrnp,  €.  £• 

Acting  Ensign,  17  February,  1865.    Honorably  discharged  15  September,  1865. 

Rank,  Erastns  P« 

Third  Assistant  Engineer,  8  December,  1862.    Resigned  9  March,  1866. 

Rankin,  Alexander  M. 

Acting  Third  Assistant  Engineer,  2  October,  1862.    Resigned  29  August,  186S. 

Rankin,  JOarld. 

^Gunner,  19  March,  1844.    Dismissed  80  May,  1851. 

Rankin,  William  B. 

Acting  Ensign^  81  July,  1868.    Honorably  discharged  8  November,  1805. 

Ransom,  George  R. 

Cadet  Engineer*  Naval  Academy,  1  October,  1871.  Graduated  80  May,  1874. 
Assistant  Engineer,  26  February,  1875.  Li  service.  Passed  Ajairtant  KiMriitfffi 
4  July,  188a 

Ransom,  C^eorge  HI* 

Midshipman,  25  July,  1889.  Passed  Midshipman,  2  July,  1845.  Master,  28  Jiiiie» 
1853.  Lieutenant,  21  February,  1854.  Lieutenant-Commander,  10  July,  1861 
Commander,  2  January,  1863    Captain,  2  March,  1870.    Commodore^  88  Maick, 

1877. 

Ransom,  Jfarrey  Ii* 

Mate,  17  September,  1862.  Acting  Ensign,  14  September,  1868.  Died  14  Jsan- 
ary,  1864. 

Ransom,  T.  R. 

Professor  of  Mathematics,  2  October,  1885.  Last  appearance  on  Beoords  of  Vvrf 
Department,  1887.    Frigate  ^  CknuUOatum:^ 

Ransom,  Theodore  H. 

Mate,  14  February,  1863.    Resigned  4  October,  1S64. 

Ranten,  Henry  H. 

Midshipman,  2  April,  1804.    Resigned  26  August,  1811. 

Rapalje,  Stephen. 

Surgeon,  4  December,  1828.    Died  11  September,  1856. 

B^PP*  Henry  R. 

Midshipman,  15  November,  1809.    Lieutenant,  24  July,  1818.    Resigned  lOF^brv* 
ary,  1817. 

Rappell,  George  W. 

Mate.    Resigned  15  October,  1868. 

Ratehford,  Richard. 

Acting  Carpenter,  18  April,  1863.    Honorably  discharged  17  September,  1865. 

Ratcliffe,  Qninton. 

Midshipman,  1  February,  1823.    Died  1  October,  1828. 

Rathbone,  Clarence. 

Midshipman,  28  September,   1861.    Acting  Ensign,   10  June,   1844.    Resig&ed 
23  December,  1805. 

Rathbone,  J.  R. 

Midshipman,  3  March,  1841.    Resigned  20  September,  1845. 

Rathborne,  Raninel  T. 

Acting  Master,  20  April,  1862.     Resigned  22  January,  1868. 
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Battabnrne,  Ji.  W« 

Acting  Ensign,  8  October,  1862.    Resigned  28  August,  1864. 

Raltlffan,  WtUtam  E. 

Mate,  21  November,  1867.    Resigned  8  December,  1872. 

Rawltngs,  John. 

Midshipman,  25  March,  1800.  Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act 

Ba  wit  neon,  Francts. 

Acting  Second  Assistant  Engineer,  6  June,  1864.  Honorably  discharged  8  August^ 
1805. 

Rawson,  Cdward  K. 

Chaplain,  21  January,  1871. 

Bay*  Charles  M. 

Assistant  Paymaster,  8  March,  1879. 

Bay,  Hyde. 

Assistant  Surgeon,  20  July,  1809.  Surgeon,  24  July,  1818.  Died  7  September, 
1885. 

Bay,  J.  II'.  H. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Died  10  Novem- 
ber, 1824. 

Bay,  Bobert  €. 

Midshipman,  1  October,  1872.    Graduated  20  June,  1870.    Ensign,  4  June,  1878. 

Bay,  Wtattmul  P. 

Midshipman,  27  September,  1866.  Graduated  7  June,  1870.  Ensign,  13  July. 
1871.    Master,  4  August,  1874. 

Bay,  Willtam. 

Boatswain,  15  January,  1855.    Resigned  20  October,  1855. 

Bay,  William. 

Acting  Boatswain,  16  May,  1868.    Appointment  revoked  25  March,  1864. 

Bay,  William. 

Acting  Second  Assistant  Engineer,  10  November,  1864.  Honorably  discharged 
28  October,  1865. 

Baymond,  H.  C 

Acting  Ensign,  11  June,  1863.    Resigned  31  May,  1865. 

Baymond,  James  H. 

Mate,  15  October,  1861.    Resigned  19  July,  1862. 

Baynal,  Iiewls  F. 

Purser,  30  May,  1800.    Last  appearance  on  Records  of  Navy  Department. 

Baynolds,  W.  F.,  Jr. 

Mate,  28  March,  1862.  Acting  Ensign,  13  July,  1863.  Resigned  12  November, 
1864. 

Baynor,  James  B. 

Mate,  22  November,  1864.    Honorably  discharged  4  October,  1868. 

Baynor,  William. 

Acting  Third  Assistant  Engineer,  5  January,  1864.  Honorably  discharged 
7  September,  lb65. 

Bead,  Abner. 

Midshipman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  12  April, 
1853,  Lieutenant,  6  February,  1854.  Lieutenant-Commander,  16  July,  1862. 
Commander,  13  September,  1862.  Died  from  wounds  received  in  action, 
12  July,  1863. 

Bead,  Charles. 

Midshipman,  13  December,  1799.    Resigned  5  May,  1806. 

Bead,  Cbarles  W. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Resigned 
4  February,  1861. 
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Read,  Edmund  G. 

Acting  MidshipmaD,  25  September,  1855.    Midshipman,  15  June,  1800.     DismiMed 

I  May,  1861. 

Bead,  Frederick. 

Acting  Master,  5  March,  1804.    Honorably  discharged  10  September,  1805. 

Read,  George  €• 

Midshipman,  2  April,  1804.  Lieutenant,  25  April,  I81IO.  Commander,  27  April, 
1816.  Captain,  8  March,  1825.  Reserved  list,  13  September,  1855.  Retr- 
Admiral  on  Retired  list,  16  July,  1862.    Died  22  August,  1802. 

Read,  George  If. 

Acting  Assistant  Paymaster,  14  January,  1865.  MustenKl  out  15  Angiist,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  PaymaBtcr,  18  Nui^ 
1869. 

Read,  James* 

Midshipman,  80  May,  1883.  Passed  Midshipman,  8  July,  1880.  Lientenaiit, 
29  October,  1844.     Resigned  22  June,  1847. 

Read,  James. 

Acting  Gunner,  26  December,  1863.    Appointment  revoked  20  April,  1805. 

Read,  John. 

Acting  Assistant  Paymaster,  6  November,  1862.    Resigned  20  March,  1805. 

Read,  John  D. 

Mate,  20  December,  1862.     Resigned  22  May,  1805. 

Read,  John  D. 

Midshipman,  16  October,  1887.  Passed  Midshipman,  29  June,  1843.  Muter, 
17  September,  1850.    Lieutenant,  8  April,  1851.    Died  8  July,  185& 

Read,  John  J. 

Acting  Midshipman,  21  September,  1858.  Ensign,  25  November,  1802.  Lieuten- 
ant, 22  Februarv,  1864.    Lieutenant-Commander,  25  July,  1866.    CommaDder, 

II  December,  1877. 

Read,  John  1¥. 

Acting  Second  Assistant  Engineer,  4  June,  1864.  Appointment  reroked  (Sick,) 
10  January,  1865. 

Read,  Rohert  R, 

Mate,  11  March,  1864.     Resigned  31  March,  1864. 

Read,  Wllltam,  Jr. 

Mate,  26  August,  1864.    Honorably  discharged  27  July,  1865. 

Read,  William  H. 

Acting  Ensign,  13  August,  1863.    Appointment  revoked  (Sick,)  0  June,  1804. 

Reairan,  John  J. 

Acting  Ensign,  23  February,  1863.     Honorably  discharged  6  November,  1865. 

Reamey,  Iiazarns  Ii. 

Midshipman,  25  July,  1866.  Graduate  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  28  July,  1874. 

Reaney,  Henry. 

Mate  18  J  une,  1861.  Acting  Ensign,  8  October,  1862.  Acting  Master,  17  Novem- 
ber, 1863.    Honorably  discharged  6  June,  1868. 

Reaney,  Thomas  J. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  SB 
July,  1865. 

Reardon,  William  J. 

Mate,  24  February,  1870.     Appointment  revoked  31  August,  1871. 

Reariek,  Peter  A. 

bird  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  tS 
July,  1862.  First  Assistant  Engineer,  1  March,  1804.  Chief  Engineer,  tt 
March,  1874. 
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Reber,  Wllltam  M. 

Acting  Assistant  Surgeon,  6  April,  1863.  Assistant  Surgeon,  22  September,  1863. 
Resigned  19  December,  1868. 

Jtedding,  James. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  20  October. 
1865. 

Reddlnff,  William  F. 

Acting*  Ensisn,  81  August,  18^3.  Acting  Master,  8  February,  1864.  Honorably 
discbarged  10  November,  1865. 

Seddiah,  Jofneph  S. 

Mate,  25  January,  1864.    Appointment  revoked  (Sick,)  1  September,  1864. 

Rediek,  BaTld. 

Midshipman,  20  June,  1806.     Dismissed  4  April,  1808. 

Redlield,  George  8. 

Acting  Assistant  Paymaster,  3  August,  1861.    Resigned  3  March,  1864. 

Bedlield,  J.  Bayard. 

Acting  Assistan'i.  Paymaster,  16  January,  1865.  Honorably  discharged  23  Novem- 
ber, 18(35.  Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Pay- 
niaster,  11  June,  1868. 

Redlieldf  Jndd  F. 

Mate,  2  May,  1868.    Mustered  out  6  February,  1869. 

Redini^ton,  Robert, 

Assistant  Surgeon,  29  May,  1866.     Resigned  26  October,  1868. 

Redman,  Cnrlis. 

Acting  Master,  4  November,  1861.    Honorably  discharged  17  September,  1865. 

Redman,  Wallace  HU  €• 

Acting  Third  Assistant  Engineer,  18  June,  1863.  Acting  Second  Assistant  Engi- 
neer, 23  November,  1863.  Acting  First  Assistant  Engineer,  17  May,  1864. 
Honorably  discharged  81  December,  1868. 

Redmond,  Andrew  J. 

Acting  Third  Assistlmt  Engineer,  21  May,  1863.  Honorably  discharged  12  No- 
vember, 180*^. 

Redstone,  William. 

Sailmaker,  17  January,  1876. 

Reed,  Allen  ¥• 

Acting  Midshipman,  26  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant, 
18  April,  1861.  Lieutenant-Commander,  3  March,  1865.  Conmiander,  1  April, 
1872., 

Reed,  Benjamin  S. 

Mate,  9  November,  1864.    Honorably  discharged  30  June,  1865. 

Reed,  Bradford  B. 

Mate,  31  October,  1861.  Acting  Ensign,  6  Mav,  1863.  Honorably  discharged 
6  March,  1866. 

Reed.  Charles  H. 

Acting  Ensign,  18  April,  1863.    Honorably  discharged  5  December,  1865. 

Reed,  BaTid. 

Actinir  Third  Assistant  Engineer,  28  May,  1863.  Honorably  discharged  10  Octo- 
ber," 1865. 

Reed,  Edward  W. 

Mate,  26  June,  1862.    Dropped  13  October,  1862. 

Reed,  Ezra,  Jr. 

Midshipman,  1  April,  1828.     Resigned  28  June,  1830. 

Reed,  Frederick* 

Acting  Ensign,  24  December,  1862.    Honorably  discharged  16  September,  1865. 

SS 
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Reed,  George  H. 

Acting  Third  Aasifitant  Engineer,  9  June,  1863.    Resigned  3  November,  1863. 

Reed,  George  W. 

Midshipman,  13  January,  1799.     Lieutenant,  10  March,  1803.     Died  4  Januarv^ 
1813. 

Reed,  Hetheote  J. 

Midshipman,  81  December,  1798.    Lieutenant,  IG  March,  1807.    Died  27  August, 

1812. 

Reed,  laaae. 

Acting  Third  Assistant  Engineer,  9  August,  1864.    Appointment  revoked  (SickJ> 
19  September,  1864. 

Reed,  John,  Jr. 

Midshipman,  30  November,  1814.    Died  29  August,  1823. 

Reed,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  4  N<>> 
vember,  1865. 

Reed,  J.  Frank- 
Acting  Ensign,  5  September,  1862.    Acting  Master,  11  June,  1863.    HoDombly 
discharged  30  November,  1865. 

Reed,  John  II. 

Acting  Mid«*hipman,  28  September,  1859.    Ensign,  25  November,  1862.     Lieuten- 
ant, 22  February,  1864.      Lieutenant-Commander,  25  July,  1866.      Drowtied 

11  January,  1868. 

Reed,  John  K.,  Jr« 

Surgeon,  5  February,  1799.    Died  28  February,  1805. 

Reed,  John  W. 

Acting  Third  Assistant  Engineer,  22  November,  1862.     Resigned  7  A«^ust« 
1863. 

Reed,  Robert  R* 

Mate,  14  August,  1862.    Resigned  11  March,  1864. 

Reed,  Sherwoiid  R. 

Mate,  26  April,  1864.    Honorably  discharged  12  October,  1865. 

Reed,  Thomas. 

Acting  Third  Assistant  Engineer,  23  November,  1863.    Honorably  dischargiit 
25  November,  1865. 

Reed,  Thomas  R. 

Acting  Assistant  Paymaster,  19  April,  1864.    Honorably  discharged  4  November. 
1865. 

Reed,  Thomas  J. 

Acting  Second  Assistant  Engineer,  12  June,  1863.     Resigned  31  May,  1864. 

Reed,  Thomas  J. 

Acting  Assistant  Surgeon,  15  March,  1864.     Resigned  21  November,  1864. 

Reed,  Wallace  W. 

Mate,  10  September,  1861.     Resigned  (Sick,)  9  November,  1864. 

Reed,  iriUlam. 

Surgeon,  9  March,  1798.    Died  26  September,  1798. 

Reed,  William. 

Acting  Master  and  Pilot,  14  November,  1864.    Resigned  17  January,  1865. 

Reed,  William  R. 

Acting  Ensign,  11  February,  1865.    Honorably  discharged  18  September,  1865. 

Reede,  William,  Jr 

Midshipman,  28  June,  1804.    Last  appearance  on  Records  of  Navy  Department, 
10  April,  1805.    Broke  by  Court-Mart  ial. 

Reeder,  IVathaiiiel. 

Midshipman,  1  November,  1828.    Dismissed  6  June,  1836. 
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Heetfer,  Robert  J>. 

Midshipman,  2  April,  1804.     Resigned  1  April,  1805. 

Reeder,  H.  Andrews. 

Acting  Assistant  Surgeon,  17  December,  1862.     Resigned  7  October,  1864. 

Reeder,  William  H. 

Midshipman,  20  September,  1862.     Graduated  June,  1867.     Ensign,  18  December, 
1868.    Master,  21  March,  1871.     Lieutenant,  81  January,  1872. 

ReenHtJerna,  Lars  M. 

Acting  Third  Assistant  Engineer,  11  March,  1864.     Honorably  discharged  10  Oc- 
tober 1868. 

Rees,  Clayton  T. 

Mate,  19  September,  1864.    Resigned  6  June,  1865. 

Rees,  Corwin  P. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Ensign,  18  July,  1871. 
Master,  21  May,  1874.    Lieutenant,  11  October,  1880. 

Reese,  €.  M. 

Surgeon,  27  April,  1816.    Resigned  29  March,  1824. 

Reese,  Elias. 

Acting  Master,  1  October,  1862.    Resigned  17  October,  1864. 

Reese,  Ia.  HI. 

Acting  Assistant  Surgeon,  1  October,  1862.    Died  1  September,  1864. 

Reese,  Thomas. 

Acting  Gunner,  27  July,  1863.    Honorably  discharged  15  November,  1865. 

ReeTes,  Charles  P. 

Acting  Assistant  Paymaster,  17  September,  1864.    Mustered  out  1   October,  1865. 

ReeTes,  Isaac  S.  K. 

Assistant  Engineer,  30  June,  1875. 

Reeves,  James  F. 

Acting  Assistant  Paymaster,  3  January,  1865.    Mustered  out  9  October,  1865. 

ReeTes,  Samuel  T. 

Acting  Second  Assistant  Engineer,  31  August,  1863.    Honorably  discharged  9  Oc- 
tober, 1865. 

Regan,  Jeremiah. 

Mate,  25  October,  1862.    Deserted  8  November,  1862. 

Rehder,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  25  October,  1865. 

Reich,  Henry  F. 

Midshipman,  28  September,  1870.    Graduated  1  June,  1874.     Ensign,  17  Julv, 
1875. 

Reichenbach,  W.  €.  F. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  27  November,  1866. 

Reid,  Renjamin  F. 

Midshipman,  13  July,  1799.    Lieutenant,  23  January,  1807.    Died  6  January,  1812. 

Reid,  James. 

Mate,  31  May,  1864.     Honorably  discharged  25  October,  1865. 

Reid,  James  Ij. 

Acting  Ensign,  22  June,  1863.    Honorably  discharged  1  December,  1865. 

Reid,  John  M. 

Acting  Ensign,  16  April,  1863.     Honorably  discharged  12  September,  1865. 

Reid,  Joseph. 

Mate,  27  February,  1863.     Acting  Ensign,  10  July,  1805.     Dismissed  22  Septem- 
ber, 1866.    Mate,  24  January,  1870. 

Reid,  J.  W.  E. 

Midshipman,  26  September,  1831.    Passed  Midshipman,  15  June,  1837.     Lost  on 
the  Exploring  Expedition  in  May,  1839. 
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Betd,  Peter. 

Mate,  29  September,  1862.    Dismissed  28  November,  1862. 

Reld,  Robert  I. 

Cadet  Engineer,  Naval  Academy,  1  October,  1873.  Graduated  21  Jtme,  1875. 
Assistant  Engineer,  1  July,  1878. 

Reld,  Samuel  €• 

Master,  not  in  line  of  promotion,  8  July,  1848.  Reserved  list,  14  September,  ISo.". 
Died  28  January,  1861. 

Reld,  Washington. 

Midshipman,  22  December,  1831.  Passed  Midshipman,  28  June,  1888.  Lieuten- 
ant, 10  December,  1843.    Died  19  February,  1850. 

Reidy  Willtam. 

Acting  Carpenter,  22  September,  1863.    Honorably  discharged  1  March,  1866. 
Retd,  William  Irrins* 

Third  Assistant  Engineer,  2  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.    Resigned  29  January,  1867. 

Relley,  Peter  €• 

Third  Assistant  Engineer,  17  March,  1863.    Resigned  20  October,  1868. 

Rein,  Robert  R. 

Midshipman,  2  September,  1835.  Passed  Midshipman,  22  June,  1841.  Matter, 
17  July,  1847.  Reserved  list,  18  September,  1855.  Lieutenant  on  Active  list 
from  14  March,  1848.  Retired  list,  29  September,  1864.  Captain  on  Retired  lift, 
4  April,  1867.    Died  5  February,  1869. 

Reilly^  £dward  A. 

Acting  Third  Assistant  Engineer,  8  August,  1863.  Honorably  discharged  9  No- 
vember, 1868. 

Reilly,  James. 

Midshipman,  1  January,  1808.    Lieutenant,  24  July,  1813.    Lost  in  the  ^  Trcw,"* 

1815. 

Reilly,  Jobn. 

Acting  Third  Assistant  Engineer,  9  October,  1866.     Mustered  out  27  August, 

1868. 

Reilly,  Jolin. 

Acting  Third  Assistant  Engineer,  19  February,  1864.  Honorably  discharged 
20  October,  1865. 

Reilly,  Robert. 

Acting  Third  Assistant  Engineer,  5  January,  1864.  Honorably  discharged  18  Jan- 
uary, 1866. 

Reily,  James. 

Acting  Third  Assistant  Engineer,  13  August,  1864.  Appointment  revoked  4  Janu- 
ary, 1865. 

Relly,  William. 

Midshipman,  9  February,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  11  December,  1852.    Lost  in  '* Porpoise,'^  21  September,  1854. 

Reinbnrg,  Iionis. 

Mate,  28  November,  1863.    Honorably  discharged  8  February,  186C. 

Reinbardt,  Angnstns. 

Acting  Third  Assistant  Engineer,  20  August,  1864.  Honorably  discharged  2  June. 
1865. 

Reisinger,  William  W. 

Midshipman,  21  April,  1862.  Graduated  12  June,  1866.  Ensign,  12  March,  18CS 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Reiter,  C^eorge  €. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 
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Remey,  Edward  1¥. 

Midshipman,  27  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.    Lieutenant,  9  December,  1871. 

Remey,  George  €• 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9  June,  1859.  Lieutenant, 
81  August,  1861.  Lieutenant-Commander,  25  June,  1805.  Commander,  26  No- 
vember, 1872. 

Remtrk,  William  €. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Honorably  discharged  11  No- 
vember, 1865. 

Remini^on,  Edward  €• 

Acting  Ensign,  1  February,  1865.    Honorably  discharged  4  September,  18G6. 

Remmonds,  Charles  T. 

Mate,  29  October,  1863.    Honorably  discharged  13  July,  1867. 

Remsen,  William. 

Midshipman,  26  July,  1866.  Graduated  7  June,  1870.  Resigned  5  September, 
1873. 

Rennell,  l¥agent  T. 

Acting  Ensign,  1  October,  1862.    Honora])ly  discharged  28  November,  1866. 

Rennells,  Famnm  J. 

Acting  Ensign,  27  May,  1864.    Honorably  discharged  8  August,  1865. 

Renner,  William  F. 

Mate,  24  January,  1863.    Honorably  discharged  26  November,  1865. 

Renney,  William  £• 

Acting  Third  Assistant  Engineer,  19  August,  1864.  Honorably  discharged  5  Sep- 
tember, 1865. 

RennoldB,  Henry  S. 

Surgeon,  8  September,  1841.  Retired  list,  29  May,  1861.  Died  27  September, 
1869. 

Reno,  Geori^e  £• 

Acting  Third  Assistant  Engineer,  13  September,  1864.  Honorably  discharged 
9  August,  1865. 

Rensford,  Charles  €• 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Resigned  28  February,  1868, 
Acting  Third  Assistant  Engineer,  6  June,  1864.  Honorably  discharged  31  Oc- 
tober, 1865. 

RenshaWf  Alexander  D. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Honorably  discharged  8  No- 
vember, 1866. 

Renshaw,  €•  S* 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Resigned 
11  February,  1832. 

Renshaw,  Fdward. 

Midshipman,  4  November,  1841.  Passed  Midshipman,  10  Ausrnst,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  ^855.  Died  23  Noveuiiier, 
1857. 

Renshaw,  Francis  B. 

MitUliii^in.-m,  1  November,  1828.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
8  September,  1841.    Resigned  22  January,  1861. 

Renshaw,  James* 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  8  De- 
cember, 1862.  First  Assistant  Engineer,  1  March,  1864.  Resigned  14  May, 
1867. 

Renshaw,  James* 

Midshipman,  7  July,  1800.  Lieutenant,  25  February,  1807.  Commander,  10  De- 
cember, 1814.    Captain,  8  March,  1825.     Died  29  May,  1846. 
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Renshaw,  Richard  T. 

Midshipman,  26  January,  1838.     Passed  Midshipman,  20  May,  1844.     Acting 
t  Master,  10  September,  1851.     Resigned  29  June,  1852.     Acting  Lieutenant, 

13  May,  1861.    Commander,  22  September,  1862.    Captain,  20  September,  1868. 
Retired  list,  10  December,  1874.    Died  22  March,  1879. 

Renshaw,  Samuel. 

Midshipman,  4  July,  1805.    Died  11  October,  1826. 

Renshaw,  Wtlltam  R« 

Midshipman,  17  November,  1831.  Passed  Midshipman,  15  June,  1887.  Lieuten- 
ant, 8  September,  1841.  Commander,  26  April,  1861.  Killed  in  Battle  1  Janu- 
ary, 1863. 

Reusclif  John. 

Acting  Tnird  Assistant  Engineer,  18  February,  1865.  Died  13  September, 
1867. 

ReTell,  John. 

Mate,  1  October,  1862.  Promoted  Acting  Ensign,  8  May,  1863.  Resigned  17 
February,  1865. 

ReTere,  Joseph  W. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  4  June,  1884.  Lieutenant,  25 
February,  1841.    Resigned  20  September,  1850. 

ReTille,  John  HI.  €. 

Mate,  28  March,  1862.    Acting  Ensign,  5  March,  1868.    Resigned  29  May,  1865. 

Rex,  George  A. 

Acting  Third  Assistant  Engineer,  16  February,  1865.  Honorably  discharged  17 
July,  1865. 

Rexford,  George  H. 

Mate,  7  November,  1868.  Acting  Ensign,  11  November,  1864.  Honorably  dis- 
charged 27  August,  1865. 

Reyner,  £benezer. 

Midshipman,  1  May,  1822.    Died  28  June,  1824. 

Reynolds,  A.  H. 

Mate,  2  December,  1861.     Acting  Ensign,  30  July,  1862.     Died  27  February, 

18G5. 

Reynolds,  Albert  W. 

ActingFirst  Assistant  Engineer,  17  May,  1861.  Resigned  1  July,  1861.  Actin$; 
First  Assistant  Engineer,  8  September,  1864.  Honorably  discharged  16  August, 
1865. 

Reynolds,  Alfred. 

Midshipman,  22  September,  1869.    Graduated  81  May,  1873.    Ensign,  16  JuW, 

1874. 

Reynolds,  Charles  W. 

Acting  Second  Assistant  Engineer,  21  June,  1862.  Honorably  discharged  2  Sep- 
tember, 18C5. 

Reynolds,  Charles  \¥. 

Acting  First  Assistant  Engineer,  1  July,  1864.  Honorably  discharged  2  Novem- 
ber, 1865. 

Reynolds,  Edward. 

Carpeuter,  15  January,  1800.     "Warrant  Returned  11  September,  1800. 

Reynolds,  Edward  D. 

Purser,  17  October,  1846.    Resigned  7  July,  1857. 

Reynolds,  Edwin  li. 

Midshipman,  22  June,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1875. 

Reynolds,  Ezeklel  F. 

Acting  Second  Assistant  Encrineer,  1  October,  1862.  Actintj  Second  Assistant 
Enjrineer,  24  December,  1862.  Acting  First  Assistant  Engineer,  15  October, 
1863.    Honorably  discharged  19  November,  1865. 
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'Reynolds,  George  €• 

Acting  Assistant  Surgeon,  19  April,  1864.  Honorably  discharged  7  December, 
1865. 

Reynolds,  Henry  €• 

Acting  Third  Assistant  Engineer,  28  September,  1864.  Honorably  discharged 
21  August,  1865. 

Reynolds,  John* 

Assistant  Surgeon,  2  May,  1809.    Resigned  15  November,  1811. 

Reynolds,  Jnlien  8. 

Mate,  4  September,  1862.    Resigned  20  June,  186G. 

Reynolds,  IiOTell  R. 

Midshipman,  5  June,  1871.  Graduated  20  June,  1876.  Ensign,  28  December, 
187a 

Reynolds,  Matthew  G. 

Midshipman,  22  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
1875.    Resigned  80  November,  1877. 

Reynolds,  Richard. 

Sailmaker,  22  November,  1826.    Resigned  8  June,  1827. 

Reynolds,  811as. 

Acting  Master,  22  May,  1861.  Honorably  discharged  31  October,  1865.  Acting 
Master,  9  October,  1866.    Mustered  out  8  October,  1868. 

Reynolds,  Theodore  O. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  6  October,  1863.    Appointment  revoked  (Sick,)  2  December,  1864. 

Reynolds,  Thomas. 

Surgeon,  10  September,  1798.    Died  11  July,  1800. 

Reynolds,  William. 

Midshipman,  17  November,  1R31.  Passed  Midshipman,  15  June,  1887.  Lieuten- 
ant, 8  September,  1841.  Reserved  list,  (Sick,)  24  September,  1855.  Naval 
Store-keeper  at  Honolulu,  23  February,  1857.  Active  list,  25  April,  1861.  Com- 
mander, 9  June,  1802.  Captain,  25  July,  1866.  Commodore,  10  June,  1870. 
Rear-AdmiraU  12  December,  1873.  Retired  list,  10  December,  1877.  Died 
5  November,  1879. 

Reynolds,  W.  Ij. 

Boatswain,  14  June,  1822.    Died  21  May,  1823. 

Rhind,  Alexander  C. 

Midshipman,  3  September,  1838.  Passed  Midshipman,  2  July,  1845.  Master, 
30  April,  1853.  Lieutenant,  17  February,  1854.  Lieutenant-Commander, 
16  July,  1862.  Commander,  2  January,  1863.  Captain,  2  March,  1870.  Com- 
modore, 30  September,  1876. 

Rhoades,  Archibald  €. 

Assistant  Surgeon,  80  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 19  March,  1865. 

Rhoades,  Renry  £• 

Acting  First  Assistant  Engineer,  10  June,  1862.  Dismissed  25  July,  1863.  Act- 
ing Third  Assistant  Engineer,  11  February,  1865.  Honorab  y  discharged  8  Oc- 
tober, 1865.  Acting  Third  Assistant  Engineer,  19  December,  1866.  Mustered 
out  23  April,  1869.  Second  Assistant  Engineer,  8  March,  1871.  Retired  list, 
30  December,  1874. 

Rhoades,  Joseph  Ij. 

Acting  Third  Assistant  Engineer,  16  February,  1864.  Honorably  discharged 
81  August,  1865. 

Rhoades,  Ramnel. 

Sailmaker,  2  August,  1845.    Resigned  19  February,  1847. 

Rhoades,  Stephen  W. 

Acting  Eiisii^n,  21  August,  1862.  Acting  Master,  19  June,  1863.  Ilonorjiljly 
discharged  18  March,  1808. 
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Rhoades,  William  W. 

Acting  Ensign,  19  August,  1804.    Acting  Master,  2  April,  1866.    Ensign,  13  Maroh» 
1868.    Master,  13  December,  18C8.     Lieutenant,  21  MurcH,  1870. 

Rhodes,  Kenry  £« 

Acting  Third  Assistant  Engineer,  19  December,  1866.    Mustered  oat  23  April, 
1869. 

Rhodes,  Killary  H. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.    Dropped  13  September, 
1855. 

Rhodes,  Robert. 

Mate,  11  October,  1861.    Acting  Master,  27  January,  1862.    Killed  in  action  on 
"  Clifton,''  8  September,  1863. 

Rhodes,  William,  Jr. 

Midshipman,  28  February,  1799.    Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act 

Rhodes,  Zachariah. 

Lieutenant,  3  October,  1798.    Discharged  13  May,  1801,  under  Peace  Establiab- 
ment  Act. 

Riber,  Charles  Ij. 

Acting  Third  Assistant  Engineer,  26  March,  1863.    Resigned  7  Noyember,  1868. 

Riblett,  John. 

Acting  Gunner,  22  September,  1862.    Resigned  18  February,  1865. 

Riblett,  John  F. 

Acting  Gunner,  1  October,  1862.    Resigned  18  February,  1868. 

Ricand,  Richard. 

Master,  date  not  known.  '  Chesapeake  Flotilla.    Discharged  15  April,  ISIS. 

Ricard,  James. 

Sailmaker,  11  September,  1799.    Last  appearance  on  Records  of  Navy  Departmenti. 

Rice,  Albert  R. 

Acting  Assistant  Surgeon,  27  January,  1864.    Honorably  discharged  20  September^ 
1865. 

Rice,  Alexander  J. 

Assistant  JSurgeoii,  5  March,  1847.     Died  20  April,  1851. 

Rice,  Bernard. 

Acting    Tiiinl  Assistant    Engineer,   11   October,   1804.      Honorably   dischargetl 
8  August,  1865. 

Rice,  €.  €. 

Purser,  17  October,  1839.  *  Died  5  March,  1846. 

Rice,  CharlcH  H. 

Acting  Ensign,  23  December,  1862.     Resigned  4  April,  1863.    Acting  Ensign. 
26  September,  1863.    Appointment  revoked  (Sick,)  29  February,  18G4. 

Rice,  George  H. 

Mate,  11  June,  1861.     Acting  Ensign,  30  May,  1865.     Honorably  discharged 
12  February,  18G8. 

Rice,  George  R. 

Midshipman,  4  July,  1805.    Dismissed  21  April,  1807. 

Rice,  Jamcfii. 

Mate,  12  August,  1864.    Deserted  17  October,  1865. 

Rice,  Jamefii  B. 

Acting  Third  Assistant  Engineer,  22  June,  1803.    Honorably  discharged  29  Julv, 

1865. 

Rice,  J.  B. 

Acting  First  Assistant  Engineer.    Resigned  27  December,  1862. 

Rice,  John  B. 

Acting  Ensign,  30  Docember,  1862.    Acting  Master,  20  July,  1864.    Honorably 
discharged  20  Octr>lRT,  18r>5. 
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Rice,  John  M. 

Assistant  Surgeon,  28  April,  1863.    Died  13  July,  1868. 

Rice,  John  M. 

Professor,  26  March,  1873. 

Rice,  IjawfiMin  £• 

Acting  Assistant  Paymaster,  9  October,  1863.    Resigned  1  August,  1866. 

Rice,  HI. 

Assistant  Surgeon,  13  May,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Rice,  Thomas. 

Acting  Assistant  Surgeon,  1  October,  1862.    Drowned  7  November,  1804. 

Rice,  Warren  £• 

Acting  Assistant  Paymaster,  2  December,  1864.  Mustered  out  29  September^ 
1867. 

Rice,  William. 

Midshipman,  9  Noyemb^r,  1813.    Lost  at  Sea,  1  February,  1824. 

Rich,  Abraham. 

Acting  Ensign,  28  September,  1863.  Acting  Master,  16  January,  1865.  Honora- 
bly discharged  26  September,  1865. 

Rich,  Albert  F. 

Mate,  19  January,  1863.    Resigned  30  March,  1865. 

Rich,  Andrew  J. 

Acting  Ensign,  6  March,  1863.    Died  at  Chelsea,  Mass.,  29  September,  1863. 

Rich,  Charles  E. 

Mate,  7  January,  1862.  Acting  Ensign,  23  April,  1863.  Honorably  discharged 
23  October,  1866.    Boatswain,  11  August,  1873.    Died  3  May,  1880. 

Rich,  Ellas  B. 

Mate,  19  January,  1865.    Honorably  discharged  16  November^  1865 

Rich,  Alkanah,  Jr. 

Acting  Ensign,  2  July,  1863.     Resigned  30  April,  1864. 

Rich,  C^eorgre  W. 

Mate,  7  May,  1863.    Resigned  18  October,  1864. 

Rich,  John  A. 

Mate,  1  April,  1865.    Resigned  17  May,  1865. 

Rich,  John  €. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  12  Marcli. 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870 

Rich,  Renben. 

Mate,  24  April,  1862.  Acting  Ensign,  19  March,  1866.  Honorably  discharged 
1  May,  1868. 

Rich,  William  A. 

Acting  Ensign,  1  June,  1864.    Honorably  discharged  25  September,  1866. 

Richards,  Renjamin  8. 

Midshipman,  22  October,  1861.  Graduated  June,  1866.  Ensign,  12  March,  18f5.S. 
Master,  20  March,  1869.  Retired  as  Ensign,  17  June,  1869.  Master  on  Active 
list,  26  March,  1869.    Lieutenant,  21  March,  1871. 

Richardfi,  Henry  M.  M.. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 12  July,  1871.    Resigned  31  December,  1874. 

Richards,  James  W. 

Mate,  29  June,  1863.  Acting  Ensign,  1  January,  1864.  Honorably  discharged 
15  November,  1865. 

Richards,  John  H. 

Acting  Assistant  Surgeon,  19  April,  1864.  Honorably  discharged  9  October, 
1865. 
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Richards,  John  II. 

Mate,  20  December,  1861.    Acting  Ensign,  14  November,  1862.    Resigned  31  De- 
cember, 1864. 

Richards,  lionieu 

Mate,  80  July,  1862.    Resigned  15  June,  1863. 

Richards,  Robert  O. 

Mate,  11  April,  1862.    Resigned  30  September,  1863. 

Richards,  Robert  J. 

Acting  Assistant  Surgeon,  8  February,  I860.    Honorably  discharged  9  Jannuy, 
1806. 

Richards,  Walter. 

Midshipman,  15  November,  1809.     Resigned  23  May,  1811. 

Richardson,  Charles. 

Midshipman,  19  May,  1832.    Resigned  16  February,  1838. 

Richardson,  Charles  W. 

Acting  Ensign,  12  January,  1865.    Honorably  dischai^ed  27  February,  1866. 

Richardson,  Edwin  H. 

Mate,  25  November,  1864.    Honorably  discharged  28  November,  186G. 

Richardson,  Edwin  P. 

Acting  Third  Assistant  Engineer,  12  January,  1863.    Resigned  (Sick^  12  April, 
1863. 

Richardson,  H.  A. 

Acting  Assistant  Surgeon,  6  August,  1861.    Resigned  5  June,  1862. 

Richardson,  Henry. 

Acting  Assistant  Surgeon,  8  March,  1865.    Honorably  discharged  10  October,  1865. 

Richardson,  James  F. 

Acting  Master,  1  October,  1862.    Acting  Volunteer  Lieutenant,  10  October,  188S. 
Resigned  81  May,  1864. 

Richardson,  J.  €. 

Assistant  Surgeon,  17  May,  1814.    Resigned  16  July,  1819. 

Richardson,  J.  €• 

Midshipman,  25  June,  1838.    Died  29  September,  1841. 

Richardson,  Jos. 

Midshipman,  16  May,  1799.    Dismissed  17  May,  1803. 

Richardson,  Jos. 

Boatswain,  8  June,  1822.    Last  appearance  on  Records  of  Navy  Department 
Discharged. 

Richardson,  Jos. 

Purser,  3  August,  1793.     (See  Midshipmen.) 

Richardson,  Joseph. 

Mate,  23  December,  1862.    Acting  Ensign,  19  July,  1864.    Honorably  diacbaiged 
9  March,  1808. 

Riohardson,  John  II. 

Acting  Master,  24  May,  1862.     Honorably  discharged  2  Jime,  1866. 

Richardson,  John  R. 

Acting  Assistant  Surgeon,  22  July,  1864.     Resigned  30  March,  1865. 

Richardson,  R.  Julius. 

Assistant  Paymaster,  6  September,  1861.    Paymaster,  3  September,  1862.    Redgned 
17  October,  1864. 

Richardson,  N.  B. 

Midshipman,  14  May,  1819.    Died  26  July,  1822. 

Richardson,  P.  W. 

Gunuer,  14  May,  1842.     Resigned  26  August,  1843. 

Riohardson.  Wentworth  R. 

Assibiant  Surgeon,  30  July,  1861.     Died  20  July,  1864. 
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RichardCMMi,  William. 

Acting  Third  Assistant  Engineer,  15  November,  1861.    Resigned  24  Junuan, 

1863. 

Richardson,  William. 

Acting  Master,  23  May,  1862.  Acting  Master  and  Pilot,  1  October,  1864.  Died 
17  April,  1865. 

Richardson,  William  W. 

Carpenter,  81  March,  1873. 

Richardson,  W.  N. 

Assistant  Surgeon,  10  December,  1814.     Resigned  2  May,  1815. 

Richardt,  8.,  Jr. 

Master,  27  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
26  July,  1814.    Dead. 

Richdalc,  Henry  W. 

Mate,  27  May,  1861.  Actingt Ensign,  17  December,  1864.  Honorably  discharged 
19  November,  1865. 

Richey,  Oliver  G. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 1  December,  1802.  Acting  First  Assistant  Engineer,  22  June,  1803. 
Honorably  discharged  19  November,  1865. 

Richey,  William  R. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Honorably  discharged  20  Feb- 
ruary, 1866. 

Richman,  Clayton  8. 

Midshipman,  21  July,  1865.  Graduated  7  June,  1870.  Ensign,  12  July,  1871. 
Master,  2  August,  1873.     Lieutenant,  26  February,  1878. 

Richmond,  Gilbert. 

Acting  Master,  29  October,  1861.     Appointment  revoked  1  April,  1865. 

Richmond,  Jonathan. 

Mate.    Dismissed  80  December,  1862. 

Richmond,  William  II. 

Mate,  15  September,  18G3.    Resigned  22  January,  1866. 

Richards,  William  II. 

Carpenter,  7  May,  lb69.     Died  14  December,  1874. 

Richer,  Charles  €. 

Acting  Ensign,  9  Sej)tember,  1862.  Acting  Master,  25  November,  1863.  Acting 
Volunteer  Lieutenant,  25  May,  18G5.  Honorably  discharged  30  August, 
1868. 

Richer,  Georg^e  P. 

Midshipman,  1  September,  1828.     Resigned  17  February,  1829. 

Ricketson,  A. 

Acting  Assistant  Surgeon,  13  July,  18C1.    Resigned  9  December,  1863. 

Ricketts,  BaTid  F. 

Assistant  Surgeon,  24  January,  1862.     Died  8  January,  18G0. 

Riddell,  John  W. 

Midshipman,  12  October,  1848.    Resigned  10  September.  1849. 

Riddle,  Ban  lei  W. 

Acting  Assistant  Paymaster,  2  July,  1863.    Mustered  out  S  December,  1865. 

Riddle,  Girard  E. 

Acting  Third  Assistant  Engineer,  29  Septen-ber,  1862.  Acting  Second  Assiitant 
Engineer,  15  June,  1868.    Honorably  disch  rged  7  September,  1865. 

Riddle*  James,  Jr. 

Midshipman,  31  May,  1833.     Dismissed  25  July,  1840. 

Riddle,  Robert  B. 

Second  Lieutenant,  24  April,  1810.    Died  in  September,  1811. 
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Riddle,  Thomas. 

MidBhipman,  18  June,  1812.    Dismissed  1  March,  1818. 

Ridgate,  Thomas. 

Mate,  8  August,  1866.    Resigned  7  February,  1867. 

Ridseley,  €.  G. 

Midshipman,  19  October,  1790.  Lieutenant,  2  February,  1807.  Comniaader, 
24  July,  1813.    Captain,  28  February,  1815.    Died  8  February,  1848. 

Ridgeley,  G.  W. 

Midshipman,  5  December,  1799.    Lost  in  the  "  InturgenV^ 

Ridgely,  Daniel  R. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenant, 
10  September,  1840.  Commander,  14  September,  1855.  Captain,  16  NoTembec, 
1862.    Commodore,  25  July,  1866.    Died  5  May,  1868. 

Ridgely,  G.  W. 

Chaplain,  24  April,  1828.    Resigned  2  September,  1830. 

Ridgeljr,  James  S. 

Midshipman,  11  September,  1835.  Passed  Midshipman,  22  June,  1841.  Lieuten- 
ant, 81  October,  1848.    Died  8  April,  1851. 

Ridgely,  John. 

Surgeon,  2  July,  1808.    Resigned  26  August,  1808. 

Ridgely,  Thomas  G. 

Actinff  Second  Assistant  Engineer,  20  July,  1864.  Honorably  dischaiged  17  8q>- 
tember,  1865. 

Ridgeway,  Charles  M. 

Acting  Third  Assistant  Engineer,  26  March,  1863.    Resigned  5  August,  1868. 

Ridgley,  Charles  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Discharged  24  Janiiaiy, 
1863. 

Ridgrly,  Charles  S. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  10  June,  1888.  Lieutenant, 
22  December,  1838.    Died  14  October,  1889. 

Ridgwajr,  Ehen. 

Midshipman,  1  January,  1813.  Lieutenant,  5  March,  1817.  Commander.  28  Feb- 
ruary, 1838.    Died  31  October,  1841. 

Ridg^way,  Joseph  T. 

Mate,  25  June,  1862.  Acting  Ensign,  23  August,  1864.  Resigned  21  Murcli. 
1865. 

Ridonx,  Iieon. 

Acting  Carpenter,  11  February,  1876.  Resigned  1  July,  1877.  Acting  Carpenter. 
22  October,  1878.    Appointment  revoked  2  September,  1879. 

Riffhy,  Henry. 

Carpenter,  7  December,  1878. 

RifiTfir,  John. 

Mate,  3  February,  1863.    Appointment  revoked  (Sick,)  7  November,  1864. 

RifmCH*  Riehard. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  12  Augmt, 
1866. 

Riini^s,  William  J. 

Assistant  Surgeon,  19  December,  1873.     Resigned  24  July,  1876. 

Riley,  Rennet  J. 

Acting  Midshipman,  27  December,  1850.  Midshipman,  14  July,  1852.  Loet  in 
the  ''Albany;'  28  September,  1854. 

Riley,  George. 

Mute,  27  January,  1868.  Acting  Ensign,  25  November,  1863.  Dismisied 
5  August,  1864. 
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Riley,  George  H. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  1  July,  1861. 
Resigned  17  October,  1865. 

Riley,  John  F. 

Acting  First  Assistant  Engineer,  19  September,  1862.  Resigned  17  September, 
1863.  Acting  First  Assistant  Engineer,  24  December,  1863.  Acting  Chief  En- 
gineer, 16  June,  1864.    Honorably  discharged  16  October,  1865. 

Riley^  John. 

Acting  Gunner,  20  November,  1878.    Resigned  29  June,  1874. 

Riley,  Reuben. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Actii:^  Second  Assistant  En- 
gineer, 18  November,  1864.    Honorably  discharged  20  August,  1865. 

Riley,  Robert  K. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  16  February,  1863. 

Rind,  8.  Z.  K. 

Third  Assistant  Engineer,  7  September,  1855.    Resigned  10  November,  1858. 

Rinehart,  Renjamin  F. 

Midshipman,  26  September,  1868.  Graduated  1  June,  1872.  Ensign,  15  July, 
IbTS.    Master,  1  December,  1877. 

Ring,  James  A. 

Assistant  Paymaster,  24  January,  1870.  Passed  Assistant  Paymaster,  23  February, 
1877. 

Rinfir,  John  !<• 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenant, 
10  September,  1840.    Dropped  13  September,  1855. 

Rinic,  Thomas. 

Boatswain,  1  July,  1825.    Died  25  September,  1835. 

Rinn^ld*  Cadwalader. 

Midshipman,  4  March,  1819.  Lieutenant,  17  May,  1828.  Commander,  16  July, 
1849.  Reserved  list,  18  September,  1855.  Captain  on  Active  list,  2  April,  1 856. 
Commodore,  16  July,  1862.  Rear- Admiral,  Retired  list,  25  July,  1866.  Died  29 
April,  1867. 

Ringrold,  W.  S. 

Passed  Midshipman,  9  December,  1841.    Resigned  25  April,  1843. 

Ringold,  W.  S. 

Midshipman,  1  November,  1828.  Passed  Midshipman^  14  June,  1834.  Cashiered 
4  August,  1840. 

Ringot,  Charles. 

Acting  Ensign,  14  October,  1862.    Killed  in  action  on  ''Shatoiheen^''  7  May,  1864. 

Rinker,  John  HI. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Died  30  May,  1833. 

Rinker,  Stemnel. 

Master,  8  September,  1813.    Died  10  July,  1823. 

Rion,  Pierre  €• 

Midshipman,  1  January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
1821.    New  Orleans. 

Ripley,  Henry  E. 

Mate,  13  April,  1862.    Discharged  15  February,  1865. 

Ripley,  James  W. 

Midshipman,  5  October,  1836.  Passed  Midshipman,  1  July,  1842.  Dismissed  19 
November,  1844. 

RIsbell,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  April,  1864.  Honorably  diflchaiged 
28  August,  1865. 

Riiehie^  Charles  0« 

Midshipman,  18  January,  1837.    Dismissed  9  May,  1839. 
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Ritchie,  George  H. 

Purser,  1  April,  1853.    Dismissed  21)  April,  1881. 

Ritchie,  John  T. 

Midsbipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Died  26  June, 
1831. 

Ritchie,  Rohert. 

Midsbipman,  1  February,  1814.  Lieutenant,  18  January,  1825.  jCommander, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  ActiTe  list, 
14  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on  Retired 
list,  4  AprU,  1867.    Died  6  July,  1870. 

Riter,  B.  Clinton. 

Acting  First  Assistant  Engineer,  27  July,  1863.  Acting  Chief  Engineer,  9  Mav, 
1864.    Honorably  discharged  5  April,  1866. 

Rittenhouse,  B.  F. 

Midshipman,  2  January,  1804.    Died  2  September,  1804. 

Rittenhonse,  Hawloy  O. 

Midshipman,  27  July,  1866.  Graduated  7  June,  1870.  Ensign,  18  July,  1871. 
Master,  10  September,  1873.     Lieutenant,  5  June,  1878. 

Rittenhonse,  John  B. 

Purser,  21  July,  1840.  Pay  Director,  3  March,  1871.  Retired  list,  18  Octolicr, 
1871.    Died  22  January,  1874. 

Rittenhonse,  Wllliani  HI. 

Midshipman,  30  November,  1814.    Died  in  1823r 

Ritter,  Benjamin  F. 

Mate,  13  May,  1862.  Acting  Gunner,  20  December,  1862.  Dismissed  88  Kofcm- 
ber,  1863.    Mate,  20  May,  1864.    Dismissed  24  May,  1866. 

Ritter,  John  €• 

Gunner,  18  September,  1845.    Retired  list,  9  March,  1877. 

Rivers,  Alonaeo  HI. 

^Mate,  18  January,  1864.    Discharged  13  September,  1867. 

Rivers,  Charles  W. 

Midshipman,  2  April,  1804.     Left  the  service  April,  1805. 

Rivers,  Frank. 

Acting  Third  Assistant  Engineer,  1  November,  1864.  Honorably  diachann^I 
8  July,  18G5. 

Rivers,  James  II. 

Mate,  1  October,  1862.  Acting  Ensign,  25  June,  1863.  Honorably  discliar'tHl 
28  October,  1865. 

Rives,  Or  an  A. 

Acting  Assistant  Surgeon,  12  July,  1864.    Honorably  discharged  18  May,  1867. 

Rixey,  Presley  M. 

Assistant  Surgeon,  28  January,  1874.    Passed  Assistant  Surgeon,  18  April,  1877. 

Roach,  James. 

Midshipmau,  26  April,  1802.  Last  appearance  on  Records  of  Navy  Department, 
November,  1805.    Dead. 

Roach,  John. 

Acting  Third  Assistant  Engineer,  13  June,  1864.    Honorably  discharged  24  June, 

1806. 

Roach,  John  B. 

Acting  Second  Assistant  Engineer,  4  March,  1864.  Honorably  dischaiged  10  De- 
cenaber,  1865. 

Roach,  Thomas. 

Mate,  26  September,  1863.    Honorably  discharged  18  November,  1865. 

KoachCi  James. 

Midshipman,  5  December,  1798.    Discharged  12  October,  1801,  under  Pttioe  E** 

tablishment  Act. 
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BoAke,  John  Tu 

Acting  Third  Assistant  Engineer,  29  August,  1863.    Appointment  reroked  (Sick,) 

81  July,  1864. 

Roane,  Alexander  H. 

Third  Assistant  Engineer,  27  January,  1848.    Resigned  11  February,  1850. 

Bciane,  Samuel  B. 

Acting  Third  Assistant  Engineer,  3Q  May,  1864.     Honorably  discharged  4  Feb- 
ruary, 1868. 

Boane,  William. 

Midshipman,  30  November,  1814.    Resigned  25  June,  181b. 

Boathy  Warrington  P. 

Acting  Master,  20  September,  1861.    Acting  Volunteer  Lieutenant,  7  July,  186:^. 
Resigned  7  March,  1865. 

Bobb,  Bobert  O. 

Midshipman,  6  September,  1821.    Passed  Midshipman,  24  May,  1828.    Lieuuiiaiit, 

27  May,  i830.    Commander,  2  November,  1852.    Dismissed  18  April,  1801. 

Bobbins,  €•  A. 

Acting  Assistant  Paymaster,  25  June,  1864.  Honorably  discharged  31  October,  1 865« 

Bobbins,  £ui;ene  P. 

Acting  Assistant  Surgeon,  6  February,  1863.    Resigned  23  July,  1863. 

Bobbins,  £zra  !«• 

Mate,  24  October,  1861.  Resigned  4  March,  1862.  Mate,  13  January,  1863. 
Acting  Ensign,  29  October,  1863.  Acting  Master,  21  November,  1864.  Hon 
orably  disch^ged  19  February,  1866. 

Bobbins,  Iievi. 

Acting  Third  Assistant  Engineer,  5  August,  1864.    Honorably  discharged  1   No 
vember,  1865. 

Bobbins,  OetaTins  K. 

Mate,  22  December,  1863.    Resigned  9  August,  1864. 

Bobbins,  William  M. 

Master,  18  June,  1812.    Lieutenant,  27  April,  1816.    Died  18  May,  1828. 

Boben,  Donglas. 

Midshipman,  23  September,  1862.    Graduated  Jime,  1866.    Ensign,  12  March, 
1869.     Master,  26  March,  1869.     Lieutenant,  21   March,  1870.     Retired  list, 

28  October,  1872. 

Boberts«  Arthur  O. 

Mate,  4  November,  1861.    Resigned  5  May,  1862. 

Boberts,  Benjamin. 

Gimner,  25  July,  1861.    Resigned  18  June,  1863. 

Boberts,  DaTid. 

Boatswain,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 
Ship  "  Genial  Oreeney 

Boberts,  David  8. 

Acting    First   Assistant    Engineer,  3    October,    1863.      Honorably    discharged 
11  August,  1866. 

Boberts,  Edward. 

Acting  First  Assistant  Engineer,  13  August,  1863.     Died  on  **  Rattler^'  23  Septem- 
ber, 1864. 

Boberts,  Edward  E. 

Third  Assistant  Engineer,  21   September,  1861.      Second  Assistant  Engineer, 
30  July,  1863.    Resigned  19  June,  1865. 

Boberts^  Edward  II. 

Acting  Assistant  Paymaster,  1  August,  1861.    Mustered  out  22  March,  1866. 

Boberts,  James. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.    Furloughed. 
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Roberts,  James  S. 

Acting  Ensign,  16  April,  18G3.    Honorably  discharged  15  Norember.  1S68. 

Roberta,  J.  G. 

Assistant  Surgeon,  4  March,  1811.    Surgeon,  15  April,  1814.    Resigned  80  May, 

1815. 

Roberta,  John. 

Mate,  11  December,  1802.    Acting  Gunner,  27  November,  1868.    Honorably  dis- 
charged 12  October,  1866. 

Roberts,  John. 

Acting  Gunner,  27  November,  1868.    Honorably  discharged  12  October,  1866. 

Roberta,  John  H* 

Midshipman,  1  March,  1827.    Resigned  21  June,  1834. 

Roberts,  Jos. 

Purser,  date  not  known.    Discharged  10  September,  1801,  under  Peace  Establish- 
ment Act 

Roberts,  Ij*  ^.  C 

Midshipman,  16  January,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Charleston,  South  Carolina. 

Roberts,  Michael* 

Boatswain,  15  November,  1810.    Dismissed  24  April,  1813. 

Roberts,  Milton  F. 

Acting  Carpenter,  12  December,  1879. 

Roberts,  M.  M. 

Boatswain,  18  November,  1814.    Dismissed  16  August,  1819. 

Roberto,  Orlando  8. 

Mate,  15  October,  1861.  Acting  Ensign,  23  August,  1862.  Acting  Eniign, 
27  April,  1866.    Resigned  23  September,  1867. 

Roberts,  Thomas  F. 

Mute,  19  April,  1864.    Honorably  discharged  2  August,  1865. 

Roberts,  Thomas  W 

Acting  Ensign,  25  June,  1864.     Died  on  "  Ozarh;'  17  August,  1864. 

Roberts,  W.  II. 

Mate,  24  November,  1864.    Honorably  discharged  12  August,  1865. 

Roberts,  11  llliam. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  21  Julv. 
1858.  First  Assistant  Engineer,  8  August,  1859.  Resigned  24  August,  l!^V)i. 
First  Assistant  Engineer,  24  April,  1861.  Chief  Engineer,  21  April,  IS^'ni 
Resigned  18  March,  1869. 

Roberts,  William. 

Mate,  28  July,  1863.    Died  15  April,  1864. 

Roberts,  William  R. 

Mate,  8  May,  1862.  Acting  Ensign,  20  April,  1863.  Appointment  revokcti 
23  February,  1864. 

Roberts,  William  J. 

Mate,  20  January,  1863.    Resigned  22  June,  1863. 

Roberts,  William  W. 

Midshipman,    2    March,  1839.      Passed    Midshipman,    2    July,  1845.      Mastei 
1  August,  1853.    Lieutenant,  1  March,  1854.     Resigned  19  May,  1860. 

Robertson,  George  W. 

Acting  Assistant  Paymaster,  9  May,  1864.    Honorably  discharged  7  Febmarr.  18C6. 

Robertson,  Gilbert  A. 

Acting  Assistant  Paymaster,  14  October,  1861.  Passed  Assistant  Paymaster, 
23  July,  1866.    Resigned  6  November,  1866. 

Robertson,  Henry  P. 

Midshipman,  28  June,  1832.  Passed  Midshipman,  8  July,  1889.  Lientenant, 
14  August,  1846.    Died  4  November,  1850. 
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Sober tson,  James  P. 

Acting  Midshipman  J  28  Sept<»mber,  1 857.  Gra«  1  luitecl  1861.  Lieutenant,  1  August, 
1SQ2.    Lieutenant-Commander,  25  July,  1800.    Died  19  July,  1875. 

Robertson,  Jobn. 

Master,  24  February,  1809.    Dismissed  2  April,  1814. 

KoberCson,  Jobn  I>. 

Acting  Master,  27  August,  1861.    Resigned  1  June,  1864. 

Robertson,  Samuel. 

Purser,  25  April,  1812.    Died  11  August,  1820. 

Robertson,  Thomas. 

Midshipman,  11  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 24  October,  1799.    Resigned. 

Robertson,  W.  J.  H. 

Midshipman,  1  November,  1 827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 

24  May,  1888.    Died  18  December,  1843. 

Robeson,  Henry  R« 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.     Lieutenant,    16    July,    1862.     Lieutenant-Comn^ander, 

25  July,  1866.    Commander,  13  February,  1874. 

Robeson,  Jobn. 

Boatswain,  1  January,  1817.    Died  in  October,  1820. 

Robie,  £dward  B. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer, 
27  July,  1855.  First  Assistant  Engineer,  21  July,  1858.  Chief  Engineer, 
30  July,  1861. 

Robie,  Henrjr  W. 

Third  Assistant  Engineer,  3  May,  1859.  Second  Assistant  Engineer,  9  April, 
1862.    First  Assistant  Engineer,  20  May,  1803.    Resigned  25  May,  1868 

Robinett,  David. 

Carpenter,  28  October,  1858.    Died  15  November,  1880. 

Robinett,  Richard. 

Mid^ipman,  20  August,  1814.    Resigned  7  June,  1815. 

Robins,  B.  W. 

Mate,  12  November,  1864.    Appointment  revoked  16  January,  1866. 

Robins,  John  Ii. 

Mate,  9  May,  1862.    Resigned  27  April,  1865. 

Robins,  Robert  W. 

Mate,  24  September,  1863.  Resigned  13  April,  1864.  Mate,  12  November,  1864. 
Appointment  revoked  16  January,  1866. 

Robins,  Thomas. 

Midshipman,  9  August,  1798.    Died  8  September,  1798. 

Robins,  William  €. 

Acting  Assistant  Paymaster,  3  February,  1864.    Mustered  out  5  March,  1866. 

Robinson,  Alexander. 

Assistant  Surgeon,  26  April,  1847.    Died  11  March,  1849. 

Robinson,  Alexander  A. 

Acting  Ensign,  18  October,  1864.    Dismissed  23  December,  1804. 

Robinson,  Alexander  B. 

Acting  Assistant  Paymaster,  11  April,  1863.  Honorably  discharged  21  Novembeii 
1865. 

Robinson,  Andrew  J. 

Boatswain,  27  Nove.iiber,  1860.    Deserted  22  July,  1801. 

Robinson,  Itenjaiuiu  F. 

Mate,  21  Jauuary,  1864.    Honorably  discharged  10  August,  1865. 

80 
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Robinson,  Charles. 

Midshipman,  1   May,  1832.      Passed  Midshipman,  23  June,  1888.     Dismiased 
11  February,  1840. 

Robinson,  Charles. 

Acting  Third  Assistant  Engineer,  12  August,  1862.     Honorably  discharged  11  Oc- 
tober, 1805. 

Robinson,  Charles. 

Midshipman,  31  July,  1800.     Resigned  23  April,  1807. 

Robinson,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  June,  18G4.    Honorably  discharged  80  April, 

1868. 

Robinson,  £dward  W. 

Mate,  23  July,  1863.    Honorably  discharged  27  November,  1865. 

Robinson,  Frederiek  W. 

Midshipman,  14  August,  1846.    Appointment  revoked  12  June,  1849. 

Robinson,  G.  H. 

Mate,  4  December,  1867.    Appointment  revoked  29  February,  1872. 

Robinson,  C^eorge  M. 

Acting  Third  Assistant  Engineer,  4  March,  1864.   Honorably  dischaxffed  8  AoffinL 
1865. 

Robinson,  R.  R. 

Midshipman,  1  January,  1828.    Resigned  4  Jane,  1828. 

Robinson,  Henry  C. 

Mate,  15  September,  1868.    Acting  Ensign,  5  August,  1864.    Honorably  diacharged 
29  July,  1865. 

Robinson,  H.  £.  T. 

Midshipman,  4  March,  1823.    Passed  Midshipman,  23  March,  1829.    Lieutenant^ 
8  March,  1881.    Lost  in  the  ''Sylph;'  August,  1831. 

Robinson,  Horatio  G. 

Mate,  12  November,  1863.    Honorably  discharged  21  June,  1868. 

Robinson,  Horace. 

Gunner,  11  November,  1850.    Resigned  18  July,  1851. 

Robinson,  H.  8. 

Acting  Third  Assistant  Engineer,  17  September,  1861.     Appointment  revoked 
22  May,  1862. 

Robinson,  James  B. 

Acting  Ensign,  1  September,  1864.    Honorably  discharged  10  August,  1805. 

Robinson,  James  W. 

Mate,  11  June,  1863.    Appointment  revoked  (Sick,)  29  July,  1864. 

Robinson,  J.  Marsball. 

Midshipman,  25  June,  1869.    Graduated  31  May,  1873.    Ensign,  16  July,  1874. 
Robinson,  John. 

Master,  27  November,  1815.    Reserved  list,  13  September,  1855.    Died  17  March, 
1868. 

Robinson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  19  December, 
1865. 

Robinson,  John. 

Mate,  13  December,  1862.    Dismissed  23  April,  1863. 

Robinson,  John  R. 

Midshipman,  30  July,  1864.      Graduated  June,  1868.     Ensign,  18  July,  1870. 
Resigned  31  December,  1874. 

Robinson,  John  €. 

Mate,  15  November,  1861.    Resigned  24  April,  1862. 
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Robinson,  John  F.  I^. 

Acting  Master,  12  March,  1862.    Dismissed  21  November,  1868. 

Robinson,  Joseph  £• 

AciiDg  Third  Assistant  Engineer,  5  November,  1862.    Resigned  24  November,  1868. 

Robinson,  !<•  B. 

Midshipman,  4iMarcb,  1840.    Resigned  12  March,  1845. 

Robinson,  Iiowis  W. 

Third  .Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer, 
80  July,  1863.    First  Assistant  Engineer,  11  October,  1866. 

Robinson,  Peter  B. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  12  November,  1863.    Resigned  2  Jane,  1865. 

Robinson,  Riehard  P. 

Master's  Mate,  19  July,  1842.    Deserted  6  December,  1850. 

Robinson,  Robert. 

Mate,  23  December,  1862. 

Robinson,  Samnei. 

Acting  Third  Assistant  Engineer,  28  January,  1862.    Deserted  30  June,  1868. 

Robinson,  Samnel. 

Assistant  Surgeon,  8  February,  1802.    Resigned  12  December,  1808. 

Robinson,  Somerset. 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  18  December,  1864.    Medical  Inspector,  1  May,  1870. 

Robinson,  Thomas. 

Gunner,  8  November,  1835.    Retired  list,  22  May,  1868. 

Robinson,  Thomas. 

Captain,  24  September,  1799.  Discharged  26  September,  1801,  under  Peace 
Establidiment'Act. 

Robinson,  Thomas,  Jr. 

Midshipman,  30  November,  1798.  Lieutenant,  12  July,  1799.  Commander,  10  Sep- 
tember, 1804.    Resigned  20  December,  1309. 

Robinson,  Thomas  J. 

Professor,  27  January,  1860.    Dismissed  15  August,  1861. 

Robinson,  William. 

Chaplain,  17  April,  1809.    Dismissed  29  May,  1809. 

Robinson^  William. 

Acting  Ensign,  28  October,  1862.  Honorably  discharged  7  July,  1865.  Acting 
Ensign,  19  November,  1866.    Mustered  out  2  July,  1868. 

Robinson,  William  H. 

Mate,  3  August,  1866.    Mustered  out  29  July,  1869. 

RobHon,  Clinton. 

Mate,  29  June,  1863.    Resigned  9  December,  1863. 

Roby,  John. 

Mate,  16  December,  1861.    Appointment  revoked  23  September,  1862. 

Roche,  George  Walter. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.    First  Assistant  Engineer,  1  January,  1868. 

Roche,  James  R. 

Midshipman,  80  May,  1850.    Resigned  12  October,  1855. 

Roche,  Martin. 

Professor,  19  December,  1835.    Dropped  4  September,  1848. 

Rochelle,  James  0. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847. 
Master,  14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed 
17  April,  1861. 
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Roekofeller,  Abram  T. 

Acting  Third  Assistant  Engineer,  4  January,  1862.  Acting  Second  Assistant  En- 
gineer, 8  April,  1865.    Honorably  discharged  30  November,  1865. 

Rockefeller,  Alfred. 

Acting  First  Assistant  Engineer,  11  August,  1864.    Resigned  19  June,  ISO.j. 

Rockefellow,  Simon. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Acting  Second  Assistant 
Engineer,  13  November,  1863.    Honorably  discharged  25  October,  1865. 

Rockwell,  Charles  H. 

Acting  Master,  5  July,  1862.  Acting  Volunteer  Lieutenant,  16  December,  1863. 
Acting  Volunteer  Lieutenant-Commander,  29  April,  1865.  Honorably  dis- 
charged 8  December,  1865.  Acting  Master,  19  November,  1866.  Master, 
13  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander, 
26  February,  1878. 

Rockwell,  George  I<. 

Acting  Third  Assistant  Engineer,  29  July,  1864.  Honorably  discharged  12  June, 
1865. 

Rockwell,  John  £• 

Acting  Master,  10  June,  1861.    Honorably  discharged  2  October,  1865. 

Rock  wood,  Renry. 

Acting  Assistant  Surgeon,  6  October,  1868.  Appointment  revoked  16  Auffust 
1865. 

Roddy,  John. 

Sailmaker,  27  Apni,  x872. 

Roderick,  Edmund  A. 

Acting  Ensign,  2  March,  1868.  Acting  Master,  15  December,  1864.  Honorably 
discharged  81  March,  1869. 

Rodes,  Henry  £• 

Acting  Third  Assistant  Engineer,  11  February,  1865.  Honorably  discharged 
8  October,  1865. 

Rodes,  William  HI. 

Acting  Third  Assistant  Engineer,  15  September,  1862.  Acting  First  Assistant 
Engineer,  23  October,  1862.    Honorably  discharged  6  May,  1870. 

R<»dger8,  C.  R.  Perry. 

Midshipman,  5  October,  1833.  Passed  Midshipman,  8  July,  1889.  Lientenaot, 
4  September,  1844.  Commander,  15  November,  1861.  Captain,  25  July,  1868. 
Commodore,  28  August,  1870.    Rear- Admiral,  14  June,  1874. 

Rodgera,  Frederick. 

Midshipman,  4  March,  1823.    Died  5  April,  1828. 

Rodicers,  Frederick. 

Acting  Midshipman,  25  September,  1857.  Midshipman,  1  June,  1861.  Acting 
Master,  10  June,  1861.     Lieutenant,  16  July,  1862.    Lieutenant-Commamler, 

25  July,  1866.    Commander,  4  February,  1875. 

Rodgcra,  George  W. 

Midshipman,  14  October,  1839.  Passed  Midshipman,  2  July,  1845.  Acting 
Master,  4  November,  1846.  Lieutenant,  4  June,  1850.  Commander,  16  July, 
1862.    Killed  in  attack  on  Fort  Sumter,  17  August,  1873. 

Rodgerci,  Geori^e  W. 

Midshipman,  2  April,  1804.  Lieutenant,  24  April,  1810.  Commander,  27  April, 
1816.    Captain,  8  March,  1825.    Died  21  May,  1832. 

Rodders,  Henry. 

Midshipman,  11  March,  1837.  Passed  Midshipman,  29  June,  1848.  Master. 
7  August,  1850.  Lieutenant,  26  March,  1851.  Lost  in  the  ^*  Albamy^^^  28  Septeo: 
ber,  1854. 

Rodders,  Jacob  D. 

Acting  Third  Assistant  Engineer,  14  November,  1861.    Honorably  dischar^^o- 

26  June,  1866. 
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Rodgera,  Jchn. 

Midshipman,  18  April,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenant, 
28  January,  1840.  Commander,  14  September,  1855.  Captain,  IG  July,  1862. 
Commodore,  17  June,  1863.    Rear-Admiral,  81  December,  1869. 

Rodgers,  John. 

Lieutenant,  9  March,  1798.  Captain,  5  March,  1799.  Discharged  23  October, 
1801,  under  Peace  Establishment  Act. 

Rodgerci,  John. 

Captain,  28  August,  1802.    Died  1  August,  1888. 

Rodgers,  John  A. 

Midshipman,  80  July,  1868.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  2  February,  1874. 

Rodgers,  John  G. 

Midshipman,  4  July,  1817.    Lieutenant,  17  May,  1828.    Resigned  10  February,  1884. 

RodgerSy  MaUhew. 

Gunner,  17  August,  1812.    Cashiered  20  October,  1818. 

Rodgerci,  Raymond  P. 

Midshipman,  25  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  10  October,  1872. 

Rodgers,  Samuel. 

Midshipman,  9  November,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824. 

Rodgers,  Samnel  R. 

Carpenter,  17  February,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate'' President. 

Rodgers,  Thomas  S. 

Cadet  Midshipman,  24  September,  1874.    Graduated  4  June,  1880. 

Rodgers,  Walter. 

Midshipman,  16  May,  1811.    Resigned  5  October,  1812. 

Rodgera,  William  Ii. 

Cadet  Midshipman,  11  June,  1874.     Graduated  4  June,  1880. 

R<»dgera,  William  T. 

Midshipman,  9  November,  1813.  Lieutenant,  18  January,  1825.  Resigned 
21  April,  1827. 

Rodgers,  W.  Ij. 

Midshipman,  9  June,  1811.    Dismissed  9  March,  1818. 

R<»die,  Rol>ert. 

Acting  Third  Assistant  Engineer,  20  October,  1861.    Resigned  28  November,  1862. 

odman,      Robert  C. 

Bailmaker,  28  April,  1840.     Died  19  September,  1855. 

Rodman,  Samnel. 

Muster,  date  not  known.     Discharged  15  April,  1815. 

Rodney,  Robert  It. 

Acting  Assistant  Paymaster,  24  October,  1862.  Passed  Assistant  Paymaster, 
23  July,  1866.     Paymaster,  30  June,  1869.     Retired  list,  2  September,  1871. 

Rodocaniehi,  T^eonidas  I>. 

Mate,  22  August,  1863.    Honorably  discharged  22  May,  1867. 

Rodriquc^,  P.  J. 

Master,  4  August,  1827.  Professor  Mathematics,  date  not  known.  Died  14  Octo- 
ber, 1838. 

Roe,  DaTid  4. 

Gunner,  9  July,  1861. 

Roe,  Franeis  A. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
8  August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  1  April,  1872. 
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Roebuck,  Charles  P. 

Actine  First  Assistant  Engineer,  5  October,  1863.    HoDorablv  discharged  27  No- 
yenu>er,  1866. 

Roelker,  Charles  R. 

Third  Assistant  Engineer,  8  December,  1862.    Second  Assistant  Engineer,  8  April, 
1864.    First  Assistant  Engineer,  1  January,  1868. 

Roffenberg,  Iiewls  HI. 

Acting  First  Assistant  Engineer,  8  October,  1864.    Honorably  discharged  29  June, 

1865. 

Rogers,  Allen  0« 

Cadet  Midshipman,  12  June,  1874.    Qradoated  4  Jmie,  1880. 

Rogers,  Benjamin  F. 

Assistant  Surgeon,  21  March,  1872.    Passed  Assistant  Surgeon,  20  June,  1876. 

Rogers,  €!harles  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.    Resigned  7  July,  1865. 

Rogers,  Charles  C. 

Midshipman,  7  June,  1872.    Graduated  20  June,  1876.    Ensign,  26  April,  1878. 

Rogers,  Charles  J. 

Mate,  6  June,  1861.     Acting   Ensign,  6    May,  1863.      Honorably  discharged 
22  December,  1865. 

Rogers,  Charles  W. 

Acting  Ensign,  23  September,  1863.    Acting  Master,  recommendation  of  Admiral 
Lee,  18  August,  1864.    Honorably  discharged  11  November,  1865. 

Rogers,  Clement. 

Midshipman  16  April,  1814.    Last  appearance  on  Records  of  Navy  Department 
1816.    Resigned. 

Rogers,  Edward. 

Mate,  15  November,  1861.    Acting  Ensign,  80  May,  1868.    Deserted  8  May,  1865. 

Rogers,  Engene. 

Midshipman,  25  Noyember,  1834.    Resigned  12  September,  1839. 

Rogers,  Enstaee  R. 

Assistant  Paymaster,  8  March,  1879. 

Rogers,  Frank. 

Acting  Third  Assistant  Engineer,  2  March,  1864.    Honorably  discharged  20  No- 
vember, 1865. 

Rogers,  C^eorge. 

Mate,  15  September,  1864.    Deserted  24  March,  1867. 

Rogers,  George  R. 

Acting  Third  Assistant  Engineer,  1   September,   1863.    Honorably  dischaiged 
18  October,  1865. 

Rogers,  George  C. 

Acting  Third  Assistant  Engineer,  7  July,  1863.    Honorably  discharged  17  October, 
1865. 

Rogers,  George  W. 

Third  Assistant  Engineer,  21  July,  1858.    Second  Assistant  Engineer,  29  October. 
1861.     Resigned  23  June,  1865. 

Rogers^  George  W. 

Acting  Ensign,  1  October,  1862.    Acting  Master,  16  April,  1863.    Acting  Volnn- 
teer  Lieutenant,  9  July,  1864.    Honorably  discharged  15  December,  1868. 

Rogers,  Henry. 

Mate,  15  September,  1863.    Resigned  26  June,  1866. 

R<»gers,  Henry  A. 

Mate,  14  March,  1864.     Honorably  discharged  29  December,  1866. 

Rogers,  Henry  J. 

Acting  Master,  1  August,  18C2.     Honorably  discharged  13  December,  1865. 
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Sogerfi,  Henry  Hi. 

Acting  Assistant  Paymaster,  6  November,  1862.    Mastered  out  25  November,  1865. 
Rogers*  H.  T. 

Acting  Ensign,  18  April,  1863.    Resigned  (Sick,)  28  August,  1863. 

Rogerfi*  James. 

Midshipman,  12  January,  1800.  Discharged  13  June,  1801,  under  Peace  Establish- 
ment Act. 

Rollers,  James. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

Rogers,  James. 

Master,  6  April,  1810.  Last  appearance  on  Records  of  Navy  Department,  1818. 
Furloughed. 

Rogers,  James  H. 

Acting  Master,  26  August,  1861.    Resigned  26  April,  1864. 

Rogers,  James  H. 

Mate,  29  December,  1862.  Acting  Ensign,  12  December,  1863.  Honorably  dis- 
charged 10  May,  1865. 

Rogers,  Jerome  B. 

Acting  Master,  22  October,  1861.    Honorably  discharged  29  November,  1805. 

Rogers,  John. 

Midshipman,  9  June,  1811.    Resigned  15  June,  1812. 

Rogers,  John. 

Acting  Second  Assistant  Engineer,  10  March,  1864.  Acting  First  Assistant  Engi- 
neer, 15  July,  1865.    Honorably  discharged  4  December,  18C5. 

Rogers,  John. 

Acting  Ensign,  80  October,  1862.  Acting  Master,  21  August,  1863.  Acting 
Volunteer  Lieutenant,  16  July,  1864.  Honorably  discharged  21  September, 
1865. 

Rogers,  John. 

Gunner,  27  September,  1861.    Died  1  May,  1874. 

Rogers,  John  A. 

Acting  Master,  27  August,  1861.    Dismissed  3  December,  1862. 

Rogers,  John  J. 

Acting  Master,  11  November,  1861.     Resigned  25  February,  1865. 

Rogers,  Joseph. 

Mate,  28  July,  1866. 

Rogers,  I^ewls. 

bailmaker,  12  June,  1848.     Died  17  September,  1862. 

Rogers,  liloyd. 

Mate,  21  August,  1862.     Dismissed  13  January,  1863. 

Rogers,  Michael  F. 

Acting  Second  Assistant  Engineer,  16  December,  1864.    Resigned  20  April,  1865. 

Rogers,  Milford. 

Acting  Master,  22  October,  1861.    Honorably  discharged  3  December,  1865. 

Rogers,  Richard. 

Midshipman,  15  November,  1809.    Killed  in  a  duel,  16  October,  1810. 

Rogers,  Robert  €• 

Midshipman,  14  October,  1839.  Passed  Midshipman,  2  July,  1845.  Acting  Mas- 
ter, 31  August,  1852.     Resigned  31  January,  1854. 

Rogers,  Robert  W. 

Mate,  30  October,  18G4.     Honorably  discharged  20  October,  1865. 

Rogers,  Thomas  HI. 

Midshipman,  31  October,  1799.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
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Rogers,  Thomas. 

Master,  31  October,  1799.    Discbarged  8  June,  1801. 
Rogers,  Thomas. 

Mate,  18  November,  1863.    Honorably  discharged  2  August,  1865. 
Rogers,  William. 

Gunner,  11  May,  1798.    Last  appearance  on  Records  of  Navy  Department,  19  Aprils 
1803. 

Rogers,  William. 

Assistant  Surgeon,  8  February,  1802.    Resigned  24  May,  1803. 

Rogers,  William. 

Surgeon,  27  November,  1804.    Dismissed  11  August,  1807. 

Rogers,  William. 

Mate,  11  October,  1862.    Acting  Ensign,  13  Julv,  1863.    Honorably  dischaived 
16  September,  1805. 

Rogers,  William. 

Acting  Chief  Engineer,  25  March,  1864.     Honorably  discbarged  20  December, 
1865. 

Rogers,  William. 

Sailmaker,  17  October,  1857.    Retired  list,  2  December,  1876. 

Rogers,  William. 

Acting  Master,  26  August,  1861.    Honorably  discharged  23  December,  1865. 

Rogers,  William  €. 

Acting  Volunteer  Lieutenant,  12  August,  1861.     Acting  Volunteer  Lieatenant- 
Commauder,  24  October,  1864.    Honorably  discharged  IS  July,  1866. 

Rogers,  William  P. 

Acting  Master,  16  December,  1861.    Acting  Volunteer  Lieutenant,  8  Jmie,  1864. 
Honorably  discharged  26  October,  1865. 

Rogers,  William  S. 

Purser,  26  February,  1813.    Resigned  17  February,  1834. 

Rogers,  Wllmot  F. 

Assistant  Surgeon,  24  July,  1813.    Died  August,  1824. 

Rogerson,  Robert. 

MidsbipmiiD,  1  January,  1812.     Drowned  30  June,  1814. 

Rogerson,  Thomas. 

Assistant  Surgeon,  25  October,  1813.     Lost  in  the  "  Wasp^^  in  1815. 

Roget,  IBdward  A. 

Professor,  21  May,  1864.     Retired  list,  1864. 

Roher,  John  W. 

Acting  First  Assistant  Engineer,  31  March,  1863.     Dismissed  31  October,  1868. 

Rohrer,  Karl. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter,  10  Kovember,  1872.    Lieutenant,  26  April,  1876. 

Roland,  Benjamin  €• 

Mate,  5  June,  1862.    Dismissed  25  August,  1862. 

Rolando,  Henry. 

Midshipman,  28  December,  1836.  Passed  Midshipman,  1  July,  1842.  Master, 
12  Mav,  1S49.  Lieutenant,  18  January,  1850.  Reserved  list,  28  8epteml»eT. 
1855.  "Commander  on  Active  list,  16  July,  1862.  Retired  list,  8  June,  1WJ7. 
Died  20  March,  1809. 

Roller,  John  £. 

Midshipman,  26  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1873. 
Master,  24  May,  1875. 

Rollings,  John  II. 

Acting  Third  Assistant  Engineer,  26  May,  1863.  Resigned  (Sick,)  13  April. 
1865. 
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Rollins^  Anthony  ]V. 

Midshipman,  10  June,  1872.  Graduated  20  June,  1876.  Died  10  NovenOxr, 
1878. 

Rollins,  Henry  S.  P. 

Mate,  4  December,  1862.  Acting  Ensign,  28  April,  1865.  Honorably  distiliarged 
28  October,  1865. 

Rollins,  l^onis  Ti. 

Acting  Ensign,  13  December,  1864.    Honorably  discharged  14  October,  1865. 

Rollins,  Thomas  J. 

Acting  Ensign,  81  December,  1863.    Honorably  discharged  6  October,  1805. 

Romaine,  Henry. 

Acting  Third  Assistant  Engineer,  4  August,  1864.  Honoral^Iy  discharged  X9  Jnly» 
1865. 

Romaine,  William  H. 

Acting  Assistant  Paymaster,  28  August,  1863.    Dead. 

Romme,  William  8. 

Acting  Ensign,  9  November,  1863.    Honorably  discharged  18  November,  1805. 

Ronckendorff,  William. 

Midshipman,  17  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 28  June,  1843.  Commander,  29  June,  1861.  Captain,  27  September,  1866. 
Commodore,  12  February,  1874.    Retired  list,  9  November,  1874. 

Roney,  James. 

Midshipman,  24  July,  1807.  Last  appearance  on  Records  of  Na\'y  Department, 
1815.    New  Orleans. 

Roney,  Thomas. 

Midshipman,  3  March,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
2  March,  1855.    Lieutenant,  14  September,  1855.    Died  20  April,  1860. 

Rooney,  William  R.  A. 

Midshipman,  29  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  Julv, 
1875. 

Roop,  John. 

Third  Assistant  Engineer,  3  May,  1859.  Second  Assistant  Engineer,  17  Decern bir» 
1861.    First  Assistant  Engineer,  20  May,  1863.    Resigned  15  October,  1872. 

RtMMe,  William  €. 

Acting  Third  Assistant  Engineer,  3  July,  1863.  Appointment  revoked  (Sick,) 
28  October,  1863. 

RtMMeTelt,  C.  M. 

Midshipman,  15  November,  1809.    Resigned  5  March,  1810. 

RooseTelt,  IVieholaiJi  f^. 

Midshipman;  27  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  3  August,  1873.    Resigned  1  February,  1874. 

Root,  Frank  P. 

Acting  Second  Assistant  Engineer,  10  December,  1861.  Acting  First  Assistant 
Engineer,  3  October,  1803.     Died  16  April,  1864. 

Root,  OliTer  I>. 

Acting  Assistant  Surgeon,  30  November,  1861.    Died  30  October,  1863. 

Roote,  Charles. 

Midshipman,  1  April,  1828.     Died  8  December,  1828. 

R4Mile«,  Thomas  R. 

Midshipman,  1  March,  1827.  Passed  Midshipman,  10  June,  1883.  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Dismissed  19  April, 
1861. 

Roper,  Jesse  M. 

Midshipman,  23  June,  1808.  Graduated  1  June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
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Rose,  Alexander  R. 

Midshipman,  25  September,  1834.    Cashiered  20  May,  1836. 

Rose,  £dward  S. 

Mate,  1  March,  1862.    Died  6  November,  1868. 

Rose,  Frank  R. 

Chaplain,  8  February,  1870. 

Rose,  Jaeob  H. 

Acting  First  Assistant  Engineer,  17  May,  1861.    Died  12  September,  1868. 

Rose,  John  G. 

Mate,  11  October,  1862.    Discharged  23  October,  1864. 

Rose,  Robert  II. 

Midshipman,  18  May,  1809.    Lieutenant,  24  July,  1813.    Conmumder,  84  April, 
1828.    Died  27  August,  1830. 

Rose,  Waldemar  !>• 

Midshipman,  5  June,  1872.    Graduated  20  June,  1876.    Ensign,  12  July,  1878. 

Rosebnsh,  OliTer. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  20 Feb- 

ruary,  1866. 

Rosen  miller,  R.  P.,  Jr. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  25  August,  1888.  Hononbly 
discharged  5  November,  1865. 

Rosier,  Jobn. 

Sailmaker,  12  November,  1838.    Dismissed  16  May,  1835. 

Rosllng^  Jobn. 

Mate,  12  September,  1862.    Honorably  discharged  11  June,  1867. 

Rosmond,  Jobn. 

Acting  Second  Assistant  Engineer,  27  September,  1861.  Honorably  diechaiged 
26  October,  1865. 

Ross,  Albert. 

Midshipman,  24  July,  1863.  Graduated  June,  1867.  Ensicm,  18  December,  1868. 
Master,  21  March,  1870.  Retired  21  December,  1871.  Lieutenant  on  Actifi 
list,  21  March,  1871. 

Ross,  DaTid. 

LiciitPimnt,  9  March,  1798.  Last  appearance  on  Records  of  Navy  Department, 
30  November,  1799. 

Ross,  DaTld. 

Acting  Second  Assistant  Engineer,  24  May,  1 864.  Honorably  discharged  7  AQgat, 
18G5. 

Ross,  £dwln. 

Gunner,  20  July,  1847.    Died  September,  1849. 

Ross,  Elijah. 

Acting  Master,  28  December,  18G1.     Resigned  11  August,  1864. 

Ross,  H.  8cbnyler. 

Third  Assistant  Engineer,  18  November,  1802.  Second  Assistant  Eogineff, 
23  March,  1804.    First  Assistant  Engineer,  1  January,  1808. 

Ross,  James. 

Midshipman,  2  March,  1799.     Resigned  8  October,  1800. 

Ross,  James. 

Mate,  18  April,  1803.    Dismissed  17  July,  1803. 

Ross,  James  H. 

Acting  Third  Assistant  Engineer,  27  July,  1803.     Resigned  15  October,  1863. 

Ross,  Jobn. 

Mate,  21  December,  1861.  Acting  Ensign,  30  July,  1802.  Honorably  diachaipd 
14  September,  1805.  Acting  Ensign,  1  February,  1807.  Mustered  out  21  De- 
cember, 1808. 
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R08B,  John. 

Acting  Master,  8  March,  1864.    Resigned  26  August,  1867. 

Robs,  John. 

Acting  Third  Assistant  Engineer,  4  March,  1868.    Resigned  25  June,  1864. 

Ross,  John. 

Boatswain,  21  October,  1861.     Resigned  7  March,  1864. 

Ross,  John  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.  Appointment  revoked  23  June, 
1865. 

Ross,  John  W. 

Assistant  Surgeon,  21  March,  1870.    Passed  Assistant  Surgeon,  13  May,  1875. 

Ross,  Nelson. 

Third  Assistant  Engineer,  8  July,  1862.  Second  Assistant  Engineer,  15  February, 
1864.    Retired  list,  26  October,  1872. 

Ross,  Robert. 

Acting  Third  Assistant  Engineer,  12  December,  1861.  Honorably  discharged 
25  October,  1865. 

Ross,  Robert  J. 

Midshipman,  1  August,  1826.  Passed  Midshipman,  28  April,  1832.  Resigned 
18  December,  1888. 

Ross,  Thomas. 

Midshipman,  17  March,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Furloughed. 

Ross,  William. 

Acting  Third  Assistant  Engineer,  10  December,  1861.  Appointment  revoked 
(Sick,)  10  February,  1863.  Acting  Second  Assistant  Engineer,  12  August,  1864. 
Honorably  discharged  29  July,  1865. 

Ross,  William. 

Mate,  20  April,  1868.  Acting  Ensign,  19  July,  1864.  Honorably  discharged 
1  November,  1866. 

Ross,  William  €. 

Acting  Muster,  9  April,  1862.    Dismissed  26  July,  1862. 

Ross,  William  T. 

Mate,  27  August,  1864.     Resigned  18  May,  1865. 

Rosseter,  Robert  €. 

Midshipman,  11  March,  1800.  Discharged  28  April,  1801,  under  Peace  Establish- 
ment Act 

Roswald,  Raymond  F. 

Acting  Third  Assistant  Engineer,  18  December,  18C8.  Acting  Second  Assistant 
Engineer,  19  September,  1864.    Honorably  discharged  18  July,  1865. 

Rothwell,  ]V.  B. 

Purser,  2  March,  1813.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Ronmfort,  li.  H. 

Midshipman,  23  December,  1831.    Died  at  Sea  21  October,  1833. 

Rounds,  James. 

Mate,  12  October,  1866.    Appointment  revoked  21  October,  1S67. 

RonnsaTelle,  John. 

Acting  Ensign,  6  May,  1864.  Honorably  discharged  9  January,  1806.  Mate, 
12  April,  1870.    Resigned  28  July,  1875. 

RonnseTllle,  J.  P. 

Acting  Master,  11  November,  1861.     Honorably  discharged  18  Fol>ruary,  1866. 

Ronntree,  Robert  IV. 

Mate,  1:3  December,  1861.  Acting  Ensign,  29  September,  1862.  Honorably  dis- 
charged 18  August,  1865. 
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Ronse,  James  W. 

Acting  Carpenter,  15  July,  1863.    Resigned  4  October,  1864. 

Ronssean,  J.  R. 

Midshipman,  80  November,  1814.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Drowned. 

Ronssean*  I^awrence. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  84  April* 
1828.    Captain,  9  February,  1837.    Resigned  11  February,  1861. 

Rowaa,  James  H. 

Midshipman,  19  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutemat^ 
81  December,  1888.    Commander,  14  Septeml>er,  1855.    Dismissed  23  Janaaiy, 

1857. 

Rowan,  James  H.,  Jr. 

Midshipman,  8  November,  1847.    Resigned  28  July,  1854. 

Rowan,  Stephen  €• 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1882.  Lieirtenaiit* 
8  March,  1887.  Commander,  14  September,  1855.  Commodore,  16  July,  180. 
Rear-Admiral,  25  July,  1866.    Vice- Admiral,  15  August,  1870. 

Rowan,  William. 

Midshipman,  4  March,  1823.    Resigned  10  November,  1829. 

Rowand,  John. 

Midshipman,  30  April,  1800.  Discharged  16  June,  1801,  under  Peace  Establish- 
ment Act.* 

Rowbotliam,  William. 

Second  Assistant  Engineer,  27  January,  1871.  Passed  Assistant  Engineer,  25  No- 
vember, 1877. 

Rowe,  Albert  HI. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Resigned  23  July,  1868. 

Rowe*  Charles' HI. 

Acting  Ensign,  5  October,  1864.    Honorably  discharged  25  August,  1865. 

Rowe,  IBdward  F. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  13  December,  1865. 

Rowe,  IBdward  Y. 

Midshipman,  28  September,  1861.    Graduated  September,  1865.    Ensign,  1  Dt- 
ccmber,  1866.    Resigned  25  February,  1867. 

Rowe,  Henry  R. 

Mate,  1  December,  1862.    Resigned  30  December,  1863. 

Rowe^  Jason  I^. 

Mate,  17  June,  1863.    Appointment  revoked  2  May,  1864. 

Rowe,  John. 

Midshipman,  2  December,  1799.    Lieutenant, 21  March,  1807.    Resigned  27  Aogv^ 

1808. 

Rowe,  John  H. 

Acting  Second  Assistant  Engineer,  14  May,  1861.    Resigned  22  May,  1865. 

Rowe,  Joshna  IV. 

Acting  Master,  18  December,  1861.    Honorably  discharged  24  Octobe.^  1865. 

Rowland,  Alexander  H. 

Acting  Ensign,  1  October,  1862.     Resigned  17  June,  1864. 

Rowland,  John  H. 

Midshipman,  21  September,  1857.     Graduated  1801.    Lieutenant,  1  Augost,  1^- 
Lieutenant-Commander,  25  July,  1866.     Dismissed  10  September,  187H. 

Rowland,  Sjlventer. 

Mate,  19  December,  1861.     Resigned  11   August.  1803. 

Rowland,  Thomas. 

Surgeon,  25  July,  1798.    Resigned  23  January,  1799. 
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Roy,  Charles  H. 

Midshipman,  2  February,  1829.    Resigned  25  September,  1880. 

Royce,  Charles  C. 

Mate,  16  September,  1864.    Honorably  discharged  26  August,  1865. 

Royce,  Frank. 

Actin<y  Third  Assistant  Engineer,  10  December,  1863.  Honorably  discharged 
20  May,  1866. 

Royce,  Wesley. 

Acting  Third  Assistant  Engineer,  23  December,  1863.    Resigned  18  June,  1864. 

Roekley,  Henry  R. 

Acting  Assistant  Surgeon,  15  February,  1864.  Honorably  discharged  19  January, 
1866. 

Radd,  John. 

Midshipman,  80  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.  Captain,  14  September,  1855.  Retired  list,  21  December, 
18C1.    Commodore,  Retired  list,  16  July,  1862.    Died  12  October,  1867. 

Radd,  William  J. 

Mate,  15  July,  1864.    Honorably  discharged  6  July,  1865. 

Rndder,  William. 

Master,  4  March,  1814.    Resigned  20  March,  1815. 

Rade,  William  R. 

Actiiup  Master,  14  August,  1861.  Dismissed  12  January,  1868.  Acting  Ensign, 
27  February,  1863.    Dismissed  8  August,  1863. 

Rndenstein,  John. 

Assistant  Surgeon,  24  February,  1846.  Surgeon,  21  August,  1859.  Died  9  Decern^ 
ber,  1869. 

Rndrow,  John. 

Mate,  24  May,  1862.    Honorably  discharged  28  June,  1867. 

Raff,  Samnel  W. 

Assistant  Surgeon,  12  August,  1826.    Surgeon,  4  April,  1831.    Died  in  1841. 

Raffin,  C.  K. 

Midshipman,  24  October,  1825.    Died  27  July,  1881. 

Rnsg,  Charles  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Appointment  revoked  (Sick,) 
20  February,  1865. 

Rniff,  Alberto  de. 

Cadet  Engineer,  Naval  Academy,  1  October,  1878.  Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1878. 

Rnlon«  Joseph  F. 

Mate,  21  December,  1863.    Honorably  discharged  4  October,  1865. 

Rnmniell,  Charles  Y. 

Mate,  23  January,  1862.  Acting  Ensign,  27  October,  1868.  Honorably  discharged 
8  January,  1866. 

Rnmney,  £dward. 

Master,  18  November,  1812.    Lost  at  Sea  31  March,  18 

Ramsey,  Renjamin. 

Boatswain,  17  March,  1800.    Discharged  8  June,  1801. 

Rnnisey^  Henry  R. 

Acting  Midshipman,  25  October,  1859.  Ensign,  24  February,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Conmiander,  25  July,  1866.  Resigned  31  De- 
cember, 1871. 

Rnmsey,  OiiTor. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Ramsey.  William  W. 

Mate,  28  December,  1863.    Honorably  discharged  14  October,  1865. 
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Rnnehey,  John. 

Midshipman,  1  January,  1808.    Dismissed  22  June,  1809. 

Bnndlett,  Howard  M. 

Acting  Assistant  Surgeon,  0  March,  1864.    Assistant  Surgeon,  14  Febmaiy,  1865. 


Passed  Assistant  Surgeon,  24  April,  1868.    Resigned  6  February,  1869. 

ant  Surgeon  from  4  November,  1865.     Passed  A^stant  Surgeon,  13  July,  1870. 

Died  25  May,  1878. 

Bnndlett,  Thomas  M. 

Boatswain,  4  December,  1887.    Resigned  29  March,  1889 

Rnndlett,  WUliam  A. 

Mate,  7  June,  1862.    Deserted  9  May,  1863 

Rnnnells,  Samnel  B. 

Acting  Third  Assistant   Engineer,  21   June  1862.      Acting  Second   Engineer, 
25  July,  1863.    Appointment  revoked  (Sick,)  6  April,  1864. 

Runnels,  P.  R. 

Acting  Ensign,  9  February,  1865.    Discharged  20  October,  1867. 

Rnsehenberger,  Charles  W. 

Midshipman,  23  July,  1864.    Graduated  June,  1869.    Ensign,   12  July,  1870. 
Master,  81  January,  1872.    Lieutenant,  14  April,  1875. 

Rnsehenberger,  W.  S.  W. 

Surgeon,  4  April,  1831.    Retired  list,  4  September,  1869.    Medical  Dinctor, 
8  March,  1871. 

Rash,  Charles  W. 

Assistant  Surgeon,  30  June,  1879. 

Rnsh,  John. 

Surgeon,  11  May,  1798.    (See  Lieutenant.) 

Rash,  John. 

Lieutenant,  5  March,  1799.    Resigned  29  January,  1802. 

Rnsh,  John. 

Master,  10  September,  1805.    Died  7  March,  1809. 

Rush,  John  W. 

Carpenter,  25  November,  1799.    Dismissed  8  May,  1802. 

Rnsh,  I^ewis. 

Acting  Third  Assistant  Engineer,  8  January,  1864.    Resigned  28  January,  1865. 

Rnsh,  Madison. 

Midshipman,  15  October,  1836.    Passed  Midshipman,  1  July,  1842.     Master. 
6  April,  1849.    Lieutenant,  3  Noyember,  1849.    Resigned  7  February,  1856u 

RnHh,  Riehard. 

Midshipman,  30  September,  1863.    Graduated  June,  1867.    Bnsigii,  18  December, 
1868.    Master,  21  March,  1871. 

Rnsh,  William  H. 

Assistant  Surgeon,  13  February,  1877. 

Rnsh,  William  R. 

Midshipumo,  6  June,  1872.    Graduated  18  June,  1879. 

Rnshmore,  William. 

Mate,  1  December,  1862.    Resigned  13  May,  1865. 

Rnss,  Francis  A. 

Acting  Master,  23  November,  1861.     Appointment  revoked  (Sick.)  26  July,  1862. 

RuHM,  John  A. 

Midshipman,  1  March,  1825.    Passed  Midshipman,  28  April,  1832.    LieotcntfU 
23  September,  1837.    Cashiered  15  August,  1846. 

Rnss,  John  H. 

Mate.    Acting  Ensign,  19  August,  1863.     Resigned  23  May,  1864. 

Rnss,  Rohert  F. 

Mate,  20  December,  1861.    Resigned  1  May,  1863. 
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RvMiell,  Alexander. 

Gunner,  0  December,  1884.    Resigned  tf  April,  1888. 

Rnsselly  Alexander  W» 

Purser,  28  February,  1861.  Pay  Inspector,  3  March,  1871.  Pay  Director,  28  Feb- 
ruary, 1877. 

BoBsell,  ATerley  €•  H. 

Assistant  Swgeon,  8  June,  1879. 

Bossell*  Benjamin. 

Mate,  20  February,  1863.    Died  28  March,  1866. 

BiUHBell,  Benjamin  F. 

Acting  Ensign,  22  November,  1862.  Appointment  revoked  (Sick,)  22  February, 
1864. 

BiUHBell,  Charles  €• 

Lieutenant,  8  April,  1798.  Discharged  28  October,  1801,  under  Peace  Establish- 
ment Act. 

BnMell,  Charles  C. 

Midshipman,  18  June,  1812.    Resigned  14  February,  1825. 

BnMell^  Charles  F. 

Acting  Ensign,  27  September,  1862.    Honorably  discharged  14  September,  ISiio. 

Biumell,  £dmnnd  HI. 

Midshipman,  18  June,  1812.    Lieutenant,  17  May,  1828.    Died  21  July,  1SU8. 

BnMell,  Frederlek  C. 

Acting  Third  Assistant  Engineer,  6  November,  1862.  Acting  Second  Assistant 
Engineer,  18  June,  1864.    Honorably  discharged  80  October,  1865. 

Bnflsell,  George  H. 

Mate,  5  December,  1864.    Appointment  revoked  24  December,  1866. 

Bntwell,  George  Jl¥. 

Acting  Third  Assistant  Engineer,  24  December,  1868.  Acting  Second  AssiBtant 
Engineer,  8  March,  1865.    Honorably  discharged  17  January,  1868. 

Bnssell,  Henry. 

Acting  Assistant  Paymaster,  9  December,  1861.    Mustered  out  27  November,  1865. 

Bnmiell,  Henry  C. 

Mate,  24  January,  1862.  Acting  Ensign,  8  October,  1862.  Died  21  September, 
1868. 

BnMnell,  Horatio  Ti. 

Midshipman,  1  January,  1825.    Resigned  14  January,  1826. 

Bvflsell,  James  B. 

Mate,  21  March,  1868.  Acting  Ensign,  29  March,  1864.  Honorably  discharged 
8  November,  1867.  Mate,  8  November,  1869.  Appointment  revoked  9  July, 
1870. 

BoBsell,  James  J. 

Mate,  12  November,  1861.  Acting  Ensign,  5  November,  1862.  Acting  Master, 
28  February,  1864.    Honorably  discharged  21  October,  18G5. 

Bnsfiell,  John. 

Acting  Second  Assistant  Engineer,  17  October,  1868.  Dismissed  17  November, 
1868. 

Boflsell,  John. 

Acting  Gunner,  18  September,  1862.  Honorably  discharged  11  May,  1868.  Gun- 
ner, 14  August,  1875. 

Bofwell*  John  H. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  12  February,  1874. 

Bnssellf  John  M. 

Mate,  26  November,  1868.    Kesigned  27  January,  1865. 
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RiiRselly  Stephen  G. 

Acting  Muster,  19  July,  1801.     Resigned  2  July,  1862. 

Russell,  Thomas. 

Midshipman,  1  April,  1828.    Died  28  August,  1830. 

Rnssell,  Thomas  S. 

Mate,  13  January,  1863.    Acting  Ensign,  20  February.  1804.    Resigned  17  Janu- 
ary, 1865. 

Russell,  William. 

Midshipman,  1  November,  1826.     Resigned  13  December,  1832. 

Russell,  William  A. 

Second  Assistant  Engineer,  5  March,  1872.     Died  17  February,  1873. 

Russell,  William  A. 

Acting  Third  Assistant  Engineer,  6  January,  1864.    Honorably  discharged  8  Xaj, 
1860. 

Rust,  James  F.  P. 

Acting  First  Assistant  Engineer,  20  June,  1864.    Honorably  discharged  10  Janu- 
ary, 1868. 

Rustic,  John  T. 

Carpenter,  8  December,  1849.    Dropped  20  April,  1861. 

Ruth,  I>udley  I<. 

Acting  Assistant  Paymaster,  11  August,  1862.    Mustered  out  20  October,  1865. 

Ruth,  Martin  li. 

Acting  Third  Assistant  Engineer,  29  July,  1864.    Resigned  20  June,  1865. 

Ruth,  Melauethou  !<. 

Assistant  Surgeon,  21  April,  1868.  Passed  Assistant  Surgeon,  10  October,  1871. 
Surgeon,  2  April,  1870. 

Rutherford,  Jaeoh. 

Mate,  1  December,  1862.  Acting  Ensign,  20  June,  1863. .  Honorably  diachamd 
28  October,  1865. 

Rutherford,  Jesse  HI. 

Mate,  1  October,  1862.    Resigned  13  February,  1863. 

Rutherford,  Jesse  S. 

Appointed  Second  Assistant  Engineer,  17  January,  1842.  Warranted  Second 
Assistant  Engineer,  28  July,  1845.  First  Assistant  Engineer,  26  Februarv, 
1851.    Died  3  January,  1862. 

Rutherford,  William  II. 

Third  Assistant  Engineer,  22  September,  1840.  Second  Assistant  Engineer. 
16  February,  1852.  First  Assistant  Engineer,  26  June,  1856.  Chi^  Sngineer, 
12  August,  1861.    Retired  list,  26  October,  1874. 

Rutgers,  Herman. 

Midshipman,  31  November,  1814.  Last  appearance  on  Records  of  I«a\*v  Depart- 
ment, 1822.    Dead.    ^ 

Rutledis:e,  Edward  €. 

Midshipman,  80  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.    Resigned  6  August,  1850. 

Rutledse,  John. 

Midshipman,  V  April,  1835.  Passed  Midshipman,  22  June,  1 84 1.  M:ister, 89  llarcli. 
1848.    Lieutenant,  7  January,  1849.    Resigned  23  February,  1861. 

Rutledn^e,  States. 

Midshipman,  1  October,  1798.     Resigned  7  January,  1802. 

Rutter,  £dward  J. 

AssistAut  Surgeon,  6  September,  1837.  Surgeon,  20  September,  1850.  Drowned 
30  April,  1852. 

Rutter.  George  H. 

Acting  Third  Assistant  Engineer,  15  January,  1862.  Acting  Second  Aasistaat 
Engineer,  13  October,  1863.    Appointment  revoked  19  August,  L864. 
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Rnlter,  Josiius. 

Master,  1  March,  1814.     Discbarged  15  April,  1815. 

Ratter,  Thomas. 

MidshipmaD,  9  November,  1813.     Resigned  25  March,  1814. 

Rntter,  Solomon. 

Lieutenant^  (Flotilla  Service,)  25  April,  1814.  Last  appearance  on  Records  of 
Navy  Department,  6  February,  1815. 

Ratter,  Soiomon. 

Midshipman,  26  February,  1814.     Resigned  1  February,  1822. 

Ratter,  Thomas. 

Master,  0  May,  1818.    Dropped  It  December,  1826. 

Ryan,  I>aTld. 

Midshipman,  25  January,  1828.    Dropped  in  1840. 

Ryan,  Edward. 

Mate,  2  January,  1862.  Acting  Ensign,  20  October,  1863.  Resigned  24  February, 
1865. 

Ryan,  George  P. 

Acting  Midshipman,  30  September,  1857.  Midshipman,  1  June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  16  July,  1866.  Commander,  8  Oc- 
tober, 1874.    Lost  in  the  ''Huron,''  24  November,  1877. 

Ryan,  Jafion. 

Mate,  5  March,  1862.   Acting  Ensign,  26  September,  1 864.    Resigned  27  April,  1865. 

Ryan,  Johm  J. 

Third  Assistant  Engineer,  22  May,  1863.  Second  Assistant  Engineer,  25  January, 
1866.    Retired  list,  28  October,  1874. 

Ryan,  M.  Talmadge. 

Mate,  26  December,  1862.    Dismissed  0  May,  1863. 

Ryan,  Robert  H. 

Acting  Third  Assistant  Engineer,  22  December,  1862.  Honorably  discharged 
11  November,  1865. 

Ryan,  Thomas  £. 

Acting  Assistant  Paymaster,  7  October,  1863.    Mustered  out  21  March,  1866. 

Ryan,  Thomas  W. 

Cadet  Midshipman,  13  June,  1873.    Graduated  4  June,  1880. 

Ryan,  Timothy. 

Mate,  9  October,  1862.    Deserted  5  July,  1864. 

Ryan,  William. 

Bailmaker,  18  September,  1827.  Retired  list,  23  February,  1863.  Died  12  No- 
vember, 1872. 

Ryekmau,  £dward. 

Mate,  26  January,  1867.    Resigned  16  May,  1867. 

Ryckman,  George  €• 

Acting  Ensign,  29  October,  1863.  Honorably  discharged  9  May,  1866.  Acting 
Master,  17  July,  1867.    Mustered  out  8  October,  1868. 

Ryder,  IBdward  A. 

Acting  Ensign,  26  November,  1862.    Honorably  discharged  31  August,  1865. 

Ryder,  George  1¥. 

Mate,  16  October,  1862.     Resigned  26  March,  1863. 

Ryder,  John  H. 

Gunner,  26  September,  1837.    Appointment  revoked  7  July,  1840. ' 

Ryder,  Joshna  H. 

Mate,  28  March,  1864.     Honorably  discharged  25  July,  1865. 

Ryder,  Martin  H. 

Acting  Third  Assistant  Engineer,  7  March,  1865.  Honorably  discharged  26  Sep- 
tember, 1865. 
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Ryder,  PreserTed  HI. 

Mate,  28  November,  1861.     Resigne<l  lO  May,  1865. 

Ryder,  Renbea  T. 

Mate,  6  April,  1864.    Resigned  3  May,  1865. 

Ryder,  Royal  S. 

Acting  Ensign,  12  January,  1863.     Appointment  revoked  14  April,  1868. 

Ryder,  Sleptaea  A. 

Acting  Master,  81  October,  1861.    Resigned  12  March,  1862.    Acting  Ensign. 
22  December,  1862.    Honorably  discharged  30  September,  1865. 

Ryfenbnrgta,  I«ewlB  HI. 

Acting  Second  Assistant  Engineer,  3  October,   1864.      Honorably   diacharged 
29  June,  1865. 

Ryland,  William. 

Chaplain,  23  May,  1829.     Died  19  January,  1846. 

Ryley,  Thomas  W. 

Gunner,  29  January,  1827.    Died  14  March,  1845. 

Ryley,  Georn^e. 

Mate,  24  October,  1861.    Dismissed  5  January,  1868. 

RymeA,  George  W. 

Acting  Third  Assistant  Engineer,  6  April,  1864.    Honorably  dischanred  89  Jnly^ 
1865. 

SaekeU,  Angnstine. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  8  Augui^t. 

1863.  Resigned  24  August,  1865. 

Safford,  John  R. 

Acting  Third  Assistant  Engineer,  21  May,  1862.    Acting  Second  Assistant  Engi- 
neer, 12  November,  1868.    Honorably  discharged  23  August,  1869. 

Safford,  IieTi  T. 

Third  Assistant  Engineer,  8  December,  1862.    Second  Assistant  Engineer,  6  April. 

1864.  First  Assistant  Engineer,  6  June,  1868. 

Safford,  8.  J. 

Assistant  Surgeon,  24  July,  1818.     Resigned  1  September,  1814. 

HBJgee^  Francis. 

Carpenter,  13  April,  1831.    Died  23  May,  1858. 

Salade,  I^ewis  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.    Honorably  discharged  19  August, 
1865. 

Salisbury,  Charles  II. 

Acting  Master,  Recruiting  Service,  16  June,  1864.    Appointment  revoked  16  No- 
vember, 1864. 

Salisbury,  George  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  10  June,  1879. 

Saltar,  Francis. 

Gunner,  27  September,  1798.    Resigned  10  December,  1799. 

Salter,  Thomas  B. 

Surgeon's  Mate,  24  July,  1813.     Surgeon,  22  May,  1815.     Died   6  November,  18W. 

Salter,  Thomas  O. 

Chaplain,  20  March,  1861.     Died  25  February,  1872. 

Salter,  Timothy  O.  C. 

Midshipman,  20  September,  ISOG.  (Jraduated  7  June,  1870.  Ensign,  18  Jo^J. 
1871.     Master,  9  November,  1874. 

Salter,  William  I>. 

Midshipman,  15  November,  ISOO.  LitMitenant,  9  December,  1814.  Conunandfr. 
3  March,  1831.  Captain,  3  March,  1S30.  Reserved  list,  4  January,  1856.  Coo- 
modore  on  Reserved  list,  4  April,  1807.     Died  1869. 
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Jtolstonstall,  William  O. 

Acting  Master,  without  pay,  8  June,  1861.  Acting  Volunteer  Lieutenant,  0  May, 
1868.  Actinff  Volunteer  Lieutenant-Commander,  20  May,  1865.  Honorably 
discharged  5  October,  1865.  » 

Sample,  Wlnfleld  Scolt. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June, 
1880. 

Sampson,  Albert  P. 

Mate,  81  July,  1862.  Acting  Ensign,  24  October,  1868.  Honorably  disclmr^^od 
7  September,  1865. 

Sampson,  Charles  A. 

Mate,  18  August,  1862.    Appointment  revoked  21  May,  1868.    Acting  Gunner, 

21  May,  1868.    Honorably  discharged  8  July,  1865. 

Sampson,  I>anlel  W. 

Mate,  4  March,  1870.    Resigned  21  April,  1878. 

Sampson,  Frederick  A. 

Acting  Master,  13  May,  1861.    Resigned  17  May,  1862. 

Sampson,  Frederick  G. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  18  July,  1864.  Honorably  dis- 
charged 20  November,  1865. 

Sampson,  Isaac  P. 

Mate,  5  September,  1868.    Acting  Ensign,  9  July,  1864.    Resigned  26  May,  1865. 

Sampson,  Jj.  GranTlUe. 

Acting  Ensign,  17  January,  1865.    Honorably  discharged  15  February,  1866. 

Sampson,  William  T. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1  June,  1 861.  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  25  July,  1860.  Commander,  9  August, 
1874. 

Samson,  Gny. 

Third  Assistant  Eng^eer,  24  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1868.    Resigned  2  April,  1860. 

Sanborn,  Albion  J. 

Acting  Third  Assistant  Engineer,  9   February,  1864.      Honorably  discharged 

22  August,  1865. 

Sanborn,  Bcnojamln  F. 

Acting  Third  Assistant  Engineer,  19  January,  1864.    Discharged  19  May,  1865. 

Sanborn,  Frank. 

Mate,  29  July,  861.  Acting  Ensign,  10  September,  1863.  Honorably  discharged 
27  December,  1865. 

Sanborn,  C^eorge  €• 

Mate,  10  November,  1861.  Honorably  discharged  10  June,  1865.  Mate,  11  July, 
1865.    Resigned  8  September,  1871. 

Sanborn,  Thomas  F. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  Honorably  discharged 
11  October,  1865. 

Sander,  James. 

Midshipman,  27  August,  1800.  Discharged  12  August,  1801,  under  Peace  Estab- 
lishnient  Act. 

Sanders,  Camillns. 

Midshipman,  8  January,  1836.     Resigned  25  February,  1839. 

Sanders,  Cary  3r. 

Assistant  Paymaster,  27  October,  1869.  Passed  Assistant  Paymaster,  1  July,  1875. 
Lost  on  board  the  "  Huron^  24  November,  187'' 

Sanders,  James. 

Midshipman,  1  January,  1808.    Lieutenant,  24  July,  1813.     Died  7  December, 

iai«. 
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^lauders,  Jos. 

Lieutenant,  10  June,  1799.     Discharged,  at  his  own  request,  6  July,  1801. 

Sanders.  Morton  W. 

Acting  Midshipman,  20  September,  1859.  Ensign,  25  November,  18G2.  Lien- 
tenant,  22  February,  1 864.  Lieutenant-Commander,  25  July,  1 866.  Commanda' 
11  April,  1877.    Died  11  July,  1878. 

Sanderson,  Franels. 

Midshipman,  8  February,  1816.  Lieutenant,  13  January,  1825.  Died  28  Auniat 
1831,  ^ 

Sanderson,  Georse  A. 

Midshipman,  26  September,  1866.  Graduated  6  June,  1871.  Resigned  81  Decem- 
ber, 1872. 

Sanderson,  John  W. 

Mate,  13  May,  1863.  Acting  Ensign,  29  April,  1865.  Honorably  diachaised 
21  November,  1868.  * 

Sanderson,  Jos. 

Boatswain,  21  March,  1837.    Died  24  November,  1837. 

Sandfbrd,  John  W. 

Assistant  Surgeon,  28  May,  1857.    Dismissed  29  May,  1861. 

Sands,  Benjamin  F. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  Jane,  1834.  LieutcDanl, 
16  March,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  27  April,  1871.  Retired  lilt, 
11  February,  1874.  . 

Sands,  Franels. 

Master^s  Mate,  28  February,  1807.  Last  appearance  on  Records  of  Navy  Depart- 
ment till  2  August,  1809. 

Sands,  Franels  P«  B. 

Acting  Ensign,  9  December,  1862.  Acting  Master,  31  January,  1865.  HonofmUy 
discharged  18  February,  1867. 

Sands,  George. 

Mate,  17  May,  1870.    Died  10  July,  1873. 

Sands,  George  !«• 

Mate,  20  August,  1863.    Acting  Ensign,  17  January,  1865.    Honorably  diacharged 

10  August,  1865. 

Sands,  James  H. 

Acting  Midshipman,  26  November,  1859.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 18G5.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  IS 
March,  1 868. 

Sandsy  J*  H.  H. 

Midshipman,  19  April,  1884.    Resigned  4  November,  1837. 

Sands,  Joshna  R. 

Midshipman,  18  June,  1 812.  Lieutenant,  1  April,  1818.  Commander,  28  Fefamarr, 
1840.  Captain,  25  February,  1854.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list,  16  July,  18G2.  Rear- Admiral,  Retired  listi  95  Jutjt 
1806. 

Sands,  J.  WoodTille. 

Acting  Assistant  Paymaster,  4  November,  1863.    Honorably  diachaiged  5  October. 
1805. 

Sands,  liOnis. 

Acting  Assistant  Paymaster,  10  July,  1861.    Mustered  out  25  February,  1866. 

Sands^  Tbomas. 

Midshipman,  10  May,  1820.    Resigned  17  June,  1830. 

Sands,  William  91. 

Purser,  20  May,  1815.    Resigned  24  March,  1832. 
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Sanford,  Hiram. 

Second  Assistant  Engineer,  21  NoYember,  1837.  First  Assistant  Engineer,  6  Feb- 
ruary, 1840.  Resigned  5  November,  1849.  Acting  Second  Assistant  Engineer, 
16  October,  1861.    Appointment  revoked  28  August,  1862. 

ftanford,  Jos. 

Master,  26  June,  1812.    Resigned  20  July,  1812. 

^^nford,  Joseph  P. 

Midshipman,  11  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 2  November,  1842.  Resigned  8  October,  1853.  Actins  Lieutenant,  13  May, 
1861.  Commander,  6  June,  1861.  Captain,  27  Septeniber,  1866.  Resigned 
1  March,  1869. 

Sanford,  William. 

Sailmaker,  2  August,  1809.  Last  appearance  on  Records  of  Navy  Department, 
10  August,  1812. 

Sanford,  William. 

Saihnaker,  15  October,  1805.  Last  appearance  on  Records  of  Navy  Department, 
18  October,  1805. 

Sauford,  William  €• 

Acting  First  Assistant  Engineer,  28  May,  1863.  Honorably  discharged  26  Novem- 
ber, 1865. 

Sanford,  William  €.  Ti. 

Mate,  30  July,  1864.    Resigned  30  June,  1865. 

Sanger,  W.  P.  S. 

Civil  Engineer,  8  July,  1886.  Ordered  to  Bureau  Yards  and  Docks,  7  September, 
1842. 

Sankey,  John  G. 

Mate,  6  June,  1862.  Appointment  revoked  14  Jane,  1862.  Acting  Assistant  Pay- 
master, 24  September,  1863.    Honorably  discharged  11  Noveml^r,  1866. 

Saptaam,  Asa. 

Lieutenant,  4  October,  1799.    Resigned  13  December,  1799. 

{$ard,  William  F. 

Mate,  23  December,  1863.    Honorably  discharged  25  October,  1866. 

Sargenl,  Asa. 

Surgeon,  9  May,  1799.    Last  appearance  on  Records  of  Navy  Department. 

Sargent,  £11  B. 

Acting  Assistant  Surgeon,  2  June,  1865.    Honorably  discharged  11  May,  1806. 

Sargent,  Fernando  €. 

Acting  Assistant  Surgeon,  8  September,  1863.  Honorably  discharged  24  August, 
1865. 

Sargent,  Howard. 

Mate,  22  December,  1862.    Honorably  discharged  15  May,  1865. 

Sargent,  IVathan. 

Midshipman,  23  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  10  July,  1874. 

Sargent,  Walter. 

Mate,  21  March,  1862.  Acting  Ensign,  28  January,  1 863 .  Acting  Master,  25  May, 
1865.  Honorably  discharged  28  October,  1 865.  Acting  Master,  15  August,  1866. 
Ensign,  12  March,  1868.  Master,  18  December,  18G8.  Lost  on  the  ''Oneida.'' 
24  January,  1870. 

Sartorl,  Charles  W. 

Acting  Assistant  Surgeon,  18  May,  1861.    Resigned  19  July,  1864. 

Sartori,  liOnis  C 

Midshipman,  2  February,  1869.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.  Reserved  list,  28  September,  1855.  Lieutenant  on  Active 
list,  8  September,  1841.  Commander,  27  April,  1861.  Captain,  26  September, 
1861.    Commodore,  12  December,  1873.    Retired  list,  8  June,  1874. 
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Saseie,  Peter  A* 

Third  ABsistant  Engineer,  16  November,  1861.     Died  2t^  July,  1862. 

Satterlee,  Charles  A. 

Acting  Third  Assistant  Engineer,  14  September,  1864.    Honorably  discharged 
12  May,  1866.  * 

Satterwhite,  £•  F. 

Midshipman,  16  January,  1809.    Parser,  25  April,  1812.    Last  appearance  on 
Records  of  Navy  Department,  1815. 

Satterwhite,  !¥•  F. 

Midshipman,  9  November,  1813.    Dismissed  24  November,  1813. 

Saner,  Wicbolas* 

Acting  Third  Assistant  Engineer,  1  Jmie,  1868.    Honorably  dischaiged  0  Novem- 
ber, 1865. 

Sanl,  Tbomas  S. 

Midshipman,  23  October,  1820.     Resigned  2  November,  1821. 

Saunders,  B.  R. 

Midshipman,  2  April,  1804.    Resigned  27  May,  1806. 

Sannders,  Charles  B.  N. 

Acting  Third  Assistant  Engineer,  6  March,  1865.    Dismissed  22  April,  1865. 

Sannders,  John  Ij. 

Midshipman,  15  November,  1809.    Lieutenant,  13  January,  1825.    Commandfli^ 
8  September,  1841.    Reserved  list,  13  September,  1855.    Died  26  October,  ISea 

Sannders,  J.  !¥• 

Acting  Master,  28  February,  1862.    Honorably  discharged  29  October,  1865. 

SaTa^e,  Angnstns  €• 

Acting  Ensign,  11  January,  1864.    Honorably  discharged  2  August,  1865. 

SaTaice,  BibUah. 

Midshipman,  12  January,  1799.    Resigned  12  August,  1801. 

SaTa^e,  BibUah. 

Master,  81  July,  1801.    Resigned  11  August,  1801.  ^ 

SaTa^e,  Bngh  B. 

Acting  Master,  16  December,  1861.    Honorably  discharged  27  September,  1866. 

SaTage,  Ij.  W. 

Acting  Ensign,  31  January,  1865.    Honorably  discharged  14  September,  1865. 

SaTai^e,  Robert. 

Midshipman,  27  March,  1840.  Passed  Midshipman,  11  July,  1846.  Died  8  Feb- 
ruary, 1848. 

SaTafce,  Samnel  F. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  8  August, 
1859.    First  Assistant  Engineer,  8  October,  1861.    Resigned  13  January,  1865. 

SaTage,  Silas  T. 

Acting  Assistant  Paymaster,  6  November,  1862.  Appointment  revoked  (Sick.) 
21  November,  1863.  Acting  Assistant  Paymaster,  26  August,  1864.  Resigned 
13  January,  1865; 

SaTage,  Thomas. 

Mate,  20  April,  1865.  Mustered  out  12  March,  1868.  Mate,  10  December,  Wx 
Boatswain,  12  October,  1871. 

SaTille,  John  W^  ^r. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  Martli. 
1864.    Retired  list,  1  February,  1871. 

SaTille,  William  O. 

Acting  Third  Assistant  Engineer,  19  August,  1863.  Honorably  dischsr^' 
10  July,  1865. 

SaTory,  George  £• 

Acting  Tliird  Assistant  Engineer,  13  Noveiuber,  1863.  Honorably  dischai)^ 
8  July,  1869. 
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Sawtoll,  Isalab  li. 

Acting  Third  Assistant  Engineer,  2  September,  1803.     Died  6  May,  1864. 

Sawtelle.  Arlhar  M* 

Acting  Second  Assistant  Engineer,  3  February,  1804.  Honorably  discharged 
n  October,  1865. 

lawyer.  A*  B*  €. 

Acting  Assistant  Snrgeon,  21  May,  1802.  Acting  Passed  Assistant  Surgeon, 
27  April,  1865.    Honorably  discharged  28  October,  1865. 

lawyer,  Benjamin  A. 

Acting  Assistant  Surgeon,  9  February,  1865.  Honorably  discharged  10  October, 
1866. 

Nawyer,  Charles. 

Acting  Ensign,  29  AngoBt,  1864.    Honorably  discharged  25  December,  1865. 

lawyer,  Charles  S. 

Acting  Ensign,  27  February,  1868.    Honorably  discharged  15  August,  1805. 

Sawyer,  Charles  S. 

Mate,  9  October,  1863.  Acting  Ensign,  5  November,  1804.  Honorably  discharged 
17  September,  1867. 

Sawyer,  Daniel  A. 

Third  Assistant  Engineer,  6  October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.    Retired  list  22  January,  1866. 

Sawyer.  £•  A. 

Acting  Ensign,  28  July,  1863.    Honorably  discharged  1  April,  1866. 

Sawyer,  Frank  £• 

Midshipman,  25  September,  1868.  Graduated  1  June,  1872.  Ensign,  15  July, 
1878.    Master,  22  July,  1878. 

Sawyer,  George  A* 

Assistant  Paymaster,  24  August,  1861.  Paymaster,  17  September,  1868.  Retired 
list,  29  June,  1869. 

Sawyer,  George  F. 

Purser,  20  March,  1838.     Died  24  June,  1852. 

Sawyer,  George  F* 

Third  Assistant  Engineer,  8  September,  1863.  Second  Assistant  Engineer,  15  Oc- 
tober, 1865.     Resigned  12  October,  1868. 

Sawyer,  Horace  B. 

Midshipman,  4  June,  1812.  Lieutenant,  1  April,  1818.  Commander,  9  December, 
1839.  Captain,  12  April,  185;).  Reserved  list,  13  September,  1855.  Died 
14  February,  1860. 

Sawyer,  Isaac* 

Mate,  22  August,  1868.     Appointment  revoked  (Sick,)  19  May,  1864. 

Sawyer,  JTames* 

Acting  Ensign,  12  December,  1863.  Acting  Master,  31  July,  1865.  Honorably 
discharged  23  November,  1865. 

Sawyer,  John  €. 

Acting  Assistant  Pa3^naster,  8  February,  1864.  Honorably  discharged  9  Novem- 
ber, 1865. 

Sawyer,  Joseph* 

Acting  Ensign,  7  December,  1863.     Honorably  discharged  23  November,  1865. 

Sawyer   Jos.  P* 

Master,  18  July,  1812.    Discharged  7  May,  1813. 

Sawyer,  liCwis  C* 

Midshipman,  14  August,  1846.    Resigned  16  December,  1847. 

Sawyer,  Mohcs  B* 

Acting  Master,  16  May,  1861.     Resigned  2  May,  1862. 

Sawyer,  R.  P* 

Acting  Assistant  Surgeon,  29  December,  1863.     Resigned  18  May,  1865. 
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Sawyers,  JTames  II. 

Acting  Midshipman,  24  September,  1866.    Graduated  June,  1870.         Died  24 
October,  1870. 

Sayer,  Benjamin. 

Master,  14  August,  1709.    Discharged  8  July,  1801 ,  under  Peace  Establishment 
Act. 

Sayers,  John. 

Acting  Master  and  Pilot,  1  October,  1864.    Appointment  revoked  9  March,  1865. 

Seallon,  William. 

Midshipman,  2  December,  1799.    Resigned  27  March,  1805. 

Seanlan,  Cbarles  S. 

Mate,  23  October,  1863.    Honorably  discharged  9  February,  1866. 

Seanlan,  Patrick. 

Acting  Third  Assistant  Engineer,  1   October,  1862.    Acting  Second  Aasistaiit 
Engineer,  6  July,  1864.    Honorably  discharged  27  November,  1865. 

Seannell,  James. 

Acting  Master,  12  April,  1862.    Dismissed  10  September,  1862.    Actiii^  Ensign, 
9  December,  1862.    Resigned  24  July,  1863. 

Seanlland,  Robert  A. 

Acting  Midshipman,  80  December,  1848.    Dropped  12  July,  1849. 

Scarlett  Joseph  H. 

Acting  Ensign,  6  September,  1864.    Honorably  discharged  13  December,  1865. 

Seattergood,  Edward. 

Third  Assistant  Engineer,  26  August,  1859.    Second  Assistant  Engineer,  1  March, 

1862.  First  Assistant  Engineer,  1  October,  1863.    Died  20  September,  1864. 

Sehaefer,  Henry  W. 

Midshipman,  21  July,  1866.    Graduated  7  June,  1870.    Ensign,  13  Jaly,  187L 
Master,  9  October,  1873.    Lieutenant,  27  October,  1879. 

Schamback,  Berman  G. 

Mate,  21  July,  1864.    Resigned  26  October,  1864. 

Sehander,  Adolph. 

Mate.    Appointment  revoked  9  November,  1866. 

Sehell,  Franklin  J. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 

fik^hellenberg^er,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant 
Engineer,  5  December,  1863.     Honorably  discharged  27  November,  1865. 

6k$henck,  Caspar. 

Acting  Assistant  Paymaster,  6  July,  1861.    Assistant  Paymaster.  14  September. 
1861.    Paymaster,  5  February,  1862.    Pay  Inspector,  3  March,  1871. 

Sehenck,  George  R. 

Acting  Master,  30  October,  1861.    Resigned  8  May,  1862. 

8chenck,  James  F. 

Midshipman,  1  July,  1825.     Passed  Midshipman,  4  June,  1831.    Lieatenaot, 
22  December,  1835.    Commander,  14  September,  1855.    Commodore,  2  Janaary, 

1863.  Rear- Admiral,  21  September,  1868.    Retired  list,  11  June,  1869. 

Sehenck,  John  IV. 

Acting  Third  Assistant  Engineer,  14  September,  1864.    Honorably  dischar^ 
27  October,  1865. 

Sehenck,  John  P. 

Acting  Assistant  Surgeon,  7  May,  1864.    Resigned  19  May,  1864. 

Sehenck,  Woodhnll  S. 

Midshipman,  30  December,  1831.    Passed  Midshipman,  15  June,  1837.    laentenaot 
8  September,  1841.    Died  9  May,  1849. 

Schepel,  J.  AngnstOH. 

Mate,  6  December,  1861.     Appointment  revoked  11  August,  1862. 
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Sehermerhorn,  £dward. 

Midshipman,  1  May,  1822.  Passed  Midshipman,  24  May,  1828.  Lost  in  the 
**  U&met;'  10  September,  1829. 

Sehetky^  €barle«  A* 

Acting  Ensign,  27  June,  1863.  Honorably  discharged  22  February,  1866.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander^ 
1  December,  1877. 

Schentze,  William  B. 

Midshipman,  23  June,  1869.  Graduated  81  May,  1878.  Ensign,  16  July,  1874. 
Master,  30  November,  1878. 

Schley,  Artimr. 

Mate,  28  October,  1869.    Resigned  5  April,  1871. 

Schley,  William  R. 

Third  Assistant  Engineer,  2  May,  1857.    Died  25  February,  1858. 

Schley,  Winfleld  S. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Master^ 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.    Commander,  10  June,  1874. 

Schmidt,  Edward  B. 

Mate,  24  January,  1863.    Appointment  revoked  (Sick,)  20  October,  1864. 

Schmiitz,  Charles  F. 

Midshipman,  19  October,  1861.  Graduated  November,  1864.  Ensign,  1  Novem- 
ber, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieuten- 
ant-Commander,  26  March,  1869. 

Schneider,  William  T. 

Acting  Third  Assistant  Engineer,  2  September,  1863.  Acting  Second  Assistant 
Engineer,  6  March,  1865.    Honorably  discharged  15  August,  1865. 

Schober,  Frederick. 

Third  Assistant  Engineer,  23  June,  1863.  Second  Assistant  Engineer,  25  July, 
1866.    Resigned  9  June,  1873. 

Schofield,  Charles  £• 

Mate,  19  September,  1864.    Honorably  discharged  23  June,  1866. 

Scholes,  Thomas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  11  December,  1863. 

Schooley^  Frank  N. 

Mate,  10  September,  1864.    Appointment  revoked  (Sick,)  30  January,  1865. 

Schoolfield,  JT.  J. 

Assistant  Surgeon,  13  March,  1805.  Surgeon,  28  June,  1809.  Resigned  27  Octo- 
ber, 1817. 

Schoonmaker,  €•  M. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  9  June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  24  December,  1865.  Commander. 
14  February,  1873. 

Schooler,  John. 

Midshipman,  25  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1806.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Conmiander,  3  June,  1869. 

Schow,  Mai^nns. 

Acting  Master,  12  May,  1862.    Dismissed  13  October,  1862. 

Schrader,  Cornelius. 

Acting  Third  Assistant  Engineer,  23  January,  1865.  Honorablv  dischari^etl 
17  June,  1866. 

Schroeder,  Charles. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  3  August,  1859.  Name  stricken  from  the 
Rolls,  18  May,  1861. 
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Aehroeder,  Seaton. 

Acting  MidsbipmaD,  27    September,  1864.      Gndaated    June,    1868. 
12  July,  1870.    Lieutenant,  29  October,  1872. 

fik^hryTer,  DaTid  M. 

Acting  Third  Assistant  Engineer,  26  May,  1868.    Honorably  diachaiged  15  Haj, 

1865. 

Aebnltiee,  Simon. 

Acting   First   Assistant   Engineer,  1  October,  1862.    Acting   Chief 
15  April,  1864.    Honorably  discharged  29  September,  1865. 

Schnliz,  William. 

Actiiij,  Ensign,  15  October,  1863.    Resigned  18  April,  1865. 

Sebnise,  Gerliard  €• 

Acting  Master,  25  September.  1861.  Master,  12  March,  1868.  Lieatenanty  18  De- 
cember, 1868.  Lieutenant-Commander,  10  June,  1870.  Died  28  September, 
1870. 

Sella jler,  P.  P. 

Midshipman,  20  June,  1806.    Dismissed  26  June,  1809. 

Schwartz,  Edward  G. 

Acting  Third  Assistant  Engineer,  28  November,  1864.  Honorably  duehaiged 
18  June,  1868. 

Sdiwenk,  Milton  K« 

Midshipman,  22  September,  1866.  Graduated  1  June,  1872.  Ensign,  15  Jo^, 
1874.    Master,  23  October,  1878. 

Seobey,  Gilbert  W. 

Acting  Third  Assistant  Engineer,  80  May,  1864.  Honorably  discharged  24  JaBS^ 
1866. 

Seoffln,  Charles  R. 

Mate,  4  April,  1862.    Acting  Ensign,  2  May,  1864.    Honorably  dischaiged  14  ]>»> 

cember,  1865. 

Seofield,  Walter  K. 

Assistant  Surgeon,  12  July,  1861.    Surgeon,  19  June,  1876. 

Seott,  Bernard  O. 

Midshipman,  80  June,  1870.    Graduated  1  June,  1874.     Ensign,  17  July,  1878. 

Scott,  Beverly  R. 

Midshipman,  18  June,  1812.    Resigned  11  December,  1815. 

Meott,  Ciiarles  P. 

Third  Assistant  Engineer,  18  November,  18C2.     Died  20  June,  1864. 

Hcott,  Frederick. 

Acting  Third  Assistant  Engineer,  22  July,  1863.  Honorably  dischai^ged  22  De- 
cember, 18C5. 

Mcott^  GnHtaroH  H* 

Midshipman,  1  August,  1828.  Passed  Midshipman,  14  June,  1884.  Lientenant, 
25  February,  1841.  Commander,  27  December,  1856.  Captain,  4  November, 
1803.  Commodore,  10  February,  1869.  Rear-A(huiral,  14  Februair,  1878. 
Retired  list,  13  June,  1874. 

Hcott,  Henry  B. 

Mate,  20  February,  1865.    Honorably  discharged  3  December,  1867. 

ScoiU  II*  !>• 

Mi<lshipman,  80  May,  1816.    Lieutenant,  28  April,  1826.     Died  16  Febmary. 

1830. 

8cott^  Ilenry  M. 

Mate,  23  April,  1863.    Dismissed  19  March,  1864. 

ScotU  Ilenry  W. 

Third  Assistant  Engineer,  1  July,  1881.    Second  Assistant  Engineer,  29  April. 
1803.    First  Assistant  Engineer,  80  January,  1865.     Died  10  May,  1869. 
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Seett,  James  H. 

Assistant  Surgeon,  6  Jane,  1868.    Resigned  14  August,  1874. 

SeoU,  John. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  5  October,  1864. 

Seott   JTohn. 

Mate,  7  May,  1863.    Honorably  discharged  80  June,  1866. 

Seott,  John  A. 

Third  Assistant  Engineer,  8  October,  1861.    Second  Assistant  Engineer,  8  August, 

1863.  First  Assistant  Engineer,  11  October,  1866. 

Seott,  John  G« 

Acting  First  Assistant  Engineer,  1  October,  1862.    Acting  Chief  Engineer,  19  May, 

1864.  Honorably  discharged  14  October,  1865. 

Seott   John  H. 

Mate,  8  April,  1865.    Honorably  discharged  10  July,  1865. 

Seott,  Merritt. 

Midshipman,  80  November,  1814.     Died  in  January,  1825. 

Seott,  Robert  W. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1852.    Died  5  January,  1866. 

Seott,  Samnel  P« 

Gunner,  26  November,  1841.    Appointment  revoked  15  January,  1842. 

Seott,  Warbnrton  S« 

Mate,  1  October,  1862.    Resigned  22  April,  1864. 

Seott,  William. 

First  Assistant  Engineer,  20  March,  1840.    Disrated  to  Second  Assistant  Engineer, 
22  January,  1846.    Dismissed  5  June,  1850. 

Seott^  William. 

Boatswain,  17  June,  1850.    Resigned  6  November,  1850. 

Seott,  William. 

Acting  Gunner,  8  August,  1863.    Honorably  discharged  24  July,  1865. 

SeoTel^  I<ewi8  li. 

Acting  Assistant  Paymaster,  3  August,  1861.    Mustered  out  9  February,  1866. 

SeoTell,  £dward  H. 

Midshipman,  19  October,  1841.    Dismissed  21  January,  1850. 

Seranton,  Samoel  O. 

Acting  Master  and  Pilot,  1  December,  1864.     Honorably  discharged  8  June,  1865. 

Seribner,  €barle«  £• 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 

Seribner,  James  £. 

Acting  Third  Assistant  Engineer,  18  June,  1864.    Honorably  discharged  8  Octo- 
ber, 1865. 

Seriicffiiis,  John. 

Carpenter,  11  June,  1799.    Resigned  5  February,  1800. 

Sendder,  Alexander. 

Acting  Master,  4  November,  1861.    Appointment  revoked  (Sick,)  27  December, 
1861. 

Seadder,  Tbeodore. 

Acting  Third  Assistant  Engineer,  80  December,  1863.     Honorably  discharged 
12  July,  1865. 

Senl'iey,  James. 

Mate,  4  February,  1865.    Appointment  revoked  5  February,  1866. 

Seabnry,  Jobn  A. 

Acting  Ensign,  18  May,  1868.    Resigned  23  March,  1805. 
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Seabnry,  Samnel* 

Midshipman,  20  June,  1867.    Graduated  «  June,  1871.    Eosiinu  14  Jnlv.  1872. 
Master,  20  July,  1876.  ^ 

Meager,  Edward. 

Professor,  21  May,  1864.    Retired  list,  8  April,  1871. 

SeagroTe,  JTamefii. 

Gunner,  7  May,  1804.    Last  appearance  on  Records  of  Navy  Department. 

SeaicraTe,  0«  B. 

Acting  Assistant  Paymaster,  19  October,  1868.  Honorably  discharged  21  Octobo- 
1865. 

Seal,  William. 

Assistant  Surgeon,  24  June,  1826.    Died  18  December,  1829. 

Seaman,  Benry  G. 

Mate,  24  October,  1862.  Acting  Ensign,  1  July,  1864.  Honorably  dischaiged 
12  August,  1865. 

Seaman,  JTohn. 

Acting  Second  Assistant  Engineer,  12  January,  1868.  Acting  First  Assistant 
Engineer,  9  June,  1864.    Honorably  discharged  26  October,  1865. 

Seaman,  JTolin. 

Acting  Third  Assistant  Engineer,  24  January,  1862.  Honorably  dischamd 
26  October,  1866. 

Seaman,  Stephen. 

Saihnaker,  22  April,  1846. 

Searcy,  Bobert  £. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Died  2  Novonbcr, 
1822. 

Searle,  Addison. 

Chaplain,  27  April,  1820.    Died  2  August,  1850. 

Sears,  Amasa  C. 

Acting  Ensign,  5  January,  1863.  Acting  Master,  7  March,  1864.  Hononbly 
discharged  10  August,  1865. 

Sears,  Cyrns. 

Acting  Ensign,  12  August,  1863.  Acting  Master,  16  August,  1864.  Acting 
Volunteer  Lieutenant,  15  July,  1865.  Honorably  discharged  *27  September, 
1865. 

Sears,  Edward  B. 

Acting  Assistant  Paymaster,  27  August,  1863.    Mustered  out  2  June,  1868. 

Sears,  £•  T. 

Acting  Ensign,  28  August,  1863.    Honorably  discharged  19  August,  1865. 

Sears,  James  H. 

Midshipman,  20  September,  1871.    Graduated  20  June,  1876. 

Sears,  John. 

Mate,  7  August,  1862.    Acting  Ensign,  9  April,  1863.    Honorably  discbaxged 
22  February,  1869. 

Sears,  John  B. 

Midshipman,  2  April,  1804.    Lost  overboard  29  June,  1804. 

Sears,  Thomas  B. 

Acting  Master,  22  January,  1862.    Honorably  discharged  18  February,  1866. 

Seaver,  £ben  II. 

Mate,  13  June,  1863.    Acting  Ensign,  22  October,  1863.    Dismissed  27  April 
1864. 

Seaver,  James  T. 

Acting  Master,  9  January,  1862.     Dishonorably  discharged  21  October,  1864. 

Seavey,  £dwln  A. 

Acting  Ensign,  18  May,  1864.     Died  25  September,  1864. 
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SeaTey,  Fayette. 

Acting  Third  Assistant  Engineer,  4  September,  1863.    Acting  Second  Assistant 
Engineer,  1  December,  18G3.     Honorably  discharged  11  March,  1866. 
Seavey,  Theodore  B* 

Mate,  24  March,  1864.     Resigned  29  April,  1865. 
Meawell,  Joseph  A. 

Midshipman,  3  July,   1842.     Passed  Midshipman,  5   August,   1848.     Dropped 
13  September,  1855. 

Sehastian,  Benjamin. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  7  March,  1863.  ResifFned 
22  March.  1865. 

Sehelin,  Angnetns. 

Mate,  8  September,  1864.  Discharged  5  October,  1864.  Acting  Ensign,  8  Decem- 
ber, 1864.    Honorably  discharged  14  September,  1865. 

Sebree,  Uriel. 

Midshipman,  25  July,  1868.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  24  March,  1870.    Lieutenant,  21  March,  1871. 

Sedam,  I<ewi8  W. 

Mate,  24  November,  1863.    Honorably  discharged  11  October,  1865. 

Sedam,  Walker  T. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  Engi- 
neer, 10  June,  1868.    Resigned  10  May,  1864. 

Seegers,  liewis. 

Midshipman,  10  May,  1820.    Resigned  28  April,  1824. 

Seekins,  Ciiarles  W. 

Acting  Ensi^,  13  July,  1863.  Acting  Master,  9  June,  1865.  Honorably  dis- 
charged 8  January,  1866. 

Seeley,  Charles  W. 

Acting  Assistant  Paymaster,  15  November,  1864.  Mustered  out  16  November, 
1865. 

Seely,  Benry  B. 

Acting  Midshipman,  26  May,  1852.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  17  April, 
1861.  Lieutenant-Commander,  21  February,  1864.  Commander,  24  August, 
1873. 

Seely,  Itomnel  I. 

Carpenter,  24  March,  1842.    Resigned  3  April,  1848. 

Seganny,  JT.  B. 

Midshipman,  16  January,  1809.    Killed  in  action  14  July,  1818. 

li^egersteen,  B. 

Mate,  20  June,  1864.    Honorably  discharged  13  June,  1868. 

Selden,  Edward  A. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Dropped 

13  September,  1855.    Lieutenant,  24  March,  1861.    Dismissed  27  November, 
1861. 

Selden,  George  I<. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1884.  Lieutenant, 
25  April,  1841.  Reserved  list,  13  September,  1855.  Commander,  Retired  list, 
19  July,  1861.    Died  14  February,  1864. 

Aelden,  George  li. 

Midshipman,  27  July,  1866.    Graduated  6  June,  1871.    Resigned  24  July,  1872. 

Helden,  Robert. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

14  September,  1855.    Lieutenant,  15  September,  1855.    Resigned  27  December, 
1860. 
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Selden,  W.  €• 

Midshipman,  16  November,  1824.  Passed  Midshipman,  20  February  1830  Lort 
in  "  Sylph;'  August,  1831. 

Selden,  William  Carey. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  8  Octo- 
ber, 1861.    First  Assistant  Engineer,  1  October,  1863.    Rrai^ed  19  October 

1868.  ^^ 

Selfridge,  €•  G. 

Naval  Constructor,  15  July,  1847.    Died  30  May,  184a 

Selfridge,  £•  A. 

Mate.    Resigned  29  October,  1862. 

Selfridge,  James  R« 

Midshipman,  21  July,  1864.  Graduated  June,  1868.  Ensign,  19  ApxiL  1869 
Master,  12  July,  1870.    Lieutenant,  27  September,  1878. 

Selfridfi^e,  Tboma«i  0« 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  11  April, 
1844.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retirad 
10  October,  1866.    Rear-Admiral  on  Retired  list,  25  July,  1866. 

Selfridge,  Thomas  C,  Jr. 

Acting  Midshipman,  8  October,  1851.  Midshipman,  10  June,  1854.  Paaaed  Mid- 
shipman, 22  November,  1856.  Master,  22  January,  1858.  Lieutenant,  15  Fri>- 
ruary,  1860.    Lieutenant-Commander,  1 6  July,  1862.    Commander,  81  Deoembw, 

1869. 

Seiiers,  James. 

Master,  27  January,  1814.    Discharged  15  April,  1815. 

Sellew,  £dgar  K. 

Acting  Assistant  Paymaster,  22  September,  1864.  Honorably  diBcbaimd  8  Octo- 
ber, 1865. 

Sellew,  William. 

Acting  Assistant  Paymaster,  22  July,  1862.    Mustered  out  23  October,  1866. 

Sellman,  Senry  B. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Deoon- 
ber,  1862.    Retired  list,  7  November,  1871. 

Sellman,  J.  Henry. 

Acting  Assistant  Paymaster,  5  March,  1862.    Resigned  14  November,  1864. 

Sells,  £lUali. 

Acting  Master,  23  June,  1863.  Acting  Volunteer  Lieutenant,  14  May,  1864.  Re- 
signed 22  July,  1864. 

Sells,  William  B. 

Acting  Assistant  Paymaster,  9  December,  1861.  Assistant  Paymaster,  18  Septem- 
ber, 1862.    Resigned  16  November,  1864. 

Selmer,  JTolm  A. 

Boatswain,  2  September,  1861.    Died  14  December,  1880. 

Semans,  William  R. 

Acting  Assistant  Surgeon,  22  March,  1864.    Honorably  discharged  2  November, 

18G5. 

Semii^,  B. 

Acting  Assistant  Surgeon,  11  April,  1865.     Resigned  9  June,  1866. 

Semmcs,  Alexander  A. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master. 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commaoder. 
10  July,  1862.    Commander,  25  July,  1866.    Captain,  24  August,  1873. 

Semiiies,  Baphael. 

Midshipman,  1  April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Resigned  15  Febmaryt 
1861. 
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Bemoii,  £•  N. 

Acting  Ensign,  26  December,  1802.     Honorably  discharged  2  September,  ISO*. 

Semple,  JTames  A. 

Purser,  12  October,  1844.     Dismissed  15  July,  1801. 

Semple^  J*  £• 

Assistant  Surgeon,  22  September,  1854.    Resigned  1  May,  1860. 

Senac,  Felix. 

Purser,  15  August,  1856.    Dismissed  22  June,  1801. 

Senate,  George* 

Midshipman,  21  July,  1807.  Lieutenant,  0  December,  1814.  Last  appearance  on 
Records  of  Navy  Department.    Dead. 

Senior,  £dwin. 

Acting  Second  Assistant  Engineer,  17  February,  1803.  Honorably  discbiirgeci 
1  December,  1865. 

Senener,  George  W. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1862.  First  Assistant  Engineer,  24  August,  1864.  Chief  Engineer, 
17  June,  1874. 

Sentor,  Ciiarles  W.  €• 

Third  Assistant  Engineer,  4  May,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.    Lost  on  the  '*  Oneida^'  24  January,  1870. 

Senter,  George  £• 

Mate,  26  June,  1862.    Resigned  8  May,  1868. 

Serra,  John. 

Third  Assistant  Engineer,  29  May,  1843.  Resigned  23  October,  1845.  Third 
Assistant  Engineer,  14  May,  1847.    Dropped  27  February,  1851. 

Serry,  Angnstine. 

Boatswain,  1  August,  1800.    Broke  by  Court-Martial  16  May,  1804. 

Servant;,  James* 

Gunner,  15  April,  1799.    Warrant  returned  1  May,  1800. 

Serriee,  DaTid. 

Midshipman,  15  June,  1799.  Discharged  6  July,  1801,  under  Peace  Establish- 
ment Act. 

SerroBs,  Courtney  S« 

Acting  Third  Assistant  Engineer,  7  October,  1862.  Acting  Second  Assistant  En- 
gineer, 29  September,  18&.    Honorably  discharged  17  October,  1865. 

Serross,  Sila«i  M.  B. 

Mate,  1  October,   1862.    Acting  Ensign,   18  November,   1862.    Honorably  dis- 
•  charged  24  March,  1863. 

Setly,  Harry. 

Mate,  10  January,  1865. 

Seton,  Henry. 

Lieutenant,  5  February,  1799.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 

Seton,  William. 

Midshipman,  4  July,  1817.     Lieutenant,  28  April,  1820.     Resigned  5  July,  1834. 

SeTer,  James. 

Captain,  11  May,  1798.  Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 

SeTerns,  Isaac. 

Mate,  5  June,  1863.  Acting  Ensign,  14  June,  1864.  Honorably  discharged 
24  August,  1865. 

SeTier,  Alexander. 

Midshipinun,  18  June,  1836.     Dropped. 

Seward,  William  A. 

Acting  Second  Assistant  Engineer,  28  December,  1861.    Resigned  29  April,  1863 
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Sewell,  George. 

Acting  Second  Assistant  Engineer,  13  March,  1847.    First  Assistant       _ 
10  July,  1847.     Chief  Engineer,  15  Julv,  1852.    (By  Act  of  Congreaa,  15  July, 
1870.    Chief  Engineer  from  11  March,  1851.) 

Sewell,  William. 

Chief  Engineer,  15  March,  1845.     Resigned  10  November,  1853. 

Sewell,  William  £. 

Midshipman,  27  September,  1867.    Graduated  6  June.  1871.    Ensign,  14  July, 
1872.    Master,  26  April,  1876. 

8eybarn,  Isaae  !>• 

Acting  Master,  80  August,  1861.    Resigned  24  March,  1864. 

Seymonr,  Charles* 

Gunner,  19  February,  1862.    Dismissed  25  April,  1862. 

Seymoor,  Charles* 

Midshipman,  28  July,  1864.    Graduated  June,  1869.    Ensign,  19  April,  186tL 
Master,  12  July,  1870.    Lieutenant,  4  June,  1874. 

Seymour,  Charles* 

Mate,  3  August,  1868.    Resigned  25  January,  1865. 

Seymour,  £*  H* 

Third  Assistant  Engineer,  3  August,  1861.    Died  11  April,  1864. 

Seymour,  Edward* 

Acting  Assistant  Surgeon,  5  December,  1864.    Honorably  dischaiged  10  October, 

1865. 

Seymour,  Frank* 

Mate,  27  November,  1863.    Resigned  21  October,  1864. 

Seymour,  G«  Charles* 

Acting  First  Assistant  Engineer,  3  February,  1863.    Resigned  7  Kovember,  1868. 

Seymour,  William  C* 

Mate,  9  November,  1863.     Acting  Ensign,  15  January,  1865.    Honorably  dis- 
charged 28  October,  1865.    Gunner,  13  January,  1870. 

Sitaekford,  W.  G. 

Acting  Ensign,  1  September,  1864.    Honorably  discharged  18  June,  IMS. 

Shaekford,  William. 

Acting  Ensign,  13  July,  1863.    Acting  Master,  27  October,  1864.    Honorably  dis- 
charged 11  November,  1865. 

Shaffer,  James  £* 

Acting  Second  Assistant  Engineer,  27  September,  1861.     Dismissed  81  April, 
1862. 

Shaffer,  JToeieph  A. 

Mate,  12  January,  1863.    Resigned  18  May,  1865. 

Shaler,  £gbert* 

Midshipman,  30  November,  1814.    Hesigned  14  September,  1819. 

Shaller,  W*  B* 

Midshipman,  30  May,  1816.    Resigned  10  August,  1819. 

Shank,  George  W. 

Acting  Third  Assistant  Engineer,  3  December,  1861.  Acting  Second  Aaistiiit 
Engineer,  18  April,  1863.  Acting  First  Assistant  Engineer,  8  Januaiy^  1664. 
Dismissed  24  October,  1864. 

Shankland,  Joseph* 

Boatswain,  20  June,  1861.    Dismissed  10  September,  1862. 

Shankland,  William. 

Acting  Master,  16  August,  1861.    Resigned  12  March,  1863. 

Shankland,  William  F. 

Acting  Master,  IG  June,  1861.  Acting  Volunteer  Lieutenant,  20  April,  186i 
Honorably  discharged  9  September,  1867. 
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Sbanley,  Senry  €• 

Sailmaker,  12  November,  1872.    Resigned  15  March,  1878. 

Sbanley,  J.  I>. 

Surgeon,  10  September,  1798.    Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 

Shannon,  Francis  G. 

Acting   Third   Assistant   Engineer,  2  October,    1868.     Honorably  discharged 

8  August,  1865. 

Shannon,  Frank  P. 

Mate,  4  April,  1862.    Dismissed  9  September,  1862. 

Shannon,  John. 

Carpenter,  4  November,  1861.    Resigned  27  July,  1868. 

Shannon,  John. 

Boatswain,  8  March,  1888.    Resigned  10  July,  1849. 

Shannon,  L. 

Carpenter,  14  January,  1806.    Resigned  22  September,  1806.    Carpenter,  25  April, 
1808.    Last  appearance  on  Records  of  Navy  Department. 

Shannon,  R«  €• 

Assistant  Surgeon,  5  July,  1799.    Surgeon,  8  October,  1799.    Resigned  14  October, 
1800. 

Sharey,  Samnel  O. 

Third  Assistant  Engineer,  11  February,  1852.    Resigned  3  June,  1854. 

Sharp,  Alexander. 

Midshipman,  21  June,  1870.    Graduated  21  June,  1875.    Ensign,  18  July,  187C. 

Sharp,  Isaac. 

Midshipman,  10  July,  1799.    Resigned  6  December,  1800. 

Sharp,  Solomon. 

Assistant  Surgeon,  15  September,  1829.    Surgeon,  20  February,  1888.     Retired 
list,  16  August,  1865.    Died  7  January,  1870. 

Sharp,  William,  Jr. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
44  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  17  April,  1861. 

Sharpe,  John  C. 

Midshipman,  1  January,  1825.    Passed  Midshipman,  4  June,  1831.    Lieutenant, 

9  February,  1887.    Cashiered  28  December,  1840. 

Sharrer,  Washington  O. 

Acting   Midshipman,  27    September,  1864.      Graduated    June,  1868.     Master, 
12  July,  1870.    Lieutenant,  22  March,  1873. 

Shattnck,  Benjamin. 

Midshipman,  80  .Tune,  1799.    Discharged  6  July,  1801. 

Shattnclc,  Benjamin  F. 

Midshipman,  25  June,  1831.    Passed  Midshipman,  15  June,  1837.    Lieutenant, 
8  September,  1841.    Died  6  July,  1859. 

Shattnck,  John. 

Midshipman,  2  December,  1799.     Lieutenant,  20  March,  1807.    Last  appearance 
on  Records  of  Navy  Department,  27  May,  1809.    Furlougbed. 

Shaw,  A.  9Ierrit. 

Acting  Third  Assistant  Engineer,  20  April,  1865.    Honorably  discharged  26  April, 
1869. 

Shaw^  Andrew. 

Gunner,  81  January,  1800.    Last  appearance  on  Records  of  Navy  Department 

Shaw,  Benjamin. 

Acting  First  Assistant  Engineer,  1861.    Resigned  20  December,  1861. 

Shaw,  Charles  P. 

Midshipman,  26  September,  1863.    Graduated  June,  1867.    Ensign,  18  December, 
1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 
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Shaw,  Daniel 

Acting  Third  Assistant  Engineer,  (J  Juno,  18G4.     Resigned  24  February,  1865. 

Shaw,  £dward« 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  4  August,  1863. 

Sbaw^  Henry. 

Acting  Assistant  Surgeon,  25  July,  1862.    Resigned  26  May,  1864.    Acting 
ant  Surgeon,  17  February,  1865.    Acting  Passed  Assistant  Surgeon,  17  July. 
1865.    Honorably  discharged  2  May,  1868. 

Shaw,  Benry  G.  €• 

Midshipman,  80  July,  1842.    Resigned  18  May,  1843. 

Sbaw,  John* 

Lieutenant,  8  August,  1798.    Commander,  22  May,  1804.    Captain,  27  Aagost. 
1807.    Died  17  September,  1823. 

Shaw,  John  O. 

Midshipman,  81   December,  1800.     Discharged  Q   August,   1801,  under  Peace 
Establishment  Act. 

Shaw,  John  O. 

Acting  Ensign,  81  July,  1868.    Resigned  13  September,  1864 

Shaw,  John  R. 

Purser,  28  February,  1813.    Died  17  October,  1820. 

Shaw,  Josiah. 

Midshipman,  16  January,  1809.    Resigned  16  April,  1809. 

Shaw,  Robert  P. 

Mate,  11  December,  1862.    Acting  Ensign,  5  November,  1863.    Honorably  dis- 
charged 30  November,  1865. 

Shaw,  Roller  €• 

Midshipman,  80  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.    Norfolk. 

Shaw,  Samnel  F. 

Acting  Assistant  Surgeon,  9  September,  1862.  Assistant  Surgeon,  11  October. 
1862.    Surgeon,  27  January,  1873.    Resigned  21  March,  1881. 

Shaw,  T.  Darrah. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  7  August. 
1850.  Reserved  list,  13  September,  1855.  Commander  on  Active  list,  7  August, 
1850.  Retired  list,  26  February,  1862.  Commodore  on  Retired  list,  4  April. 
1807.    Died  26  July,  1874. 

Shaw,  William. 

Midshipman,  23  April,  1815.  Last  appearance  on  Records  of  Navy  Department. 
1824.    West  Indies. 

Shay,  John* 

Mate,  11  April,  1866.    Appointment  revoked  29  December,  1866. 

Shean,  Samnel  A. 

Acting  First  Assistant  Engineer,  3  January,  1865.  Honorably  discharged  28  JnU, 
1865. 

Shearman,  John  A. 

Midshipman,  7  June,  1871.  Graduated  21  June,  1875.  Ensign,  8  September* 
1876. 

Sheed,  William  W. 

Master,  5  May,  1813.    Resigned  27  November,  1824. 

Sheehan,  Timothy* 

Boatswain,  22  October,  1878. 

Sheehan,  William. 

Actini(  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  31  Jol^* 
1865. 

Sheer,  £dwin  H. 

Mate,  5  June,  1862.  Acting  Ensign,  2  February,  1865.  Hononbly  diacharg^^ 
8  August,  1865. 
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Sheer,  Thomas  W. 

Mate,  7  March,  1862.    Acting  Ensign,  12  August,  1862.    Acting  Master,  15  April, 

1863.  Honorably  discharged  12  November,  1865. 

Sheets,  T.  J. 

Mate,  1  October,  1862.    Appointment  revoked  (Sick,)  26  September,  1868. 

Sheffer,  liewis. 

Acting  Third  Ajasistant  Engineer,  4  April,  1862.    Dismissed  14  November,  1862. 

Sheffer,  Thomas. 

Acting  First  Assistant  Engineer,  22  June,  1863.    Acting  Chief  Engineer,  20  May, 

1864.  Honorably  discharged  80  October,  1865. 

Sheffield,  E.  H. 

Mate,  11  October,  1861.    Acting  Master,  o  May,  1862.    Resigned  8  May,  1865. 

Sheffield,  Robert  li. 

Carpenter,  27  November,  1841.    Died  17  March,  1849. 

Sheffield,  William  £. 

Carpenter,  11  November,  1829.    Died  18  February,  1851. 

Sheldon,  £.  P. 

Acting  Assistant  Paymaster,  21  January,  1865.  Mustered  out  80  September, 
1865. 

Sheldon,  II.  Lawrence. 

Assistant  Surgeon,  17  April,  1856.     Resigned  5  July,  1861. 

Sheldon,  William  B. 

Acting  Master,  4  November,  1861.  Acting  Volunteer  Lieutenant,  15  October, 
1864.    Honorably  discharged  29  October,  1865. 

Shepard,  BnrrlU. 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 8  March,  1837.     Resigned  22  June,  1849. 

Shepard,  £dwln  M. 

Acting  Midshipman,  25  November,  1859.  Ensign,  25  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
9  May,  1878. 

Shepard,  Richard  S. 

Mate,  30  March,  1863.    Resigned  20  March,  1865. 

Shepherd,  £dinnnd. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dropped 
13  September,  1855. 

Shepherd,  Franklin. 

Acting  Third  Assistant  Engineer,  21  November,  1862.  Dismissed  17  April, 
1863. 

Shepherd,  James* 

Acting  Ensign,  1  December,  1863.    Honorably  discharged  10  February,  1866. 

Shepherd,  William. 

Acting  Ensign,  21  January,  1863.    Honorably  discharged  20  October,  1865. 

Sheppard,  B.  H. 

Midshipman,  13  May,  1834.    Dropped  12  December,  1836. 

Sheppard,  Francis  H. 

Midshipman,  16  October,  1861.  Graduated  November,  1864.  Ensign,  1  November, 
1866.  Master,  1  December,  1866.  Retired  list,  27  April,  186a  Lieutenant, 
Retired  list,  12  March,  1868.  Lieutenant- Commander,  Retired  list,  26  March, 
1869. 

Sheppard,  Frederick  P. 

Acting  Assistant  Surgeon,  11  March,  1865.  Honorably  discharged  10  October, 
1865. 

Sheppard,  James. 

Boatswain,  8  March,  1877. 
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Sbeppard*  JTos. 

Giuiuer,  30  May,  1811.    Resigned  27  February,  1815. 

Sheppard,  JTosepli. 

Mate,  21  March,  18(5r).    Dismissed  26  May,  1865. 

Slieppard,  Robert* 

Mate,  7  Jane,  1862.    Acting  Ensign,  17  December,  1863.    Deserted  14  Febrnarr 

1868.  '' 

Sbepjperd,  Francis  £• 

Midshipman,  16  October,  1849.     Passed  Midshipman,  12  June,  185S.    KmIv, 
16  September,  1855.    Lieutenant,  1  January,  1857.    Dismissed  8  July,  1861. 
Sbepperd,  Tbompiioii* 

Midshipman,  2  April,  1804.     Resigned  3  October,  1805. 

Sberbarne*  €•  F« 

Midshipman,  1  September,  1811.    Last  appearance  on  RecordB  of  Nayy  Deptrt- 
ment,  17  July,  1812.    Resigned. 

^berbnrne,  JT.  B. 

Master,  10  April,  1812.    Discharged  8  May,  1813. 

Sberbnme,  Jobn  II. 

Midshipman,  5  October,  1829.    Passed  Midshipman,  15  June,  1887.    LieataoiDt, 
8  September,  1841.    Died  2  November,  1849. 

Sberbame*  I.  1¥. 

Midshipman,  80  November,  1814.    Lieutenant,  13  January,  1825.    Died  20Nof«ii- 
ber,  1830. 

Sber^,  JTobn  W. 

Acting  Assistant.  Surgeon,  26  August,  1861.    Acting  Passed  Assistant  Bnrseon, 
18  October,  1865.    Honorably  discharged  30  April,  1869. 

Sberidan,  Pbilip. 

Acting  Second  Assistant  Engineer,  30  November,,  1868.    Honorably  dischamd 
15  November,  1865. 

Sberidan,  Pbilip. 

Acting  Ensign,  27  August,  1862.    Honorably  discharged  30  September,  1866. 
Sberman,  Francis  S* 

Midshipman,  20  September,  1871.    Graduated  20  June,  1876.    Ensign,  24  Febni- 
ary,  1880. 

Sberman,  Frank. 

Acting  Ensign,  29  August,  1864.    Honorably  discharged  24  January,  1866. 

Sberman,  Freeman  A. 

Mate,  18  February,  1864.    Died  12  June,  1865. 

Sberman,  Geor^^e  W. 

Mate,  15  October,  1861.    Dismissed  2  May,  1862.    Mate,  26  June,  1868.    Aetisg 
Ensign,  28  February,  1864.    Mustered  out  26  August,  1868. 

Sberman,  Borace  I>. 

Mate,  27  August,  1863.     Resigned  (Sick,)  26  May,  1864. 

Sberman,  Robert. 

Acting  Gunner,  1  October,  1862.    Honorably  discharged  28  October,  1865. 

Sberrell,  Jobn. 

Acting  Master,  2/  May,  1801.     Acting  Volunteer  Lieutenant,  19  May,  1864.    Hon- 
orably discharged  4  November,  1865. 

Sberwin,  Kdward. 

Acting  Assistant  Paymaster,  81  March,  1868.    Passed  Assistant  Paymaster,  28  Joljt 
1866.     Resigned  22  December,  18G6. 

Sberwood,  Cbarles  W. 

Mate,  7  June,  1804.     Appointment  revoked  (Sick,)  29  August,  1864. 

Sberwood,  Gilbert. 

Second  Assistant  Engineer,  21  January,  1842.     Resigned  29  October,  1845. 
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Sherwood,  Henrr. 

Acting  Master,  bO  November,  1861.    Dismissed  21  Febmary,  1862. 

Sherwood,  John  R. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Honorably  discharged  23  Jaly, 
1869. 

Sherwood,  J.  R. 

Midshipman,  80  May,  1808.    Resigned  17  August,  1818.  ^ 

Sherwood,  William  R. 

Acting  Assistant  Paymaster,  8  November,  1862.    Resigned  12  November,  1864. 

Shewell,  Walter. 

Assistant  Engineer,  27  January,  1876. 

Shewerman,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December.  1864.    Honorably  discharged 
24  September,  1865. 

Shibley,  Howard  €• 

Acting  First  Assistant   Engineer,  7  December,  1863.     Honorably  discharged 
15  October,  1865. 

Shields,  George  W. 

Acting  Assistant  Surgeon,  24  November,  1863.    Honorably  discharged  19  January, 
1866. 

Shields,  George  W. 

Acting  Second  Assistant  Engineer,  30  September,  1863.    Honorably  discharged 
11  August,  1865. 

Shields,  John. 

Mate,  27  November,  1868.    Disrated  6  February,  1864. 

Shields,  John. 

Acting  Third  Assistant  Engineer,  21  July,  1863.    Resigned  16  June,  1864. 

Shields,  Thomas. 

Midshipman,  2  January,  1804.    Purser,  25  April,  1813.    Died  22  May,  1827. 

Shields,  W.  €. 

Midshipman,  18  May,  1809.    Resigned  12  October,  1818. 

Shields,  William. 

Acting  Gunner,  16  February,  1863.    Discharged  21  March,  1865. 

Shields,  William  B. 

Acting  Midshipman,  2  October,  1850.    Dropped  12  June,  1851. 

Shields,  William  F. 

Midshipman,  2  February,  1814.    Lieutenant,  8  March,  1821.    Commander,  8  Sep- 
tember, 1841.    Reserved  list,  13  September,  1855.    Died  30  May,  1856. 

Shields,  Wilmer. 

Midshipman,  19  October,  1835.    Passed  Midshipman,  22   June,  1841.    Master, 
23  October,  1847.    Lieutenant,  14  September,  1848.    Resigned  6  April,  1852. 

ShillUo,  William  B. 

Acting  EnsigD,  22  August,  1863.    Honorably  discharged  5  September,  1865. 

Shinn,  Jaeoh. 

Mate,  28  November,  1862.    Acting  Ensign,  28  July,  1863.    Honorably  discharged 
27  October,  1865. 

Shinn,  Samnel  S. 

Mate,  5  August,  1864.    Disrated  28  October,  1864. 

Shipley,  Georii^e  T. 

Assistant  Surgeon,  16  September,  1861.    Resigned  6  September,  1865. 

Shipley,  George  W. 

Acting  Third  Assistant^Engineer,  7  December,  1802.    Resigned  16  June,  1868. 

Shipley,  John  H. 

Cadet  Midshipman,  80  September,  1874.    Graduated  4  June,  1880. 
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Shipley,  Samuel  J. 

Midshipman,  14  January,  1834.  Passed  Midshipmnn,  16  July,  1840.  Master, 
22  March,  1847.  Lieutenant,  23  June,  1847.  Kesij^ned  13  July,  1S52.  Acting 
Lieutenant,  25  September,  18C1.  Appointment  revoked  (Sick,)  6  February, 
1863. 

Shtpman,  William  W. 

Acting  Third  Assistant  Engineer,  9  August,  1862.  Acting  Second  Assistant  En- 
gineer, 24  September,  1862.  Acting  First  Assistant  Engineer,  9  June,  1S04. 
Honorably  discharged  13  September,  1865. 

SUpman,  William  W, 

Third  A^istant  Engineer,  3  August,  1861.    Resigned  27  February,  1862. 

SUppen,  £dward. 

Assistant  Surgeon,  7  August,  1849.  Surgeon,  26  April,  1861.  Medical  Inspector, 
3  March,  1871.    Medical  Director,  17  March,  1876. 

Shirk,  A. 

Acting  Assistant  Surgeon,  1  July,  1862.    Honorably  discharged  2  July,  1866. 

Shirk,  Charles  €• 

Mate,  1861.    Resigned  30  September,  1862. 

Shirk,  James  W. 

Midshipman,  26  March,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  5  November,  1856.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.    Died  10  February,  1873. 

Shirley,  Ambrose. 

Lieutenant,  1  August,  1798.  Discharged  8  July,  1801,  under  Peace  Establishment 
Act 

Shirley,  Paul. 

Midshipman,  25  July,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  8  Decem- 
ber, 1853.  Lieutenant,  21  July,  1854.  Lieutenant- Commander,  16  July,  1862. 
Commander,  5  November,  1863.  Captain,  1  July,  1870.  Died  24  November. 
18;  6. 

ShlTely,  Joseph  W. 

Assistant  Surgeon,  25  February,  1861.  Surgeon,  22  September,  1863.  Resigned 
15  March,  1865. 

Shock,  George  E. 

Third  Assistant  Engineer,  16  February,  1852.     Died  11  September,  1853. 

Shock,  Thomas  A. 

Third  Assistant  Engineer,  6  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  6  Decemb^, 
1860.     Died  21  January,  1873. 

Shock,  William  H. 

Third  Assistant  Engineer,  18  January,  1845.  Second  Assistant  Engineer,  10  Julyi 
1847.  First  Assistant  Engineer,  31  October,  1848.  Chief  Engineer,  16  Septem- 
ber, 1852.  [By  Act  of  Congress,  15  July,  1870,  Chief  Engineer  from  11  Marcli» 
1851.]    Engineer-in-Chief,  3  March,  1877. 

Shoemaker,  €•  F. 

Midshipman,  10  May,  1820.    Killed  in  a  duel  23  September,  1825. 

Shoemaker,  DaTld. 

Master,  19  October,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1818.    Furloughed. 

Shoemaker,  Francis  R. 

Acting  Third  Assistant  Engineer,  3  November,  1803.  Acting  Second  Assistant 
Engineer,  22  November,  1864. 

Shoemaker,  George  li.  g 

Acting  Third  Assistant  Engineer,  7  October,  1863.    Honorably  discharged  9  No 
vember,  1865. 
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Sboemaker,  Howell. 

Mate,  S  September,  1863.    Acting  Ensign,  24  .Tuly,  18C4.    Appointment  revoked 
26  June,  1865. 

Shone,  Jobn  H. 

Mate.    Rcsi^jned  14  January,  1864. 

Shore,  John. 

Midshipman,  80  June,  1799.  Resigned  3  September,  1800.  Midshipman,  21  Feb- 
ruary, 1801.    Resigned  8  September,  1803. 

Short,  Charles  R. 

Mate,  23  October,  1863.    Deserted  30  May,  1863. 

Short,  George  €• 

Mate,  17  October,  1862.  Resigned  26  March,  1863.  Mate,  2  September,  1864. 
Deserter!  20  February,  1865. 

Short,  Hiif^h  S. 

Acting  Third  Assistant  Engineer,  13  December,  1862.  Acting  Second  Assistant 
Engineer,  19  November,  1863.    Honorably  discharged  18  September,  1865. 

Short,  Perry. 

Acting  Second  Assistant  Engineer,  4  September,  1861.  Acting  First  Engineer, 
22  October,  1862.     Appointment  revoked  23  February,  1864. 

Short,  Terenee. 

Mate,  20  November,  1861.    Dismissed  4  November,  1862. 

Shrtver,  Albert. 

Assistant  Surgeon,  28,June,  1852.  Surgeon,  3  June,  1861.  Retired  list,  25  Ai)ril, 
1868.    Died  21  January,  1873. 

Shryoek,  George  S. 

Acting  Midshipman,  22  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  3  September,  1859.  Lieutenant,  9  January, 
1861.    Dismissed  1  July,  1861. 

Shnbrtek,  Edward  R. 

Midshipman,  16  January,  1807.  Lieutenant,  9  October,  1813.  Commander, 
24  April,  1828.    Captain,  9  February,  1837.     Died  at  Sea,  12  March,  1844. 

Shnbrlck,  Edward  R. 

Midshipman,  9  February,  1849.     Resigned  26  April,  1853. 

Shnbrlek,  Edward  T. 

Midshipman,  22  June,  1820.  Passed  Midshipman,  4  June,  1836.  Lieutenant, 
8  September,  1841.    Resigned  23  April,  1852. 

Shnbrlck,  IrTtne. 

Midshipman,  12  May,  1814.  Lieutenant,  13  January,  1825.  Commander,  8  Septem- 
ber, 1841.    Died  5  April,  1 849. 

Shnbrlck,  John  T. 

Midshipman,  20  June,  1806.  Lieutenant,  20  May,  1812.  Lost  in  the  ^^  Eperrier'*^ 
in  1815. 

Shnbrlck,  Thomas  B. 

Midshipman,  3  March,  1841.     Killed  in  action  25  March,  1847. 

Shnbrlck,  William  B. 

Midshipman,  20  June,  180G.  Lieutenant,  5  January,  1813.  Commander, 20  March, 
1820.  Captain,  21  February,  1831.  Retired  list,  21  December,  1861.  Rear- 
Admiral  on  Retired  list,  16  July,  1862.     Died  27  May,  1874. 

Shnck,  F.  A. 

Acting  Second  Assistant  Engineer,  11  June,  1847.  Second  Assistant  Engineer 
10  July,  1847.    Declined  appointment  7  August,  1847. 

Shnfeldt,  mason  A. 

Midshipman,  24  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874, 

Shnfeldt,  Robert  W. 

Midshipman,  11  May,  1889.  Passed  Midshipman,  2  July,  1845.  Master,  21  Feb- 
ruary, 1853.     Lieutenant,  26  October,  1858.    Resigned  20  June,  1854.    Acting 
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Lieutenant,  25  September,  1861.    Commander,  16  July,  1862.    Captain,  81  De* 

cember,  1869.    Commodore,  21  September,  1876. 

Bhnler,  Barlns  P. 

Acting  Assistant  Paymaster,  80  September,  1862.    Mastered  out  24  October,  186S. 
Shnll,  Geor]g;e  €• 

Acting  Third  Assistant  Engineer,  1  September,  1864.     Honorably  diachanred 
29  September,  1865. 

ShQlttes,  Robert  H. 

Acting  Third  Assistant  Engineer,  15  July,  1862.    Resigned  8  February,  1864. 
Shnltz,  George. 

Acting  Third  Assistant  Engineer,  30  June,  1864.    Honorably  discharged  14  Jii]y» 
1865. 

SbQltz,  James. 

Acting  Second  Assistant  Engineer,  28  January,    1862.    Acting  First  AaustiBt 
Engineer,  20  October,  1862. 

Bhmnan,  liUke. 

Acting  Third  Assistant   Engineer,  22  October,  1863.      Honorably  diachaiged 
27  October,  1865. 

Shaman,  Parmento. 

Midshipman,  12  May,  1824.    Resigned  in  1825. 

Sbmnaii,  Wastatnirtoii. 

Assistant  Surgeon,  25  April,  1845.    Surgeon,  13  January,  1859.    Died  4  May,  1804. 

Slmmate,  J.  R. 

Assistant  Surgeon,  4  January,  1810.    Resigned  21  July,  1812. 

Slmmway,  A.  Dwlgtat. 

Acting  Third  Assistant  Engineer,  81  May,  1861.    Resigned  7  August,  1861. 

Shnnk,  William  F. 

Midshipman,  1  June,  1846.    Resigned  13  March,  1S50. 

Sliiirtltfl;  Benjamin. 

Assistant  Surgeon,  5  February,  1799.    Surgeon,  23  December,  1799.    DiBchaiged 
80  April,  1801,  under  Peace  Establishment  Act. 

Slinrtllfl;  £.  S. 

Acting  Ensign,  81  July,  1863.    Acting  Master,  7  March,  1865.    Honorably  dis- 
charged 23  July,  1865. 

Slinte,  Georii^e. 

Midshipman,  1  January,  1817.    Resigned  20  June,  1823. 

Shnte,  John  B. 

Midshipman,  16  April,  1818.    Died  26  March,  1819. 

Shnte,  Pearson. 

Midshipman,  1  January,  1812.    Dismissed  13  May,  1813. 

Slraweman,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December,  1864.    Honorably  dischaiigwf 
24  September,  1865. 

Slas,  Jobn  F. 

Mate,  20  February,  1863.    Honorably  discharged  20  September,  1867. 

Sibley,  Arttanr. 

Acting  Assistant  Paymaster,  4  December,  1862.  Honorably  discharged  21  Sep- 
tember,  1865. 

Sibley,  William  £. 

Third  Assistant  Engineer,  20  May,  1863.  Second  Assistant  Engineer,  7  Septem- 
ber, 1805.    Dismissed  10  December,  1874. 

Sicard,  Hfonff^^omery. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant^  81  lUj« 
1860.    Lieutenant-Commander,  16  July,  1862.    Commander,  d  Marcb,  1870. 
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Sickles,  Henry. 

Mate,  5  March,  1862.    DiBmissed  80  July,  1868. 

Bickles,  J.  Frederick. 

Assistant  Surgeon,  28  February,  1883.     Surgeon,  8  September,    1841.     Dieil 

18  April,  1848. 

Sidell,  George  B. 

Mate,  2  December,  1861.    Acting  Ensign,  18  July,  1864.    Ilonorably  discharged 

6  October,  1868. 

Sidney,  Cbarles. 

Mate,  22  February,  1864.    Honorably  discharged  17  September,  1865. 

Siegfried,  €.  A. 

Assistant  Surgeon,  8  June,  1872. 

Sigsbee,  Charles  B. 

Acting  Midshipman,  27  September,  1859.  Ensign,  1  October,  1863.  Master^ 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant- Commander,  12  March^ 
1868. 

SiU,  William. 

Acting  Ensign,  7  June,  1868.    Honorably  discharged  8  November,  1865. 

Silllman,  Wyllys. 

Midshipman,  1  April,  1828.    Dropped. 

Sillman,  Thomas  W. 

Acting  Third  Assistant  Engineer,  3  March,  1864.  Honorably  discharged  20  Sep- 
tember, 1865. 

Sillman,  William  S. 

Acting  Second  Assistant  Engineer,  19  September,  1868.  Resigned  (Sick,)  15  June^ 
1864. 

Silsbey,  Samuel  T. 

Acting  Third  Assistant  Engineer,  29  November,  1862.    Died  17  October,  1868. 

Silwa,  Francisco. 

Mate,  15  September,  1868.    Discharged  21  June,  1864. 

SilTa,  JoBcpli  F. 

Mate,  27  December,  1863.    Resigned  21  April,  1865. 

Silver,  Robert. 

Mate,  8  December,  1861. 

SilTcrcabn,  Charles  R. 

Acting  Second  Assistant  Engineer,  4  September,  1868.    Honorably  discharged 

19  October,  1865. 

Sim,  Daniel  €. 

Midshipman,  18  November,  1799.    Resigned  8  May,  1804. 

Sim,  Patrick. 

Assistant  Surgeon,  1  July,  1808.    Died  11  October,  1806. 

Sim,  William. 

Midshipman,  12  June,  1802.  Dismissed  4  December,  1809.  Midshipman,  1  Sep 
tember,  1811.    Resigned  16  December,  1818. 

SimcB,  George  T. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Resigned 

7  May,  1851. 

Simmes,  John. 

Boatswain,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Simmons,  Alexander  R. 

Midshipman,  19  October,  1841.    Dismissed  28  August,  1849. 

Simmons,  DaTld  A. 

Mate,  19  January,  1868.    Resigned  (Sick,)  9  September,  1864. 

Simmons,  George  £• 

Mate,  7  July,  1864.    Honorably  discharged  4  May,  1867. 
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Simmons,  George  W. 

Acting  First  Assistant  Engineer,  2G  October,  18G1.     Resigned  13  December^  1862. 

Simmons,  Creorge  W.,  Jr. 

Acting  Assistant  Paymaster,  1  June,  1863.    Resigned  14  June,  18(>5. 

Simmonfi^  J.  M.  R. 

Assistant  Surgeon,  29  June,  1872.    Died  16  December,  1872. 

Simmons,  John  W. 

Acting  Master,  24  August.  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
in  battle,  3  September,  1863.  Appointment  revoked  24  NoTember,  18C5.  Hate, 
7  July,  1869.  Resigned  24  July,  1869.  Mate.  24  December,  1869.  Boatswam, 
15  November,  1870.    Resigned  21  February,  1872. 

Simmons,  Josbna. 

Mate,  15  November,  1862.  Acting  Ensign,  24  November,  1863.  DismiflBed 
21  April,  1864.     Acting  Ensign,  26  April,  1864.    Resigned  28  November,  1861. 

Simmons,  Ufanrlce. 

Midshipman,  1  March,  1799.     Resigned  20  April,  1802. 

Simmons,  MelTln. 

Naval  Constructor,  25  July,  1866.    Retired  li.«*t,  15  June,  1868.    Died  IS  May,  187L 

SImms,  Charles  C. 

Midshipman,  9  October,  1839.  Passed  Midshipman,  2  July,  1845.  Maate, 
15  January,  1854.    Lieutenant,  12  August,  1854.     Dismissed  22  April,  1861. 

SImms,  George  W. 

Midshipmai],  1  January,  1818.    Died  in  October,  1823. 

SImms,  Joseph  M.,  Jr. 

Mate,  27  August,  1868.  Acting  Ensign,  13  June,  1866.  Honorably  dischaiged 
31  July,  1868.. 

Simon,  'William  J. 

Assistant  Surgeon,  30  May,  1864.    Surgeon,  3  February,  1875. 

SImonds,  GnstaTns  B. 

Acting  Master,  1  October,  1862.     Resigned  22  April,  1863. 

SImonds,  liewls  D. 

Mate,  12  September,  1864.     Resigned  31  May,  1865. 

SImonds,  Ijewis  £• 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  28  De- 
cember, 1838.  Captain,  6  April,  1851.  Reserved  list,  13  September,  1855.  Died 
17  February,  1865. 

SImonds,  li.  W. 

Acting  Second  Assistant  Engineer,  26  February,  1862.  Resisned  19  April,  186& 
Acting  Third  Assistant  Engineer,  26  June,  1863.    Dismii»8ed  11  July,  18$& 

Simons,  Isaac. 

Mate,  1  October,  1862.    Resigned  18  March,  1863. 

Simons,  Joseph. 

Acting  Gunner,  1  October,  1862.     Resigned  24  April,  1863. 

Simons,  Ulanley  H. 

Assistant  Surgeon,  28  May,  1872. 

Simons,  Ufanrlce. 

Midshipman,  10  December,  1839.  Passed  Midshipman,  2  July,  1845.  Master, 
29  November,  1853.  Lieutenant,  30  June,  1854.  Reserved  list,  13  September, 
1855.    Resigned  7  March,  1861 

Simons,  Sidney  A. 

Midshipman,  23  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  tost  on  •* -flKWt," 
24  November,  1877. 

SImonson,  Jacob. 

Acting  Third  Assistant  Engineer.    Appointment  revoked  (Sick,)  7  October,  I86i 
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Simonton,  Hiram. 

Mate,  28  November,  1863.  Acting  Ensign,  10  March,  1865.  Resigned  7  July, 
1865. 

Simpson,  Charles  A. 

Acting  Gunner,  21  May,  1863.    Honorably  discharged  8  July,  1865. 

Simpson,  £dward. 

Midshipman,  11  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master. 
10  July,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Conmiander,  16  July, 
1862.  Commander,  3  March,  1865.  Captain,  15  August,  1870.  Commodore, 
26  April,  1878. 

Simpson,  George  Ij. 

Acting  Assistant  Surgeon,  80  April,  1864.  Acting  Passed  Assistant  Surgeon, 
19  July,  1866.    Honorably  discharged  19  November,  1868. 

Simpson,  George  'S. 

Acting  Assistant  Paymaster,  11  April,  1863.    Mustered  out  9  December,  1865. 

Simpson,  GnstaTns. 

Midshipman,  1  January,  1812.    Permitted  to  resign  7  October,  1812. 

Simpson,  James. 

Boatswain,  6  June,  1888.    Resigned  13  January,  1840. 

Simpson,  R.  G. 

Acting  Assistant  Paymaster,  22  April,  1865.    Mustered  out  17  August,  1865. 

Simpson,  Robert. 

Boatswain,  8  December,  1840.    Dismissed  12  September,  1853. 

Sims,  Albert  Ij. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  2  No- 
vember, 1865. 

Sims,  ClIflTord  S. 

Acting  Assistant  Paymaster,  10  March,  1863.    Resigned  (Sick,)  21  March,  1865. 

Sims,  BaTid  R. 

Acting  First  Assistant  Engineer,  7  May,  1864.  Honorably  discharged  4  Novem- 
ber, 1865. 

Sims,  R.  K.  H. 

Assistant  Surgeon,  2  December,  1828.    Died  5  July,  1833. 

Sinclair,  Arthur. 

Lieutenant,  10  June,  1807.  Commander,  2  July,  1812.  Captain,  24  July,  1818. 
Died  7  February,  1831. 

Sinclair,  Arthnr. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
3  March,  1835.    Conmiander,  14  September,  1855.    Dbmissed  18  April,  1861. 

Sinclair,  Charles. 

Acting  Third  Assistant  Engineer,  20  December,  1861.  Acting  Second  Assistant 
Engineer,  21  July,  1803.    Deserted  1864. 

Sinclair,  Charles  H. 

Acting  Ensign,  7  March,  1864.    Resigned  14  June,  1865. 

Sinclair,  Daniel. 

Mate,  26  January,  1870.    Resigned  27  February,  1872. 

Sinclair,  George  T. 

Midshipman,  28  April,  1831.  Passed  Midshipman,  15  Jane,  1887.  Lieutenant, 
8  September,  1841.    Dismissed  16  April,  1861. 

Sinclair,  Henry. 

Mate,  5  May,  1868.    Honorably  discharged  8  October,  1865. 

Sinclair,  James  D. 

Acting  Master,  1  October,  1862.    Dismissed  14  November,  1868b 

Sinclair,  John  S. 

Mate,  18  November,  1864.    Boatswain,  9  July,  1866. 
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Sinclair,  Maleolm. 

Acting  Third  Assistant  Engineer,  31  August,  1863.    Resigned  (Sick,)  18  October* 
1864. 

Sinclair,  William. 

Purser,  26  March,  1814.    Died  22  May,  1858. 

Sinclair,  WiUiam  B. 

Assistant  Surgeon,  20  June,  1838.    Surgeon,  21  June,  1852.    Dismiased   10  June, 

1861. 

Singer,  Frederick. 

Midshipman,  27  July,  1863.    Graduated  June,  1868.    Ensign,  19  AprO,  1869. 
Master,  12  July,  1870.    Lieutenant,  21  May,  1874 

Singleton,  £.  B.  J. 

Mate,  8  May,  1862.    Acting  Ensign,  2  May,  1864.    Honorably  discharged  10  De- 
cember, 1865. 

Singleton,  Jacob  H. 

Acting  Ensign,  13  August,  1863.    Honorably  discharged  28  November,  1885. 

SInkler,  Cbarles. 

Midshipman,  24  March,  1836.    Passed  Midshipman,  1  July,   1842.    Reugned 
20  February,  1847. 

Sinnott,  John. 

Mate,  17  April,  1866.    Appointment  revoked  15  November,  1866. 

Sirian,  G^eorge. 

Gunner,  20  April,  1837.    Retired  list,  15  December,  1880. 

Si«8on,  Alex. 

Master,  13  July,  1812.    Died  of  wounds  received  in  action,  27  November,  1812. 

Sisson,  Charles. 

Gunner,  28  June,  1837.    Appointment  revoked  2  September,  1837. 

SIsson,  Charles  C. 

Acting  Master,  26  August,  1861.    Resigned  29  August,  1862. 

Skardon,  James  HI. 

Mate,  20  March,  1863.    Resigned  11  May,  1864. 

Skeel,  Theron. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  Octobfr, 
1860.  Third  Assistant  Engineer,  2  June,  1868.  Retired  22  June,  1869.  Ite- 
signed  12  November,  1870. 

Skelding,  Henry  T. 

Acting  Assistant  Paymaster,  31  December,  1862.    Assistant  Paymaster,  23  Jalj« 
1866.     Passed  Assistant  Paymaster,  5  March,  1867.     Paymaster,  19  Angost, 
1876. 
Skelton,  William. 

Acting  Third  Assistant  Engineer,  22  May,  1862.  Appointment  revoked  (Skk,) 
27  October,  1863. 

Skeritt,  John  J. 

Mute,  6  September,  1864.    Resigned  18  May,  1865. 

Skerreft,  Joseph  S. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1854.    Mtiter. 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Commmdcr, 

16  July,  1862.    Commander,  0  June,  1867.    Captain,  5  June,  1878. 

Skiddy,  Charles  S. 

Gunner,  10  June,  1842.    Dismissed  27  October,  1842. 

Skiddy,  William. 

Midshipman,  9  May,  1812.     Struck  off  3  January,  1840. 

Skllllngs,  John  HI. 

Acting  Master,  11  November,  18C1.    Resigned  16  March,  1865. 
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Skinner,  Charles  W. 

Midshipman,  10  June,  1809.  Lieutenant,  24  July,  1818.  Commander,  8  March, 
1827.  Captain,  0  February,  1887.  Reserved  list,  1  October,  1855.  Died  14  Oc- 
tober, 1860. 

Skinner,  Daniel  M. 

Assistant  Surgeon,  16  September,  1861.    Resigned  15  May,  1866. 

Skinner,  Francis  J. 

Sailmaker,  27  April,  1809.    Resigned  3  July,  1811. 

Skinner,  Henry. 

Midshipman,  4  March,  1823.    Died  81  March,  1826. 

Skinner*  Jobn. 

Mate,  18  November,  1861.    Dismissed  11  January,  1862. 

Skinner,  Jobn  S. 

Purser,  26  March,  1814.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Resigned. 

Skipwitb,  Grey. 

Midshipman,  4  March,  1828.    Passed  Midshipman,  28  March,  1829.    Lieutenant, 

8  March,  1831.    Resigned  19  December,  1838. 

Skipwitb,  Henry. 

Midshipman,  25  June,  1881.    Resigned  6  April,  1838. 

Slaek,  Charles  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  18  April,  1864.  Acting  First  Assistant  Engineer,  29  October,  1864. 
Honorably  discharged  9  October,  1867. 

Slaek,  Clarence  M. 

Acting  Assistant  Surgeon,  20  April,  1865.  Honorably  discharged  10  October, 
1865. 

Slack,  James  T. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  8  No- 
vember, 1865. 

Slack,  John. 

Acting  Third  Assistant  Engineer,  21  November,  1864.  Honorably  discharged 
1  July,  1868. 

Slack,  William  H. 

Midshipman,  1  October,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  21  November,  1877. 

Slacnm,  W.  A. 

Purser,  8  June,  1829.    Died  1  November,  1839. 

Slade,  Cbarles  R. 

Midshipman,  1  July,  1836.    Resigned  17  April,  1840. 

Slade,  William  O. 

Midshipman,  1  April,  1828.    Resigned  3  June,  1835. 

Slamm,  Charles  W. 

Acting  Assistant  Paymaster,  4  November,  1862.  Assistant  Paymaster,  28  July, 
1866.  Passed  Assistant  Paymaster,  22  March,  1867.  Paymaster,  28  August^ 
1876. 

Slamm,  JeiTerson  A. 

Acting  Ensign,  1  April,  1863.    Honorably  discharged  6  November,  1865. 

Slamm,  liCTi  D. 

Purser,  80  November,  1846.    Died  6  October,  1862. 

Slater,  Atwood. 

Acting   Third  Assistant  Engineer,  9  December,  1868.     Honorably  discharged 

9  November,  1865. 

Slater,  Sanford  A. 

Acting  Third  Assistant  Engineer,  14  January,  1863.    Resigned  8  May,  1865. 
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Slater,  William. 

Gunner,  24  May,  1800.     Deserted. 
Slattcrly,  Daniel  P. 

Aciing  Ensign,  19  March,  1S63.     Acting  Master,  19  July,  1864.     Honorably  c I. 
charged  9  February,  18C6. 

Slaughter,  Albert  G. 

Midshii)man,  8    November,  1819.      Lieutenant,  8    March,   1827.      Commander. 
16  May,  1848.    Died  8  September,  1853. 
Slaughter,  JS.  G.  €• 

Midshipman,  1  March,  1825.     Died  8  April,  1829. 

Sleaman,  John  H. 

Acting  Third  Assistant  Engineer,  21  April,  1864.    Honorably  dischanped  18  Octo- 
ber, 1865. 

Sleeper,  Henry  J. 

Acting  Master,  18  December,  1861.    Acting  Volunteer  Lieutenant,  18  Jone,  1861 
Honorably  discharged  6  January,  1866. 

Sleeper,  James  H. 

Actinff  Third  Aflsistant  Engineer,  9  March,  1865.    Appointment  reroked  14  Jk- 
cember,  1866. 

Slidell,  Alex. 

Midshipman,  1  January,  1815.    Lieutenant,  18  January,  1825.    (See  MaeXimm.) 
Slidell,  William  J. 

Midshipman,  1  January,  1828.    Died  5  April,  1828. 

Slight,  George  A. 

Acting  Third  AflBistant  Engineer,  22  February,  1868.    Resigned  38  Deoembcr, 

1864. 

Sloan,  Charles  £• 

Matd.    Dismissed  24  July,  1862. 

Sloan,  John  F. 

Acting  Third  Aflsistant  Eng^eer,  28  May,  1864.    Honorably  diflcharged  28  Sep- 
tember, 1865. 

SliMin,  Thomas  HI. 

Acting  Second  Assistant  Engineer,  5  August,  1864.      Honorably   disehaiged 

27  September,  1865. 

Sloane,  John  D. 

Assistant  Engineer,  7  June,  1877.    In  service. 

Sloat,  George  T. 

Acting  First  Assistant  Engineer,  10  September,  1861.  Resigned  9  September 
1862. 

Sloat,  John  ]>• 

Midshipman,  12  February,  1800.  Master,  10  January,  1812.  Lieutenant,  24  July. 
1813.  Commander,  21  March,  1826.  Captain,  9  February,  1837.  Resorred 
list,  27  September,  1855.  Retired  list,  21  December,  1861.  Commodore  oo 
Retired  list,  16  July,  1862.    Rear-Admiral,  Retired  list,  25  Julv,  1866.    DW 

28  November,  1867. 

Sloat,  l¥llllam. 

Acting  Second  Assistant  Engineer,  22  December,  1864.  Honorably  diachaigcd 
14  February,  1868. 

Sloenm,  Charles  H. 

Mate,  24  January,  1863.    Acting  Ensign,  15  July,  1864.     Honorably  discliai]?ea 

26  November,  1865. 

Sloenm,  Charles  HI. 

Acting  Third  Assistant  Engineer,  16  January,  1864.    Resigned  (Sick,)     October. 

1864. 

Slocnm,  Ebenezer. 

Gunner,  22  April,  1799.    Resigned  7  July,  1801. 
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Sloeam,  C^eorge  D. 

Assistant  SurgeoD,  29  November,  1861.    Resigned  17  January,  1864. 

Sloeam,  Jonah. 

Acting  First  Assistant  Engineer,  18  April,  1863.    Resigned  22  April,  1865. 

Slocmn,  William  B. 

Acting  Ensign,  9  April,  1868.    Resigned  29  December,  1863. 

Slosson,  Henrjr  Ij. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Third  Assistant  Engineer,. 
18  October,  1863.  Second  Assistant  Engineer,  1  August,  1866.  Passed  Assistant 
Engineer,  27  October,  1874. 

Slongli,  GraiiT^lle  B. 

Assistant  Surgeon,  20  December,  1861.    Resigned  26  October,  1864. 

Slongta,  Jonas  S. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Dismissed  15  Hay,  1868. 

Slnyter,  Stephen  E. 

Acting  Ensign,  14  May,  1868.    Dismissed  25  August,  1864. 

Sljre,  Benjamin  S. 

Midshipman,  1  March,  1825.    Dismissed  9  July,  1833. 

Small*  Alonzo. 

Acting  Ensign,  27  June,  1863.    Resigned  3  October,  1864. 

Small,  Brnce. 

Mate.    Resigned  17  November,  1862. 

Small,  £dward  A. 

Acting  Ensign,  11  September,  1862.  Acting  Master,  22  February,  1865. 
Honorably  discharged  14  October,  1866. 

Small,  £ldrldse  F. 

Mate,  17  February,  1864.  Acting  Ensign,  13  May,  1865.  Honorably  diBcbarged 
3  September,  1865. 

Small,  Gilbert  H. 

Acting  Master,  22  January,  1862.     Resigned  5  July,  1862. 

Small,  John,  Jr. 

Acting  Ensign,  21  January,  1864.    Resigned  9  June,  1865. 

Smalley,  Anthony. 

Acting  Master,  27  March,  1862.  Appointment  revoked  (Sick,)  1  September,  1868. 
Acting  Ensign,  1  December,  1863.    Honorably  discharged  3  August,  1865. 

Smalley,  Jaeob  HI. 

Mate.  Acting  Ensign,  1  December,  1862.  Acting  Master,  28  June,  1864.  Re- 
signed 10  February,  1865. 

Smalley,  Ijeonard  ]>. 

Acting  Master,  27  December,  1861.    Dismissed  11  March,  186?. 

Smart,  Hiram. 

Acting  Boatswain,  25  April,  1866.    Resigned  12  June,  1866. 

Smedley,  John  KInsey. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer. 
23  March,  1864.    Resigned  13  March,  1866. 

Smith,  Aaron  W. 

Acting  Third  Assistant  Engineer,  28  November,  18G3.  Honorably  discharged 
26  July,  1865. 

Smithy  Abram  G. 

Acting  Third  Assistant  Engineer,  6  March,  1865.  Honorably  discharged  18  No- 
vember, 1865. 

Smith,  A.  €. 

Mate,  11  September,  1869.    Deserted  15  September,  1869. 

Smith,  Albert  €• 

Acting  Second  Assistant  Engineer,  18  February,  1863.  Acting  First  Assistant 
Engineer,  29  August,  1863.    Died  1  September,  1863. 
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Smltb,  Albert  Edward. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.    Graduated  10  June,  1881 
Smith,  Albert  M. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  22  September,  186S. 
Smith,  Albert  Ji. 

Midshipman,  26  October,  1888.  Passed  Midshipman,  20  May,  1844.  Master, 
9  July,  1852.  Lieutenant,  12  April,  1853.  Lieutenant-Commander,  16  July, 
1862.    Commander,  11  August,  1862.    Died  8  September,  1866. 

Smith,  Albert  P. 

Acting  Third  Assistant  Eng^eer,  9  June,  1864.  Honorably  diacbarged  80  Octo- 
ber, 1865. 

Smith,  Alexander  M. 

Acting  Master,  9  October,  1861.    Dismissed  21  March,  1862. 

Smith,  Alfred  €. 

Mate,  16  April,  1864.    Appointment  revoked  (Sick,)  21  July,  1864. 

Sflilth,  Arehlmedes. 

Assistant  Surgeon,  5  July,  1814.    Resigned  18  April,  1816. 

Smith,  Aui^BtUB  R. 

Acting  Second  Assistant  Engineer,  26  April,  1864.  Honorably  dischaiged  1  No- 
vember, 1865. 

Smith,  Ani^sfOB  W. 

Professor,  22  September,  1860.    Died  21  March,  1866. 

Smith,  Baxter. 

Acting  Second  Assistant  Engineer,  16  July,  1864.  Honorably  dischaiged  88  No- 
veniDer,  1865. 

Smith,  Beatty  P. 

Acting  Midshipman,  29  September,  1854.  Midshipman.  9  June,  1850.  LieotM- 
ant,  81  August,  1861.  Lieutenant-Commander,  26  October,  1865.  Dropped 
fipom  service  9  July,  1874. 

Smith,  Benjamin. 

Midshipman,  9  October,  1798.  Lieutenant,  14  April,  1802.  Died  14  October 
1807. 

Smith,  Benjamin  B. 

Mate,  16  April,  1863.    Resigned  (Sick,)  8  July,  1868. 

Smith,  Charles. 

Acting  Assistant  Paymaster,  12  February,  1864.  Mustered  out  18  Decembfli^ 
1865. 

Smith,  Charles. 

Boatswain,  24  July,  1850.    Dismissed  6  August,  1858. 

Smith,  Charles. 

Acting  Master,  26  August,  1861.    Resigned  19  May,  1864. 

Smith,  Charles. 

Midshipman,  17  December,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.    Furloughed. 

Smith,  Charles,  Jr. 

Mate,  1  October,  1862.  Acting  Ensign,  6  July,  1864.  Honorably  diachaiged 
5  December,  1866. 

Smith,  Charles  B. 

Midshipman,  SO  November,  1846.  Passed  Midshipman,  8  June,  1858.  DroppeJ 
13  September,  1855. 

Smith,  Charles  G.,  Jr. 

Mate,  8  June,  1862.    Resigned  8  May,  1865. 

Smith,  Charles  H. 

Mate,  ^ood  conduct  at  loss  of  **  Monitor^''  21  April,  1864.  Honortbly  diKfaarged 
12  May,  1865. 
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Smith,  Cbarlra  I.. 

Midehipmac,  27  July,  1846.     Died  16  November,  1848. 
Smith,  Charles  P. 

Carpenter,  27  Uay,  1837.     Resigned  4  December,  1827. 
Smith,  Charles  R. 

Assistant  Surgeon,  28  March,  1820.    Died  8  Norember,  1822. 
Smith,  Charles  R. 

Uidshipniaii,  3  Beptember,  1835.    Passed  Midshipman,  23  Jnne,  1841.    Dismissed 
4  December,  1848. 
Smith,  Charles  W. 

Boatswain,  8  December,  1857.    Dismissed  20  June,  18S9. 
Smith,  CHiarles  W. 

ActiJig  Third  Assistant  Engineer,  D  January,  1863.    Deserted  20  Janaar;,  1804. 
Smiths  Crawford  E. 

Hidshipmui,  2  Januarj,  1840.    Dropped. 
Smith,  Daniel  A. 

Acting   Assistant   Paymaster,  SI  Atigust,  1863.     Passed   Assistant  Paymaster, 
23  July,  1886.    Paymaster,  28  July,  1870. 
Smith,  David. 

Third  Assistant  Engineer,  26  August,  18.^0.    Second  Assistant  Engineer,  8  July, 
1861.    Pint  Assistant  Engineer,  1  October,  1863.    Chief  Engineer,  S  March, 
1871. 
Smith,  David. 

Acting  Second  Assistant  Engineer,  14  July,  1864.    Bonorably  discharged  17  July, 
186S. 
Smith,  E.  D. 

Acting  Assistant  Snigeon,  12  August,  1861.    Honorably  discharged  23  November, 
1865. 
Smith,  £dKar  S. 

Acting  Aroistant  Surgeon,  1  September,  1SS1.    Resigned  4  August,  1862.    Acting 
Assistant  Surgeon,  3  Jnly,  18C3.     Acting  Passed  Assistant  Surgeon,  17  June, 
1665.    Honorably  discharged  28  April,  18Q6. 
Smith,  Edward  H.,  Jr. 

Acting  Eusign,  24  December,  1863.    Honorably  discharged  19  Sept«mber,  1865. 
Smith,  Edward  K. 

Acting  Ensign,  27  November,  1863.     Honorably  discharged  4  September,  186B. 
Smith    Edward  S. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  March,  1809. 
Smith    Elias,  Jr. 

Hate,  28  June,  1863.     Lost  on  "  Bainfyidge,"  21  August,  1868. 
Smith,  Ellas- 
Acting  Ensign,  22  December,  1862.     Resigned  8  August,  1868. 
Smith,  £.  T.  B. 

Mate,  25  October,  1863.     Appointment  revoked   (Sick,)  21   Marcb,  186S.      Mate, 
31  Hay,  1866.     Dishonorably  dischai^ed  30  April,  1867. 
Smith,  Ferdinand. 

Midshipman,  1  July,  1826.    Died  21  March,  1881. 
Smith,  FrB*.'»cl8  G.,  Jr. 

Third  Assistant  Engineer,  29  July,  1661.    Second  Assistant  Engineer.  18  Decem- 
ber, 1862.     First  Ajsistutt  Engineer,  30  Januarj,  1865.    Resigned  28  July, 
1869. 
Smith,  Frank. 

Acting  Master,  9  October,  1861.    Acting  Volunteer  Lientenant,  26  November, 
1868.    Resigned  14  December,  1864. 
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Smitb,  F.  W. 

Midshipman,  1  January',  1808.     Lieutenant,  24  July,  1813.    Died  4  June,  1828. 
Smith,  Frederick  R. 

Acting  Midshipman, 24  September,  1858.    Graduated  1863.    Lieutenant,  1  August, 

1862.  Lieutenant-Commander,  25  July,  1866.    Commander,  6  April,  1875. 
Sfliltta,  Geori^^e. 

Acting  Third  Assistant  Engineer,  25  September,  1868.    Honorably  discharsed 
7  August,  1865.  * 

Smith,  George. 

Boatswain,  20  October,  1845.    Retired  list,  19  December,  1869.    Died  37  KoTcm- 
ber,  1873. 

Smith,  Georice. 

Acting  Ensign,  13  September,  1862.    Appointment  revoked  26  January,  1866. 
Smith,  George. A. 

Mate,  23  October,  1861.    Acting  Master,  24  April,  1862.    Acting  Volonteer  Lieo- 
tenant,  27  June,  1865.    Honorably  discharged  2  July,  1868. 

Smith,  George  A. 

Acting  Ensign,  1  December,  1862.    Honorably  discharged  14  December,  1865. 
Smith,  George  F. 

Acting  Third  Assistant  Engineer,  27  September,  1861.    Acting  Second  Aisistait 
Engineer,  28  October,  1864.    Resigned  25  January,  1865. 

Smith,  C^eorge  F. 

Acting  Third  Assistant  Engineer,  16  September,  1864.    Resigned  35  January, 
1865. 

Smith,  George  Ij. 

Acting  Ensign,  5  December,  1862.    Resigned  29  January,  1863.     Mate,  31  March. 

1863.  Acting  Ensign,  10  April,  1803.     Resigned  15  jlily,  1864. 

SmifJIi,  George  HI. 

Actinff  Third  Assistant  Engineer,  20  July,  1863.    Honorably  discharged  14  Xo- 
vemoer,  1865. 

Smith,  George  M. 

Mate,  80  July,  1862.    Acting  Ensign,  27  July,   1863.    Honorably  discharged 
25  May,  1867. 

Smith,  George  S, 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Naw  Department 
1819. 

Smith,  George  W. 

Chaplain,  2  July,  1864.     Resigned  30  September,  1876. 

Smith,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Dismissed  8  May,  1868. 

Smith,  G.  Geddes. 

Mate,  27  Jaiumrj-,  1865.     Acting  Ensign,  3  May,  1865.    Honorably  discharged 
14  August,  1800. 

Smith,  Gideon  H. 

Mate,  25  January,  1862.    Appointment  revoked  (Sick,)  22  October,  1863. 

Smith,  Gilbert  H. 

Midshipman,  6  July,  1803.    Resigned  12  September,  1805. 

Smith,  Heber. 

Acting  Assistant  Surgeon,  24  June,  1861.      Assistant  Surgeon,  16  August,  1*51. 
Resigned  1  March,  1865. 

Smith,  Henry. 

Mate,  7  January,  1862.    Dismissed  5  June,  1862. 

Smithy  Henry  Angnstns. 

Third  Assistant  Engineer,  16  September,  1862.      Second   Assistant  Eoginef 
1  March,  1864.    Resigned  28  Julv,  1866. 
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Smith,  Henry  II. 

Acting  Assistant  Surgeon,  20  November,  1863.     Resigned  21  April,  1865. 

Smith,  Henry  "S. 

Acting  Second  Assistant  Engineer,  12  October,  1861.  Appointment  revoked 
27  November,  1861. 

Smith,  Henry  R. 

Assistant  Paymaster,  1  June,  1876. 

Smith,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  28  Oc- 
tober, 1865. 

Smith,  Horace. 

Master,  17  July,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Baltimore. 

Smith,  Horace. 

Midshipman,  16  December,  1798.    Resigned  23  January,  1799. 

Smith,  Horatio  B. 

Mate,  26  October,  1864.    Honorably  discharged  8  June,  1865. 

Smith,  Howard. 

Assistant  Surgeon,  18  July,  1871. 

Smith,  Howard  J, 

Assistant  Surgeon,  20  June,  1888.  Passed  Assistant  Surgeon,  22  November,  1843. 
Died  5  September,  1847. 

Snodth,  Hnntingrton. 

Midshipman,  26  February,  1863.  Graduated  June,  1868.  blaster,  12  July,  1870. 
Resigned  15  May,  1873. 

Smith,  Increase  C. 

Acting  Third  Assistant  Engineer,  8  May,  1868.  Acting  Second  Assistant  Engineer, 
17  August,  1864.  Honorably  discharged  16  September,  1865.  Acting  Second 
Assistant  Engineer,  20  August,  1866.    Mustered  out  21  August,  1867. 

Smith,  Israel  B. 

Midshipman,  1  May,  1826.     Resigned  23  April,  1827. 

Smith,  Jacoh  J. 

Acting  Assistant  Surgeon,  14  March,  1864.  Honorably  discharged  9  October, 
1865. 

Snodth,  James. 

Lieutenant,  28  May,  1800.    Last  appearance  on  Records  of  Navy  Department, 

9  September,  1800. 

Snodth,  James  E. 

Acting  Third  Assistant  Engineer,  21  May,  1863.  Honorably  discharged  21  July, 
1865. 

Smith,  James  Ij. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Resigned  31  May,  1864. 

Smith,  James  R. 

Acting  Ensign,  6  August,  1864.    Dismissed  7  January,  1865. 

Smithy  James  T. 

Midshipman,  12  June,  1871.  Graduated  21  June,  1875.  Ensign,  21  November, 
1877. 

Smith,  James  W. 

Acting  Second  Assistant  Engineer,  31  December,  1863.  Honorably  discharged 
30  December,  1865. 

Smith,  Jay  Wolhert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.  Honorably  discharged  15  Sep- 
tember, 1869. 

Smith,  Jesse,  3rd. 

Midshipman,  1 1  March,  1815.    Lieutenant,  13  January,  1825.    Lost  in  the  ^^Eametj^' 

10  September,  1829. 
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Smith,  Jesse  B. 

Midshipman,  28  July.  18G4.  Graduated  June,  1808.  Ensign,  19  Aprils  1869. 
Master,  12  July,  1870.  Lieutenant,  25  November,  1872.  Died  18  KoTember, 
1874. 

Smith,  Jesse  HI. 

Midshipman,  9  February,  1841.    Died  8  December,  1844. 

Smith,  J.  Malcolm. 

Assistant  Surgeon,  6  September,  1887.  Passed  Assistant  Sorgeon^  14  M^rch,  1811. 
Died  29  April,  1848. 

Smith,  John. 

Master,  1  December,  1812.    Resigned  12  June,  1813. 

Smith,  John. 

Carpenter,  11  May,  1798.    Last  appearance  on  Records  of  Navy  Department 

Smith,  John. 

Mate.    Appointment  revoked,  (Sick)  28  August,  1862. 

Smith,  John. 

Lieutenant,  8  March,  1799.  Commander,  25  May,  1804.  Captain,  24  Decembait 
1811.    Died  31  May,  1815. 

Smith,  John. 

Acting  Boatswain,  6  June,  1871.    Appointment  revoked  (  December,  1878. 

Smith,  John. 

Boatswain,  7  December,  1819.    Died  7  October,  1848. 

Smith,  John. 

Midshipman,  30  April,  1800.  Discharged  6  August,  1801,  nnder  Peace  EatabUdi- 
ment  Act. 

Smith,  John. 

Acting  Boatswain,  6  September,  1862.  Honorably  discharged  13  December,  1865. 
Boatswain,  24  October,  1866. 

Smith,  John. 

Acting  Third  Assistant  Engineer,  22  September,  1862.    Resigned  5  April,  1866. 

Smith,  John. 

Boatswain,  11  August,  1819.    Resigned  19  July,  1828. 

Smith,  John. 

Mate,  11  February,  1864.    Deserted  2  March,  1864. 

Smith,  John  A.  B. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Sep- 
tember, 1864.     First  Assistant  Engineer,  22  January,  1873. 

Smith,  John  B.  F. 

Mate,  8  May,  1862.  Acting  Ensign,  9  January,  1864.  Resigned  (Sick,)  6  Sep- 
tember, 1864. 

Smith,  John  D. 

Acting  Assistant  Surgeon,  27  July,  1367. 

Smith,  John  £. 

Acting  Ensign,  80  December,  1864.    Honorably  discharged  21  July,  1865. 

Smith,  John  F. 

Acting  Third  Assistant  Engineer,  18  January,  1864.    Honorably  discharged  4  No- 
vember, 1865. 

Smith,  John  S. 

Midshipman,  1  January,  1815.    Lieutenant,  13  January,  1825.    Died  80  Kornn- 
ber,  1830. 

Smith,  John  Both  well. 

Acting  Second   Assistant  Engineer,  21   October,  1864.     Honorably  discbaiged 
7  September,  1865. 

Smith,  John  S. 

Acting  First  Assistant  Engineer,  27  September,  1861.    Dismissed  35  Febraftrj* 
1862. 
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Smith,  John  T. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En- 
gineer, 24  March,  1865.  Honorably  discharged  23  June,  1870.  Second  Assistant 
Engineer,  17  June,  1870.  Retired  as  Passed  Assistant  Engineer,  24  February, 
1875,  by  Act  of  Congress,  approved  30  January,  1875. 

Smith,  Joseph. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  8  Marcn, 
1827.  Captain,  9  February,  1837.  Retired  list,  21  December,  1861.  Rear- 
Admiral,  Retired  list,  16  July,  1862.    Died  17  January,  1877. 

Smith,  Joseph. 

Gunner,  9  October,  1861. 

Smith,  Joseph. 

Midshipman,  18  June,  1812.    Resigned  17  February,  1813. 

Smith,  Joseph,  Jr. 

Purser,  1  March,  1799.  Last  appearance  on  Records  of  Navy  Department,  20  March, 
1799. 

Smith,  Joseph  Adams. 

Assistant  Paymaster,  8  October,  1861.  Paymaster,  23  August,  18G2.  Pay  Inspec- 
tor, 15  May,  1879. 

Smith,  Joseph  B*. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
22  August,  1855.  Lieutenant,  14  September,  1855.  Killed  in  action  between 
'*  Congress  "  and  "  M&rrimae,''  8  March,  1802. 

Smith,  Joseph  £. 

Midshipman,  1  January,  1808.   Lieutenant,  10  March,  1813.   Died  1  December,  1813. 

Smith,  Joseph  G. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 

Smith,  Joseph  O. 

Midshipman,  1  January,  1817.    Died  in  June,  1823. 

Smith,  Joseph  R. 

Carpenter,  4  November,  1862.    Resigned  21  February,  1860. 

Smith,  J.  W. 

Acting  Master,  8  June,  1861.  Appointment  revoked  2  July,  1861.  Re-appointed 
24  July,  1861.  Acting  Volunteer  Lieutenant,  27  October,  1863.  Acting  Volun- 
teer Lieutenant-Commander,  7  February,  1865.  Honorably  discharged  21  Feb- 
ruary, 1866. 

Smith,  J.  Taughan. 

Assistant  Surgeon,  27  June,  1829.    Surgeon,  20  February,  1838.    Died  25  August, 

1848. 

Smith,  lieTi  W. 

Mate,  28  August,  1863.     Acting  Ensign.     Deserted  30  April,  18G6. 

Smith,  liOman. 

Carpenter,  27  November,  1840.     Died  20  August,  1843. 

Smith,  liUther  W. 

Acting  Ensign,  21  April,  1864.     Honorably  discliarge<l  23  August,  1865. 

Smith,  llanasseh. 

Acting  Third  Assistant  Engineer,  16  October,  18G1.  Acting  Second  Assistant 
En^eer,  28  December,  1863. 

Smith,  BlarBhall  J. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  Aus^ust,  1847.  Resigned 
4  February,  1851. 

Smith,  Bf  elanethon. 

Midshipman,  1  March,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8  March,  1837.  Commander,  14  September,  1856.  Captain  16  July,  1862. 
Commodore,  25  July,  1866.  Bear-Admiral,  1  July,  1870.  Retired  list,  24  May, 
1871. 
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Smith,  Mieliael  J. 

Acting  Ensign,  17  December,  1863.    Honorably  dlscbarged  23  November,  1865. 

Smith,  milo  S. 

Midsliipman,  1  April,  1828.    Resigned  3  June,  1831. 

Smith,  Moses  R. 

Master,  4  May,  1812.    Discharged  16  June,  1815. 

Smith,  Xathan  B. 

Acting  First  Assistant  Engineer,  18  March,  1864.  Appointment  revoked  (Sick,) 
80  January,  1865. 

Smith,  "Nevrton  C 

Mate.    Resigned  15  July,  1862. 

Smith,  Oscar  G. 

Acting  Assistant  Surgeon,  3  June,  1861.    Resigned  11  September,  1361. 

Smith,  Oscar  I«. 

Acting  Third  Assistant  Engineer,  7  September,  1863.  Honorably  diflcfaaiged 
15  August,  1865. 

Smith,  Omar. 

Mate,  18  February,  1862.    Resigned  16  April,  1863. 

Smith,  Peter. 

Acting  Third  Assistant  Engineer,  26  November,  1864.  Honorably  dischmiged 
24  September,  1869. 

Smith,  Peter  nnclcins. 

Boatswain,  7  August,  1872. 

Smith,  Reuhen. 

Acting  Assistant  Surgeon,  15  September,  1863.  Honorably  discharged  13  Decern- 
ber,  1868. 

Smith,  Richard. 

Midshipman,  28  June,  1804.  Last  appearance  on  Records  of  Navy  DepartoMBt, 
10  March,  1805. 

Smith,  Richard  H. 

Acting  Ensign,  1  October,  1862.    Appointment  revoked  7  February,  1866. 

Smith,  Richard  Jj. 

Midshipman,  1  January,  1812.     Resigned  23  June,  1812. 

Smith,  Rohert. 

Acting  Third  Assistant  Engineer,  16  November,  1861.  Dismissed  13  Augoflt, 
1802. 

Smith,  Rohert  B. 

Mate.  Acting  Master,  24  March,  1862.  Acting  Volunteer  Lieutenant,  good  service, 
3  December,  1863.  Acting  Volunteer  Lieutenant-Commander,  29  April,  1865. 
Honorably  discharged  1  January,  1866. 

Smith,  Rohert  B. 

Mate,  19  December,  1861.    Honorably  discharged  7  August,  1866. 

Smith,  Rohert  B. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  16  February,  1863.  Resigned 
29  April,  1863. 

Smith,  Rohert  R. 

Acting  Second  Assistant  Engineer,  10  August,  1864.  Honorably  discharged 
7  October,  1865. 

Smith,  Rodney. 

Acting  Chief  Engineer,  19  January,  1863.  Honorably  discharged  8  Janoaiy, 
1866. 

Smith,  Roy  €. 

Cadet  Midshipman,  2  October,  1874.    Graduated  4  June.  1880* 

mith,  Russell. 

Carpenter,  21  December.  1841.    Dismissed  28  July,  184ii. 
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Smith,  Saninel. 

Acting  Ensign,  14  Jnly,  1863.    Resigned  1  April,  1865. 

Smith,  Samuel. 

Midshipman,  16  June,  1834.    Resigned  21  October,  1830. 

Smith,  Samuel  €• 

Assistant  Surgeon,  28  March,  1820.    Resigned  28  November,  1822. 

Smith,  Samuel  D. 

Acting  Assistant  Surgeon,  1  April,  1863.    Resigned  30  June,  18C3. 

Smith,  Samuel  O. 

Midshipman,  8  May,  1799.    Discharged  19  October,  1799. 

Smith,  S.  Chester. 

Acting  Assistant  Surgeon,  30  November,  1861.    Resigned  11  November,  1864. 

Smith,  Siduey. 

Acting  Second  AsslBtant  Engineer,  2  November,  1861.     Honorably  discharged 
6  October,  1865. 

Smith,  Siduey. 

Midshipman,  26  July,  1800.    Lieutenant,  7  March,  1807.    Commander,  28  Febru- 
ary, 1815.    Died  17  May,  1827. 

Smith,  Siduey  liee. 

Third  Assistant  Engineer,  21  October,  1861.   Second  Assistant  Engineer,  25  August, 
1863.    First  Assistant  Engineer,  1  January,  1868. 

Smith,  Simeou. 

Acting  Third  Assistant  Engineer,  20  July,  1863.    Acting  Second  Assistant  En- 
gineer, 8  September,  1864.    Honorably  discharged  12  May,  1865. 

Smith,  Simou. 

Midshipman,  28  April,  1801.    Died  4  June,  1806. 

Smith,  Solou  €• 

Acting  Third  Assistant  Engineer,  9  November,  1864.    Died  10  July,  1866. 

Smiths  Sumuer  T. 

Mate,  25  April,  1864.    Appointment  revoked  (Sick,)  20  July,  1864. 

Smith,  S.  T.  €. 

Mate,  28  December,  1869. 

Smith,  Thaddeus  S. 

Third  Assistant  Engineer,  12  August,  1861.    Resigned  8  July,  1862. 

Smith,  Theodore  E. 

Acting  Assistant  Pa3rmaster,  10  October,  1861.    Resigned  5  January,  1865. 

Smith,  Thomas. 

Acting  Master,  21  October,  1861.     Appointment  revoked  31  March,  1864. 

Smith,  Thomas. 

Boatswain,  24  September,  1855.    Retired  list,  18  February,  1874. 

Smith,  Thomas. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  1  July,  1866. 

Smith,  Thouias. 

Acting  Third  Assistant  Engineer,  12  July,  1864.    Honorably  discharged  4  Novem- 
ber, 1865. 

Smith,  Thomas. 

Mate,  1861.    Resigned  14  November,  1862. 

Smith,  Thomas. 

Boatswain,  23  May,  1804.    Dismissed  14  August,  1810. 

Smith,  Thomas  E. 

Acting  Master,  22  October,  1861.    Acting  Volunteer  Lieutenant,  29  January,  18C3. 
Honorably  discharged  28  February,  1869. 

Smith,  Thomas  li. 

Assistant  Surgeon,  3  January,  1828.    Surgeon,  9  February,  1837.     Retired  list 
18  August,  1862.    Medical  Director,  3  Marchy  in||^BM^____ 
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Smith,  Thomas  Bf  • 

Acting  Ensign,  80  June,  1864.    Honorably  discharged  6  January,  1866. 

Smith,  Thomas  P. 

Carpenter,  28  April,  1878. 

Smith,  Thomas  R. 

Boatswain,  5  November,  1814.    Died  28  November,  1827. 

Smith,  Walter  D. 

Third  Assistant  Engineer,!  July,  1861.    Second  Assistant  Engineer,  18 

ber,  1862.    First  Assistant  Engineer,  25  July,  1866.    Chief  Engineer,  25  Maich^ 

1880. 

Smith,  Walter  N. 

Mate,  5  April,  1862.  Acting  Ensign,  14  August,  1864.  Honorably  dischaimi 
12  October,  1867.    Mate,  20  January,  1870. 

Smith,  Waters. 

Surgeon's  Mate,  26  May,  1824.    Surgeon,  8  January,  1828.    Died  19  September. 

1850. 

Smith,  Watson. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master^ 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Oommaiider, 
16  July,  1862.    Died  19  December,  1864. 

Smith,  William. 

Boatswain,  2  August,  1888.    Dropped  20  April,  1861. 

Smith,  William. 

Midshipman,  4  March,  1828.  Passed  Midshipman,  28  March,  1829.  Lieatenant^ 
8  March,  1881.  Commander,  12  September,  1854.  Conmiodore,  16  July.  1868. 
Retired  list,  9  January,  1865.    Died  29  April,  1878. 

Smith,  William. 

Lieutcnamt,  5  March,  1799.    Discharged  8  July,  1801,  under  Peace  Establiahiiient 

Act. 

Smith,  William. 

Midshipman,  15  January,  1801.  Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act 

Smith,  William. 

Acting  Tliird  Assistant  Engineer,  5  July,  1864.  Honorably  discharged  28  Octo- 
ber, 18G5. 

Smith,  William. 

Boatswaiu,  1  January,  1819.    Died  7  July,  1826. 

Smith,  William  A. 

Acting  Third  Assistant  Engineer,  21  June,  1862.  Acting  Second  Assistant  Engi- 
neer, 80  June,  18G4.    Honorably  discharged  2  September,  1865. 

Smith,  William  A. 

Mate,  27  December,  18G1.  Acting  Ensign,  21  November,  1863.  Honorably  dis- 
charged 8  October,  1805. 

Smith,  William  €. 

Assistant  Surgeon,  1  June,  1802.     Resigned  18  July,  1802. 

Smith,  William  G. 

Mate,  5  October,  1806. 

Smith,  William  G. 

Mate,  6  May,  1803.    Honorably  discharged  21  December,  1865. 

Smith,  William  II. 

Acting  Mji8t<jr,  21  .Tune,  1801.     Killed  11  November,  1801. 

Smith,  William  II. 

Midshipman,  81  July,  1840.  Passed  Midshipman,  11  July,  1846.  Last  appearance 
on  Records  of  Navy  Department,  1852. 
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Smithy  William  H. 

Acting  Third  Assistant  Engineer,  12  October,  1861.  Acting  Second  Assistant 
Engineer,  23  September,  1863.  Acting  First  Assistant  Engineer,  2  February^ 
1865.    Honorably  discharged  14  February,  1866. 

Smith,  WiUiam  S. 

Midshipman,  81  March,  1800.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Smitli,  William  H. 

Midshipman,  16  October,  1845.    Resigned  20  April,  1853. 

Smitli,  William  H. 

Mate,  26  December,  1863.     Honorably  discharged  7  September,  1866. 

Smitli,  William  H. 

Acting   Third  Assistant  Engineer,  81   October,  1863.      Honorably  discharged. 

19  February,  1866. 

Smith,  William  m. 

Acting  Third  Assistant  Engineer,  15  September,  1864.    Resigned  5  July,  1865. 

Smith,  William  M. 

Midshipman,  16  January,  1800.    Resigned  26  February,  1810. 

Smith,  William  P. 

Midshipman,  17  March,  1814.  Last  appearance  on  Records  of  Navy  Department,. 
1815.    Lake  Ontario. 

Smith,  William  P. 

Master,  26  December,  1812.    Resigned  1  December,  1815. 

Smith,  William  P. 

Midshipman,  2  January,  1800.  Lieutenant,  23  March,  1807.  Resigned  2  March,. 
1809. 

Smith,  William  Strother. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June, 
1880. 

Smith,  William  S. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June.  1837.  Died  13  No- 
vember, 1839. 

Smith,  WilUam  S. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer  16  Jan- 
uary, 1863.    First  Assistant  Engineer,  1   December,  1864.    Chief  Engineer^ 

20  October,  1875. 

Smith,  William  Taylor. 

Midshipman,  7  July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
19  September,  1842.    Resigned  17  October,  1853. 

Smith,  William  T. 

Mate.    Resigned  2  April,  1863. 

Smith,  William  Wesley. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  11  Octo- 
ber, 1865. 

Smith,  WiUiam  W. 

Midshipman,  1  November,  1828.    Resigned  1  February,  1834. 

SmitA,  William  W. 

Acting  Ensign,  2  September,  1864.    Honorably  discharged  22  July,  1805. 

Smith,  William  W. 

Acting  Second  Assistant  Engineer,  1  May,  1864.    Resigned  5  June,  1865. 

Smitten,  Charles  H. 

Mate,  26  July,  1864.  Acting  Ensign,  31  January,  1865.  Discharged  21  July^ 
1866. 

Smoot,  Ciieorge  W. 

Mate,  1  July,  1863.     Resigned  7  February,  1865. 
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SiBi<M>t9  John  H. 

Acting  Assistant  Paymaster;  20  August,  1804.  Ilonorablv  discharged  19  Septem- 
ber, 1805. 

Siii<M>t9  Joseph. 

Midshipman,  1  December,  1809.  Lieutenant,  27  April,  1816.  Comniander, 
8  March,  1835.  Captain,  8  September,  1841.  Reserved  list,  1  October,  18^ 
Died  13  March,  1857. 

Smoot,  Samnel  C. 

Acting  Assistant  Surgeon,  5  October,  1801.    Resigned  27  January,  1862. 

Sm<M>t;,  William  G. 

Acting  Third  Assbtant  Engineer,  4  June,  1862.  Acting  Second  Assistant  En- 
gineer, 12  March,  1803.  Appointment  revoked  (Sick,)  6  February,  1864.  Act- 
ing Second  Assistant  Engineer,  12  October,  1804.  Honorably  diachaived 
15  February,  1800. 

Smylie,  William. 

Sailmaker,  7  July,  1804.    Died  28  September,  1805. 

Smyth,  James  W. 

Acting  Third  Assistant  Engineer,  81  May,  1^01.    Acting  Second  AsslBtaiit  Bd- 
gineer,  20  July,  1808.    Honorably  discharged  30  December,  1805. 

Smyth,  Thomas  8. 

Acting  Ensign,  15  August,  1802.    Resigned  20  May,  1803. 

Snaith,  Georire  S. 

Acting  Third  Assistant  Engineer,  17  May,  1804.  Honorably  dischaived  12  March, 
1800. 

Snare,  Elisha  W. 

Acting  Ensign,  22  December,  1808.    Honorably  discharged  21  October,  1865. 

Snedeker,  William  A. 

Acting  Third  Assistant  Engineer,  15  September,  1804.  Resigned  (Sick,)  18  Harcb, 
1805. 

Snell,  Alfred  T. 

Midshipman,  20  September,  1857.  Midshipman,  1  June,  1801.  LiententDt, 
10  July,  1802.  Lieutenant-Commander,  25  July,  1800.  Commander,  19  Septan- 
ber,  1874.    Died  8  September,  1870. 

Snelson«  Robert  I«. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Departmoit, 
1810.    Frigate  "  Ja©o." 

Snider,  John. 

Carpenter,  1  January,  1818.    Died  7  November,  1880. 

Snor,  John  J. 

Acting  Third  Assistant  Engineer,  21  December,  1888.  Honorably  diBchmiged 
18  October,  1805. 

Snow,  Albert  S. 

Midshipman,  80  November,  1801.  Graduated  September,  1805.  Ensign,  1  Deoem- 
ber,  1800.  Master,  12  March,  1808.  Lieutenant,  20  March,  1809.  Lieatenaat- 
Commander,  11  July,  1880. 

Anow,  Allen  W. 

Mate,  4  February,  1804.  Appointment  revoked  21  April,  1804.  Mate,  23  DecoB- 
ber,  1804.  Acting  Ensign,  20  January,  1805.  Honorably  discharged  6  Decem- 
ber, 1807. 

Snow,  Charles  W. 

Acting  Ensign,  21  December,  1808.    Died  11  September,  1804. 

Snow,  Elisha  N. 

Mate,  1 2  September,  1802.    Acting  Ensign,  28  April,  1 804.    Honorably  diBcbaiged 
22  December,  1805. 

Snow,  Henry  €• 

Acting  Ensign,  4  October,  1804.    Honorably  discharged  25  August,  1805. 
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Siftow^  John  S. 

Acting  Ensign,  6  August,  1864.    Honorably  discharged  29  July  1865. 

Snow,  Josepli  W. 

Acting  Ensign,  20  May,  1864.    Dismissed  26  July,  1864. 

Snow,  Josiah,  Jr. 

Acting  Master,  11  May,  1861.    Appointment  revoked  26  August,  1861. 

8now,  OliTer  C. 

Acting  EnsigD,  25  April,  1864.    Honorably  discharged  10  December,  1865. 

Snow,  Russell. 

Acting  Master,  27  February,  1862.    Resigned  19  March,  1862. 

Snow,  William  B. 

Acting  Third  Assistant  Engineer,  1  September,  1864.  Honorably  discharged 
7  July,  1865. 

Snyder,  Asa  P. 

Acting  Gunner,  80  March,  1863.     Resigned  16  January,  1865. 

Snyder,  Frederick. 

Acting  Second  Assistant  Engineer,  8  August,  1868.    Resigned  6  April,  1864. 

Snyder,  George  W. 

Assistant  Engineer,  9  October,  1876. 

Snyder,  Henry. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  21  Feb- 
ruary, 1804.  First  Assistant  Engineer,  1  January,  1868.  Resigned  21  Decem- 
ber, 1873. 

Snyder,  Henry  liOe. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engineer,  21  April,  1863.  Chief  Engineer,  14  De- 
cember, 1864. 

Snyder,  91.  B. 

Acting  Master,  1  October,  1862.    Dismissed  28  May,  1868. 

Sodenberg,  B.  B. 

Acting  Ensign,  24  June,  1864.    Honorably  discharged  20  June,  1865. 

Sofield,  Isaac. 

Acting  Ensign  and  Pilot,  19  September,  1864.  Acting  Master  and  Pilot,  1  Oc- 
tober, 1864.    Resigned  18  April,  1865. 

SofUly,  James. 

Mate,  8  April,  1863.  Acting  Ensign,  18  June,  1864.  Honorably  discharged 
21  May,  1867. 

Soley,  John  €• 

Midshipman,  24  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868«    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Soley«  James  R. 

Professor,  18  August,  1876. 

Solomon,  Benjamin. 

Midshipman,  16  January,  1809.    Resigned  11  October,  1810. 

Solomon,  Ezekiel. 

Purser,  26  March,  1814.  Last  appearance  on  Records  of  Navy  Department,  18 IG. 
Furloughed. 

Somers,  Henry. 

Midshipman,  15  June,  1799.    Last  appearance  on  Records  of  Navy  Department 

Somers,  John. 

Mate.    Appointment  revoked  (Sick,)  10  July,  1868. 

Somers,  Joseph  IV. 

Mate.    Resigned  31  May,  1864. 

Somers,  Riciiard. 

Midshipman,  30  April,  1798.    Lieutenant,  21  May,  1799.    Died  4  September,  1804. 
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Somerrille,  James  H. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  Aagust,  1847.     Acting 
Master,  17  January,  1848.    Died  4  February,  1850. 

Somes,  Charles  T. 

Mate,  24  October,  1862.     Acting  Ensign,  21  July,  1864.     Resigned   18  March. 

18G5. 

Somes,  John  B. 

Mate,  16  October,  1862.    Honorably  discharged  31  December,  1865. 

Sommers,  Rohert. 

Acting  Gunner,  11  November,  1873. 

SommerSf  Bndolph. 

Mate,  16  December,  1861.    Acting  Ensign,  4  February,  1863.     Acting  Master, 
8  December,  1864.    Honorably  discharged  27  August,  1868. 

SommerTille,  G.  W. 

Midshipman,  80  November,  1814.    Died  28  August,  1832. 

Son  n tag,  George  S. 

Master,  4  August,  1807.    Last  appearance  on  Records  of  Navy  Department,  181& 
Philadelphia. 

Soper,  Alfred  S. 

Acting  Gunner,  25  January,  1864.    Dismissed  28  July,  1865. 

Soper,  Anthony. 

Mate,  21  December,  1861.    Dismissed  10  September,  1862. 

Sonle,  H.  A. 

Acting  Gunner,  24  March,  1864.    Dismissed  20  August,  1864. 

Sonle,  Henry  W. 

Mate,  11  August,  1862.    Resigned  3  December,  1862. 

Sonle,  Thomas  H.,  Jr. 

Mate,  25  April,  1864.    Resigned  13  May,  1865. 

Sonth,  Perry. 

Acting  First  Assistant  Engineer,  27    February,  1863.     Honorably  diachaigsd 
22  November,  1865. 

Southall,  Charles  D. 

Acting  Third  Assistant  Engineer,  11  March,  1864.    Honorably  discharged  1  Sep- 
tember, 1869. 

Sonthall,  P.  A. 

Purser,  23  March,  1832.    Dismissed  21  March,  1840. 

Sonthard,  Allen  P. 

Acting  Third  Assistant  Engineer.     Dismissed  17  April,  1863. 

Southard,  James  W. 

Midshipman,  16  November,  1824.     Resigned  29  April,  1831. 

Sontherland,  William  H.  H. 

Midshipman,  29  June,  1868.  Graduated  1  June,  1872.  Ensign,  15  July,  1878. 
Master,  21  November,  1877. 

Sonth wiek,  John. 

Carpenter,  21  December,  1826.  Retired  list,  5  November,  1866.  Died  15  Feb 
ruary,  1874. 

Sonthworth,  Asa  C 

Acting  Ensign,  28  November,  1863.    Honorably  discharged  30  October,  1865. 

Sonthworth,  Edward  B. 

Acting  Assistant  Paymaster,  19  October,  1861.  Honorably  discharged  27  October. 
1865. 

Sowerhy,  J.  J. 

Acting  Assistant  Surgeon,  5  November,  1862.  Acting  Passed  Assistant  Surgeon, 
12  April,  1865.  Honorably  discharged  18  July,  1868.  Acting  Passed  Aawstiai 
Surgeon,  5  December,  1873.     Honorably  discharged  80  June,  1879. 
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tSpain,  Richard  A. 

Acting   Third  Assistant  Engineer,  22  October,  1863.     Appointment  revoked 
(Sick,)  6  May,  1864. 

Spalding,  James. 

Carpenter,  21  October,  1812.    Resigned  21  May,  1813. 

Spalding^  James. 

Midshipman,  9  November,  1818.    Resigned  10  June,  1817. 

Spalding,  Joseph  A. 

Acting  Third  Assistant  Engineer,  27  February,  1863.    Acting  »Second  Assistant 
Engineer,  9  October,  1864.    Honorably  discharged  3  April,  1868. 

Spalding,  I«yman  G. 

Midshipman,  26  September,  1862.    Graduated  June,  1866.    Resigned  16  June, 
1866.    Master,  28  June,  1871.    Lieutenant,  10  July,  1875. 

Spalding,  Rntns  €• 

Paymaster,  1  June,  1861.    Pay  Inspector,  8  March,  1871.    Dismissed  18  August, 
1876. 

Spalding  Rntns  €• 

Midshipman,  12  October,  1848.    Resigned  1  October,  1862. 

Spanbnrgh^  lieonard. 

Acting  Third  Assistant  Engineer,  13  January,  1862.    Resigned  25  June,  1862. 

Spangler,  Daniel  HI. 

Acting  Third  Assistant  Engineer,  2  January,  1864.    Honorably  discharged  12  Sep- 
tember, 1865. 

Spangler,  Henry  W. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  20  June,  1878. 

Spangler,  Samnel  S. 

Mate,  11  August,  1864.    Honorably  discharged  6  September,  1865. 

Spare,  Joiin. 

Acting  Assistant  Surgeon,  10  April,  1862.    Honorably  discharged  2  July,  1866. 

Sparliawlt,  George. 

Cadet  Midshipman,  24  September,  1874.    Graduated  4  June,  1880. 

Sparlts,  Ciiarles  D. 

Midshipman,  18  April,  1850.    Died  12  April,  1858. 

Sparks,  William. 

Acting  First  Assistant  Engineer,  27  April,  1868.    Dismissed  25  July,  1868. 

Sparrow,  Ros<M>e  B. 

Acting   Ensign,  80   September,  1864.     Honorably  discharged    18   September, 
1865. 

Spates,  Riehard  N. 

Mate.    Appointment  revoked  27  June,  1862. 

Spanlding,  Josiab  €• 

Acting  Assistant  Paymaster,  2  July,  1868.    Honorably  discharged  18  December, 
1865. 

SpaTin,  Robert. 

Acting  Master,  28  September,  1861.    Resigned  5  November,  1864. 

SpaTin,  Robert,  Jr. 

Mate,  20  January,  1864.    Resigned  (Sick,)  21  September,  1864. 

Speake,  Josepb  91. 

Lieutenant,  30  July,  1798.    Discharged  11  April,  1801,  under  Peace  Establishment 
Act. 

Speake,  Joseph  HI. 

Master,  6  June,  1801.    Resigned  14  March,  1808. 

Speakman,  Thomas  R. 

Acting  Third  Assistant  Engineer,  4  December,  1868.     Dismissed  88  January, 
1865. 
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Spear,  Alden  T. 

Acting  Master,  4  November,  1861.    Acting  Volunteer  Lientenunt,  81   Januarr 
1863.    Died  18  September,  1863. 

Spear,  B.  H. 

Mate,  20  January,  1868.    Honorably  discharged  14  September,  1865. 

Spear,  George  W. 

Mate.    Appointment  revoked  (Sick,)  10  February,  1863. 

Spear,  Harrison. 

Third  Assistant  Engineer,  21  April,  1863.    Second  Assistant  Engineer    25  Julj 
1866.    Retired  8  July,  1873.    Died  18  September,  1874. 

Spear,  John  €• 

Assistant  Surgeon,  0  May,  1861.    Surgeon,  23  June,  1864.    Medical  Inspector, 
6  October,  1878. 

Spear,  Nathan. 

Acting  Third  Assistant  Engineer,  26  September,  1868.    Honorably  diBchaiced 
28  October,  1865. 

Spear,  OliTer  A. 

Acting  Ensign,  1  February,  1865.    Honorably  discharged  23  July,  1866. 

Spear,  Otis  G. 

Mate,  1  November,  1864.    Appointment  revoked  23  December,  1866. 

Spear,  Trnman  W. 

Mate,  4  August,  1862.    Dismissed  6  October,  1862. 

Spear,  W.  HI. 

Civil  Engineer,  28  September,  1865.    Died  26  July,  1873. 

Spedden,  £dward  T. 

Midshipman,  20  November,  1848.    Passed  Midshipman,  15  June,  1864.    Master. 
15  September,  1855.    Lieutenant,  16  September,  1855.    Died  8  March,  1861. 
Spedden,  Rohert. 

Midshipman,  2  April,  1804.    Lieutenant,  0  December,  1814.    Resigned  4  Decem- 
ber, 1823. 

Speel,  John  IV. 

Assistant  Paymaster,  1  July,  1875.    Passed  Assistant  Paymaster,  15  May,  1879. 

Speiden,  William. 

Purser,  30  August,  1837.    Died  18  December,  1861. 

Speififhts,  Henry  W. 

Acting  Third  Assistant  Engineer,  7    February,  1865.      Honorably  diachamd 
24  August,  1809. 

Speiffhto,  James  £dward. 

Third  Assistant  Engineer,  12  August,  1862.    Dropped  21  March,  1868. 

Speights*  Thomas  G. 

Mate,  8  May,  1862.    Appointment  revoked  (Sick,)  17  September,  1868. 

Speirs,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.    Resigned  10  June,  1865. 

Spence,  G.  K. 

Purser,  8  Ai)ril,  1814.    Last  appearance  on  Records  of  Navy  Department,  181A' 
Sloop  ''Ontario:' 

Spenee,  Henry  J. 

Acting  Third  Assistant  Engineer,  18  August,  1864.    Resigned  6  June,  1865. 

Spenee,  Keith. 

Purser,  10  May,  1800.    Last  appearance  on  Records  of  Navy  Department,  Septem- 
ber, 1805. 

Spenee,  Rohert  T. 

Midshipman,  15  May,  1800.    Lieutenant,  17  February,  1807.    Commander,  24  Jaly- 
1813.    Captain,  28  February,  1815.    Died  26  September,  1826. 
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Spence,  Stephen  D. 

Midshipman,  0  September,  1841.     Itesignctl  l(!  March,  1840. 
Spencer,  Charles  B. 

Acting  Second  Assistant  Engineer,  37  Maj,  1801.    llcsigned  5  Aogost,  1661. 
Spencer,  George. 

Mate,  18  November,  1861.    Resigned  14  June,  1664. 
Spencer,  <f .  C. 

Assistant  Surgeon,  16  December,  1828.    Snrgeon,  20  DecetDb«r,  1837     Resigned 
19  April,  1847. 
Spencer,  J.  C. 

Pureer,  21  Angust,  1843.    Died  39  Deceml>er,  1845. 
Spencer,  John  I.. 

Hidsliipinan,  1  June,  1830.     Resigned  30  April,  18311. 
Spencer,  Iicmnel. 

Midshipman,  SO  November,  1814.    Resigned  6  Jnlj,  1810. 
Spencer,  IjCtI  T. 

Second  AwiBtant  Engineer,  8  June,  1844.    Resigned  16  November,  1840 
Spencer,  p.  D. 

Midshipman,  1  December,  1810.    Resigned  0  June,  1812. 
Spencer^  Philip. 

Midshipman,  20  November,  1641.    Died  1  December,  1842. 
Spencer,  Thomas  C 

Midshipman,  84  July,  1866.    Graduated  7  June,  1870.    Ensign,  18  Jolj,  1871. 
Master,  4  Jane,  1874.    Died  IS  January,  1876. 
Spencer,  Thonuw  8. 

Acting  Midshipman,  3S  September,  1854.    Midshipman,  9  June,  1859.    Lieuten- 
ant, 81  Angust,  1861.      Lieutenant. Commander,  8  March,  1860.      Resifmed 
25  April,  1867. 
Spencer,  T.  W. 

Acting  Ensign,  2  March,  1363.    Honorably  discharged  17  August,  1866. 
Spencer,  W.  C. 

Midshipman,!  December,  1827.    Passed  Midshipman,  10  June,  18SS.    Cashiered 
10  April,  1887. 
Spencer,  irilUam  A. 

Midshipman,  IS  November,  1809.    Lieutenant,  B  December,  1814.    Commandv, 
8  March,  1881.     Captain,  23  January,  1841.     Reaigned  9  December,  1843. 
Spencer,  William  B. 

Mate,  13  Jaly,  1864.    Acting  Ensign,  11  March,  1666.    Resigned  24  September, 
1866. 
Sperrr,  CharleH. 

Midshipman,  16  March,  1888.    Resigned  1  April.  18SS. 
Sperrr,  CfaarleB. 

Midshipman,  1  April,  1828.    Dismissed  21  April,  18S1. 
Sperry ,  Charles  8. 

Midshipman,  20  September,  1662.    Graduated  June,  1860.    Ensign,  12  March, 
1808.    Master,  26  March,  1869.    Lieutenant.  21  March,  1870. 
Sperry,  JTacob  F. 

Midshipman,  27  March,  18S9.     Resigned  28  January,  1^2. 
Sperrj,  Robert.  J. 

Mate,  18  May,  1864.    Honorably  discharged  27  December,  1885.     Mate,  18  April, 
1866.     Mustered  out  12  September,  1866. 
Speyers,  Arthnr  B. 

Acting  Midshipman,  24  July,   1803.    Graduated  June,  1866,     Master,  IS  Jnly, 
1870.    Lientensnt,  28  May,  1874. 
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Spicer,  William  F. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2  July,  1845.  Master.SSJm, 
1853.  Lieutenant,  25  February,  1854.  Lieutenant-Commander,  16  July,  1  ML 
Commander,  2  January,  18C3.  Captain,  22  April,  1870.  Commodore.  25'AinL 
1877.    Died  29  November,  1878.  *^ 

Spicknall,  Jof»epli. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  K'aw  DeDsitmaL 
1815.    Wihnington,  N.  C.  ^  .^^.^«— «. 

Spier,  John. 

Sailmaker,  6  June,  1816.    Resigned  10  February,  1819. 
Spies,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Appointment  raroM 
(Sick,)  8  February,  1863. 

Spillman,  James. 

Master,  3  February,  1815.  Last  appearance  on  Records  of  Navy  Depaitaarti 
1820.    Furloughed.  '^ 

Spill  man,  1<.  Ij. 

Midshipman,  19  August,  1823.  Resigned  3  September,  1829. 
Spinney,  A.  li. 

Mate,  21  October,  1864.  Honorably  discharged  6  July,  1865. 
Spinney,  Joinepli. 

Acting  Master,  2  August,  1861.    Resigned  22  January,  1863. 

Spongberg,  diaries. 

Acting  Third  Assistant  Engineer,  28  April,  1863.    Drowned  6  December  1881 
Spooner,  Charles  W. 

Mate.  13  August,  1863.    Acting  Ensign,  12  February,  1864.     Resided  23  Maidi, 

1865. 

Spooner,  Oeorg^e  W. 

Midshipman,  15  November,  1809.    Lieutenant,  4  February,  1815.     Died  81  Mar 
1817. 

Spooner,  Henry  W. 

Third  Assistant  Engineer,  16  February,  1852.    Second  Assistaat  Engineer,  87  July, 
1856.    First  Assistant  Engineer,  21  July,  1858.    Resigned  23  May,  1859. 
Spotswood,  Charles  F.  M. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    LieuteiiMitft 
36  February,  1841.    Dismissed  18  April,  1861. 

Spotsw<M>d,  GeorH^e  IV. 

Midshipman,  15  July,  1790.    Dismissed  14  May,  1808. 

Spotswood,  J.  A. 

Commander,  15  February,  1800.  Discharged  4  June,  1801,  under  Peace  Establi^ 
ment  Act 

Spotswood,  W.  A.  W. 

Assistant  Surgeon,  2  December,  1828.  Surgeon,  20  February,  1838.  Reuffned 
12  January,  1861. 

Spotts,  James  H. 

Midshipman,  2  August,  1837.  Passed  Midshipman,  29  June,  1848.  Maitar, 
8  April,  1851.  Lieutenant,  21  November,  1851.  Commander,  16  Jidy,  1861 
Captain,  25  July,  1866.    Commodore,  25  September,  18 

Sprague,  Alhert  I«. 

Midshipman,  11  April,  1862.  Graduated  June,  1866.  Easign,  12  Maich,  1868. 
Master,  Retired  list,  26  March,  1869.    Died  18  November,  1878. 

Sprairn^9  £dward  P. 

Acting  Second  Assistant  Engineer,  12  January,  1863.  Acting  ^^ixst  Attktint 
Engineer,  2  August,  1865.    Appointment  revoked  80  July,  1866. 

Sprague,  Frank  J. 

Caaet  Midshipman,  29  September,  1874.    Graduated  4  June,  1880 
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1iprairn^9  Horace  B. 

Mate,  10  April,  1863.  Resigned  8  May,  1863.  Mate,  18  January,  1864.  Hon* 
ably  discharged  5  August,  1865. 

Sprag[<i^9  James  P. 

Third  Assistant  Engineer,  17  February,  I860.  Second  Assistant  Engineer,  1  T^ 
yember,  1861.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer, 
March,  1871. 

Spracnie^  Thomas. 

Assistant  Surgeon,  24  July,  1818.  Last  appearance  on  Records  of  Navy  Depa 
ment,  1815.    Frigate  ''Presidents 

filpragne,  William. 

Acting  First  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  9  Feb] 
ary,  1866. 

SpvBgue^  William  H. 

Mate,  27  July,  1863.  Resigned  26  May,  1864.  Mate,  11  July,  1864.  Resign 
25  May,  1865. 

Spr<S8»9  Horace  S. 

Midshipman.  2  April,  1804.    Resigned  17  May,  1810. 

Spi^SSf  James. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Departme 
20  March,  1809. 

SpriSSS?  John. 

Lieutenant,  28  December,  1804.    Dismissed  28  April,  1805. 

tiprigman,  James  H. 

Mate,  4  June,  1862.    Resigned  13  January,  1863. 

Sprin|[^er«  Charles  H. 

Midshipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Died  25  M) 
1820. 

tSpringer,  E.  B. 

Acting  Ensign,  11  August,  1864.    Honorably  discharged  11  December,  1865. 

Springer*  James. 

Boatswain,  13  August,  1833.    Died  6  September,  1837. 

Sprogell,  SylTanns. 

Midshipman,  16  January,  1809.    Drowned  21  October,  1810. 

tSproston,  George  S. 

Mate,  12  November,  1869.    Appointment  revoked  26  April,  1871. 

fiproston,  George  S. 

Assistant  Surgeon,  8  November,  1813.  Surgeon,  27  March,  1818.  Died  27  Jar 
ary,  1842. 

Sproston,  George  S. 

Acting  Assistant  Paymaster,  27  September,  1862.    Mustered  out  15  January,  18i 

iBproston,  John  G. 

Midshipman,  15  July,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15  S( 
tember,  1855.     Lieutenant,  16  September,  1855.     Killed  8  June,  1862. 

Sqnibb,  £dward  R. 

Assistant  Surgeon,  26  April,  1847.     Resigned  4  December,  1857. 

S^inires,  Theoron  W. 

Mate,  9  February,  1862.    Dismissed  13  August,  1862. 

HtBHteth  £.  HI. 

Acting  First  Assistant  Engineer,  28  May,  1861.    Resigned  29  November,  1861. 

Stoats,  JPeter  P. 

Acting  Third  Assistant  Engineer,  20  January,  1862.      Resigned  14  Novemb 
1862. 

Acting  ijf^^^er,  22  November,  1861.    Resigned  21  February,  1863. 
43 
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Stafford,  George  H. 

Cadet  Midsbipman,  10  June,  1874.     Graduated  4  June,  1880. 

Stahl,  Albert  William. 

Cadet  Engineer,  Naval  Academy,   14  September,  1876.     Gradaated    10  Jime» 
1880. 

Stafal,  Henry. 

Acting  Ensign,  5  September,  1862.    Honorably  discharged  15  May,  1865. 

Staigg,  Alfred. 

Mate,  18  November,  1861.  Acting  Ensign,  23  February,  1865*  Honorably  dift- 
charged  30  September,  1865. 

Stall,  Romeo  £. 

Acting  Second  Assistant  Engineer,  14  June,  1862.  Acting  First  Assistant  En- 
gineer, 2  March,  1864.     Honorably  discharged  19  December,  1867. 

Stallini^,  €.  T. 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Last  appearance 
on  Records  of  Navy  Department,  1822.     Baltimore. 

Stall  ini^,  Joseph. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1829.    Died  25  April,  1841. 

Stallings,  Ollio. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Died  12  Janoarv. 
1825. 

Stamm,  William  S. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  81  May, 
1858.  First  Assistant  Engineer,  9  May,  1857.  Chief  Engineer,  89  Jul?. 
1861. 

Staneliffe,  H.  Tmmbnll. 

Acting  Assistant  Paymaster,  20  January.  1865.  Assistant  Paymaster,  81  February. 
1867.    Passed  Assistant  Paymaster,  19  May,  1869. 

Standwood,  UTatliaiftiel. 

Master,  2  January,  1800.  Discharged  80  April,  1801,  under  Peace  Brtablishmoit 
Act 

Stanfield,  Thomas. 

Mate,  13  June,  1863.    Honorably  discharged  22  July,  1865. 

Stanford,  John  J. 

Sailmaker,  4  November,  1848.  Retired  list,  7  November,  1874.  Died  11  April. 
1879. 

Stanford,  Thomas. 

Purser,  8  January,  1800.  Discharged  20  July,  1801,  under  Peace  Establishment 
Act. 

Stanley,  Charles. 

Mate,  13  November,  1863.     Acting  Ensign,  29  January,  1864.    Dismissed  14  April. 

1864. 

Stanley,  Charles. 

Actiug  Third  Assistant  Engineer,  20  March,  1865.  Honorably  discharged  4  Sep- 
tember, 1805. 

Stanley,  Charles  J. 

Acting  Ensign,  13  August,  1863.     Resigned  19  November,  1868. 

Stanley,  James  G. 

Midshipman,  30  April,  1831.     Resigned  1 1  February,  1836. 

Stanley,  Thomas. 

Gunner,  16  August,  1823.     Resigned  16  November,  1881. 

Stanley,  Thomas. 

Boatswain,  19  June,  1798.    Disaharged  15  June,  1799. 

Stanley,  Thomas  C. 

Chaplain,  27  February,  1847.    Resigned  26  September,  1858. 
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Stanly,  Fabins. 

Midshipman,  20  December,  1831.  Passed  Midshipman,  15  June,  1887.  Lieuten- 
ant, 8  September,  1841.  Reserved  list,  13  SeptemJjer,  1855.  Lieutenant  on 
Active  list,  8  September,  1841.  Commander,  19  May,  1861.  Captain,  25  July, 
1866.  Commodore,  1  July,  1870.  Rear-Admiral,  12  February,  1874.  Retired 
list,  4  June,  1874. 

Stannard,  Joseph  E. 

Acting  Master,  22  November,  1861.  Acting  Volunteer  Lieutenant,  8  April,  1865. 
Honorably  discharged  ^5  January,  1866. 

Stannard,  William  A. 

Mate,  11  June,  1863.    Acting  Ensign,  23  February,  1865.    Honorably  discharged 

18  June,  1867. 

Stannard.  William  II. 

Acting  Master,  25  January,  1862.    Honorably  discharged  10  September,  1866. 

Stansbnry,  John. 

Midshipman,  16  January,  1809.    Killed  in  action  11  September,  1814. 

Stanton,  Charles  F. 

Acting  Ensign,  1  October,  1862.  Resigned  24  July,  1863.  Acting  Ensign,  12  Feb- 
ruary, 1864.    Appointment  revoked  7  August,  1864. 

Stanton,  Curtis. 

Acting  Third  Assistant  Engineer,  18  September,  1863.  Acting  Second  Assistant 
Engineer,  10  December,  1864.    Honorably  discharged  26  March,  1869. 

Stanton,  Oscar  F. 

Midshipman,  29  December,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  2  April,  1856.  Lieutenant-Commander, 
16  July,  1862.    Conmiander,  12  December,  1867.    Captain,  11  June,  1879. 

Stanton,  Josiah  R. 

Assistant  Paymaster,  25  March,  1870.  Passed  Assistant  Paymaster,  25  November, 
1877. 

Stapleford,  James  W. 

Acting  Master,  24  March,  1862.    Honorably  discharged  21  February,  1865. 

Staples,  Charles  B. 

Mate,  4  April,  1862.    Acting  Ensign,  18  August,  1863.    Honorably  discharged 

19  September,  1865. 

Staples,  James  C. 

Mate,  24  October,  1861.  Acting  Ensign,  5  January,  1863.  Honorably  discharged 
15  September,  1865. 

Staples,  John  I«. 

Mate,  14  May,  1862.    Gunner,  16  July,  1862.    Died  27  June,  1871. 

Staples,  William  C. 

Acting  Master,  22  November,  1861.    Honorably  discharged  15  November,  1865. 

Stapleton,  Jesse  J. 

Acting  Ensign,  19  March,  1863.  Promoted  Acting  Master,  9  April,  1868.  Ap- 
pointment revoked  3  February,  1864. 

Starbnck,  Allen  W. 

Acting  Ensign,  81  March,  1864.    Appointment  revoked  (Sick,)  8  November,  1864. 

Starbnck,  Daniel  Joy. 

Acting  Ensign,  9  May,  1864.    Honorably  discharged  22  November,  1865. 

Stark,  Daniel. 

Acting  Ensign,  25  October,  1864.    Honorably  discharged  19  August,  1865. 

Starke,  Robert  B. 

Assistant  Surgeon,  18  April,  1800.  Surgeon,  28  June,  1809.  Last  appearance  on 
Records  of  Navy  Department,  16  March,  1810. 

Starke,  Thomas. 

Assistant  Surgeon,  9  July,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 
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Sfarkey,  John  Ij. 

Acting  Third  Assistant  Engineer,  0  Oct<)t)er,  1804.    lIonomDiy  discliai^^d  21  JUiy, 
1805. 

Starr,  Charles  H. 

Midshipman,  8  November,  1818.    Resigned  11  November,  1823. 
Starr,  Colin  C. 

Mate,  4  November,  1861.    Acting  Ensign,  18  January,  18G3.    Resigned  23  Novell- 
ber,  1864. 

Starr,  John  JB. 

Acting  Ensign,  17  August,  1864.    Honorably  discharged  27  November,  186& 
Starr,  John  P. 

Acting  Second  Assistant  Engineer,  14  July,  1864.    Dismissed  21  October,  1864. 
Starr,  Joseph  T. 

Acting   First   Assistant   Engineer,   1   October,  1862.    Acting  Chief  Engineer, 
31  March,  1863.    Honorably  discharged  24  January,  1867. 

Starr,  Phineas  R. 

Acting  Ensign,  1  October,  1862.    Dismissed  3  June,  1864. 

Starr,  William  C. 

Third  Assistant  Engineer,  17  February,  1860.     Resigned  28  May,  1862. 

Starrett,  Adrian   C. 

Gunner,  31  xVugust,  1859.    Acting  Master,  13  December,  1862.     Honoiably  dli- 
c barged  13  September,  1805. 

Statton,  Thomas. 

Midshipman,  4  July,  1805.    Dismissed  16  September,  1805. 

Stanfler,  DaTid  WL. 

Mate,  5  January,  1864.    Acting  Ensign,  25  May,  1865.    Honorably  diachaiged 
1  November,  1865. 

Staunton,  Sidney  A. 

Midshipman,  28  September,  1867.    Graduated  6  June,  1871.    Ensign,   14  Jnlv. 
1872.    Master,  4  February,  1875. 

StaTcy,  IVicholas  H. 

Assistant  Paymaster,  4  December,  1869.    Retired  list,  1  September,  1876. 

St.  Clair,  Arthur. 

Midshipman,  15  November,  1798.    Discharged  as  Lieutenant,  12  October,  1801. 
Steadman,  George  C. 

Acting  Third  Assistant  Engineer,  SO  December,  1862.      Honorably  discharged 

21  August,  1865. 

Steadman,  Horace  B. 

Acting  Third  Assistant  Engineer,  17  May,  1864.    Honorably  discharged  21  Juk, 
1865. 

Stearns,  David. 

Acting  Master,  14  August,  1861.    Died  from  wounds  received  in  action,  80  June. 
1862. 

Stearns,  J.  B. 

Midshipman,  28  September,  1814.    Resigned  25  October,  1817. 

Stearns,  William,  Jr. 

Midshipman,  1  May,  1828.    Resigned  11  February,  1832. 

Stehhins,  A.  W. 

Midshipman,  25  April,  1838.    Resigned  15  April,  1842.    Midshipman,  27  April 
1842.    Resigned  20  September,  1842. 

Stehhins,  Angnstns  O. 

Acting  Ensign,  25  August,  1862.    Lost  in  ^'Bainbridgty^^  21  August,  1868. 

Stehhins,  Be  Wayne. 

Mate,  15  September,  1862.    Acting  Ensign,  1   October,  1862.     Acting  Master. 

22  July,  1864.    Honorably  disclmrged  29  November,  1865. 
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Stebbins,  James  H. 

Acting  Third  Assistant  Engineer,  4  May,  1863.     Kesigned  6  October,  1863. 

Stebbins,  JL.  €• 

Acting  Assistant  Paymaster,  16  May,  1864.  Honorably  discharged  4  November 
1865. 

Stedman,  Cbarles  £• 

Assistant  Surgeon,  16  September,  1861.    Resigned  27  April,  1865. 

Siedman,  £dward  WL. 

Midshipman,  27  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 26  March,  1869.    Retired  list,  10  February,  1875. 

Stedman,  Francis  I>. 

Third  Assistant  Engineer,  19  January,  1863.  Second  Assistant  Engineer,  20  June, 
1864.    Resigned  6  October,  1866. 

Stedmen,  Robert  S. 

Third  Assistant  Engineer.  17  March,  1868.    Resigned  5  April,  1865 

Steece,  Tecnmseh. 

Midshipman,  26  September,  1857.  Midshipman,  .1  Jane,  1861.  Lieutenant 
16  July,  1862.    Died  15  July,  1864. 

Meed,  Robert. 

Midshipman,  10  Februarv,  1819.    Died  4  September,  1823. 

Steedman,  Charles. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  14  September,  1855.  Captain,  18  December, 
1862.  Commodore,  25  July,  1866.  Rear-Admiral,  25  May,  1871.  Retired  list, 
24  September,  1873 

Steel,  Hagh. 

Midshipman,  15  November,  1809.    Dismissed  25  February,  1811. 

Steel,  Isaac. 

Sailmuker,  6  July,  1798.    Resigned  2  August,  1806. 

Steel,  John  H. 

Assistant  Surgeon,  10  December,  1814.    Resigned  8  July,  1818. 

Steel,  Thomas  S. 

Acting  Master,  24  September,  1861.    Dismissed  15  May,  1863. 

Steele,  Arthur  O. 

Acting  Third  Assistant  Engineer,  14  April,  1865.    Died  9  October,  1867. 

Steele,  Henry  A. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 27  February,  1837.    Reserved  list,  13  September,  1855.    Died  29  June, 

1858. 

Steele,  John  F. 

Purser,  29  August,  1845.    Died  20  July.  1860. 

Steele,  J.  lHarray. 

Assistant  Surgeon,  18  June,  1875. 

Steele,  Robert. 

Mate,  18  April,  1864.  Resigned  12  June,  1866.  Mate,  28  September,  1866.  Hon- 
orably  discharged  12  April,  1868. 

Steele,  Robert  S. 

Midshipman,  28  June,  1804.    Resigned  1  October,  1810. 

Steele,  Robert  W. 

Assistant    Naval   Constructor,  24    May,   1871.      Naval    Constructor,   13    March, 

1S75. 

Steele,  Thomas  B. 

Assistant  Surgeon.  5  March,  1847.  Surgeon,  29  August,  1860.  Resigned  21  April, 
1  S6t. 
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Steele,  William. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  Naw  Department, 
1818.    Furloughed. 

Steele,  William. 

Assistant  Surgeon,  13  March,  1807.    Resigned  20  August,  1801. 

Steers,  Thomaft. 

Acting  Third  Assistant  Engineer,  14  April,  1805.  Honorablv  discharged 
10  August,  1865. 

SteeTer,  Charles  Li. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Acting  Second  Assistant  En- 
gineer, 25  February,  1865.    Resigned  18  December,  lbG5 

SteeTer,  Henry  K. 

Acting  Third  Assistant  Engineer,  1  February,  1862.  Appointment  revoked 
21  July,  1862.  Acting  Third  Assistant  Engineer,  9  October,  1862.  Acting 
Second  Assistant  Engineer,  1  February,  1865.  Honorably  discharged  2C  Janu- 
ary, 1866.  Acting  Second  Assistant  Engineer,  26  March,  1866.  Mastered  ont 
27  August,  1867. 

Steigher,  John  J. 

Acting  Third  Assistant'Eng^eer,  5  August,  1861.    Resigned  7  June,  1802. 

Stein,  £dward  II. 

Assistant  i^ingineer,  80  July,  1861.    Surgeon,  12  May,  1866.    Died  18  July,  1877. 

Stein,  George. 

Mate,  20  October,  1861.  Acting  Ensign,  6  September,  1864.  Honorably  dis- 
charged 6  November,  1866. 

Steinhosh,  ^ieholaft. 

Boatswain,  16  August,  1888.    Died  20  November,  1840. 

Steinhaner,  O.  W. 

Midshipman,  18  February,  1800.  Discharged  12  October,  1801,  under  Peace 
Establishment  Act 

Steins,  George  A. 

Mate,  21  January,  1864.  Acting  Ensign,  23  May,  1864.  Honorably  diachaiged 
8  August,  1865 

Stell,  John. 

Third  Assistant  Engineer,  18  November,  1862.    Resigned  18  September,  1868. 

Stell wa^en,  D.  €• 

Master,  14  May,  1814.    Died  16  November,  1828. 

Stellwagen,  Henrjr  S. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant 
2  July,  1840.  Commander,  14  September,  1855.  Captain,  29  August,  1862. 
Retired  list,  24  December,  1865.    Died  15  July,  1866. 

Stellwagen,  Thomas  €. 

Acting  Assistant  Paymaster,  25  September,  1861.    Resigned  4  June,  1868. 

Stembel,  Roger  Ji. 

Midshipman,  27  March,  1832.  Passed  Midshipman,  23  June,  1888.  Lieutenant 
26  October,  1843.  Commander,  1  July,  1861.  Captain,  25  July,  1866.  Com- 
modore, 13  July,  1870.  Retired  list,  27  December,  j872.  Rear-Admiral,  Re- 
tired list,  5  June,  1874. 

Stenson,  J.  Fenwick. 

Midshipman,  15  December,  1887.  Passed  Midshipman,  29  June,  1843.  Master, 
24  December,  1850.  Lieutenant,  29  August,  1851.  Resigned  20  February, 
1854. 

Stephen,  David. 

Mate,  20  November,  1862.  Acting  Ensign,  20  May,  1863.  Resigned  29  March, 
1865. 

Stephens.  Alexander  W. 

Acting  Carpenter,  15  August,  1878. 
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Hittephens,  Aminie. 

Acting  Third  AssistaDt  Engineer,  5  May,  1863.  Honorably  discharged  28  August, 
1805. 

Stephens,  Doufflass  H. 

Acting  Midshipman,  1  October,  1850.    Dropped  12  June,  1851. 

Stephens,  Eliha. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant 
Engineer,  28  January,  1863.    Dismissed  17  June,  1868. 

Stephens,  Jaeob. 

Sailmaker,  80  September,  1844.    Retired  list,  20  June,  1868. 

Stephens,  Thomas  A. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  6  September,  1858.  Second  Assistant  Engineer,  13  May, 
1861.    Died  0  August,  1864. 

Stephenson,  Alexander. 

Gunner,  6  January,  1832.    Died  9  May,  1847. 

Stephenson,  Charles  A. 

Acting  Gunner,  7  January,  1862.    Appointment  revoked  12  June,  1868. 

Stephenson,  F.  B. 

Assistant  Surgeon,  14  March,  1873. 

Stephenson,  George  B. 

Acting  Master,  12  August,  1861.  Resigiied  16  May,  1862.  Hate,  7  April,  1868. 
Acting  Ensign,  23  July,  1868.  Acting  Master,  3  March,  1864.  Dismissed 
21  May,  1864. 

Stephenson,  John  F. 

Mate,  14  June,  1862.    Resigned  8  February,  1866. 

Stephenson,  J.  W. 

Midshipman,  1  May,  1822.    Resigned  5  July,  1822. 

"Stephenson,  Richard. 

Gunner,  1  December,  1802.  Last  appearance  on  Records  of  Navy  Department, 
31  October,  1803. 

Stepleton,  Jesse  J. 

Acting  Master,  9  April,  1863.    Appointment  revoked  (Sick,)  3  February,  1864. 

Sterrett,  Andrew. 

Lieutenant,  25  March,  1798.    Resigned  29  June,  1805. 

Sterrett,  Isaae  S. 

Midshipman,  24  March,  1819.  Lieutenant,  17  May,  1828.  Commander,  5  Febru- 
ary, 1850.  Reserved  list,  28  September,  1855.  Captain,  2  March,  1857.  Re- 
signed 23  April,  1861. 

Sterrett,  William  M. 

Mate  12  September,  1864.     Resigned  20  May,  1865. 

Stetson,  Joseph  F. 

Acting  Ensign,  19  September,  1864.    Resigned  10  May,  1865. 

Stenart,  A.  M. 

Midshipman,  9  November,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.    Furloughed. 

Stenart,  Edward  H. 

Master  11  July,  1812.    Resigned  23  September,  1818. 

Stenart,  £•  H. 

Midshipman,  4  July,  1805.    Resigned  28  June,  1809. 

SteTens,  Abraham  Ij. 

Mate,  14  March,  1864.    Honorably  discharged  20  October,  1865. 

4iteTens,  Benjamin  R. 

Third  Assistant  Engineer,  23  June,  1863.  Lost  on  'the  "PotoMco,"  15  June, 
1866. 


680  GENERAL  NAVY  REGISTER. 

Midshipman,  9  April,  1800.  Discharged  15  April,  1801,  under  Peace  SBtabliBb* 
ment  Act. 

SteTens,  Charles  O. 

Acting  Second  Assiitant  Engineer,  6  January,  1862.    Resigned  16  March,  1865. 

Stevens,  Clement  ll\ 

Midshipman,  9  June,  1811.    Lieutenant,  6  March,  1817.    Resigned  13  September^ 

1823. 

SteTenSf  Francis  P* 

Mate,  15  November,  1861     Acting  Ensign,  24  May,  1864.    Honorably  dmdbugBdt 

1  December.  1865. 
SteTens,  Freaertck. 

Purser,  13  September,  1841.    Died  14  July,  1848. 

SteTens,  George  A. 

Midshipman,  13  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1  Maidi, 
1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16  July,  1861 
Retired  list,  20  October,  1865.  Commander,  Retired  list,  4  April,  1867.  Com- 
mander, Active  list,  23  May,  1871. 

SteTens*  George  H. 

Acting  Carpenter,  1  October,  1862.    Honorably  discharged  4  October,  1865, 

SteTens,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  5  July,  1865. 
SteTens,  Henry  K. 

Midshipman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Maitci^ 
22  March,  1858.    Lieutenant,  16  January,  1854.    Dismissed  80  September,  186L 

SteTens,  Isaae. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  DepaamMBL 
14  May,  1808. 

SteTens,  James. 

Carpenter,  8  April,  1815.  Last  appearance  on  Records  of  Navy  DepartmcBL 
1820. 

SteTens^  Jolin. 

Midshij)man,  8  March,  1800.  Discharged  28  April,  1801,  under  Peace  Establisb- 
ment  Act. 

SteTens,  John  C. 

Third  Assistant  Engineer,  24  February,  1862.  Second  Assistant  Engineer,  15  Oc* 
tober.  1803.    Resigned  25  October,  1866. 

SteTens,  Joseph. 

Master,  3  May,  1812.    Died  in  1820. 

SteTens,  Joseph. 

Acting  Assistant  Surgeon,  11  March,  1862.    Resigned  5  December,  1864. 

SteTens,  Richard. 

Assistant  Surgeon,  28  December,  1818.     Resigned  11  May,  1826. 

SteTens,  Robert  R. 

Midshipman,  25  June,  1867.     .Graduated  6  June,  1871.    Died  5  January,  1874. 

SteTens,  Robert  E. 

Mate,  27  November,  1861.    Resigned  23  December,  1862. 

SteTens,  Thomas. 

Mate,  4  November,  1861.  Acting  Ensign,  29  Febmary,  1864.  Died  of  woundt 
19  January,  1865. 

SteTens,  Thomas  H. 

Midshipman,  1  October,  180:?.    Graduated  June,  1868.    Master,  18  July,  18T0L 

Lieutenant,  6  January,  1874. 

SteTens,  Thomas  H. 

Lieutenant,  24  July,  1813.  Commander,  3  March,  1825.  Captain,  27  Janotxy, 
1886.    Died  22  January,  1841. 
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SteTens,  Thomas  H. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1  July,  1842.  Master, 
25  July,  1848.  Lieutenant,  10  May,  1849.  Lieutenant  on  Active  list,  10  May, 
1849.  Commander  on  Active  list,  16  July,  1802.  Captain,  25  July,  1866.  Com- 
modore, 20  November,  1872.    Rear-Admiral,  27  October.  1879. 

SteTcns,  William  H.  H. 

Mate,  16  October,  1862.     Resigned  17  February,  1804. 

SteTenRon,  Byrd  W. 

Midshipman,  9  September,  1841.    Dropped  18  December,  1854. 

SteTensoii,  Holland  Ji. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.    Passed  Assistant  Engineer,  13  December,  1874. 

StOTenson,  John. 

Midshipman,  1  February,  1814.    Resigned  10  September,  1818. 

SteTcnson,  John  H. 

Acting  Assistant  Paymaster,  19  September,  1862.  Paymaster,  18  June,  186;i. 
Honorably  discharged  8  November,  1865. 

SteTcnson,  Jobn  K. 

Third  Assistant  Engineer,  20  May,  1868.    Dismissed  2  August,  1869. 

SteTenson,  liCwis. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Resigned  24  October,  1862.. 

*  SteTonson,  William. 

Master,  10  April,  1812.    Died  28  August,  1813. 

StoTenfiM>n,  William  T. 

Assistant  Paymaster,  25  November,  1869.    Resigned  8  August,  1872. 

Stewart,  Albert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.  Honorably  discharged  25  July^ 
1865. 

Stewart,  A.  Murray. 

Acting  Assistant  Paymaster,  13  September,  1862.    Mustered  out  5  October,  1865. 

Stewart,  Andrew. 

Midshipman,  8  November,  1803.    Resigned  27  June,  1808. 

Stewart,  Cbarles. 

Lieutenant,  9  March,  1798.  Commander,  19  May,  1804.  Captain,  22  April,  ISOO. 
Reserved  list,  14  September,  1855.  Senior  Flag  Officer  on  Active  list,  20  April, 
1859.  Retired  list,  21  December,  1861.  Rear- Admiral  on  Retired  list,  16  July, 
1862.    Died  6  November,  1809. 

Stewart,  Cbarles. 

Acting  Assistant  Paymaster,  11  September,  1862.  Mustered  out  20  January, 
1867. 

Stewart,  Obarles  A. 

Mate,  5  June,  1862.  Acting  Ensign,  81  August,  1863.  Resigned  14  February, 
1865.  Acting  Ensign,  16  March,  1865.  Honorably  discharged  21  January, 
1868. 

Stewart,  Cbarles  S. 

Chaplain,  1  November,  1828.    Died  14  December,  1870. 

Stewart,  I>aTid  A. 

Midshipman,  23  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Resigned  12  March,  1800. 

Stewart,  I>.  R. 

Midshipman,  1  Febroary,  1814.  Lieutenant,  13  January,  1825.  Killed  in  a  due] 
6  August,  1835. 

Stewart,  Edwin. 

Assistant  Faymast.r,  0  September,  1861.  Paymaster,  14  April,  1862.  Pay  Inspec 
tor,  8  March,  1879. 
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Stewart,  Henry. 

Assistant  Surgeon,  32  October,  1868.    Surgeon,  6  October,  1878. 

Stewart,  Henry  H. 

Third  Assistant  Engineer,  28  March,  1848.  Second  Assistant  Engineer,  18  Sfl|h 
tember,  1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Ennneer. 
21  July,  1858. 

Stewart,  James  II. 

Mate,  5  September,  1864.    Honorably  discharged  6  July,  1865 

Stewart,  John. 

Carpenter,  date  not  known.     Resigned  in  1820. 

Stewart,  John  B. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    MMMta^ 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  10  Noyeinber,  188L 
Stewart,  John  W. 

Midshipman,  29  September,  1870.    Graduated  1  June,  1874.     Eosiffn,  17  Jolr 

1875. 

Stewart,  Richard. 

Midshipman,  15  November,  1809.    Resigned  1  March,  1824. 

Stewart,  Rohert. 

Midshipman,  20  June,  1799.  Lieutenant,  23  February,  1807.  Last  appeannoe  m 
Records  of  Navy  Department.    Drowned. 

Stewart,  Thomas. 

Gunner,  1  July,  1861.    Retired  list,  2  December,  1876 

Stewart,  Thomas  W. 

Mate,  5  August,  1864.    Resigned  8  May,  1865. 

Stewart,  Walter. 

Midshipman,  2  April,  1804.    Lieutenant,  4  June,  1810.    Died  12  April,  1817. 
Stewart,  William. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  1 1  December, 
1865. 

Stewart,  William  F. 

Acting  Midshipman,  23  September,  1857.  Midshipman,  1  June,  18ftl.  Lieoten- 
ant,  16  July,  1802.  Lieutenant-Commander,  25  July,  1866.  Lost  in  the  ^^Onada^"^ 
21  January,  1870. 

Stewart,  William  O. 

Midshipman,  25  November,  1802.  Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 

Stewart,  William  H. 

Chaplain,  10  March,  1863. 

Stewart,  William  II. 

Acting  Second  Assistant  Engineer,  23  April,  1864.  Honorably  dischaiged  4  De- 
cember, 1865. 

Stiekney,  John  £• 

Acting  Ensign,  9  June,  1863.  Acting  Master,  27  October,  1864.  Honoiably  dii- 
charged  6  November,  1865. 

Stiekney,  Joseph. 

Midshipman,  30  April,  1800.    Discharged  6  July,  1801. 

Stiekney,  Joseph  Ij. 

Midshipman,  26  September,  18G2.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  ^870.    Resigned  0  September,  1871. 

Stiles,  JEdward  A. 

Third  Assistant  Engineer,  8  September,  1863.  Retired  24  October,  1866.  Pro- 
moted to  Second  Assistant  Engineer  on  Retired  list,  15  July,  1867. 

Stiles,  Edward  €. 

Midshipman,  13  December,  1839.    Passed  Midshipman,  2  July,  1840w    Beognac 

17  August,  1847. 
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Stile«9  TownHend. 

Acting  Master  and  Pilot,  14  May,  18C1.  Acting  Volunteer  Lieutenant,  25  June, 
1863.     Died  28  November,  1868. 

Stillings,  Samuel  T. 

Acting  Third  Assistant  Engineer,  20  May,  1862.  Acting  Second  Assistant  En- 
gineer, 16  January,  1864.    Honorably  discharged  8  November,  1866. 

Stillman,  J.  B. 

Assistant  Surgeon,  28  March,  1820.    Died  24  March,  1825. 

8tillfiM>n9  Baniel  €• 

Acting  Third  Assistant  Engineer,  20  January,  18G2.  Resigned  22  July,  1862. 
Acting  Second  Assistant  Engineer,  17  August,  1863.  Acting  First  Assistant 
Engineer,  16  November,  1864.     Honorably  discharged  17  July,  1865. 

StlUwell,  James. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  15  June,  1854.    Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1862.    Resigned  21  December,  1867. 

Stlllwell,  Rlebard. 

Mate,  15  July,  1863.    Resigned  18  December,  1863. 

Stlmers,  Allen  €• 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assifitant  Eng^eer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1858.  Chief  Engineer,  21  July, 
1858.    ResigHed  3  August,  1865. 

Stlmpson,  James  H. 

Acting  Master,  8  April,  1862.    Honorably  discharged  20  December,  1867. 

SHmpfiM>ii9  MelTin  O. 

Acting  Third  Assistant  Engineer,  20  November,  1862.  Dismissed  2  August, 
1864. 

Stimson,  J.  S. 

Acting  Assistant  Paymaster,  5  December,  1862.  Mustered  out  15  November, 
1865. 

Stlmsoii,  John  W. 

Carpenter,  15  April,  1852.    Retired  26  January,  1866. 

Stimson,  OliTer  T. 

Carpenter,  26  July,  1861.    Died  15  August,  1864. 

Silmson,  Tbomas. 

Acting  Third  Assistant  Engineer,  16  September,  1863.  Honorably  discharged 
15  August,  1865. 

Stlnemek,  William  A. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Resigned  (Sick,)  17  Octo- 
ber, 1864. 

Siine€NS9  Samuel. 

Master,  27  October,  1812.    Dismissed  5  January,  1814. 

Silnson,  Herbert  C 

Midshipman,  30  September,  1864.  Graduated  June,  1868.  Ensign,  19  April, 
1869.    Master,  12  July,  1870.     Died  21  December,  1871. 

Mirling,  Tates. 

Acting  Midshipman,  27  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868. 

Mitefi,  Mattbew. 

Acting  First  Assistant  Engineer,  17  June,  1864.     Resigned  5  October,  1864. 

Mite9,  William  H. 

Acting  Second  Assistant  Engineer,  13  February,  1864.  Resigned  (Sick,)  21  April, 
1865. 

Mitb,  liawrenee  W. 

Master,  81  January,  1809.    Dismissed  26  August,  1812. 
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fStlth,  St.  John. 

Master,  18  June,  1812.     Resigned  27  November,  1812. 
StlTer,  William  €. 

Mate,  27  January,  1864.    Acting  Carpenter,  1  February,  1864.     Hononbly  dk 
charged  19  July,  1865. 

StiTcrs,  George  W. 

Third  Assistant  Engineer,  2  December,  1861.    Second  Assistant  Sn^ineer,  8  Sep- 
tember, 1863.    First  Assistant  Engineer,  11  October,  1866. 

StiTers,  Henry  H. 

Cadet  Engineer,  Naval  Academy,  1  October,  1873.    Graduated   20  June,  187t 
Assistant  Engineer,  1  July,  1878. 

StiTers,  James. 

Acting  Third  Assistant  Engineer,  7  August,  1863.    Acting  Second  AssiBtant  Bi- 
neer,  80  June,  1864.    Dismissed  6  December,  1865 

StiTers,  William. 

Acting  Third  Assistant  Engineer,  30  January,  1867.    Mastered  out  14  May,  iMi 
St.  John,  Jobn. 

Carpenter,  17  July,  1801.    Warrant  returned. 

St.  John,  O.  P. 

Mate,  19  April,  1862.    Acting  Ensign,  6  June,  1868.    Honorably  diidiund 
24  February,  1866. 

St.  Jobn,  Osear. 

Mate,  1861.    Appointment  revoked  23  January,  1862. 

St.  Jobn^  Henry. 

Acting  Assistant  Paymaster,  20  August,  1863.    Mastered  out  29  Kovember,  186& 
St.  medard,  Peter. 

Surgeon,  14  July,  1799.    Died  in  March,  1822. 

Stoek  bridge,  Josepb. 

Chaplain,  8  September,  1841.    Retired  list,  14  July,  1878. 

Stoeker,  Henry  T. 

Sailmaker,  1  July,  1850. 

Stoeker,  William. 

Boatswain,  16  December,  1831.     Resigned  14  June,  1832. 

Stockholm,  Andrew. 

Acting  Ensign,  3  August,  1864.     Dismissed  7  November,  1864. 

Stoekinii^,  R.  M. 

Guimer,  23  December,  1849.     Dismissed  29  Septemiu;.  1856. 

Stockton,  €.  €. 

Midshipman,  1  January,  1812.     Resigned  20  October,  1818. 

Stockton,  Charles  H. 

Midshipman,  14  November,  1861.    Graduated  September,  1865.    Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Stockton,  Edward  €« 

Midshipman,  16  October,  1849.     Passed  Midshipman.  12  June,  1855.    Master, 
16  September,  1855.     Lieutenant,  7  February,  1857.    Dismissed  80  June,  1858. 

Stockton,  Francis  B. 

Purser,  11  March,  1829.    Died  15  January,  1858. 

Stockton,  H.  H. 

Midshipman,  1  July,  1827.    Resigned  5  September,  1838. 

Stockton,  Henry  T. 

Midshipman,  20  July,  1865.    Graduated  4  June,  1869.    Ensign,  12  July,  1871 
Master,  3  June,  1873.    Lieutenant,  2  February,  1878. 

Stockton,  Horatio. 

Midshipman,  24  January,  1815.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  Ouerrierey 
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fi^tockton,  John,  Jr. 

Midshipman,  2  April,  1804.    Resigned  17  October.  1808. 

Stockton,  P.  A. 

Midshipman,  1  February,  1828.    Passed  Midshipman,  23  March,  1829.    Lieuten- 
ant, 3  March,  1881.    Resigned  14  February,  1834. 

Stockton,  Robert  F. 

Midshipman,  1  September,  1811.     Lieutenant,  9  December,  1814.    Commander, 
27  May,  1830.    Captain,  8  December,  1838.     Resigned  28  May,  1850. 

Stockton,  S.  W. 

Midshipman,  1  December,  1821.    Passed  Midshipman,  24  May,  1828.    Lieutenant, 
27  May,  1830.    Died  29  November,  1836. 

Stockwell,  liCTi  S. 

Assistant  Paymaster,  26  November,  1861.    Paymaster,  4  August,  1863.    Resigned 
21  November,  1865. 

Stockwell,  Mark. 

Purser,  30  August,  1800.    Discharged  8  September,  1801,  under  Peace  Establish- 
ment Act. 

Stoddard,  A.  D. 

Midshipman,  16  January,  1809.     Resigned  12  July,  1809. 

Stoddard,  Charles. 

Acting  Master,  27  May,  1861.     Dismissed  10  December,  1861. 

Stoddard,  Eben  WL. 

Acting  Master,  29  October,  1861.    Acting  Volunteer  Lieutenant,  17  March,  1865. 
Honorably  discharged  11  April,  1866. 

Stoddard,  James. 

Mate,    gallant  conduct  in  action    at  Yazoo  City,  14  April,  1864.      Resigned 
20  May,  1865. 

Stoddard,  J.  S. 

Midshipman,  2  February,  1829.    Resigned  24  November,  1832. 

Stoddard,  liUther. 

Midshipman,  1  April,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
8  December,  1838.    Commander,  14  September,  1855.     Died  29  August,  1859. 

Stoddard,  William  B. 

Acting  Master,  13  November,  1861.    Appointment  revoked  (Sick,)  80  November, 
1864. 

Stodder,  liOnis  N. 

Acting  Master,  26  December,  1801.     Acting  Volunteer  Lieutenant,  10  January, 
1863.    Honorably  discharged  20  November,  1865. 

Stodder,  Seth. 

Midshipman,  4  July,  1805.    Resigned  3  March,  1806. 

Stoddert,  B.  F. 

Midshipman,  8  November,  1800.    Last  appearance  on  Records  of  Navy  Depart- 
ment.   Resigned. 

StooTer,  J.  €. 

Acting  Assistant  Paymaster,  7  February,  1805.    Mustered  out  1  October,  1865. 

Stokes,  BaYid  M. 

Midshipman,  1  May,  1822.    Resigned  15  April,  1833. 

Stokes,  M.  S. 

Midshipman,  12  May,  1829.    Passed  Midshipman,  3  July,  1835.    Resigned  6  Feb- 
ruary, 1830. 

Stokes,  Thomas  B. 

Acting  Ensign,  8  October,  1862.     Honorably  discharged  31  August,  1865. 

StoUery,  William. 

Acting  Third  Assistant  Engineer,  8  September,  1864.    Honorably  discharged 
10  October,  1865. 
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8tone,  Brinton. 

Acting  Assistant  Surgeon,  5  December,  1878.     Died  21  January,  1875. 

Stone,  Cliarles  A. 

Mid8hii)miin,  27  July,  1864.  Graduated  June,  1808.  Ensign,  19  Apru,  18691 
Master,  12  July,  1870.    Lieutenant,  3  September,  1872 

Stone,  Charles  F. 

Acting  Master,  15  August,  18G1.    Dismissed  3  September,  1861 

Stone,  Charles  II. 

Second  Assistant  Engineer,  24  August,  1861.    Resigned  10  June,  1865 

Stone,  Daniel. 

Mate,  9  March,  1864.    Died  30  August,  1864. 

Stone,  Edward  E. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Masto; 
14  September,  1855.  Lieutenant,  15  Se})tember,  1855.  Lieutenant>Commander, 
16  July,  1862.    Ck>mmander,  25  July,  1606.    Retired  list,  5  January,  1874. 

Stone,  Franeis. 

Midshipman,  1  May,  1822.    Resigned  17  November,  1828. 

Stone,  George  W. 

Acting  Assistant  Paymaster,  5  August,  1861.    Mustered  out  8  November,  1865. 
Stone,  Henry  O. 

Acting  Master,  8  January,  1862.    Died  17  February,  1865. 

Stone,  John  T. 

Midshipman,  17  December,  1810.    Resigned  10  March,  1812. 

Stone,  John  T. 

Acting  Second  Assistant  Engineer,  22  January,  1863.  Honorably  discharged 
27  October,  1865. 

Stone,  JoHiah. 

Acting  Master,  7  September,  1861.    Dismissed  10  May,  1862. 

Stone,  Jlloses  W. 

Mate.    Resigned  6  February,  1863. 

Stone,  Phlneas. 

Midshipman,  31  January,  1800.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Stone,  Phlneas  J.,  Jr. 

Acting  Assistant  Paymaster,  31  March,  1863.     Mustered  out  9  April,  1866. 

Stone,  Riehard  J. 

Acting  First  Assistant  Engineer,  13  November,  1868.  Honorably  discharged 
1  October,  1866. 

Stone,  Rohert. 

Acting  Assistant  Surgeon,  1  September,  1864.     Resigned  11  May,  1805. 

Stone,  Theodore. 

Mate,  3  May,  1864.     Appointment  revoked  7  November,  1865. 

Stone,  William  li. 

Acting  Volunteer  Lieutenant,  21  September,  1861.    Resigned  20  Maxch,  1089. 

Stoneaill,  Washin^on. 

Acting  Ensign,  1  October,  1862.     Dismissed  21  September,  1863. 

Stoney,  Georii^e. 

Midshipman,  21  September,  1870.    Graduated  17  September,  1876.    Snaign,  9  Oc- 
tober, 1876. 

Stoodley,  Xathaniel. 

Master,  14  August,  1813.    Resigned  6  April,  1822. 

Storer,  Edward. 

Purser,  6  October,  1840.    Dismissed  10  April,  1850. 

Storer,  Frederick. 

Midshipman,  20  November,  1814.    Lost  at  Sea  in  1815. 
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Storer,  George  W. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1818.  Commander,  24  April, 
1828.  Captain,  9  February,  1837.  Rear-Admiral  on  Retired  list,  16  July,  1862. 
Died  8  January,  1864. 

Storer,  Nathaniel. 

Master,  15  February,  1809.    Appointment  revoked  2  May,  1809. 

Storer,  Robert  B. 

Midshipman,  4  November,  1841.    Died  at  Sea  4  July,  1847. 

Storm,  George  A. 

Mate,  4  December,  1861.    Dismissed  16  May,  18G3. 

Stormes,  John  1¥. 

Acting  First  Assistant  Engineer,  13  December,  1862.  Acting  Chief  Engineer, 
19  January,  1863.    Honorably  discharged  7  January,  186G. 

Storrs,  A.  H. 

Mate,  13  December,  1861.    Appointment  revoked  (Sick,)  18  February,  1862. 

Storrs,  George  S. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Resigned 
6  March,  1860. 

Story,  F.  W.  €• 

Midshipman,  11  March,  1815.    Resigned  22  October,  1817. 

Story,  Renhen. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged 
21  November,  1805. 

Story,  Thomas  W. 

Master,  27  April,  1813.  Last  appearance  on  Records  of  Navy  Department,  1820. 
Furloughed. 

Stotesbnry,  William. 

Acting  Third  Assistant  Engineer,  2  September,  1864.  Acting  Second  Assistant 
Engineer,  27  October,  1864.    Honorably  discharged  9  December,  1865. 

Stotesbnry,  William  €• 

Acting  Master,  25  September,  1861.    Dismissed  4  November,  1861. 

Stothard,  Thomas. 

Mate.  Acting  Ensign,  7  November,  1862.  Acting  Master,  4  January,  1865.  Hon- 
orably discharged  2  October,  1865.  Acting  Master,  5  April,  1867.  Mustered 
out  15  December,  1868. 

Stotsenhers,  John  H. 

Mate,  15  March,  1862.    Died  on  "  Honduras,''  19  July,  1864. 

Stott,  John  W. 

Acting  Third  Assistant  Engineer,  10  December,  1863.  Resigned  27  April, 
1865. 

Stonghton,  Seth. 

Mate,  1  October,  1862.    Resigned  8  January,  1868. 

Stont,  A.  €• 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Last  appearance 
on  Records  of  Navy  Department,  1815.    Lake  Erie. 

Stont,  Charles  H. 

Mate,  13  August,  1863.    Resigned  81  May,  1864. 

Stont,  lEdward  €• 

Midshipman,  18  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
6  October,  1854.  Lieutenant,  4  June,  1855.  Lost  in  ^^ Levant,^' IS  September, 
1860. 

Stont,  Jacoh  I>. 

Mastcr^s  Mate,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Stont,  John. 

Boatswain,  24  July,  1850.     Resigned  20  March,  1853. 
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Stout,  Joseph. 

Lieutenant,  8  July,  1798.    Discharged  6  July,  1801,  under  Peace  Slstablidimat 
Act 

Stout,  M.  W. 

Midshipman,  12  November,  1813.    Died  8  August,  1820. 
StoTer,  Abner  I>. 

Acting  Ensign,  18  December,  1862.    Honorably  diBclmrgcd  9  Novemlier,  1865. 
StoTcr,  fphraim  S. 

Mate,  1  March,  1864.    Honorably  discharged  29  October,  1867. 

StoTer,  Georii^e  H. 

Acting   Third  Assistant   Engineer,  25  October,  1862.      Appointment  rewokoi 
21  March,  1864. 

Stow,  Frederick  R. 

Acting  Assistant  Paymaster,  10  July,  1863.    Died  5  January,  1865. 

Stowell,  Ellas. 

Mate,  8  May,  1862.     Appointment  revoked  25  November,  1862. 

Strain,  Isaac  G. 

Midshipman,  11  December,  1837.    Passed  Midshipman,  29  June,  1848.    Lieuten- 
ant, 27  Febmary,  1850.    Died  14  May,  1857. 

Strandberg,  F.  A. 

Acting  Ensign,  2  May,  1863.    Acting  Master,  13  July,  1865.    Resigned  4  Septem- 
ber, 1868. 

Strange,  Clarence  A. 

Assistant  Engineer,  80  October,  1875.    Died  30  December,  1877. 

Straffon,  Franklin  A. 

Civil  Engineer,  1  January,  1867.    Died  18  July,  1879. 

Stratton,  IVorman. 

Civil  Engineer,  2  March,  1876. 

Stranb,  Ambrose  W. 

Acting  Third  Assistant  Engineer,  6  June,  1864.    Honorably  discharged  80  Octo- 
ber, 1865. 

Straneta,  I>.  B. 

Acting  Third  Assistant  Engineer,  1861.    Resigned  8  February,  1862. 

Streepey,  Charles  €• 

Acting  Second  Assistant  Engineer,  8  July,  1863.    Honorably  discharged  17  No- 
vember, 1865. 

Street,  George. 

Acting  Third  Assistant  Engineer,  22  September,  1864.    Dismissed  15  November, 

1864. 

Street,  John  1¥. 

Acting  Third  Assistant  Engineer,  4  December,  1S62.    Acting  Second  Assistant 
Engineer,  17  November,  1664.     Honorably  discharged  4  December,  1865. 

Street,  Miles. 

Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  Departmenti 
1816.    Dismissed. 

Street,  S.  A. 

Midshipman,  4  March,  1822.    Resigned  7  July,  1830. 

Street,  Thomas. 

Gunner,  12  November,  1799.    Discharged  18  April,  1802. 

Street,  Wllllnm  T. 

Acting  Master,  16  December,  1861.    Honorably  discharged  8  December,  1865. 

Streets,  T.  Hnll. 

Assistant  Surgeon,  12  April,  1872. 

Strenimell,  Jlenry. 

Sailmaker,  24  June,  1867.    Died  21  April,  1858 
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Strlbllng,  Cornelias  K. 

Midshipman.  18  June,  1813.  Lieutenant,  1  April,  1818.  Commander,  28  January, 
1840.  Captain,  1  August,  1853.  Retired  list,  21  December,  1861.  Commodore 
on  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July,  1866. 
Died  17  January,  1880. 

J9tribllng>9  Jobn  M. 

Acting  Midshipman,  7  October,  1851.  Midshipman,  10  June,  1854.  Passed 
Midshipman,  22  November,  1856.  Master,  22  January,  1858.  Lieutenant, 
16  March,  1860.    Resigned  b  January,  1861 

Strickland,  George  I>. 

AssiBtunt  Engineer,  13  January,  1876. 

Strickland,  Panl  WL. 

Acting  First  Assistant  Engineer,  1  November,  1862.  Resigned  29  August, 
1863. 

Strieby,  John  A. 

Acting  Third  Assistant  Engineer,  9  July,  1868.  Honorably  discharged  25  July, 
1865. 

Striker,  Theodore. 

Mate,  11  October,  1861.    Resigned  14  July,  1862. 

Stringer,  George. 

Acting  Third  Assistant  Engineer,  23  March,  1865.  Honorably  discharged 
16  June,  1866. 

Stringer,  Joseph. 

Acting  Third  Assistant  Engineer,  1  January,  1865.  Honorably  discharged  1  Oc- 
tober, 1865. 

Stringham,  Silas  H. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
8  March,  1831.  Captain,  8  September,  1841.  Retired  list,  21  December,  1861. 
Rear-Admiral  on  Retired  list,  16  July,  1862.    Died  7  February,  1876. 

Strong,  Angnstns  R. 

Midshipman,  20  June,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.    Died  18  October,  1834. 

Strong,  Edward  T. 

Mate,  24  November,  1862.  Acting  Ensign,  15  October,  1863.  Acting  Ensism, 
5  July,  1866.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant, 
21  March,  1870. 

Strong,  Frank  Tt 

Acting  Third  Assistant  Engineer,  1  September,  1864.  Honorably  discharged 
14  August,  1865. 

Strong,  Frederick  W. 

Acting  Master,  2  August,  1861.    Honorably  discharged  14  November,  1865. 

Strong,  Henry  A. 

.  Acting  Assistant  Paymaster,  25  September,  1861.    Assistant  Paymaster,  12  March, 
1868.    Resigned  15  February,  1865. 

Strong,  James  H. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  4  June,  1886.  Lieutenant, 
8  September,  1841.  Commander,  24  April,  1861,  Captain,  5  August,  1865. 
Commodore,  2  March,  1870.  Rear- Admiral,  25  September,  1873.  Retired  list, 
25  April,  1876. 

Strong,  John  Ij.  G. 

Acting  Assistant  Paymaster,  18  September,  1862.    Discharged  21  March,  1866. 

Strong,  Jo«^  C* 

Assistant  Surgeon,  11  October,  1799.    Permitted  to  retire  26  May,  1801. 

Strong,  Peter  T. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  *'  CkmaUUation/' 
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Stronfc,  William  €. 

Midshipman, 23  September,  1864.    Graduated  June,  1868.    Ensign,  19  April,  IsTiO. 
Master,  12  July,  1870.    Lieutenant,  14  June,  1874. 

SCrope,  William  H. 

Mate,  2  December,  1862.    Acting  Ensign,  22  April,  1868.    Honorably  dischaiged 
23  November,  1865. 

SCrond,  Charles  F. 

Acting  Third  Assistant  Engineer,  19  April,  1864.    Honorably  dischaiged  8  Be- 
cenu>er,  1865. 

SCrond,  liinooln^B. 

Mute,  81  October,  1861.     Dismissed  27  May,  1862. 

8tront,  Jenne  B. 

Mute,  4  October,  1864.    Honorably  discharged  7  June,  1865. 

SCront,  I^ewis  F. 

Mate,19  July,  1864. 

Strode,  Samnel  T. 

Acting  Third  Assistant  Engineer,  9  January,  1862.    Drowned  15  October,  186S. 
SCrnnk,  Simon  H. 

Mate,  1  October,  1862.    Acting  Ensign,  11  June,  1863.    Honorably  dischaiBed 
29  November,  1865. 

Staart,  Alexander  €• 

Acting  Third  Assistant  Engineer,  1  July,  1 868.    Acting  Second  Assistant  Sngineer. 
27  June,  1864.    Honorably  discharged  19  April,  1866. 

SCnart,  Charles. 

Gunner,  22  October,  1859. 

Stnart,  Charles  A. 

Acting  Second  Assistant  Engineer,  19  Mav,  1863.     Resigned  (Sick,)  13  Febmair, 
1865. 

StnarC,  Charles  B. 

£ngineer-in-Chief,  1  December,  1850.     Resigned  30  June,  1853. 

Stnart,  Daniel  D.  T. 

Midshipman,  24  September,  1863.  Graduated  June,  1869.  Ensign,  13  Joly,  1870. 
Master,  11  February,  lb73.     jjieutenaiit,  9  September,  1876. 

Stnart,  £•  W.  B. 

Mate,  4  April,  1802.     Honorably  discharged  20  June,  1866. 

Stnart,  Frederick  D. 

Acting  Master,  7  July,  1802.  Acting  Volunteer  Lieutenant,  21  Noyember,  18M. 
Honorably  discharged  8  February,  1800. 

Stnart,  Frederick  D.,  Jr. 

Acting  Second  Assistant  Entrineer,  13  August,  1862.  Dismissed  7  January,  186S. 
Acting  Third  Assistant  Engineer,  3  February,  1868.  Acting  Second  Asdfltaot 
Engineer,  17  March,  1864.    Honorably  discharged  1  December,  1865. 

Stnart,  James  H. 

Assistant  i?iirgcon,  29  March,  1853.     Ijost  in  '' Parjxn^,''  1858. 

Stnart,  John. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  15  Octo- 
ber, 1853.    Died  27  October,  1853. 

Stnart,  John  A. 

Acting  Curpcnicr,  21  December,  1863.     Honorably  discharged  3  November,  19W. 

Stnart,  Robert. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.    Master, 

14  September,  1^55.     Lieutenant,  15  September,  1855.     Resigned  16  April,  1S57. 

Stnbbins,  Victor  B. 

Acting  Third  Assistant  Engineer,  15  February,  1864.  Honorably  discluugc<' 
9  July,  1866. 
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Stobbs,  fitamael. 

Midshipman,  2  December,  1799.    Resigned  .9  February,  1801. 

Stadebaker,  Henry. 

Mate,  14  January,  1864.    Appointment  revoked  (Sick,)  18  Jnly,  1864. 

Stadlejr,  Braddock  G. 

Mate,  28  January,  1864.    Honorably  discharged  3  April,  1868. 

Studley,  £• 

Acting  Ensign,  Coast  Survey  duty,  21  June,  1867.  Mustered  out  30  November, 
1868. 

Stadley,  Ira  B. 

Acting  Master,  12  August,  1861.    Honorably  discharged  8  October,  1865. 

Stall,  £lie  W. 

Midshipman,  1  June,  1828.  Passed  Midshipman,  11  June,  1834.  Resigned 
19  November,  1838. 

Stomp,  T.  B.  €• 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  First  Assistant  Engineer,  9  May,  1857.  Name  stricken  from  the  Roll  22 
May,  1861. 

Sturdy,  Edward  W. 

Midshipman,  25  February,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.    Lieutenant,  26  July,  1871. 

Sturgeon,  John. 

Mate,  14  January,  1863.    Resigned  27  February,  1865. 

Storges,  Henry  Ij. 

Acting  Master,  28  October,  1861.    Honorably  discharged  29  September,  1865. 

Stnrgis,  James  B. 

Mate,  5  June,  1862.  Appointment  revoked  14  March,  1863.  Mate,  2  September, 
1863.    Died  8  January,  1864. 

Stnrman,  F.  H. 

Midshipman,  2  April,  1804.    Resigned  3  October,  1808. 

Sturte^ant,  Charles. 

Acting  Assistant  Surgeon,  5  September,  1863.  Honorably  dischaiged  18  January, 
1866. 

Stntts,  Henry  P. 

Acting  Third  Assistant  Engineer,  27  January,  1864.  Honorably  discharged 
8  August,  1865. 

StayT€M»ant,  Henry. 

Acting  Assistant  Paymaster,  7  October,  1863.  Appointment  revoked  (Sick,) 
11  November,  1864. 

Stvyresant,  Moses  S. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
11  April,  1866.    Resigned  18  Decendber,  1868. 

Sneh,  James. 

Mate.  Dismissed  6  June,  1862.  Re-appointed  Mate,  6  November,  1862.  Died 
26  December,  1863. 

Snddarcls,  James. 

Assistant  Surgeon,  17  May,  1849.  Surgeon,  24  April,  1861.  Medical  Inspector, 
8  March,  1871.    Medical  Director,  5  April,  1875. 

Sogfj^ette,  T.  S. 

Midshipman,  1  December,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

Sonrs,  William  B. 

Midshipman,  27  February,  1799.  Discharged  27  September,  1801,  under  PoHce 
Establishment  Act 
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Sullivan,  Daniel. 

Mute,  19  February,  1864.    HoDorably  discharged  16  September,  1865. 
Sullivan,  Harry  K. 

Assistant  Paymaster,  16  June,  1880. 

Sullivan,  James. 

Acting  Third   Assistant  Engineer,  14  January,  1863.     Dismissed   88  AmnaL 
1863. 

Sullivan,  James. 

Acting    Second   Assistant   Engineer,    80    June,    1864.      Honorably  dischamd 
10  December,  1865. 

Snllivan,  James  F. 

Acting  Third  Assistant  Engineer,  16  November,  1863.    Resigned  26  April,  18M. 
Sullivan,  James  J. 

Acting  Third  Assistant  Engineer,  20  April,  1863.    Acting  Second  Assistant  En- 
gineer, 5  December,  1864.    Honorably  discharged  31  November,  1865. 

Snllivan,  Jeremiah. 

Midshipman,  7  February,  1799.    Resigned  28  July,  1799. 

Sullivan,  Jeremiah  C. 

Midshipman,  13  October,  1848.    Resigned  14  April,  1854. 

Sullivan,  John. 

Acting  Ensign,  11  June,  1863.    Honorably  discharged  81  October,  1866. 

Sullivan,  John. 

Acting  Boatswain,  1  March,  1864.    Appointment  revoked  21  March,  186S. 

Snllivan,  J.  B. 

Midshipman,  1  December,  1814.    Resigned  10  May,  1828. 

Sullivan,  John  Clyde. 

Assistant  Paymaster,  13  July,  1870.    Passed  Assistant  Paymaster,  6  Septembg: 
1878. 

Sullivan,  John  €. 

Mate,  25  January,  1862.    Deserted  31  March,  1862. 

Sullivan,  John  HI. 

Midshipman,  1  March,  1818.    Lieutenant,  13  January,  1825.    Died  21  Febroair, 
1833. 

Sullivan,  John  T. 

Midshipman,  10  October,  1862.    Graduated  June,  1867.    Ensign,  18  December, 
1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Sullivan,  liUCien. 

Third  Assistant  Engineer,  12  July,  1861.    Second  Assistant  Eng^eer,  18  Decem- 
ber, 1862.    Resigned  6  April,  1866^ 

Sullivan,  Timothy  S. 

Mate,  24  October,  1863.    Died  13  March,  1872. 

Sully,  James  R. 

Midshipman,  1  February,  1827.    Passed  Midshipman,  10  June,  1868.    Lieutenant, 
9  December,  1839.    Died  28  January,  1840. 

Summers,  John  W. 

Mate,  30  August,  1864.      Resigned  (Sick,)  21  March,  1865. 

Summers,  JL.  W.  P. 

Midshipman,  9  June,  1831.    Lost  in  the  ^^Sylphy^^  in  August,  1881. 

Summers,  R.  M. 

Midshipman,  1  February,  1814.    Cashiered  25  March,  1821. 

Summers,  William. 

Gunner,  10  June,  18G1.    Dismissed  17  October,  1861.    Dismissal  revoked  14  >'(> 
vcmber,  1861.    Warranted  6  March,  1862.    Dismissed  SO  September,  1862. 

Summers,  William. 

Gunner,  10  J  une,  1801.    Dismissed  30  September,  1862. 
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Snminers,  William  H. 

Acting  Ensign,  15  June,  1864.  Acting  Master,  11  May,  1865.  Honorablj  dis- 
charged 22  October,  1865. 

Samner,  DaTid  If  • 

Acting  Master,  22  November,  1861.    Resigned  6  January,  1865. 

Somner,  George  W. 

Acting  Midshipman,  20  September,  1858.  Graduated  1862.  Lieutenant,  1  August, 
1862.    Lieutenant- Commander,  25  July,  1866.    Commander,  13  June,  1876. 

SomwaK,  Frederick  G. 

Third  Assistant  Engineer,  80  August,  1858.    Dismissed  29  September,  1854. 

Sondstrnm,  Olof. 

Mute,  5  June,  1862.    Acting  Ensign,  27  October,  1868.    Resigned  26  April,  1864. 

Smisfroin,  Mark  Trneman. 

Third  Assistant  Engineer,  1  February,  1862.  Second  Assistant  Engineer,  15  Octo« 
ber,  1863.    Resigned  10  November,  1865. 

Snrrettet  Thomas. 

Mate,  27  November,  1863.    Appointment  revoked  (Sick)  17  March,  1864. 

Sotherland,  Alan  P. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Dismissed  17  April,  1868. 

Satherland,  Mostaer  A. 

Third  Assistant  Engineer,  17  March,  1868.  Second  Assistant  Engineer,  1  Septem- 
ber, 1864.    Resigned  15  October,  1867. 

Swain,  Charles. 

Master,  5  December,  1798.    Warrant  returned  by  Captain  Nicholson 

Swain,  OliTer. 

Acting  Ensign,  17  May,  1864.    Died  10  June,  1867. 

Swain,  Samnel  G. 

Mate,  16  October,  1862.  Acting  Ensign,  16  August,  1864.  Honorably  discharged 
26  January,  1866. 

Swain,  l¥illiam  H. 

Acting  Master,  8  July,  1861.    Appointment  revoked  (Sick,)  22  April,  1863. 

Swan,  Francis  H. 

Acting  Assistant  Paymaster,  9  December,  1861.  Assistant  Paymaster,  9  March, 
1865.    Passed  Assistant  Paymaster,  4  May,  1866.    Paymaster,  81  August,  1865. 

Swaney,  John. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  7  January,  1868.  Acting  Volun- 
teer Lieutenant,  19  March,  1864.    Honorably  discharged  1  December,  1865. 

Swann,  Benjamin. 

Acting  Master,  14  August,  1861.    Appointment  revoked  20  November,  1861. 

Swann,  Georice  W. 

Chaplain,  15  June,  1844.    Died  22  September,  1844. 

Swann,  Robert. 

Assistant  Surgeon,  2  May,  1874. 

Swann,  Robert  P. 

Acting  Ensign,  19  July,  1862.  Acting  Master,  25  May,  1868.  Acting  Volunteer 
Lieutenant,  18  April,  1864.    Died  13  January,  1866. 

Swann,  Samnel  R. 

Assistant  Surgeon,  81  May,  1854.    Discharged  16  May,  1859. 

Swann,  Thomas  Ja. 

Acting  Midshipman,  8  December,  1856.  Midshipman,  15  Jnne,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1H<53.  Lieutenant-Commander, 
2  May,  1866.    Commander.  6  January,  1874.    Retired  list,  10  July,  1877. 

Swann,  William  S. 

Midshipman,  1  July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.    Lost  in  the  *'  Orampus,"  20  March,  1843. 
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Swanson,  John. 

Mate,  8  JuDe,  18G4.    Died  28  January,  1878. 

Swartwont,  Aagastns. 

MidshipmaD,  1  January,  1812.    Resigned  18  April,  1820. 

Swartwout,  John. 

Midshipman,  9  November,  1818.  Lieutenant,  28  April,  1826.  Resigned  15  Jone^ 
1831. 

SwarCwoat,  Samael. 

Midshipman,  10  May,  1820.  Passed  Midshipman,  4  June,  18:U.  Lieuten- 
ant, 9  February,  1837.  Conmiander,  14  September,  1855.  Died  5  Febnianr, 
1867. 

SwarCwoat,  Samuel. 

Acting  Second  Assistant  Engineer,  4  January,  1862.  Ilonorably  dischaiged 
19  December,  1865. 

Swartwoat,  Thomas,  Jr. 

Midshipman,  28  May,  1800.  Last  appearance  on  Records  of  Navy  Department 
29  April,  1801.    Killed  in  a  duel. 

Swartwont,  William. 

Mate,  28  March,  1864.  Acting  Ensign,  24  October,  1864.  Honorably  diaduugad 
21  November,  1865. 

Swasey,  Charles  H. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  9  June,  1859.  Lieaten- 
ant,  81  August,  1861.    Killed  in  action  4  October,  1862. 

Swasey,  Trae. 

Acting  Third  ABsistant  Engineer,  24  September,  1861.    Dismissed  27  Jannaiy, 

1862. 

Swasejr,  William  HI. 

Acting  Ensign,  22  July,  1868.    Honorably  discharged  12  October,  1865. 

Swearenf^en,  Thomas. 

Midshipman,  2  April,  1804.    Dismissed  by  Court  Martial  4  May,  1808. 

Sweeney,  John  £. 

Mate,  21  October,  1861.    Resigned  80  August,  1864.    Mate,  18  May,  186<^    B»- 

signed  15  April,  1867. 

Sweeny,  Unfch  €. 

Midshipman,  18  June,  1812.    Cashiered  in  1821. 

Sweeny,  William. 

Gunner,  81  July,  1802.    Last  appearance  on  Records  of  Navy  Department. 

Sweet,  Frank. 

Acting  Ensign,  22  September,  1864.    Honorably  discharged  8  July,  1865. 

Sweet,  Georfce  F. 

Third  Assistant  Engineer,  20  May,  1863.    Dismissed  30  January,  1869. 

Sweet,  George  J. 

Acting  Assistant  Surgeon,  8  October,  1861.    Ilonorably  discharged  14  December, 
1805. 

Sweet,  James  P. 

Acting  First  Assistant  Engineer,  24  August,  1864.    Ilonorably  dischaiged  22  July, 

1805. 

Sweetzer,  lieTl. 

Acting  Second  Assistant  Engineer,  18  September,  1861.    Honorably  discliaxy^ 
16  October,  1865. 

Swendfiion,  Charles. 

Acting  Ensiirn,  12  March,  1863.     Acting  Master,  1  September^  1864.     Honorably 
discharged  1  November,  1805. 

Swett,  J.  B. 

Acting  EnBignf  1  October,  1862.    Honorably  discharged  23  September,  ISBZ, 


GENERAL  NAVY  REGISTER. 

Swift,  Jonathan  W. 

Midshipman,  25  August,  1823.    Passed  Midshipman,  23  March,  1829.    Lientei 

3  March,  1831.    Reserved  list,  13  September,  1855.    Commodore  on  Retired 

4  April,  1867.    Died  80  July,  1877. 

Swift,  Joseph. 

Gunner,  17  May,  1858. 

Swift,  lie  Roy  E. 

Acting  Ensign,  26  October,  1864.    Honorably  discharged  12  October,  1868. 

Swift,  Rohert  B. 

Acting  Second  Assistant  Engineer,  21  January,  1865.  Honorably  dischai 
21  February,  1868. 

Swift,  R.  R. 

Midshipman,  1  November,  1827.    Lost  in  the  ''Hornet,''  10  September,  1829. 

Swift,  Thomas  W.,  Jr. 

Acting  Ensign,  2  September,  1864.    Honorably  discharged  25  November,  1865 

Swift,  William. 

Surgeon's  Mate,  24  July,  1813.  Surgeon,  15  April,  1814.  Retired  list,  25  A 
1861.    Died  27  December,  1864. 

Swift,  William  €. 

Acting  Third  Assistant  Engineer,  5  June,  1868.  Appointment  revoked  19  Dec 
bcr,  1863. 

Swift,  Willie. 

Midshipman,  25  September,  1863.  Graduated  June,  1867.  Ensign,  18  Decem 
1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Swimms,  J.  H. 

Carpenter,  12  July,  1799.    Dismissed  15  September,  1800. 

Swinbnrne,  William  T. 

Midshipman,  29  September,  1862.  Grnduated  June,  1866.  Ensign,  12  Ma 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Swinnerton,  Samuel  A. 

Acting  Master,  22  January,  1862.    Resigned  2  September,  1868.     Acting  Mai 

1  April,  1864.    Honorably  discharged  81  October,  1865. 

Swint,  liewis  F. 

Acting  Third  Assistant  Engineer,  10  August,  1862.  Appointment  revoked  (Si 
9  April,  1863. 

Sword ^  Edward  J. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  dischar 
15  February,.186G.  Acting  Third  Assistant  Engineer,  12  April,  1806.  Must* 
out  27  March,  1869. 

SwordH,  Thomas  A. 

Acting  Assistant  Paymaster,  5  December,  1864.     Mustered  out  29  September,  1! 

Sydney,  Joseph  W. 

Third  Assistant  Engineer,  8  December.  1861.  Second  Assistant  Engineer,  8  1^ 
tember,  1863.    Died  81  October,  1864. 

Sykes,  Samnel  M. 

Acting  Second  Assistant  Engineer,  9  May,  1864.    Honorably  discharged  29 
vember,  1865. 

Sykes,  Stephen.? 

Purser,  12  September,  1800.  Last  appearance  on  Records  of  Navy  Departm 
Resigned. 

Symmes,  Frank  J. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  Octo 
1806.     Tliird  Assistant  Engineer,  2  June,  1868.     Second  Assistant  Engin 

2  June,  1869.    Resigned  18  July,  1871. 

Symmes,  J.  G. 

Burgeon,  9  January,  1799.    Last  appearance  on  Records  of  Navy  Department. 
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Symmes,  Thomas. 

Acting  Master,  80  August,  1861.    Resigned  21  February,  1865. 

SylDms,  G.  G. 

Mate,  8  June,  1864.    Honorably  discharged  20  November,  1867. 

Symonds^  Frederick  HI. 

Midshipman,  26  September,  1862.    Graduated  June,  1867.    Ensign,  18  December^ 
1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Symonds,  William. 

Acting  Ensign,  11  February,  1864.    Resigned  20  January,  1865. 

Sypher,  Abram  J. 

Acting  First  Assistant  Engineer,  12  January,  1864.    Resigned  20  May,  1865. 

Taafe,  Christopher  G. 

Acting  Master,  8  May,  1862.    Iloiiorably  discharged  25  August,  1865. 

Tabb,  Binctaer  H. 

Midshipman,  17  January,  1849.    Killed  5  March,  1850. 

Taber,  Charles  E. 

Acting  Third    Assistant   Engineer,  29  August,  1868.      Honorably  disdiiigMl 
24  August,  1865. 

Taber,  Silas  A. 

Mate,  1  May,  1863.    Resigned  (Sick,)  18  October,  1864. 

Taber,  William. 

Mate,  15  November,  1861.    Appointment  revoked  (Sick,)  28  August,  1882. 

Taber,  William  B. 

Acting  Ensign,  14  February,  1864.    Honorably  discharged  6  December,  1865. 

Taffe,  Arthnr  F. 

Mate,  29  November,  1862.    Drowned  from  "  Juniata,''  6  March,  1865. 

Tail,  John  M. 

Midshipman,  25  February,  1863.    Graduated  June,  1866.    Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870.    Died  28  October,  187S. 

Tsf^gAvU  BaTid. 

Gunner,  18  June,  1884.     Died  at  Sea  13  December,  1836. 

Tagl^art,  F.  B. 

Midshipman,  1  February,  1814.     Resigned  4  May,  1815. 

Taggart,  William  H. 

Acting  Assistant  Surgeon,  1  October,  1864.     Resigned  18  January,  1865. 

Tanrsnrf,  William. 

Third  Assistant  Engineer,  5  January,  1843.     Second  Assistant  Engineer,  10  July, 
1837.     Resigned  12  May,  1849. 

Tainfer,  Bean  W. 

Acting  Ensign,  1  October,  1862.     Resigned  26  April,  1805. 

Tainfer,  Georif^e  W. 

Mate,  22  October,  1863.    Acting  Ensign,  22  July,  1864.    Honorably  diacharged 
3  November,  1865. 

Taif,  Charles  W. 

Assistant  Surgeon,  24  July,   1837.    Passed   Assistant  Surgeon,  14   MarcIifl84S> 
Resigned  17  November,  1843. 

Talbot,  Cyrus. 

Lieutenant,  21  May,  1709.  Commander,  15  January,  1800.  Discharged  23  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 

Talboi,  John  G. 

Midshipman,  15  April,  18()2.  Graduated  June,  1866.  Ensign,  12  Marrh,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Drowned  19  Deoeinber, 
1870. 
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Talbot,  I^eTi. 

Gonoer,  18  July,  1831.    Died  14  June,  1841. 

Talbot,  Mortimer  R 

Chaplain,  8  September,  1841.    Died  21  April,  1868. 

Talbot,  Robert  S. 

Thi  rd  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  26  August, 
1862.    First  Assistant  Engineer,  24  August,  1864.    Resigned  24  October,  1868. 

Talbot,  Silas. 

Captain,  11  May,  1798.    Resigned  21  September,  1801. 

Talbot,  Zephanlal 

Third  Assistant  Engineer,  8  May,  1859.  Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  16  December,  1865. 

Talcoft,  Charles  Gratiot. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.    Graduated  10  June,  1879. 

Taleott,  George,  Jr. 

Midshipman,  23  November,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 25  March,  1880. 

Taleott,  Horaee. 

Acting  Assistant  Paymaster,  27  September,  1862.    Died  8  May,  1864 

Taleott,  Matthew. 

Midshipman,  26  April,  1798.    Dismissed  16  August,  1798. 

Taleott,  Matthew. 

Midshipman,  11  September,  1799.  Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

Taliaferro,  Horaee  ]>. 

Assistant  Surgeon,  20  June,  1888.  Passed  Assistant  Surgeon,  22  November,  1848. 
Resigned  15  November,  1844. 

Talllaferro,  A.  R. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  8  July,  1885.  Lieutenant, 
8  September,  1841.    Cashiered  20  October,  1843. 

Tallmadge,  B. 

Midshipman,  24  January,  1815.  Lieutenant,  13  January,  1825.  Died  20  June, 
1881. 

Tallman,  Benjamin. 

Carpenter,  25  March,  1802.  Last  appearance  on  Records  of  Navy  Department, 
1  December,  1808.    Furloughed. 

Tallnian,  Charles  £• 

Sailmaker,  9  January,  1877. 

Tallnian,  Hamilton  HI. 

Midshipman,  27  February,  1868.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Retired  list,  26  June,  1875. 

Tallman,  Henry  C. 

Acting  Midshipman,  24  September,  1857.  Lieutenant,  1  August,  1862.  Lieuten- 
ant-Commander, 25  July,  1866.    Retired  list,  9  October,  1872. 

Tallman,  Pelefc* 

Lieutenant,  16  April,  1799.    Resigned  20  September,  1799. 

Tallman,  William,  Jr. 

Acting  Master,  80  August,  1861.    Honorably  discharged  18  December,  1865. 

Tallon,  John. 

Acting  First  Assistant  Engineer,  1  May,  1863.  Appointment  revoked  (Sick.) 
21  April,  1865. 

Taney,  J.  B. 

Acting  Ensign,  27  July,  1868.    Honorably  discharged  6  June,  1868. 

Taney,  Joseph. 

Midshipman,  20  February,  1800.    Resigned  2  January,  1801. 
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Tanner,  Henry  "S. 

Acting  Assistant  Paymaster,  10  July,  1862.    Died  2  July,  1868. 

Tanner,  John  A. 

Assistant  Surgeon,  20  October,  1875. 

Tanner,  Samnel  W. 

Acting  Assistant  Paymaster,  18  January,  1864.    Mustered  out  22  September,  1865. 

Tanner,  Zera  I^. 

Acting  Ensign,  18  August,  1862.    Acting  Master,  29  September,  1864.     Ensign, 
12  March,  1868.    Master,  18  December,  1868.    Lieutenant,  21  March,  1870. 

Taple^',  John. 

Midshipman,  81  January,  1800.  Discharged  80  April,  1801,  under  Peace  Estab- 
lishment Act 

Tapman,  Henry  T. 

Third  Assistant  Engineer,  8  August,  1868.    Dismissed  13  September,  1864. 

Tappan,  Amos  H. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  87  Oc- 
tober, 1805. 

Tappan,  Benjamin. 

Midshipman,  21  September,  1871.    Graduated  20  June,  1876.    Ensign,  5  Febra- 

ary,  1879. 

Tarbell,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.  Mustered  out  11  December,  1865. 
Assistant  Paymaster,  21  February,  1S67.  Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.    Paymaster,  8  April,  1879. 

Tarbell,  Joseph. 

Midshipman,  5  December,  1798.  Lieutenant,  25  August,  1800.  Commander, 
25  April,  1808.    Captain,  24  July,  1813.    Died  24  November,  1815. 

Tardy,  Henry. 

Midshipman,  9  November,  1818.    Dismissed  by  Court-Martial  5  August,  1817. 

Tarr,  Ilerhert  J. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Honorably  dischaiged 
8  February,  1866. 

Tarr,  Robert. 

Acting  Master,  25  January,  1862.  Acting  Volunteer  Lieutenant,  18  ApriL  1864. 
Honorably  discharged  12  October,  1865. 

Tate,  James. 

Acting  Second  Assistant  Engineer.    Resigned  17  June,  1864. 

Tate,  Robert. 

Acting  Chief  Engineer,  1  October,  1862*.     Honorably  discharged  19  NoTember» 

1865. 

Tate,  millam  H. 

Acting  Third  Assistant  Engineer,  12  December,  1861.  Acting  Second  Awiitmt 
Engineer,  9  February,  1864.    Honorably  discharged  7  October,  1865. 

Tatem*,  Robert  JL. 

Sailmaker,  22  June,  1861.    Dismissed  24  November,  1880. 

Tatem,  Robert  S. 

Master,  21  July,  1814.    Died  3  January,  1844. 

Tatem,  Samnel. 

Sailmaker,  80  March,  1848.    Died  23  August,  1877. 

Tatem,  Thomas. 

Sailmaker,  10  September,  1849.    Died  3  May,  1853. 

Taten,  John  F. 

Sailmaker,  21  December,  1841.     Resigned  8  June,  1842. 

Taten,  Thomas. 

Sailmaker,  24  November,  1841.    Resigned  7  September,  1842. 
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Tatnall,  Edward  F. 

Midshipman,  17  March,  1888.  Passed  Midshipman,  20  May,  1844.  Died  21  July, 
1850. 

Tatnall,  Josiah. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  25  Feb- 
ruary, 1838.    Captain,  5  February,  1850.    Resigned  21  February,  1801. 

Tattnall,  Joaiah,  Jr. 

Purser,  28  Jime,  1850.    Resigned  22  April,  1856. 

Taont,  £uiory  H. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  28  December,  1872.    Lieutenant,  8  August,  1876. 

Taussig,  Edward  D. 

Midshipman,  24  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.    Lieutenant,  1  January,  1872. 

Tayloc,  James  1^. 

Acting  Midshipman,  24  September,  1855.  Midshipman,  15  June,  1860.  Dis- 
missed 5  July,  1861. 

Tayloe,  John. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Resigned 
81  July,  1823. 

Taylor,  Albert. 

Mate,  8  May,  1862.  Acting  Ensign,  24  November,  1862.  Acting  Master, 
11  March,  1865.  Honorably  discharged  20  January,  1866.  Acting  Master, 
11  December,  1866.    Mustered  out  27  March,  1869. 

Taylor,  Alfred. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  27  September,  1866.  Rear- Admiral,  29  January,  1872.  Retired 
list,  23  May,  1872. 

Taylor,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  13  September,  1861.  Acting  Second  Assistant 
Engineer,  23  October,  1862.    Died  4  August,  1863. 

Taylor,  Bnshrod  B. 

Midshipman,  8  April,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  31  July,  1856.  Lieutenant- Commander,  16  July, 
1862.    Commander,  14  March,  1868.    Captain,  27  October,  1879. 

Taylor,  Charles  E. 

Acting  Assistant  Paymaster,  6  February,  1862.    Resigned  7  April,  1865. 

Taylor,  Charles  F. 

Mate,  5  March,  1862.  Acting  Ensign,  5  November,  1862.  Acting  Master,  6  De- 
cember, 1864.    Honorably  discharged  27  August,  1865. 

Taylor,  Clinton  F. 

Mate,  20  July,  1864.    Honorably  discharged  10  April,  1866. 

Taylor,  Baniel  G. 

Acting  Master,  27  February,  1862.    Dismissed  22  July,  1863. 

Taylor,  DaTid. 

Acting:  Second  Assistant  Engineer,  2  August,  1864.  Honorably  discharged 
19  June,  1865. 

Taylor,  BaTid  P. 

Acting  Assistant  Surgeon,  28  March,  1864.  Honorably  discharged  28  October, 
1865. 

Taylor,  Bndley  F. 

Acting  Master,  18  January,  1862.    Died,  New  Haven,  Connecticut,  19  July,  1806- 

Taylor,  Bugomier. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  at  Sea  5  Octo- 
ber, 1819. 
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Taylor,  Edward  £. 

Acting  EnsigD,  26  February,  1863.     Acting  Master,  29  September,  1864. 
ably  discharged  27  September,  1 865. 

Taylor,  Ellas  €. 

Master^s  Mate,  16  November,  1816.    Midshipman,  1  January,  1819. 
17  May,  1828.    Died  20  April,  1882. 

Taylor,  Flteh  W. 

Chaplain,  23  April,  1841.    Died  23  July,  1865. 

Taylor,  Franels. 

Midshipman,  9  June,  1811.     Drowned  5  October,  1811. 

Taylor,  Francis  €• 

Acting  Third  Assistant  Engineer,  4  May,  1864.    Appointment  revoked  28  Jf^y. 
1864. 

Taylor,  Francis  £• 

Mate,  21  April,  1865.    Honorably  discharged  8  January,  1866. 

Taylor,  George. 

Acting  Master,  21  January,  1862.    Acting  Volunteer  Lieutenant,  16  An^mt,  1864. 
Resigned  18  February,  1865. 

Taylor,  George. 

Mate,  81  October,  1861.    Acting  Ensign,  6  January,  1863.    Dismissed  5  JanojuT, 

1865.  ' 

Taylor,  George. 

Acting  Third  Assistant  Engineer,  12  July,  1862.    Honorably  dischar&ed  14  April, 

1868. 

Taylor,  George  B. 

Midshipman,  10  May,  1820.    Resigned  6  January,  1821. 

Taylor,  George  €• 

Acting  Assistant  Paymaster,  10  October,  1861.    Resigned  19  December,  1868. 

Taylor,  George  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistuit  X»- 
gineer,  28  November,  1863.    Resigned  28  February,  1865. 

Taylor,  George  W. 

Midshipman,  1  November,  1827.     Resigned  19  December,  1831. 

Taylor,  Gorhaui  €• 

Mate,  24  October,  1861.     Appointment  revoked  (Sick,)  31  January,  1863. 

Taylor,  Henry. 

Acting  Ensign,  10  June,  1863.  Acting  Master,  27  December,  1864.  Honorablj 
discharged  81  January,  1866.  Acting  Muster,  4  August,  1866.  Appointment 
revoked  6  November,  1866. 

Taylor,  Henry. 

Acting  Ensign,  11  December,  1863.     Honorably  discharged  12  May,  1867. 

Taylor,  Henry  €. 

Acting  Midshipman,  20  September,  1800.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commyuidei, 
12  March,  1868.    Commander,  16  December,  1879. 

Taylor,  Henry  W. 

Acting  First  Assistant  Engineer,  28  May,  1864.     Resigned  17  June,  1865. 

Taylor,  Henry  W. 

Acting  Third  Assbtant  Engineer,  7  February,  1865.  Honorably  discharged  27 Oc- 
tober, 1865. 

Taylor,  Hiero. 

Cadet  Midshipman,  80  September,  1873.    Graduated   18  Jane,  1870.     Ensigii, 

1  September,  1880. 

Taylor,  Hiram  A. 

Mate,  12  August,  1864.    Honorably  discharged  9  August,  1865. 
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Ta^Jor,  James. 

Master,  19  April,  1818.    Discharged  3  February,  1814. 

Taylor,  James. 

Acting  Master,  29  May,  1861.    Honorably  discharged  12  February,  1866. 

Taylor,  James. 

Master,  13  December,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Dead. 

Taylor,  James  B. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Drowned  19  March, 
1819. 

Taylor,  James  HI. 

Surgeon,  9  August,  1805.    Resigned  27  September,  1807. 

Taylor,  James  W. 

Acting  Master  and  Pilot,  15  November,  1864.    Appointment  revoked  9  March,  1865. 

Taylor,  Jesse. 

Midshipman,  6  December,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  26  November,  1856.  Resigned  12  September, 
1859. 

Taylor,  J.  H.  R. 

Midshipman,  8  March,  1839.    Resigned  80  July,  1889. 

Taylor,  John. 

Midshipman,  16  January,  1809.    Killed  in  action  28  August,  1812. 

Taylor,  John. 

Mate,  9  March,  1866.     Resigned  5  August,  1868. 

Taylor,  John  H. 

Mate,  10  November,  1863.    Honorably  discharged  5  September,  1865. 

Taylor,  John  !<. 

Midshipman,  2  February,  1829.    Resigned  3  August,  1831. 

Taylor,  John  S. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1  July,  1842.  Master, 
23  June,  1849  Lieutenant,  5  February,  1850.  Reserved  list,  13  September, 
1855.    Resigned  18  April,  1861. 

Taylor,  John  W. 

Mid^ipman,  1  April,  1828.    Dismissed  6  June,  1836. 

Taylor,  John  T. 

Assistant  Surgeon,  26  September,  1853.  Passed  Assistant  Surgeon,  1  August, 
1861.    Medical  Inspector,  29  June,  1872.    Medical  Director,  20  April,  1879. 

Taylor,  Joseph. 

Master,  14  July,  1812.    Died  2  January,  1820. 

Taylor,  Joseph. 

Acting  Assistant  Surgeon,  28  September,  1870.  Honorably  discharged  80  June,  1879. 

Taylor,  J.  Winthrop. 

Assistant  Surgeon,  7  March,  1838.  Sureeon,  1  May,  1852.  Medical  Director, 
8  March,  1871.  Chief,  Bureau  Medicine  and  Surgery,  21  October,  1878.  Re- 
tired list,  19  August,  1879.    Died  19  January,  1880. 

Taylor,  Martin  !<. 

Acting  Third  Assistant  Engineer,  6  September,  1864.  Honorably  discharged 
23  September,  1865. 

Taylor,  Ji. 

Mate,  19  June,  1865.    Resigned  14  September,  1867. 

Taylor,  Perwifer, 

Carpenter,  17  April,  1800.    Resigned  20  April,  1807. 

Taylor,  Peter. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Actins  Second  Aflsistant 
Engineer,  8  March,  1865.    Honorably  discharged  27  September,  1865. 
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Taylor,  P.  Hen r jr. 

Third  AssistuDt  Engineer,  IC  February,  1852.     Second  Assistant  IBSn^^eer,  81  Ma}, 
1853.    Resigned  10  September,  1850. 

Taylor,  Richard,  Jr. 

Midshipman,  1  January,  1818.    Resigned  17  January,  1825. 

Taylor,  Richard  H. 

Mate,  80  June,  1864.    Honorably  discharged  17  July,  1865. 

Taylor,  Richard  ]V. 

Acting  Third  Assistant  Engineer,  11  March,  1863.    Acting  Second  Anistant  En- 
gineer, 7  January,  1865.    Honorably  discharged  16  August,  1866. 

Taylor,   Richardson. 

Mi(ishipman,  14  April,  1800.    Discharged  5  June,  1801,  under  Peace  Establisb- 
ment  Act. 

Taylor,  Robert. 

Midshipman,  1  May,  1822.    Died  in  1823. 

Taylor,  Robert  €. 

Acting  Second  Assistant  Engineer,  7  December,  1868.    Dismissed  13  October,  l^t-i . 
Taylor,  Robert  D. 

Third  Assistant  Engineer,  21 .  April,  1863.    Second  Assistant  Engineer.  25  JuK 
1866.    First  Assistant  Engineer,  81  January,  1873. 

Taylor,  Robert  Ij. 

Acting    Third  Assistant  Engineer,  20    August,    1864.      Honorably    diacharHt^i 
5  July,  1865.  "  * 

Taylor,  Thomas  E. 

Acting  Third  Assistant  Engineer,   19  February,   1864.     Honorably  diflchan:t>i 
28  October,  1865. 

Taylor,  Tlirnston  HI. 

Midshipman,  1  April,  1828.     Resigned  28  May,  1886. 

Taylor,  T.  Marston. 

Purser,  8  November,  1884.    Died  6  July,  1870. 

Taylor,  Walter. 

Acting  Third  Assistant  Engineer,  14  September,  1864.    Honorably  diacbaraed 

22  July,  1865. 

Taylor,  W.  B.  G. 

Midshipman,  13  February,  1815.     Resigned  9  June,  1836. 

Taylor,  W.  D.  8. 

Midshipman,  20  June,  1806.     Resigned  10  February,  1807. 

Taylor,  William. 

Gunner,  6  July,  1804.    Last  appearance  on  Records  of  Navy  Department,  5  June 
1806. 

Taylor,  William. 

Midshipman,  1  January,  1812.    Lieutenant,  5  March,  1817.    Died  18  Januarr. 
1835. 

Taylor,  William. 

Midshipman,  17  December,  1810.    Resigned  5  July,  1811. 

Taylor,  William  A. 

Acting  Ensign,  7  September,  1864.    Honorably  discharged  24  July,  1865. 

Taylor,  William  E. 

Acting  Second  Assistant  Engineer,  15  October,  1863.     Resigned  17  June,  1865. 
Taylor,  WilUam  £. 

Assistant  Surgeon,  3  July,  1859.  Passed  Assistant  Surgeon,  23  August,  18^2. 
Surgeon,  5  September  1862.  Medical  Inspector,  81  December,  1876.  Brtired 
list,  14  January,  1881. 

Taylor,  William  P. 

Midshipman,  13  June,  1831.    Died  14  December,  1846. 
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Taylor,  William  Rogers. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  February,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.    Rear-Admiral,  19  January,  1871.    Retired  list^ 

7  November,  1873. 

Taylor,  William  T. 

Lieutenant,  9  December,  1814.    Commander,  8  March,  1831.    Captain,  8  Septem- 
ber, 1841.    Reserved  list,  13  September,  1855.    Died  11  February,  1858. 
Tayon,  AnicnstnH  8. 

Acting  Master,  1  October,  1862.     Resigned  16  June,  1863. 

Teal,  Benjamin  F. 

Acting  Third  Assistaut  Engineer,  17  August,  1864.  Honorably  discharged 
24  September,  1868. 

Teal,  Jacob,  Jr. 

Mate,  17  October,  1863.    Resigned  17  May,  1865. 

Teal,  William. 

Acting  Third  Assistant  Engineer,  7  July,  1863.  Honorably  discharged  8  January^ 
1866. 

Tell,  William. 

Sailmaker,  5  D^I^Shiber,  1798.    Last  appearance  on  Records  of  Navy  Department. 

mempenn.!,  Jiiii. 

Acting  Third  Assistant  Engineer,  10  December,  1862.  Honorably  dischargc<^l 
81  October,  1865. 

Temple,  William  G. 

Midshipman,  18  April,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
21  July,  1854.  Lieutenant,  18  April,  .1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3  March,  1865.  Captain,  28  August,  1870.  Commodore, 
5  June,  1878. 

Temple,  William  T. 

Midshipman,  1  September,  1811.  Lieutenant,  1  April,  1818.  Died  23  June, 
1830. 

Tenant,  Moses. 

Midshipman,  3  July,  1798.    Resigned  15  December,  1798. 

Ten  £ick,  A.  8. 

Midshipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Commander,  9  Feb- 
ruary, 1837.    Captain,  10  December,  1843.     Died  28  March,  1841. 

Tenipirall,  Charles. 

Mate,  27  August,  1863.    Acting  Ensign,  4  January,  1865.    Honorably  discharged 

8  August,  1865. 

Tenlejr,  Washinicton. 

Acting  First  Assistant  Engineer,  31  December,  1863.  Appointment  revoked 
(Sick,)  16  June,  1864. 

Tennant,  John. 

Acting  Third  Assistant  Engineer,  19  October,  1861.    Dismissed  15  October,  1862. 

Tennant,  Thomas. 

Acting  Third  Assistant  Engineer,  23  March,  1865.    Died  4  September,  1867. 

Tennent,  George  W. 

Third  Assistant  Engineer,  17  February,  1860.    Resigned  6  February,- 1861. 

Tennent,  John  C. 

Third  Assistant  Engineer,  10  July,  1847.  Second  Assistant  Engineer,  81  October, 
1848.    Dismissed  5  July,  1849. 

Tenney,  John. 

Mate,  6  September,  1864.     Honorably  discharged  17  March,  1866. 

Terrell,  Charles. 

Acting  Midshipman,  26  September,  1867.  Graduated  6  June,  1871.  Resigned 
80  June,  1874. 
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Terrell,  Thomas  €• 

Midshipman,  20  September,  1862.    Graduated  Jane,  1866.    Emngn,  18  Kudi, 
1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Terrett,  ColTille. 

Midshipman,  8  January,  1840.    Passed  Midshipman,  11   July,    1846.      Master, 

I  March,  1855.    Lieutenant,  14  September,  Iboo.    Lost  in  ""* LomtU^^  18  Sep- 
tember, 1860. 

Terrlll,  £dward  A. 

Acting  Muster,  19  April,  1862.    Honorably  discharged  16  December,  1866w 

Terrill,  Franeis  fl. 

Assistant  Surgeon,  22  June,  1875.     Resigned  8  June,  1878. 

Terrlll,  Oeorge. 

Surgeon,  22  May,  1826.    Resigned  21  September,  1854. 

Terry,  Ekiward. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Pasbtil 
Midshipman,  25  June,  18G0.  Master,  24  October,  1860.  Lieutenant,  8  April, 
1861.  Lieutenant-Commander,  4  January,  1863.  Ck>mmaiider,  81  OctoMl» 
1871. 

Terry,  James. 

Midshipman,  16  July,  1814.    Resigned  20  April,  1816.      — 

Terry,  James. 

Master,  20  April,  1816.    Cashiered  25  October,  1820. 

Terry,  Joseph  H. 

Purser,  6  June,  1815.    Died  22  August,  1853. 

Terry,  Silas  W. 

Acting  Midshipman,  28  September,  1858.  Ensign,  16  December,  1862.  Lientai- 
ant,  22  February,  1864.    Lieutenant-Commander,  25  Julv,  1866.    Commaoder, 

II  July,  1877. 

Terry,  Tan  Rensalear. 

Acting  Second  Assistant  Engineer,  28  May,  1861.    Dismissed  4  August,  1862. 

Terry,  William  F. 

Assistant  Surgeon,  24  January,  1862.  Resigned  19  October,  1868.  AiWitaDt 
Surgeon,  12  July,  1866.    Resigned  15  May,  1868. 

Tesslmond,  C.  HI. 

Mate,  10  September,  1864.    Honorably  discharged  16  August,  1865. 

Test,  Henry  M. 

Acting  Third  Assistant  Engineer,  7  December,  1868.  Honorably  discharged 
15  August  1865. 

Tester,  Abraham. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  diachaigei 
21  August,  1865. 

Tew,  Georice  W. 

Midshipman,  21  February,  1790.  Lieutenant,  1  April,  1860.  Last  appeuADoe  on 
Records  of  Navy  Department,  80  April,  1801.    Dead. 

Tew,  Henry. 

Mate,  18  April,  1864. 

Tew,  Henry,  Hr. 

Master,  28  March,  1814.    Resigned  27  December,  1814. 

Tew,  Henry. 

Master,  28  June,  1812.    Resigned  27  December,  1814. 

Tew,  James  B. 

Mate,  12  January,  1868.    Acting  Ensign,  31  January,  1866.    Honorably  diichaiged 
19  October,  1865. 

Tewksbnry,  James. 

Master,  14  December,  1816.    Died  1  September,  1848. 
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Thaclier,  OIlTer. 

Acting  Master,  4  March,  1862.    Honorably  discharged  21  November,  1865. 

Thackara,  Alexander  HI. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1876 
Master,  12  July,  1871.     Lieutenant,  8  November,  1874. 

Thain,  William  W. 

Acting  Third  Assistant  Encfinccr,  20  December,  1862.  Honorably  discharged 
30  October,  1805. 

Tiiall,  Richard. 

Acting  Third  Assistant  Engineer,  4  March,  1863.  Acting  Second  Assistant  l]\.- 
gineer,  1  February,  1865.    Honorably  discharged  20  June,  1868. 

Thatcher,  Caleb  B. 

Mate,  18  February,  1864.    Honorably  discharged  6  November,  1865. 

Thatcher,  Charles. 

Acting  Ensign,  4  March,  1863.  Acting  Master,  1  December,  1863.  Murdered  at 
Raceousi  Island,  La.,  25  November,  1864. 

Thatcher,  JEdward  C. 

Assistant  Surgeon,  8  July,  1867.     Resigned  1  March,  1873. 

Thatcher,  Henry  C. 

Acting  Assistant  Surgeon,  8  March,  1865.  Honorably  discharged  19  January, 
1866. 

Thatcher,  Henry  K. 

Midshipman,  4  March,  1823.  Lieutenant,  23  March,  1 829.  Lieutenant-Commander, 
28  February,  1833.  Commander,  14  September,  1855.  Commodore,  16  July, 
1862.  Rear-Admiral,  25  July,  1866.  Retired  list,  26  May,  1868.  Died  6  April, 
1880. 

Thatcher,  J.  C. 

Purser,  18  September,  1841.    Lost  in  the  ^^Grampus,^^  March,  1848. 

Thatcher,  Joseph  I^. 

Carpenter,  20  February,  1872. 

Thatcher,  I^ewis  C. 

Acting  Third  Assistant  Engineer,  9  June,  1864.  Acting  Second  Assistant  Engi- 
neer, 20  March,  1865.    Honorably  discharged  9  December,  1865. 

Thaxter,  Martin  W. 

Acting  Third  Assistant  Engineer,  81  May,  1864.  Honorably  discharged  8  Feb- 
ruary, 1866. 

Thayer,  JEdward  N. 

Midshipman,  18  June,  1812.    Resigned  8  March,  1814. 

Thayer,  Foster. 

Acting  Assistant  Surgeon,  17  June,  1864.     Resigned  9  June,  1865. 
Thayer,  Q.  J.  W. 

Midshipman,  23  October,  1832.     Resigned  27  October,  1834. 

Thayer,  Henry  Q. 

Acting  Assistant  Paymaster,  24  March,  1864.  Honorably  discharged  12  December, 
1865. 

Thayer,  Ifiaac. 

Acting  Ensign,  28  March,  1864.    Honorably  discharged  1  August,  1865. 

Thayer,  James. 

Boatswain,  1  April,  1822.     Died  9  January,  1828. 

Thayer,  James. 

Gunner,  27  September,  1860.  Dismissed  9  November,  1864.  Acting  Gunner, 
3  December,  1864.  Dismissed  14  March,  1865.  Re-instated  from  3  December, 
1864.    Resigned  31  October,  1876. 

Thayer,  William  I^.  G. 

Acting  Assistant  Paymaster,  17  November,  1864.  Honorably  discharged  15  Octo- 
ber, 1866. 
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Terrell,  Thomas  G. 

Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Terrett,  ColTllle. 

Midshipman,  8  January,  1840.    Passed  Midshipman,  11   July,   1846.     Master, 

I  March,  1855.    Lieutenant,  14  September,  1855.    Lost  in  ''  Letanty'*  18  Sqf>- 
tember,  1860. 

Terrlll,  Edward  A. 

Acting  Muster,  19  April,  1862.    Honorably  discharged  16  December,  1865. 

Terrlll,  Francis  BL. 

Assistant  Surgeon,  22  June,  1875.     Resigned  8  June,  1878. 

Terrill,  George. 

Surgeon,  22  May,  1826.    Resigned  21  September,  1854. 

Terry 9  £dward. 

Acting  Midshipman,  21  September,  1858.  Midshipman,  10  June,  1857.  Passefl 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  8  April, 
1861.  Lieutenant-Commander,  4  January,  1863.  Commander,  81  OctoMTy 
1871. 

Terry,  James. 

Midshipman,  16  July,  1814.    Resigned  20  April,  1815.      — 

Terry,  James. 

Master,  20  April,  1816.    Cashiered  25  October,  1820. 

Terry,  Joseph  H. 

Purser,  6  June,  1815.    Died  22  August,  1853. 

Terry,  Silas  W. 

Acting  Midshipman,  28  September,  1858.  Ensign,  16  December,  1862.  Lienten- 
ant,  22  February,  1864.    Lieutenant-Commander,  25  .luly,  1866.    Commander, 

II  July,  1877. 

Terry^  Tan  Rensalear. 

Acting  Second  Assistant  Engineer,  28  May,  1861.    Dismissed  4  August,  1802. 

Terry,  William  F. 

Assistant  Surgeon,  24  January,  1862.  Resigned  19  October,  1868.  Aflaisttnt 
Surgeon,  12  July,  1866.    Resigned  15  May,  1868. 

Tessimond,  €.  HI* 

Mate,  10  September,  1864.    Honorably  discharged  10  August,  1805. 

Test,  Henry  M. 

Acting  Third  Assistant  Engineer,  7  December,  1868.  Honorably  dlBcharged 
15  August  1865. 

Tester,  Abraham. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  diachaigei 
21  August,  1865. 

Tew,  George  W. 

Midshipman,  21  February,  1799.  Lieutenant,  1  April,  1860.  Last  appeanuice  on 
Records  oi  Navy  Department,  30  April,  1801.    Dead. 

Tew,  Henry. 

Mate,  18  April,  1864. 

Tew,  Henry,  Sr. 

Master,  28  March,  1814.    Resigned  27  December,  1814. 

Tew,  Henry. 

Master,  28  June,  1812.    Resigned  27  December,  1814. 

Tew,  James  B. 

Mate,  12  January,  1868.  Acting  Ensign,  81  January,  1865.  Honorably  diachaiged 
19  October,  1865. 

Tewksbnry,  James. 

Master,  14  December,  1815.    Died  1  September,  1848. 
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Thaclier,  OIlTer. 

Acting  Master,  4  March,  1862.    HoDorably  discharged  21  November,  1865. 

Thackara,  Alexander  HI. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870 
Master,  12  July,  1871.    Lieutenant,  8  November,  1874. 

Thain,  William  W. 

Actinj?  Third  Assistant  Encfincer,  20  December,  1862.  Honorably  discharged 
80  October,  1865. 

Thall,  Richard. 

Acting  Third  Assistant  Engineer,  4  March,  1863.  Acting  Second  Assistant  Ki. 
gineer,  1  February,  1865.     Honorably  discharged  20  June,  1868. 

Tiiatcher,  Caleb  B. 

Mate,  18  February,  1864.    Honorably  discharged  6  November,  1865. 

Thatcher,  Charles. 

Acting  Ensign,  4  March,  1863.  Acting  Master,  1  December,  1863.  Murdered  at 
Raceousi  Island,  La.,  25  November,  1864. 

Thatcher,  JEdward  C. 

Assistant  Surgeon,  8  July,  1867.    Resigned  1  March,  1873. 

Thatcher,  Henry  C. 

Acting  Assistant  Surgeon,  8  March,  1865.  Honorably  discharged  19  January, 
1866. 

Thatcher,  Henry  K* 

Midshipman, 4  March,  1823.  Lieutenant,  23  March,  1 829.  Lieutenant-Commander, 
28  February,  1833.  Commander,  14  September,  1855.  Commodore,  16  July, 
1862.  Rear-Admiral,  25  July,  1866.  Retired  list,  26  May,  1868.  Died  5  April, 
1880. 

Thatcher,  J.  C. 

Purser,  18  September,  1841.    Lost  in  the  "G^rampt«,"  March,  1843. 

Thatcher,  Joseph  I^* 

Carpenter,  20  February,  1872. 

Thatcher,  liCwis  C. 

Acting  Third  Assistant  Engineer,  9  June,  1864.  Acting  Second  Assistant  Engi- 
neer, 20  March,  1865.    Honorably  discharged  9  December,  1865. 

Thaxter,  Martin  W. 

Acting  Third  Assistant  Engineer,  31  May,  1864.  Honorably  discharged  8  Feb- 
ruary, 1866. 

Thayer,  Edward  N. 

Midshipman,  18  Jmie,  1812.    Resigned  8  March,  1814. 

Thayer,  Foster. 

Acting  Assistant  Surgeon,  17  June,  1864.    Resigned  0  June,  1865. 

Thayer,  Q.  J.  W. 

Midshipman,  23  October,  1832.     Resigned  27  October,  1834. 

Thayer,  Henry  G. 

Acting  Assistant  Paymaster,  24  March,  1864.  Honorably  discharged  12  December, 
1865. 

Thayer,  If«aac* 

Acting  Ensign,  28  March,  1864.     Honorably  discharged  1  August,  1865. 

Thayer,  James. 

Boatswain,  1  April,  1822.     Died  9  January,  1828. 

Thayer,  James. 

Gunner,  27  September,  1860.  Dismissed  9  November,  1864.  Acting  Gunner, 
3  December,  1864.  Dismissed  14  March,  1805.  Re-instated  from  3  December, 
1864.    Resigned  31  October,  1876. 

Thayer,  William  li.  G. 

Acting  Assistant  Paymaster,  17  November,  1864.  Honorably  discharged  15  Octo- 
ber, 1865. 
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Thode,  John  W. 

Mate,  8  January,  1862.    Resigned  23  September,  1862.    Mate,  2  February,  1864. 
Resigned  27  June,  1865. 

Thom^  J.  Pembroke. 

Assistant  Surgeon,  16  March,  1853.     Resigned  27  May,  1857. 

Thorn,  William  H. 

Purser,  15  October,  1799.  Discharged  21  May,  1802,  under  Peace  Establishment 
Act. 

Thomas,  Calvin  F. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  20  June,  1856.  Master* 
22  January,  1858.    Lieutenant,  23  January,  1858.    Died  18  February,  1860. 

Thomas,  Charles* 

Acting  Ensign,  1  September,  1864.     Dismissed  21  November,  1864. 

Thomas,  Charles. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Retired 
list,  4  April,  1867. 

Thomas,  Charles  II. 

Midshipman,  28  November,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lienten- 
ant-Commander,  1  April,  1880. 

Thomas,  Charles  W. 

Chaplain,  29  October,  1853.    Resigned  26  January,  1861. 

Thomas,  Channcy,  Jr. 

Midshipman,  26  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  14  April,  1875. 

Thomas,  Edward. 

Acting  Assistant  Surgeon,  25  January,  1862.    Dismissed  7  April,  1862. 

Thomas,  £.  If. 

Acting  Ensign,  24  April,  1863.    Dismissed  31  October,  1864. 

Thomas,  Engene  B. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1^60.     Master,  12  March,  1868.     Lieutenant,  26.March,  1869. 

ThoiiiaH,  F.  .1. 

Acting  Master,  19  November,  18G1.     Resigned  2  September,  1862. 

Thomas,  Gardner,  Jr. 

Purser,  22  July,  1815.     Died  25  September,  1829. 

Thomas.  Geor^i^e. 

Master,  7  July,  1812.     Last  appearance  on  Records  of  Navy  Department.    Dead. 

Thomas.  George. 

Sailmakcr,  19  December,  1834.     Uctired  list,  16  May,  1873. 

Thomas,  George. 

Mate,  29  September,  1863.  Acting  Ensign,  22  December,  1864.  Honorably  dis- 
charged 2  August,  1865. 

Thomas.  George  £. 

Mate,  14  November,  1861.    Acting  Ensign,  5  April,  18G7.    Died  24  December, 

1867. 

Thomas,  Henry. 

Midshipman,  2  January,  1804.     Resigned  26  September,  1808. 

Thomas,  Henry. 

Master,  25  January,  1814.     Discharged  1  February,  1815. 

Thomas,  Henry  G. 

Carpenter,  10  February,  1844.     Dismissed  27  July,  1861. 

Thomas,  James  R. 

Mate,  21  May,  1864.    Resigned  19  May,  1865. 
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Thomas,  John. 

Mate,  gallantry  in  saving  life  of  two  companions,  27  December,  1862.    Died  2  Oc- 
tober, 1863. 

Tlioinas,  John  A. 

Mate,  10  March,  1864.    Honorably  discharged  18  August,  1865. 

Thomas,  John  D. 

Acting  Ensign,  23  December,  1864.     Honorably  discharged  21  December,  1867. 
Thomas,  John  J. 

Acting  Carpenter,  20  April,  1874. 

Thomas,  John  TL. 

Midshipman,  1  January,  1818.     Lieutenant,  8  March,  1827.     Lost  in  the  ''Ilamet,'' 
10  September,  1829. 

Thomas,  Jonathan. 

Acting  Third  Assistant  Engineer,  17  May,  1861.    Resigned  8  February,  1862. 

Thomas,  Joseph  G* 

Carpenter,  16  March,  1847.    Retired  list,  2  December,  1878. 

Thomas,  Joseph  H. 

Third  Assistant  Engineer,  20  May,  1868.    Second  Assistant  Engineer,  15  Septem- 
ber, 1865.    Resigned  29  November,  1878. 

Thomas,  Josiah. 

Acting  Ensign,  4  October,  1864.    Honorably  discharged  23  September,  1865. 

Thomas,  liloyd. 

Mate,  1  October,  1862.    Acting  Ensign,  16  April,  1863.     Appointment  revoked 
(Sick,)  27  July,  1864. 

Thomas,  Martin  ¥• 

Mate,  4  October,  1862.     Resigned  17  July,  1863.     Mate,  7  September,  1804.    Hon 
orably  discharged  18  August.  1865. 

Thomas,  ]Vathanlel  ^\. 

Acting  Midshipman,  24  September,  1857.     Lieutenant,  1  August,  1862.    Lieuten- 
ant-Commander, 25  July,  1866.     Died  18  September,  1866. 

Thomas,  Richard* 

Midshipman,  3  August,  1798.     Resigned  11  December,  1802. 

Thomas,  Richard. 

Carpenter,  22  January,  1814.     Died  10  December,  1842 

Thomas,  Robert  O. 

Carpenter,  20  June,  1853.     Died  9  May,  1871. 

Thomas,  Saninel,  Jr. 

Acting  Assistant  Paymaster,  27  July,  1863.     Honorably  discharged  28  October, 
1865. 

Thomas,  Thomas. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1810.    Drowned. 

Thomas,  Walter  S. 

Mate,  12  November,  1863.    Appointment  revoked  (Sick,)  17  February,  1865. 

Thomas,  William  £• 

Acting  Ensign,  25  June,  1803.     Acting  Master,  recommendation  of  Commanding 
Otficer,  6  July,  1864.    Honorably  discharged  27  October,  1805. 

Thomas,  William  F. 

Mate,  il  August,  1864.    Honorably  discharged  23  September,  1865. 

Thomas,  William  H. 

Mate.  18  February,  1862.     Acting  Ensign,  26  December,  1862.     Dismissed  80  De- 
cember, 1864. 

Thomas,  William  H. 

Acting  Second  Assistant  Engineer,  9  Jane,  1864.    Appointment  revoked  (Sick,) 
8  August,  1864. 
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Thomas,  W.  R. 

Midshipman,  15  Januar}',  1841.     Died  10  November,  1847 

TliouiUs,  Joseph  S. 

Actiug  Ensign,  8  May,  1804.     Honorably  discharged  9  July,  1896. 

Thompson,  Alexander* 

Midshipman,  20  October,  1815.     Resigned  8  August,  1820. 

Thompson,  Andrew  8. 

Mate,  25  November,  1S03.    Honorably  discharged  19  July,  1865. 

Thompson,  August ns  F. 

Gunner,  8  March,  1»49. 

Thompson,  Augustus  F. 

Acting  Master,  9  April,  1803.    Honorably  discharged  20  October,  1865. 

Thompson,  Benjamin. 

Midshipman,  1  December,  1809.    Killed  in  action  27  April,  1818. 

Thompson,  C.  A. 

Midshi2)man,  1  January,  1812.    Resigned  18  April,  1818. 

Thompson,  V.  A. 

Midshipman, 27  August,  1828.    Passed  Midshipman,  20  February,  1880.    Resigned 
27  September,  1833. 

Thompson,  C.  €•  B. 

Midshipman,  22  December,  1802.     Lieutenant,  15  February,  1809.    Comnuuidcr. 
27  April,  1810.    Captain,  3  March,  1825.     Died  2  September,  1882. 

Thompson,  Charles  A. 

Midshipman,  30  September,  1808.    Graduated  1  June,  1872.    Resigned  7  Harch, 
1873. 

Thompson,  Charles  D. 

Mate,  28  December,  1801.    Acting  Ensign,  23  April,  1803.    Deserted. 
Thompson,  Charles  P. 

Acting  Ensign,  28  October,  1802.    Died  at  Cape  Haytien,  13  July,  1864. 

Thompson,  Charles  P. 

Acting  Assistant  Paymaster,  19  January,  1805.  Assistant  Paymaster,  8  Match, 
1805.    Passed  Assistant  Paymaster,  4  May,  1800.    Paymaster,  1  August,  1866. 

Thompson,  I>.  li. 

Acting  Ensign,  9  October,  1802.    Resigned  (Sick,)  10  June,  1864. 

Thompson,  Ehenezer* 

Carpenter,  10  November,  1849. 

Thompson,  Edward. 

Master,  24  March,  1820.  Last  appearance  on  Records  of  Navy  Department 
Columbus,  1874. 

Thompson,  Edward. 

Mate,  14  May,  1804.     Resigned  31  January,  1805. 

Thompson,  Efi^hert. 

Midshipman,  13  March.  1837.  Passed  Midshipman,  29  June,  1848.  Acting  Mas- 
ter, 12  June,  1840.  Lieutenant.  3  October,  1850.  Commander,  16  July,  1862- 
Captain,  25  July,  1860.     Retired  list,  5  January,  1874.     Died  5  January,  1881. 

Thompson,  £•  H. 

Mate,  15  July,  1804.     Resigned  7  April,  1805. 

Thompson,  F.  A. 

Midshipman,  1  April,  1820.     Resigned  31  December,  1828. 

Thompson,  Fred.  If. 

Acting  Assistant  Paymaster,  18  August,  1802.    Died  5  September,  1868. 

Thompson,  O.  B. 

Acting  Master.  19  June,  1802.     Honorably  discharged  7  February.  1866. 

Thompson,  George. 

Acting  Master,  2  October,  1801.     Hesij^ned  31  May.  1862. 
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Tbompson,  Gilbert  I^. 

Engineer-in-Chief^  1  September,  1842.    Appointment  rcvol  eu  3  October,  184^ 

Thompson,  G.  II. 

Midshipman,  1  February,  1836.    Resigned  12  September,  1831. 

Thompson,  Harrison* 

Mate,  6  December,  1862.    Appointment  revoked  27  December,  1865. 

Thompson,  H*  A*,  Jr* 

Acting  Assistant  Paymaster,  10  February,  1865.     Assistant  Paymaster,  23  c 
1866.    Resigned  10  December,  1866. 

Thompson,  Henry. 

Acting  Master,  29  March,  1862.     Dismissed  27  June,  1862. 

Thompson,  James. 

Chief  Engineer,  14  April,  1842.     Resigned  3  July,  1845. 

Thompson,  James  F. 

Mute,  9  May,  1862.    Acting  Ensign,  16  May,  1864.     Resigned  30  May,  1866. 

Thompson,  John. 

Boatswain,  17  March,  1800.     Last  appearance  on  Records  of  Navy  Departmei 

Thompson,  John. 

Acting  First  Assistant  Engineer,  4  December,  1863.    Honorably  discharged  10 
tober,  1865. 

Thompson,  John. 

Mate,  1()  April,  1863.     Dismissed  29  December,  1864. 

ThompMon,  John,  Jr. 

Actin>;  Third  Assistant  Engineer,  24  December,  1863.    Resigned  23  Noven 
1864. 

Thompson,  John  G. 

Boatswain,  28  August,  1874. 

Thompson,  John  P. 

Acting  Ensign,  10  December,  1864.    Honorably  discharged  30  September,  18( 

Thompson,  John  W. 

Mate,  5  May,  1862.    Acting  Ensign,  9  April,  1863.    Appointment  revoked  11  J 
18(57. 

Thompson,  Jos. 

Midshipman,  1  January,  1812.    Died  at  Norfolk  in  1813  or  1814. 

Thompson,  J.  W.  B. 

Midshipman,  17  February,  1810.     Dismissed  by  Court-Martial,  4  March,  1811. 

Thompson,  M.  JI. 

Third  Assistant  Engineer,  24  May,  1844.     Resigned  25  August,  1845. 

Thompson,  HI.  M. 

Third  Assistant  Engineer,  24  May,  1844.     Resigned  in  July,  1847. 

Thompson,  Nathaniel. 

Master,  1  July,  1812.    Resigned  25  November,  1812. 

Thompson,  Otis  A. 

Mate,  3  May,  1862.    Acting  Ensign,  24  January,  1864.     Honorably  discha 
22  May,  1867. 

Thompson,  Otis  P. 

Acting  Third  Assistant  Engineer,  J.S  November,  1862.      Honorably  discha 
5  November,  1865. 

Thompson,  Rohert. 

Boatswain,  9  July,  1798.     Last  appearance  on  Records  of  Navy  Department 

Thompson,  Robert  M. 

Midshipman,  30  July,  1864.      Graduated  June,  1868.     Ensign,  19  April, 
Master,  12  July,  1870.    Resigned  18  November,  1«71. 

Thompson,  Smith,  Jr. 

Third  Assistant  Engineer,  1  June,  1842.    Resigned  13  January,  1846. 
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Thompson,  Strong  B« 

Midshipman,  13  April,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenint, 
24  July,  1843.    Resigned  24  June,  1850. 

Thompson,  Theodore  S. 

Acting  Assistant  Paymaster,  9  October,  1863.  Mustered  out  23  August,  1865. 
Assistant  Paymaster,  23  July,  1866.  Psssed  Assistant  Paymaster,  1  Februarr, 
1808.    Paymaster,  25  January,  1878. 

Thompson,  Thomas  €• 

Acting  Ensign,  23  November,  1866.    MusuhmI  out  30  November,  ISC's. 

Thompson,  Thomas  If. 

Acting  Third  Assistant  Engineer,  20  August,  1864.  Honorably  diauhaiged  7  July, 
1805. 

Thompson,  Thomas  B. 

Acting  Third  Assistant  Engineer,  6  January,  1865.  Honorably  discharged 
30  June,  1805. 

Thompson,  William* 

Sailmaker,  8  June,  1812.    Resigned  11  May,  1813. 

Thompson,  William. 

Acting  Master,  21  March,  1862.    Honorably  discharged  18  November,  1865. 

Thompson,  William. 

Mate,  4  October,  1802.    Resigned  15  September,  1864. 

Thompson,  William  €• 

Gunner,  28  July,  1840.    Resigned  13  November,  1849. 

Thompson,  William  II. 

Midshi2)man,  27  December,  1837.    Passed  Midshipman,  29  June,  1848.     Master, 
^      27  September,  1850.    Died  15  March,  1851. 

Thompson,  William  H. 

Assistant  Pavmaster,  9  September,  1361.  Paymaster,  12  Julv,  1^02.  Resigned 
27  March,  i866. 

Thompson,  William  H. 

Acting  Second  Assistant  Engineer,  21  February,  1863.  Acting  First  AssistaDt 
Engineer,  21  March,  1865.    Honorably  discharged  16  November,  18G5. 

Thompson,  William  II. 

Mate,  23  January,  1802      lU'signed  24  February,  1863. 

Thompson,  William  J. 

Acting  Assistant  Paymaster,  29  March,  1865.  Assistant  Paymaster,  .23  July, 
1806. 

Thompson,  William  K. 

Mate,  6  April,  1802.     Dismissed  9  June,  1802. 

Thompson,  William  S. 

Acting  First  Assistant  Engineer,  14  October,  1863.    Killed  6  April,  1865. 

Thompson,  W^inlleld  l^oott. 

Third  Assistant  Engineer,  10  September,  1858.  Tendered  resignation  7  December, 
1861.  No  record  o  its  acceptance.  In  Confederate  Navy,  First  Assistiint  Kn- 
gineer,  15  May,  1862. 

Thomson,  Cnrtis  H. 

Assistant  Paymaster,  21  December,  1869.  Passed  Assistant  Paymaster,  19  Aogust, 
1876.    Diedl3  July,  1881. 

Thomson,  Eklward  R. 

Midshipman,  1  December  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant 
8  March,  1837.  Commander,  14  September,  1855.  Retired  list,  3  December. 
1^1.    Commodore  on  Retired  list,  4  April,  1867.    Died   13  February,  1879. 

Thomson,  George  A. 

Mate,  30  November,  1863.    Acting  Ensign,  16  December,  1864.    Honorably  dis- 
charged 16  September,  1865. 
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Tbomson,  Janips  W.,  Jr. 

Tliird   ABsistant  En^'initr,  211  June,   1856.     First  AsBistant  EDginecr,  1  August, 
1859.    Chief  Engineer,  3  February,  1862. 
Thomson,  Robert. 

CbapluiD,  12  Jul;,  1800.    Last    appesrauce  on  Records  of  Navy  Department, 

Deud. 

Thomson,  M'Ullam  J. 

Acting  AasiBtant  Pnymaati 

Pusacd  Assistant  Pajtuui 

Thorblirn,  Charlet*  F.. 

Hidshipman,  9  Sepl«nibcr,   1047.     Passed   Midshipman,  10  June,  1853.     Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Rcsigued  21  July,  1860. 
Thorburn,  Henry  A. 

Hate,  36  August,  1863.    II[>nor)il>)y  discharged  31  August,  1865. 
Thorburn,  Henry  G. 

Mate,  17  May,  1864.     Appointment  revoked  24  July,  1866. 
Thorburn.  Robert  It. 

Midsbipman,  30  Murcb,  1820.    Lieutenant,  17  May,  1828.    Commander,  3  October, 
1850.    Reserved  list,  13  Beptember,  1855.    Commander  on  ActiTe  list,  !I  Octo- 
ber, 1850.    Resigned  22  April,  1861. 
Thoring,  Ferdinand  E. 

Acting  Third  Assistant  Engineer,  9  February,  18S4.     Resigned  27  SeptemlMi, 
1864. 
Thorn,  Herman, 

Purser,  24  July,  1818.    Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 
Thorn,  Jonathan. 

Midshipman,  28  April    1800.     Lieutenant,  16  February,  1807.     Furloughed  18 
Maj,  1810.    Since  Dead. 
Thorn,  Robert  L. 

Assistant  Surgeon,  17  June,  180G.    Sui^eon,  3  March,  18O0.     Died  18  August, 
1827. 
Thorn,  Snmnel  O. 

Acting  Assistant  Paymaster.  24  February.  1802.     Resigned  12  November.  I&UH. 
Thorn,  William  H. 

Midsbipmnn,  ^  August,  1800.     nismissed  3  May,  1805, 
Thomborongh.  IV. 

Quncer,  29  November,  1798.    I^st  appearance  on  Records  of  Navj  Department 
Tborndyke,  Larkln. 

Surgeon,  3  July,  1798.    Died  24  Muv.  1800. 
Thome,  C.  A. 

Mate,  U  June,  1862.     Dismissed  11  April,  1866. 
Thorne,  CfanrleB  H. 

Mate,  6  July,  1863. 
Thorne,  Edgar  C. 

Mate,  21  January,  1863.    Deserted  10  March,  1863. 
Tborne,  Geoi^e  W. 

Third  Assistant  Engineer.  3  August.  1861.     Second  A ssisfauit  Engineer,  8  August, 
1868.    Resigned  5  November,  1863. 
Tborniley,  W. 

Midshipman,  30  November,  1814.     Died  2  March,  1818. 
Thornley,  John. 

Assistant  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  7  March.  1846. 
Burgeon.  1  Sept«mber,  1855.  Retired  list,  1  June,  1861.  Medical  Director, 
Retired  list,  3  March,  1871. 
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Thornton,  Alexander  B. 

Acting  Assistant  Paymaster,  27  August,  1803.    Dismissed  17  January,  18<US. 
Thornton,  Charles  F. 

Assistant  Surgeon,  22  September,  1800.  Last  appearance  on  Records  of  Nary 
Department 

Thornton,  D.  MeC  F. 

Purser,  3  March,  1825.    Dismissed  13  June,  1850. 

Thornton,  Franels  A* 

Purser,  25  April,  1812.    Died  25  February,  1862. 

Thornton,  Qllhert  F. 

Assistant  Paymaster,  6  September,  1861.  Paymaster,  6  February,  1862.  Pay 
Inspector,  14  October,  1871. 

Thornton,  James  S* 

Midshipman,  15  January,  1841.  Passed  Midshipman,  20  August,  1847.  ActiD*:^ 
Master,  7  May,  1855.  Dropped  28  September,  1855.  Lieutenant  on  Actire  lisu 
16  September,  1855.  Lieutenant-Commander,  16  July,  1862.  Commmiider^ 
25  July,  1866.    Captain,  24  May,  1872.    Died  14  May,  1875. 

Thornton,  J*  B. 

Midshipman,  18  June,  1812.    Resigned  23  May,  1815. 

Thornton,  Thomas. 

Sailmaker,  5  October,  1812.    Resigned  11  April,  1814. 

Thornton,  William. 

Midshipman,  80  April,  1800.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act 

Thorp,  Abner. 

Acting  Assistant  Surgeon,  15  May,  1863.   Honorably  discharged  1  November,  1865. 

Thorp,  £dwln  1<. 

Acting  Second  Assistant  Engineer,  9  January,  1863.  Acting  First  Assistant  En- 
gineer, 28  July,  1863.    Honorably  discharged  19  December,  1867. 

Thrin,  IVathaniel. 

Acting  Master  and  Pilot,  1  October,  1864.    Resigned  8  May,  1865. 

Throekmorton,  G.  S. 

Midshipman,  18  December,  1887.  Passed  Midshipman,  29  June,  1843.  Resigned 
4  August,  1845. 

Throckmorton,  Reid  R. 

Acting  Third  Assistant  Engineer,  19  November,  1864.    Resigned  17  May,  1865. 

Thrnsten,  Edmnnd  T. 

Midshipman,  20  June,  1806.     Resigned  25  March,  1810. 

Thrnston,  George  £. 

Acting  Master,  15  August,  1861.     Dismissed  16  September,  1868. 

Thrnston,  John. 

Midshipman,  27  October,  1841.    Resigned  13  December,  1841. 

Thruston,  J.  J. 

Midshipman,  2  February,  1829.     Resigned  6  June,  1836. 

Thnmbert,  James  £. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Resigned  (Sick,)  20  ApriU 
1865. 

Thnrber,  Frank  If. 

Acting  Third  Assistant  Engineer,  29  November,  1862.  Acting  Second  Assistanr 
20  February,  1864.    Honorably  discharged  9  August,  1865. 

Thurston,  Charles  S. 

Acting  Ensign,  6  December,  18<>4.     Honorably  discharge<]  7  August,  186.5. 

Thnrston,  Clarke. 

Acting  Third  Assistant  EngiiRMM*.  21  .luly,  1864.     Honorably  discharged  29  Sep- 
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Thurston,  George  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.    Resigned  7  July,  1864. 

Thnrslon,  Robert  H. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    First  Assistant  Engineer,  30  January,  1865.    Resigned  1  April,  1872. 

Thurston,  Spencer  D. 

Acting  Third  Assistant  Engineer,  22  February,  1864.    Resigned  10  September, 
1864. 

Thnteher,  Joseph  li. 

Carpenter,  20  February,  1872. 

Thwing,  Chester  HI. 

Acting  Ensign,  4  November,  1863.    Honorably  discharged  8  January,  1866. 

Thwing,  Samnel. 

Master,  14  May,  1814.    Died  at  Washington,  1815. 

Tihhatts,  Zaehary  T. 

Mate,  26  November,  1863.    Acting  Ensign,  31  October,  1864.    Honorably  dis- 
charged 12  September,  1865. 

Tihhetts,  Howard. 

Acting  Master,  29  October,  1861.    Resigned  9  June,  1865. 

Tihhitts,  Henry. 

Surgeon,  1  March,  1799.    Died  22  July,  1799. 

Tlhbltts,  Riehard  S. 

Lieutenant,  7  January,  1799.    Resigned  5  February,  1800. 

Tiee,  Theophllns. 

Mate,  28  March,  1862.    Dismissed  15  July,  1862. 

Tiee,  William  B. 

Mate,  17  January,  1864.    Resigned  30  May,  1865. 

TIetuier,  Thomas. 

Boatswain,  19  October,  1799.    Last  appearance  on  Records  of  Navy  Department, 

24  October,  1799. 

Tleknor^  Henajah. 

Surgeon,  10  July,  1824.    Died  20  September,  1858. 

Tier,  James  €• 

Acting  Carpenter.  23  December,  1863.     Honorably  discharged  1  March,  1866. 

TIernej,  Tiiomas. 

Mate,  23  December,  1862.     Acting  Ensign,  24  June,  1864.     Appointment  revoked 
(Sick,)  22  December,  1864. 

Tifiany,  Otis  €• 

Assistant  Paymaster,  12  May,  1875. 

Tilby,  William. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  5  June,  1865. 

Tllden,  Alfred  O. 

Acting  Second  Assistant  Engineer,    17  April,    1865.      Honorably    discharged 

25  May,  1868. 

Tllden^  John. 

Midshipman,  14  January,  1800.     Resigned  24  December,  1800. 

Tllden,  John  O. 

Carpenter,  4  May,  1876. 

Tllden,  Thomas  B. 

Midshipman,  11  November,  1821.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.    Boston. 

Tilden,  Thomas  B. 

Midshipman,  1  January,  1815.     Resigned  6  February,  1820. 

Tilghman,  £« 

Mate.    Dismissec  20  July,  1862. 
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Tllfi^hman,  Edward. 

Assistant  Ensign,  14  July,  18G3.    Honorably  discharged  20  Sfptcmbcr,  1865 

Til&rhman,  II.  €• 

Midshipman,  1  February,  1828.    Resigned  24  July,  1835. 

Tilghnian,  Richard  li. 

Midshipman,  27  October,  1830.    Passed  Midshipman,  4  Jane,  1836.     LieuteBanti 
8  September,  1841.     Resigned  23  April,  1861. 

Tilg^hman,  R.  L. 

Midshipman,  24  June,  1799.     Resigned  7  December.  1802. 

Tilg^liman,  R.  li. 

Midshipman,  1  May,  1828.     Lost  in  the  '*//<wn^,"  10  September,  1829. 

Tilley,  Benjamin  F. 

Midshipman,  23  September,  1803.    Graduated  June,  1867.    Ensigiif  18  Decanbflr, 
1808.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Tilley,  Edward. 

Assistant  Surgeon,  28  March,  1820.     Died  in  1822. 

Tillingiiast,  Alexander. 

Acting  Master,  5  April,  1862.    Honorably  discharged  22  August,  1865. 

Tillingiiast,  Charles  II. 

Mate,  15  October,  1861.     Resigned  7  April,  1863. 

Tillin|!;liast,  T.  G. 

Midshipman,  1  January,  1808     Lieutenant,  24  July,  1813     Lost  in  the  ^Wuf* 
in  1815. 

Tillotson,  E.  K. 

Midshipman,  1  September,  1811.    Last  appearance  on  Records  of  Nayv  Depart- 
menty  16  December,  1812.    Dead. 

TilEotson,  Koward. 

Midshipman,  8  September,  1835.    Resigned  12  March,  1840. 

Tillot«on,  J.  1j, 

Midshipman,  19  October,  1841.    Resigned  14  May,  1846. 

Tillotson,  John  H. 

Midshipman,  80  July,  1842.    Resigned  15  February,  1849. 

TillotHon,  R.  M. 

Midshipman,  29  May,  1833.    Passed  Midshipman,  6  Julv,  1839.     Resigned  17  Oc- 
tober, 1840. 

Tillson,  Alonzo  W. 

Acting  Ensign,  7  January,  1863.    Honorably  dischai^ed  10  December,  1865. 

Tilton,  Edward  G. 

Midshipman,   1  May,  1822.    Passed  Midshipman,  24  May.  1828.    Lieateuat, 
3  March,  1831.    Commander,  1  August,  1853.     Died  8  February,  1861. 

Tilt  on,  Nelieniiah. 

Midshipman,  9  November,  1813.    Resigrned  10  July,  1822. 

Tillon,  Tliontas. 

Acting  Third  Assistant  Engineer,  11  November,  1864.    Honorably  diachuged 
19  June,  1865. 

Tilton,  Walter  H. 

Mate,  9  December,  1862.    Resigned  3  May,  1866. 

Timberlake,  J.  B. 

Purser,  25  April,  1812.    Died  2  April,  1828. 

Tlmberlake,  B.  B. 

Midshipman,  16  January,  1809.     Resigned  24  June,  1811. 

Ttmberlake,  B.  T. 

Purser,  26  March,  1814.    Last  appearance  on  Records  of  Navy  Department,  181^ 
Lake  Erie. 
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Tinmiemiaii,  lionis  F. 

Acting  Master,  11  April,  1802.     Honorably  dischurged  11  January,  1866. 

Tlmmonds,  R«  If. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  29  .January,  1863.  Re 
28  October,  1868. 

Tlnelli   Joseph  J. 

Mate,  25  November,  1863.     Resigned  22  December,  1801. 

Tingey,  Thomas. 

Captain,  8  September,  179H.  Discharged  under  Peace  Establishment  Act 
not  known. 

Tingey,  Thomas. 

Captain,  23  November,  1804.     Died  2t)  February,  1^529. 

Tinker,  Cornelius  THi. 

Acting  Master,  26  February,  1862.     Died  on  *•  Kdrella,''  27  May,  1863. 

Tinlcer,  Thomas  €. 

Mate,  4  February,  1864.  Acting  Ensign,  9  Marcii,  1865.  Honorablv  disch 
81  August,  1865. 

Tinlcham,  Kosea  £• 

Mate,  12  December,  1861.  Acting  Ensign,  26  October,  186a.  Ilcmorabl 
charged  18  May,  1867. 

Tinliham,  James  H. 

Assistant  Surgeon,  80  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1804. 
geon,  6  December,  1865.    Died  2  .Tune,  1879. 

Tinslar,  Benjamin  R. 

Surgeon,  4  December,  1828.     Died  23  November,  1864. 

Tippett,  Thomas  A. 

Midshipman,  9  June,  1811.  Lieutenant,  5  March,  1817.  Last  appearance  o 
cords  of  Navy  Department,  1822.    Dead. 

Tipton   William. 

Acting  Second  Assistant  Engineer,  18  July,  1862.  Acting  First  Assistan 
gineer,  20  October,  1863.    Honorably  discharged  25  December,  1865. 

Tisdale^  Nalhaniel. 

Assistant  Surgeon,  10  March,  1799.     Struck  off  16  April,  1«04. 

TistadI,  Charles. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistan 
gineer,  22  April,  1863.  Acting  First  Assistant  Engineer,  10  August, 
Honorably  discharged  26  April,  1867. 

Titcomh^  Jonathan,  Jr. 

Master,  15  October,  1798.  Lieutenant,  20  June,  1799.  discharged  30  April, 
under  Peace  Establishment  Act. 

Titcomb,  Michael,  Jr. 

Lieutenant,  15  October,  1798.  Discharged  30  April,  1801,  under  Peace  Esta 
ment  Act. 

Titcomb,  OliTor. 

Acting  Chief  Engineer,  1  October,  1862.    Resigned  8  July,  1863. 

Titcomh,  Walter  I^. 

Acting  Ensign,  7  October,  1863.     Lost  on  "  Tecumseh.''  5  August,  1864. 

Tittcomb,  Joseph  A. 

Acting  Master,  14  August,  1861.     Resigned  5  July,  1862. 

Titns,  Ira. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  D 
ment,  1816.    Furloughed. 

Tobey,  Frank  A. 

Mate,  26  May,  1864.    Resigned  (Sick,)  23  March,  1865. 

Tobey^  John  O. 

Acting  Assistant  Paymaster,  22  June,  1864.    Mustered  out  19  April,  1866. 
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Tobln,  John  A. 

Second  Assistant  Engineer,  4  October,  1  b70.     Passed  Assistant  £ng^ixieer«  3  Octo- 
ber, 1877. 

Todd,  Chapman  €. 

Midshipman,  9  October,  1861.    Graduated  June,  1866.    Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Todd,  Charles  J. 

Acting  Assistant  Paymaster,  11  April,  1863.    Mustered  out  5  December,  1865. 

Todd,  George  B. 

Acting  Assistant  Surgeon,  17  October,  1862.    Acting  Passed  Assistant  Sorgeoa, 

12  April,  1865.    Honorably  discharged  2  July,  1868.    Acting  Passed  AssiBtaat 
Surgeon,  12  December,  1873.    Died  20  September,  1874. 

Todd,  George  IV.,  Jr. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Api>ointment  revoked  (SickJ 
10  October,  1863. 

Todd,  Henry  D. 

Acting  Midshipman,  28  May,  1853.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 15  June,  1860.  Master,  24  October,  1860.  Lieutenant,  8  April,  IML 
Lieutenant-Commander,  2  January,  1863.  Resigned  19  October,  1866.  Pro- 
fessor, 16  September,  1877. 

Todd,  James  II. 

Acting  Midshipman,  2  October,  1851.  Midshipman,  10  June,  1854.  Died  80  Dt- 
cember,  1855. 

Todd,  John  G. 

Midshipman,  9  June,  1811.    Drowned  5  October,  1811. 

Todd,  John  G. 

Midshipman,  1  April,  1828.     Resigned  11  June,  1836. 

Todd,  John  N. 

Purser,  1  March,  1815.    Dismissed  11  November,  1845. 

Todd,  Joshna  D. 

Midshipman,  26  June,   1835.      Passed    Midshipman,  22    June,   1841.      Master, 

13  August,  1847.     Lieutenant,  16  May,  1848.     Died  25  December,  1861. 

Todd,  OliTer. 

Midshipman,  1  May,  1827.  Passed  Midshipman,  10  June,  1833.  LieutenaDt, 
28  February,  1838.     Died  at  Sea,  1  December,  1845. 

Todd,  Sauinel  P. 

Purser,  1  March,  1813.     Died  10  May,  1858. 

Todd,  William  E. 

Acting  Third  Assistant  Engineer, 8  February,  1865.  Honorably  dischaiged  8  Jan- 
uary, 1866. 

Tole,  James  C. 

Acting  Master,  12  July,  1862.     Honorably  discharged  14  October,  1865. 

Toler,  Hng^h  K. 

Midshipman,  3  March,  1779.  Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act 

Toler,  William  P. 

Midshipman,  19  October,  1841.     Resigned  12  December,  1848. 

Tolfree,  James  £• 

Acting  Assistant  Paymaster,  13  September,  1862.  Assistant  Paymaster,  8  March. 
1865.    Paymaster,  22  January,  1866. 

Telle,  William  T,. 

Acting  Second  Assistant  Engineer,  1  December,  1863.  Appointment  rerokcii 
(Sick,)  9  November,  1864. 

Tompkins,  Franeis. 

Purser,  19  November,  1799.  Discharged  6  June,  1801,  under  Peace  Establi«li* 
ment  Act. 


GENERAL  NAVY  REGISTER.  ' 

Vompklns,  Griffin. 

Midshipman,  11  July,  1818.    Resigned  22  May,  1826. 
Tompkins,  John. 

Midshipman,  30  November,  1814.    Last  appearance  on  Records  of  Navy  Depi 
ment,  1821.    Furloughed. 

TompkinH,  William  O. 

Mate,  1  September,  1862.    Honorably  discharged  15  February,  1866.    Boatswf 

23  February,  1866. 

Tomlin,  Geori^e. 

Midshipman,  15  November,  1809.    Died  18  December,  1813. 
Tomlinson,  Samuel. 

Acting  Third  Assistant  Engineer,  17  May,  1861.    Acting  Second  Assistant  ] 
gineer,  15  October,  1863.    Honorably  discharged  26  October,  1865. 
Tomlinson,  William  M. 

Mate,  21  September,  1861.    Appointment  revoked  (Sick,)  23  April,  1863. 
looker,  CharleH. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  16  Septemfc 

"Toele*  John* 

Midshipman,  80  November,  1814.    Lost  in  the  ^'^Epervier^^  1815. 

Tooley,  Kenry. 

Midshipman,  1  January,  1825.    Passed  Midshipman,  4  June,  1831.     Resign 

24  September,  1832. 

'Toombs^  .*Jam«s  H. 

Third  Assistant  Engineer,  19  February,  1861.  Declined  appointment  24  Ap: 
1861. 

'Toombs,  Thomas  II. 

Mate,  15  March,  1862.    Resigned  23  March,  1865. 

Toomer,  J.  li. 

Midshipman,  3  February,  1837.    Resigned  23  September,  1840. 
Toon,  William  H. 

Midshipman,  21  April,  1848.    Resigned  8  December.  1853. 

Tootell,  James. 

Purser,  6  May,  1803.    Died  September,  1809. 

Toothaker,  Samuel  G. 

Acting  Ensign,  20  January,  1863.  Honorably  discharged  10  December,  18< 
Actmg  Ensign,  5  July,  1866.    Mustered  out  4  October,  1867. 

Topham,  P.  HI. 

Master,  27  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  18: 
Newport,  Rhode  Island. 

Topham,  Philip  II. 

Mate,  28  August,  1863.    Appointment  revoked  23  November,  1864. 

TopliflT,  James  €• 

Acting  Assistant  Paymaster,  5  August,  1861.    Resigned  17  July,  1863. 

TopliflT,  Thomas. 

Mate,  20  April,  1864.    Resigned  4  January,  1865. 

Toppan,  Francis  W. 

Cadet;  Midshipman,  22  September,  1873.    Graduated  18  June.  1879. 

Toppin,  John  D. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  Decemb 
1862.  Retired  11  May,  1867.  First  Assistant  Engineer  on  Retired  list,  24  Ju 
1867. 

Topping,  Edward  R. 

Mate,  20  January,  1863.     Appointment  revoked  9  March,  1864. 

Toralles,  JEdward. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Honorably  discharged  1  Oct 
ber,  1865. 
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Torbert,  William  F.  A. 

Acting  Assistant  Paymaster,  11  May,  1864.  Passed  Assistant  Paymaster,  28  Julj, 
1866.    Paymaster,  16  September,  1868.    Died  2  October,  1874. 

Tombobm,  M.  S. 

Acting  First  Assistant  Engineer,   14   December,   1804.     Honorably   discliannd 
.      3  May,  1868.  ** 

Torney,  George  H. 

Assistant  Surgeon,  1  November,  1871.  Passed  Assistant  Surgeon,  18  December 
1874.    Resigned  9  July,  1875. 

Torrey,  Josepb. 

Gunner,  date  not  known.  Acting  Lieutenant,  27  December,  1798.  Diachazeed 
14  January,  1800. 

ToBcan^  Frank. 

Midshipman,  18  June,  1812.    Killed  in  action  28  June,  1814. 

Tosoan,  TVessldor. 

Midsbipman,*l  April,  1814.     Died  in  August,  1818. 

Totten,  Benjamin  J. 

Midshipman,  2  March,  1823.  Passed  Midshipman,  20  February,  1880.  Lieuten- 
ant, 29  March,  1834.  Conunander,  14  September,  1855.  Retired  list,  1  October. 
1864.    Commodore  on  Retired  list,  4  April,  1867.    Died  9  May,  1877. 

Totten,  George  HI. 

Midshipman,  5  May,  1831.  Passed  Midshipman,  15  June,  1837.  LieatenaDt, 
8  September,  1841.    Died  18  July,  1857. 

Totten,  George  M. 

Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Totten,  WaAbington. 

Midshipman,  8  November,  1847.  Passed  Midshipman,  10  June,  1853.  Died 
27  December,  1854. 

Toncbton,  William  H. 

Acting  Third  Assistant  Engineer,  31  March,  1864.  Hpnorablv  discharged  9  Jan- 
uary, 1866. 

Toncbton,  William  H. 

Acting  Third  Assistant  Engineer,  9  October,  1866.     Mustered  out  28  April,  ISOi'. 

Ton  1  III  an.  IT.  F. 

Midshipman,  1  February,  1827.     Resigned  15  August,  1831. 

Tonrtelotte,  J.  F. 

Acting  Assistant  Surgeon,  5  March,  1863.    Honorably  discharged  15  December, 

1868. 

Tower,  Andrew. 

Acting  Assistant  Paymaster,  2  July,  1863.    Honorably  discharged  10  December. 

1865. 

Tower,  deor^e  Edward. 

Third  Assistant  Engineer,  17  January,  1862.  Second  Assistant  Engineer,  1  Octo- 
ber, 1803.    First  Assistant  Engineer,  1  January,  1868. 

Tower,  George  B.  JV. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer 
2  August,  1859.  First  Assistant  Engineer,  16  October,  1861  Chief  Engineer 
10  November,  1863.    Resigned  29  September,  1865. 

Towers,  John. 

Master,  29  December,  1812.    Discharged  27  April,  1813. 

Towle,  Henry  R. 

Acting  Ensign,  12  January,  1863.    Honorably  discharged  10  July,  1865. 

Towle,  Phineas  S. 

Acting  Assistant  Paymaster.  8  February,  1864.    Honorably  discharged  20  Norem- 
ber,  1865. 
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Town,  John. 

Sailmaker,  22  May,  1804.     Resigned  30  January,  1807. 

Towne,  F.  Warren. 

Mate,  20  January,  1862.    Acting  Ensign,  20  November,  1868.    Honorably  dis- 
charged 80  December,  1865. 

Towne,  Natban  P. 

Third  Assistant  Engineer,  6  January,  1862.  Second  Assistant  Engineer,  1  Octo- 
ber, 1863.    First  Assistant  Engineer,  1  January,  1868. 

Towne,  Samuel  H. 

Acting  Third  Assistant  Engineer,  8  December,  1863.  Acting  Second  Assistant 
Engineer,  7  March,  1865.    Honorably  discharged  1  March,  1866 

Towner,  Benjaidln. 

Gunner,  7  February,  1826.    Died  in  1834. 

Townley,  Charles  £• 

Mate,  14  September,  1864.    Honorably  discharged  7  July,  1865. 

Townley,  Richard  H. 

Midshipman,  21  June,  1870.    Graduated  21  June,  1875.    Ensign,  8  Augnsc,  1876. 

Townrow,  Frederick  W. 

Third  Assistant  Engineer,  20  May,  1863.  Second  Assistant  Engineer,  25  July, 
1866.    Dropped  11  June,  1878. 

Townsend,  Alonzo. 

Mate,  18  November,  1862.    Resigned  29  September,  1863. 

Townsend,  Benjamin  €• 

Acting  Ensign,  8  December,  1864.    Honorably  discharged  25  October,  1865. 

Townsend,  Frank  H. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  12  April,  1866. 

Townsend,  John  S. 

Midshipman,  18  November,  1814.    Died  16  April,  1820. 

Townsend,  I^emnel. 

Carpenter,  31  December,  1836.    Discharged  28  November,  1837. 

Townsend,  Robert. 

•Midshipman,  1  August,  1837.  Passed  Midshipman,  29  June,  1843.  Lieutenant, 
11  October,  1850.  Resigned  7  April,  1851.  Acting  Lieutenant,  17  September, 
1861.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Died  15  August, 
1866. 

Townsend,  S.  D. 

Assistant  Surgeon,  8  May,  1815.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Washington,  1874. 

Toy,  William  D. 

Carpenter,  28  October,  1858. 

Tracy,  Charles  W. 

Acting  Midshipman,  27  October,  1859.  Ensign,  10  December,  1862.  Lieutenant. 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list, 
22  October,  1878. 

Tracy,  N.  W. 

Mate,  4  September,  1868.    Honorably  discharged  5  October,  1865. 

Tracy,  Thomas  F. 

Mate,  1  April,  1863.  Acting  Ensign,  1  September,  1863.  Honorably  discharged 
20  December,  1865.  ^ 

Train,  Charles  J. 

Midshipman,  28  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 30  June,  1869. 

Train,  Samuel  F. 

Acting  Assistant  Paymaster,  1861.  Resigned  18  June,  1862.  Acting  Assistant 
Paymaster,  28  June,  1862.    Died  1  November,  1868. 
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Trainer,  Edward. 

Acting   Third    Assistant    Engineer^    20    Marcn,    186:^      Appointment  revoked 

23  June,  1865. 

Trant,  James. 

Master,  10  April,  1799.    Resigned  31  March,  1802. 

Trant,  James. 

Master,  16  May,  1804.    Lieutenant,  5  May,  1817.     Died  11  September,  1820 

Trapier,  Panl  H. 

Midshipman,  1  January,  1825.     Resigned  28  September,  1830. 

Trapier,  Richard  S. 

Midshipman,  21  December,  1831.    Passed  Midshipman,  15  .June,  1837.     Lieuten- 
ant, 8  September,  1841.     Resigned  30  December,  1816.      » 

Traslc,  B.  P. 

Mate.     Acting  Ensign,  8  November,  1862.    Appointment  revoked  6  June,  1865. 

Tratben,  Cbarles. 

Mate,  12  February,  1862.     Actii:^  Ensign,  8  September,  18G3. 

Tratlien,  James. 

Mate,  27  December,  1861.    Acting  Volunteer  Lieutenant,  26  August,  1861.    Acting 
Yoiuntcer   Lieutenant-Commander,    16    May,    1865.      Honorably    dinchizged 

26  May,  1866. 

Traa,  Adam. 

Assistant  Surgeon,  18  June,  1866.     Resigned  1  March^  1871. 

Traa,  Adam. 

Acting  Assistant  Surgeon,  27  April,  1866. 

Tracer,  fjorenzo. 

Acting  Assistant  Surgeon,  22  November,  1861.     Honorably  discharged  18  October, 
1868. 

TraTis,  William  Jj. 

Midshipman,  4  July,  1805.    Resigned  30  March,  1808. 

Treadway,  William. 

Acting  Third  Assistant  Engineer,  25  January,  1864.    Honorably  discharged  6  Sep 
tember,  1867. 

Treadwell,  Passmore. 

Acting  Assistant  Surgeon,  30  June,  1802.      Honorablv  discharged    28  March, 
1867. 

Treat,  Bradford  E. 

Mate,  2  January,  1864.    Appointment  revoked  (Sick,)  14  March,  1865. 

Treat,  John  F. 

Acting  Master.    Died  20  October,  1863. 

Treat,  Bicliard  A. 

Mate,  26  September,  1863.    Appointment  revoked  31  October,  1864. 

Trebby,  Samael. 

Sail  maker,  date  not  known.     Last  appearance  on  Records  of  Navy  Department^ 
1824.    Norfolk. 

Tremaine,  Hobart  Ij. 

Midshipman,  26  September,  1804.     Graduated  June,  1868.     Master,  12  July,  1S70. 
Lieutenant,  26  January,  1872. 

Trenchard,  Edward. 

Midshipman,  80  April,   1800.      Lieutenant,   18   Februarv,    lJi07.      Commander, 

24  July,  1813.    Captain,  5  March,  1817.     Died  3  Novenjber.  1824. 

Trenchard,  Stephen  B. 

Midshipman,  23  October,  1834.    Passed  Midshipman,  16  July,  1840.     Lieutenant, 

27  February,  1847.  Commander,  16  July,  1802.  Captain,  25  July,  1866. 
Commodore,  7  May,  1871.  Rear-Admiral,  10  August,  1875.  Retired  lirt» 
10  July,  1880. 
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Treseott,  Peter. 

Mate,  13  April,  1863.    Resigned  15  September,  1864. 

Treirett,  J<i9epb. 

Assistant  Surgeon,  2  May,  1809.    Dismissed  9  April,  1810. 

Treirett,  Samuel  R.,  Jr. 

Surgeon,  8  March,  1809.  Last  appearance  on  Records  of  Navy  Department,  1823. 
Dead. 

TreTitt,  Benjamlii. 

Master,  9  September,  1812.    Resigned  19  January,  1815. 

TreTor,  Francis  Ti. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer 
2  J  une,  1868.    Resigned  26  June,  1 869. 

Trezeirant,  Peter. 

Purser,  10  March,  1799.  Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 

Tribon,  Bavid  H. 

Chaplain,  5  February,  1872. 

Trllley'  Josepb. 

Third  Assistitnt  Engineer,  11  August,  1860.  Second  Assistant  Engineer,  30  July, 
1862.  First  Assistant  Engineer,  20  July,  1864.  Chief  Engineer,  31  January, 
1873. 

Trimble,  Jobn. 

Sailmaker,  30  September,  1818.    Died  September,  1824. 

Trimble,  R.  m. 

Acting  Assistant  Paymaster,  14  October,  1861.     Resigned  27  October,  1868. 

Tripler,  Byron. 

Mate,  5  October,  1863.    Honorably  discharged  2  August,  1868. 

Triplett,  James  M. 

Mate,  12  November,  1862.    Dismissed  19  December,  1862. 

Triplett,  Tbomas. 

Surgeon,  14  October,  1799.     Resigned  10  July,  1804. 

Triplett,  Tbonias. 

Surgeon,  6  Mwy,  1806.    Resigned  5  July,  1810. 

Tripp,  Alden  W. 

Mate,  9  September,  1862.    Dismissed  23  April,  1864. 

Tripp,  Georf'e  B. 

Acting  Assistant  Paymaster,  20  June,  1862.     Mustered  out  5  August,  186(5. 

Tripp,  Greenleaf  G. 

Acting  Ensign,  9  June,  1864.    Honorably  discharged  4  September,  1865. 

Tripp,  Ijysander  €• 

Acting  Assistant  Paymaster,  28  August,  1863.     Mustered  out  24  October,  186G'. 
Trippe,  Jobn. 

Midshipman,  5  April,  1799.  Master,  6  May,  1803.  Lieutenant,  9  January,  1807. 
Died  9  July,  IblO. 

THst,  H.  B. 

Assistant  Surgeon,  10  June,  1857.     Resigned  2  July,  1860. 

Trivett,  Henry  J. 

Acting  Ensign,  18  March,  1865.    Honorably  discharged  16  November,  1865. 

Trott,  Henry  D. 

Acting  Ensign,  26  August,  1864.    Resigned  3  May,  1865. 

Trott,  Jobn  B. 

Acting  Ensign,  20  July,  1863.    Honorably  discharged  27  August,  1865. 

Trott,  William  H. 

Mate,  8  October,  1863.    Died  2  August,  1864. 
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Trotter,  €1 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  Sngi- 
neer,  9  October,  1863.    Honorably  discharged  20  October,  1865 

Trotter,  George  A. 

Midshipman,  20  November,  1848.    Died  27  December,  1849. 

Trotter,  W.  D.  B. 

Midshipman,  1  January,  1825.    Resigned  12  July,  182G. 

Troat,  Jacob  G. 

Mate,  21  August,  1862.     Appointment  revoked  9  September,  1862. 

Tmfont,  William  B. 

Acting  Ensign,  2  April,  1863.    Honorably  discharged  19  August,  1865. 

Traitf,  Samuel. 

Midshipman,  18  May,  1809.    Resigned  28  June,  1810. 

Trumpbonr,  Mattbew  T. 

Acting  Assistant  Paymaster,  21  January,  1805.  Honorably  discharsred  7  Septem- 
ber, 1865. 

Tmndjr,  Carlton  A. 

Mate,  2  January,  1863.    Honorably  discharged  9  May,  1865. 

Trandy,  George  A. 

Acting  Volunteer  Lieutenant,  26  August,  1861.    Resigned  24  July,  1862 
Tmssell,  Jobn  HI. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Honorably  dischaiged  16  Sep- 
tember, 1865. 

Tmxtan,  Tbomas. 

Captain,  4  June,  1794*    Resigned,  date  not  known. 

Tmxtan,  Tbomas,  Jr. 

Midshipman,  1  December,  1798.    Resigned  11  May,  1801. 

Trnxtun,  William  T. 

Midshipman,  9  February,  1841.  Passed  Midshipman,  10  Aagust,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  25  September,  1878. 

Tryon,  George. 

Midsbipinaii,  11  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, S  October,  1799.     Retired. 

Try  on,  James  Rafas. 

Acting  Assistant  Surgeon,  19  March,  1863.  Assistant  Surgeon,  22  September, 
1868.  Passed  Assistant  Surgeon,  22  December,  18G6.  Surgeon,  80  June, 
1873. 

Tryon,  Moses. 

Captain  16  September,  1798.  Discharged  under  Peace  Establishment  Act.  dAte 
not  known. 

TnblM»9  A.  ]>ean« 

Acting  Assistant  Surgeon,  23  January,  1864.     Died  6  November,  1865. 

Tabbs,  Samnel. 

Acting  First  Assistant  Engineer,  18  May,  1864.  Honorably  discharged  14  Octo- 
ber, 1865. 

Taek,  DaTis  R. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Nary 
Department,  1815.     Fairfax  C.  11.,  Va. 

Tnek,  John, 

Midshipman,  16  January,  1809.     Resigned  27  September,  1810. 

Taek,  Jomeph  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  16  December,  1865. 

Tneker,  B.  W.,  Jr. 

Mate,  23  January,  1862.    Honorably  discharged  1  July,  1868. 
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Tucker,  Cbarles  £• 

Mate,  20  November,  1861.    Resigned  21  April,  1862.    Mate,  17  December, 
Resigned  10  September,  1863. 

Tueker,  George  €. 

Master,  15  July,  1812.     Resigned  17  March,  1813. 

Tueker,  Jacob. 

Acting  First  Assistant  Engineer,  1(»  October,  1861.     Appointment  revoked  {i 
1  September,  1864. 

Tucker,  John. 

Acting  Third  Assistant  Engineer,  6  August,  1864.    Discharged  21  March,  16 

Tucker,  Jokn  R. 

Midshipman,   1   June,  1826.    Passed  Midshipman,  10  June.  1833.    Lieutc 

20  December,  1837.    Commander,  14  September,  1K55.     Dismissed  18  2 
1861. 

Tucker,  John  T. 

Third  Assistant  Engineer,   19  February,   1861.    Name  stricken  from  the 
6  May,  1861. 

Tucker,  Johnson  M. 

Mate,  13  August,  1868.    Resigned  31  May,  1864. 

Tucker,  Thomas  B.,  Jr. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  3  January,  1868. 

Tuckerman,  J.  Francis. 

Assistant  Surgeon,  25  January,  1842.    Passed  Assistant  Surgeon,  15  March, 
Resigned  8  January,  1852. 

Tudor,  Jacob  Ij. 

Acting  Third  Assistant  Engineer,  18  April,  1865.    Honorably  discharged  30 
tember,  1865. 

Tudor,  Owen. 

Midshipman,  11  September,  1799.     Discharged  10  July,  1801,  under  Peace  £ 
lishment  Act. 

Tuells,  Henry  M. 

Acting  Third  Assistant  [Engineer,  9  August,  1862.    Appointment  revoked  (1^ 
27  June,  1863. 

TuflTs,  Joseph. 

Midshipman,  4  April,  1800.    Discharged  6  July,  1801. 

Tullock,  Thomas  li. 

Acting  Assistant  Paymaster,  11  May,  1868.    Passed  Assistant  Paymaster,  28 
1866.    Paymaster,  26  February,  1869.    Lost  in  the  "On^uto,"  24  January, 

Tunis,  William  W. 

Acting  Second  Assistant  Engineer,  29  May,  1862.    Resigned  6  December,  18i 

Tunstall,  J.  M. 

Assistant  Surgeon,  10  December    1814.    Last  appearance  on  Records  of 
Department,  1818.    Dead. 

Tunstall,  Richard  B. 

Assistant  Surgeon,  28  August,  1850.     Resigned  31  October,  1854. 

Tuohy,  James. 

Acting  Ensign,  11  June,  1863.    Honorably  discharged  4  January,  1866. 

TurhlU,  FUch. 

Midshipman,  2  December,  1799.    Resigned  23  November,  1800 

Turerall,  William. 

Gunner,  12  July,  1799.     Resigned  1 1  August,  1800. 

Turk,  John  W. 

Midshipman,  4  tlarch,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutc 

21  June,  1832.     {See  LhingsUm,) 

Turk,  H  1111am. 

Surgeon,  24  July,  1818.    Died  20  November,  1854. 
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Turlejr,  Jobn  A. 

Midshipman,  1  May,  1826.    Dismissed  29  November,  1881. 

Tnrnball,  Frank. 

Midshipman,  20  September,  1861.  Graduated  June,  1866.  Ensign,  13  Hareh, 
1868.  Master,  20  March,  1869.  Lieutenant,  21  March,  1870.  Retired  list, 
10  July,  1877. 

Tamball,  James  H. 

Assistant  Paymaster,  1  November,  1861.    Died  6  February,  1862. 

Tarner,  Benjamin. 

Midshipman,  27  September,  1800.    Lieutenant,  9  March,  1807.    Killed  in  a  dud 
1  October,  1807. 

Turner,  B.  W. 

Midshipman,  21  October,  1824.    Died  80  September,  1828. 

Turner,  Charles  A. 

Mate,  5  June,  1863.    Appointment  revoked  (Sick,)  21  November,  1868. 

Turner,  Cbarles  €• 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.    Commander,  20  July, 
1851.    Died  4  March,  1861. 

Turner,  Cbarles  P. 

Mate,  12  September,  1862.    Resigned  14  March,  1864. 

Turner,  Daniel. 

Midshipman,  1  January,  1808.    Lieutenant,  12  March,  1818.    Commander,  8  March, 
1825.    Captain,  3  March,  1835.    Died  4  February,  1850. 

Turner,  Edward  W. 

Purser,  25  April,  1812.    Died  6  March,  1819. 

Turner,  £1eazer  S. 

Acting  Master,  28  May,  1861.    Dead. 

Turner,  Ulisha  li. 

Acting  Assistant  Paymaster,  3  July,  1862.     Resigned  21  October,  1864. 

Turner,  Frank  W. 

Mate,  15  November,  1801.     Resigned  18  October,  1804.     Mate,  3  January,  1865. 
Honorably  discharged  16  May,  1808. 

Turner,  Frederick  U. 

Mate,  19  November,  1802.     Resigned  1  December,  ISOo. 

Turner,  Oeorice  R. 

Lieutenant,  8  January,  1799.     Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Turner,  Henry  F. 

Midshipman,  80  November,  1814.    Died  October,  1820. 

Turner,  James  8. 

Acting  Second  Assistant  Engineer,  16  October,  1861.    Killed  in  action  80  January, 
1863. 

Turner,  James  W. 

Mate,  21  September,  1861.    Acting  Ensign,  13  September,  1862.    Appointment 
revoked  26  September,  1864. 

Turner,  Jobn. 

Acting  Ensign,  13  June,  1864.    Honorably  discharged  25  November,  1865. 

Turner,  J.  M. 

Midshipman,  18  February,  1841.    Dismissed  by  Court-Martial  5  August,  1842. 

Turner,  li.  W. 

Mate.    Resigned  28  July,  1862. 

Turner,  Obadiab  C. 

Acting  Assistant  Surgeon,  12  August,  1864.    Resigned  6  July,  1865. 

Turner,  Peter. 

Mirlshipman,  4  March,  1823.    Passed  Midshipman,  23  March,  1829.    Lieutenant, 
20  December,  1832.    Reserved  list,  18  September,  1855.    Commander  on  Re 
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senred  list,  1  July,  1861.    Commodore  on  Retired   list,  4  April,  1867.    Di( 
19  February,  1871. 

Turner,  Reaben  A. 

Actiug  Ensign,  24  January,  1868.  Acting  Master,  21  August,  1868.  Acciden 
ally  killed  23  August,  1868. 

Turner    Robert  M. 

Mate,  28  April,  1864.    Honorably  discharged  12  October,  1865. 

Turner,  Samuel  A. 

Midshipman,  2  February,  1829.    Resigned  6  June,  1886. 

Turner,  Samuel  S. 

Midshipman,  4  March,  1800.     Died  October,  1822. 

Turner,  Samuel  ¥• 

Sailmaker,  29  December,  1857.     Resigned  18  April,  1861. 

Turner   Tbomas. 

Midshipman,  21  April,  1825.  Passed  Midshipman,  4  June,  1881.  Lieutenai 
22  December,  1835.  Commander,  14  September,  1855  Captain,  16  July,  186 
Commodore,  13  December,  1862.  Rear-Admiral,  27  May,  1868.  Retired  lii 
21  April,  1870. 

Turner,  Tbomas  J. 

Assistant  Surgeon,  16  December,  1853.  Passed  Assistant  Surgeon,  23  May,  185 
Surgeon,  20  June,  1861.  Medical  Inspector,  26  April,  1872.  Medical  Directc 
2  April,  1879. 

Turner,  William. 

Assistant  Surgeon,  3  July,  1798.  Surgeon,  31  August,  1799.  Died  27  Octoln 
1802. 

Turner   William  €• 

Mate,  1 -October,  1862.  Acting  Ensign,  8  December,  1862.  Dismissed  10  Juu 
1864. 

Turner,  William 'H. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  187 
Master,  13  April,  1872.     Lieutenant,  13  May,  1875. 

Turpin,  £ben  A. 

Mate,  7  June,  1864.    Appointment  revoked  24  December,  1864. 

Tutbill,  Samuel  R. 

Assistant  Surgeon,  30  July,  1861.    Resigned  28  June,  1864. 

Tuttle,  A. 

Acting  Ensign,  2  November,  1863.    Honorably  dischargCil  15  November,  1865. 

Tuttle,  Francis. 

Mate,  22  December,  1863.  Acting  Ensign,  18  November,  ISfiJ.  Honorably  di 
charged  24  January,  1869.  Mate,  27  January,  1S70.  Resigned  9  Septembc 
1870. 

Tuttle,  Horace  P. 

Acting  Assistant  Paymaster,  17  February,  1863.  Assistant  Paymaster,  2  Jul 
1804.     Paymaster,  4  May,  1866.     Dismissed  3  March,  1875. 

Tutile,  John  P. 

Midshipman,  80  November,  1814.    Lieutenant,  13  July,  1825.    Died  10  June,  182 

Tutile,  rncins  B. 

Acting  Assistant  Paymaster,  31  August,  1864.    Honorably  discharged  21  Novei 

ber,  1865. 

Tuttle,  Reuben. 

Acting  Second  Assistant  Engineer,  14  July,  1863.    Dismissed  31  August,  1863. 

Tuttle,  Robert  €. 

Acting  Assistant  Surgeon,  25  September,  1863.    Honorably  discharged  19  Januai 

1866. 

Tuttle,  Tbomas. 

Acting  Third  Assistant  Engineer,  8  July,  1868.  Acting  Second  Assistant  ls*nj 
neer,  18  October,  1864.    Appointment  revoked  (Sick,)  9  November,  1866. 


736  GENERAL  NAVY  KEGISTEK. 

Tattle,  William  I.. 

Acting  Master,  14  September,  1861.    Resign cd  2S  Muy,  1863. 

Tnxbary,  James. 

Master,  24  January,  1809.     Appouitnieni  rcvokid  8  May,  1809. 

Twambley,  Hearj'  B. 

Acting  Ensign,  1  June,  1864.     Honorably  (iiscliargcd  :^  August,  1865. 

Twlehell,  Tbomas  J. 

Mate,  24  January,  1868.     Resigned  8  August.  is(;:j. 

Twls^gs,  Dennis. 

Acting  Boatswain,   7   March,   1877.      Appointment  revoked   18   Aii;rnst,    "-' 
Acting  Boatswain,  15  March,  1878.     Appointment  revoked  2  September,  :... 

Twinins,  Theodore  W. 

Acting  Assistant  Paymaster,  31  July.  1803.     Died  17  August,  1864. 

Tyler,  Asabel  H. 

Acting  Second  Assistant  Engineer,  23   January.   1864.     Honorably   dischargfnl 
19  October,  1865. 

Tyler,  Benjamin  S. 

Assistant  Surgeon,  ^0  December,  1814.     Last  appearance  on   Records  of  Navy 
Department,  1815.    New  York. 

Tyler,  Frederick  H. 

Midshipman,  20  June,  1868.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  11  July,  1880. 

Tyler,  George  S. 

Acting  Third  Assistant  Engineer,  15  December,  1862.    Acting  Second  Assistant 
Engineer,  9  April,  1863.     Honorably  discharged  23  November,  1865. 

Tyler,  George  W. 

Midshipman,  3  October,  1864.    Graduated  June,  1868.     Muster.  13  July,  1870. 
Lieutenant,  18  April,  1873. 

Tyler,  Gorbani  P. 

Acting  Ensign  and  Pilot,  26  November,  1864.     Ilonorablv  discharged  28  Jul? 
1865. 

Tyler,  Hanson  B. 

Midshipman,  27  July,  1800.     Graduated  7  June,    1870.     Ensign,   13  July,   1S71. 
Master,  11»  ^^q.tem'ber,  1874. 

Tyler,  RiifiiM  €. 

Mate,  8  Uttol)er,  18G4.     Resigned  15  June,  1865. 

Tyler,  Tobias. 

MidBlnpniai),  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Boston. 

Tyler,  Thoinan. 

jjnatawain,  11  June,  lJ:<3t>.     Resigned  4  July,  1843. 

Tyler,  William. 

Assistant  Surgeon,  23  May,  1829.     Died  14  January,  1832. 

Tynan,  Joiin  M\ 

Third   Assistunf  Engineer,   21     XovphiImt,    1s:)7.      Second    Assistant  Engineer, 
2  August,  Ib'iO.     Name  stricken  from  the  Rolls,  0  May,  1801. 

Tyrrell,  Ktopben  R. 

Acting  Ensign,  15  December,  1S02.     Died  whilst  Prisoner  of  AVar,  6  May,  1804. 

Tyson,  Elijah  R. 

Third  Assistant  Engineer,  3  August,  1803.     Died  23  March,  1800. 

Tyson,  Ungene  T. 

Mate,  20  March,  1802.    Honorably  discharged  2  September,  1800. 

Ty^on,  Herbert  R. 

Acting  Midshipman,  22  October,  1857.    Lieutenant,  1  Ancrust.   1S62.    Rebigned 
14  March.  1866. 
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Uber,  Carlton  A. 

Third  Assistant  En<;ineer,  17  March,  ISm.  Hetir<»d  27  March,  1867.  Second 
Assistant  Engineer,  Retired  list,  24  July,  1807.  First  Assistant  Engineer,  Re- 
tired list,  28  May,  1872. 

VflTord,  Henry. 

Mate,  28  September,  1864.    Honorably  discharged  30  September,  1865. 

Uhler,  William  £. 

Midshipman,  27  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869 
Lost  in  "  Oneida,''  24  January,  1870. 

Tblrieh,  George. 

Master,  4  December,  1800.     Died  6  June,  1822. 

Ulmer,  Albert  F. 

Mate,  17  January,  1863.  Acting  Ensign,  7  August,  1866.  Honorably  discharged 
17  December,  1868. 

XTInicr,  Pbllip. 

Master,  6  February,  1809.     Warrant  revoked  8  May,  1809. 

Underdown,  Tbomas  O. 

Mate,  8  November,  1864.     Honorably  discharged  9  April,  1868. 

Underbill,  Josepb  G. 

Mate,  16  October,  1863.    Resigned  30  May,  1865. 

Underbill,  William  €. 

Mate,  23  December,  1861.  Actinir  Enai«;n,  20  September,  1862.  Appointment  re- 
voked 21  January,  1863.  Re-appointed  7  February,  1863.  Honorably  dis- 
charged 27  October,  1865. 

Undenvood,  Clark  M. 

Acting  Carpenter,  1  October,  1862.     Resigned  29  July,  180:j. 

Underwood,  £dninnd  B. 

Midshipman,  26  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  10  March,  1880. 

Underwood,  James  P. 

Midshipman,  29  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Died  9  July,  1879. 

Underwood,  John  A. 

Midshipman,  7  January,  1832.     Resigned  2  July,  1832. 

Underwood,  Jos.  A. 

Midshipman,  2  February,  1820.  Passed  Midshipman,  3  July,  1835.  Killed  by 
Fejee  Islanders  24  July,  1840. 

Unger,  Edward. 

Mate,  15  September,  1863.     Dismissed  24  May,  186G. 

Unsworfb,  Jobn. 

Boatswain,  2  July,  1803.     Warrant  revoked  28  February,  1805. 

Upbam,  Cbarles  C. 

Purser,  30  July,  1852.     Died  10  June,  1888. 

Upbaua,  Oeoi^e  B. 

Acting  Master,  3  September,  1861.  Acting  Volunteer  Lieutenant,  13  April,  1864. 
Resigned  13  May,  1865. 

Upbain,  Henry  m. 

Mate,  31  October,  1864.     Honorably  discharged  4  August,  1866. 

Upbam,  Josepb  Badger. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer 
23  March,  1864.  First  Assistant  Engineer,  1  January,  1868.  Retired  list,' 
27  December,  1875. 

Up«bnr,  A.  W. 

Purser,  26  March,  1843.     Died  in  September,  1844. 

UiMbnr,  G€K>rs:e  P. 

Midshipman.  23  April,  1818.  Lieutenant,  8  March,  1827.  Commander,  27  Feb- 
ruary, 1847.    Died  3  November,  1852. 
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Upshur,  Jobn  H. 

Midshipman,  4  November,  1841.  Passed  Midshipman,  10  August,  1847.  Master^ 
18  April,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  81  January,  1872.  Com- 
modore, 11  July,  1880. 

Vpstone,  CJeorge  Ij. 

Mate,  10  September,  1864.    Honorably  discharged  27  August,  1865. 

Upton,  Daniel  P. 

Acting  Volunteer  Lieutenant,  21  October,  1861.    Dismissed  15  August,  1S63. 

Upton,  Francis  €• 

Assistant  Paymaster,  14  September,  1861.    Resigned  14  February,  1862. 

Upton,  Frederick  £• 

Midshipman,  1    November,  1864.    Graduated  2  June,  1868.    Master,  3  December, 
1872.    Retired  list,  21  November,  1877 

Upton,  Oeorge. 

Mate,  24  September,  1868.    Dismissed  19  June,  18GT>. 

Upton,  William  O. 

Acting  Ensign,  22  December,  1863.    Honorably  discharged  31  July,  1865. 

Urann,  William  D. 

Acting  Master,  29  October,  1861.    Acting  Volunteer  Lieutenant,  18  June,  1864. 
Honorably  discharged  80  October,  1868. 

Urnor,  £dward  €• 

Mute,  5  June,  1863.    Acting  Ensign,  14  December,  1864.    Honorably  dischaiged 
21  November,  1865. 

Urqnhart,  Richard  A. 

Assistant  Surgeon,  7  January,  1875.    Passed  Assistant  Surgeon,  29  May,  1878. 

Usber,  James  !>• 

Midshipman,  24  March,  1837.    Resigned  15  June,  1839. 

Usher,  Nathaniel  R. 

Cadet  Midshipman,  22  September.   1871.     Graduated  1   June.  1875.    Ensign 
18  July,  1876.  * 

Usher,  Richard  R. 

Midshipman,  4  March,  1823.     Dismissed  23  August,  1826. 

Utley,  Joseph  If. 

Midshipman,  22  September,  18G5.     Graduated  7  June,  1870.    Resigned  30  Sep- 
tember, 1S74. 

Utter,  John. 

Mate,  6  December,  1861.     Acting  Ensign,  12  February,  1804.    Acting  Master 
1  November,  1864.    Honorably  discharged  14  February,  1860. 

Tall,  Ahraham  IT. 

Midshipman,  28  Sei)teniber,  1801.    Graduated  September,  1805.     Ensign,  1  De- 
cember, 1800.     Master,  12  March,  1808.     Lieutenant,  26  March,  1S69. 

Tail,  A  brain  JL. 

Acting  Assistant  Surgeon,  17  January,  1863.    Resigned  15  September,  1864. 

Tail*,  Fdward  H. 

.Mate,  23  January,  1862.     Resigned  24  June,  1863. 

Tail,  Kdward  M. 

Miflshipman,  1  December,  1821.     Lieutenant,  27  May,  1830.     Dismissed  3  JuIt, 
1843. 

Tail,  George  A. 

Midshipman,  27  September,  1807     Graduated  6  June,  1871.    Retired  list,  14  Ji4j» 

1874. 

Tail,  Namnel. 

Midshipman,  1  January,  1809.     Died  14  April,  1812. 
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Talle,  Jobn  H. 

Acting  Third  Assistant  Engineer,  9  September,  1862.  Acting  Second  As 
Engineer,  12  August,  1864.    Honorably  discharged  21  September,  1865. 

Taldes,  Pedro  €• 

Midshipman,  17  June,  1828.  Passed  Midshipman,  23  March,  1820.  Lieul 
8  March,  1881.    Resigned  6  February,  1884. 

Taleiitine,  Edward  K. 

Mate,  6  November,  1862.    Acting   Ensign,  8   October,  1868.     Acting  1 

27  September,  1864.    Dismissed  25  August,  1868. 

Talk,  Jacob  R. 

Midshipman,  24  July,  1798.    Resigned  12  August,  1802. 

Talk,  William  W. 

Assistant  Surgeon,  28  February,  1835.     Resigned  10  October,  1888. 

Talle,  Bartbolomew. 

Midshipman,  26  January,  1841.    Resigned  30  November,  1841. 

Tallett,  J.  K. 

Midshipman,  1  January,  1815.    Died  in  1825. 

Tallctte,  £•  A.  F. 

Master,  25  June,  1812.  Lieutenant,  9  December,  1814.  Commander,  H  } 
1831.    (See  LavaUette.) 

Talletfe,  £11. 

Chaplain,  26  February,  1800.  Discharged  8  June,  1801,  under  Peace  Est£ 
ment  Act 

Talletfe,  S.  B. 

Midshipman,  8  December,  1835.     (See  LavaUette.) 

Tallosher,  lHartin. 

Acting  Ensign,  7  December,  1864.    Honorably  discharged  27  September,  18 

Tanalsfine,  Cornelius  J. 

Midshipman,  27  February,  1883.    Passed  Midshipman,  8  July,  1839.    Lieut 

11  April,  1845.  Resigned  18  May,  1859.  Acting  Master,  31  October, 
Acting  Volunteer  Lieutenant,  12  October,  1863.  Acting  Volunteer  Lieut 
Commander,  14  August,  1865.     Honorably  discharged  30  April,  1866. 

12  August,  1866. 

Tananda,  G.  J. 

Mate,  21  May,  1864.     Honorably  discharged  8  November,  1865. 

Tanartsdall,  J. 

Mids  jipman,  24  September,  1799.  Last  appearance  on  Records  of  Navy  D 
ment. 

Tan  Benren,  Egbert. 

Master,  22  January,  1815.     Resigned  22  February,  1815. 

Tan  Bibber,  Frederick. 

Assistant  Surgeon,  23  May,  1857.     Dismissed  6  May,  1861. 

Tan  Bosk  irk,  James. 

'  Mate,  18  December,  1831.    Acting  Master,  14  April,  1862.    Honorably  disci 
14  January,  1868. 

Tan  Brnnt,  €.  H. 

Assistant  Surgeon,  26  May,  1820.     Died  28  July,  1825. 

Tan  Brant,  Frank. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  disci 
17  April,  1866.  Acting  Third  Assistant  Engineer,  9  August,  1866.  Mu 
out  24  September,  1868. 

Tan  Brunt,  Gersboin  J. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  21 
1846.    Captain,  14  September,  1855.    Commodore,  16  July,  1862.    Retire 

28  April,  1863.    Died  17  December,  1863. 
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Tan  Buren,  John  D. 

Third  Assistant  En^neer,  13  May,  1861.    Second  Assistant  'Engmeery  21  April, 
1863.     First  Assistant  Engineer,  1   January,  1865.    Resigned  22  September, 

1868. 

Tan  Baren,  Martin. 

Acting  Third  Assistant  Engineer,  5  July,  1^62.     Dismissed  1 1  December,  1862. 
Van  Bnsklrk,  J.  Ji. 

Acting  Ensign,  13  December,  1862.    Honorably  discharged  19  September^  1865. 
Vnvi  Bnskirk.  P.  €• 

Mate,  28  Febmary,  1870. 

^'aiice,  George. 

Mate,  80  July,  1863.    Acting  Ensign,  27  May,  1864.    Died  on  ''P^otto,**  4  Jvh, 

1864. 

Vanee,  liewls  B. 

Acting  Ensign,  2  March,  1864.     Honorably  discliarged  21  December,  1865. 

Tanclaln,  James  Jj. 

Third  Assistant  Engineer,  11  August,  1860.    Second  Assistant  Engineer,  80  Jnfy, 
1862.    First  Assistant  Engineer,  20  July,  1864.     Died  27  September,  1874. 

V'aneleaire,  G.  W. 

Midshipman,  16   January,  1809.      Lieutenant,  9  December,  1814       CashiflEtd, 
9  February,  1820. 

Tan  Cleef,  Charles  H. 

Acting  Midshipman,  2  October,  1850.    Dropped  24  January,  1851. 

Tan  Cleef,  Samuel  M. 

Acting  Third  Assistant  Engineer,  27  February,  1863.    Resigned  18  Jane,  186S. 

Tan  Clefts  George  H. 

Civil  Engineer,  27  January,  1870.    Dropped  2  March,  1871. 

Tan  CleTe,  Aaron. 

Acting  Third  Assistant  Engineer  19  April,  1864.    Honorably  discharged  4  Octo- 
ber, 1865. 

Tan  CleTe,  John  W.,  Jr. 

Acting  Assistant  Paymaster,  28  October,  1863.    Mustered  out  7  November,  1885. 

Tan  de  €arr,  William  B. 

Midshipman,  26  July,  1865.    Graduated  7  June,  1870.     Resigned  21   November, 
1873. 

Tandegrift,  Nicholas  G. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharged  7  An- 
gus^ 1866. 

Tandenbergh,  William. 

Acting  Third  Assistant  Engineer,   17  October,  1861.     Resigne<i    17   Febmaiy, 
1862. 

Tandenbos,  Jacob. 

Sailmaker,  8  April,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Chetapeakey 

Tanderbilt,  Aaron. 

Mate,  20  July,  1863.    Acting  Ensign,  1   February,  1865.    Honorably  discbmigcd 
12  October,  1865. 

Tanderbilt,  William  W. 

Third  Assistant  Engineer,   18  November,   1862.      Second   Assistant   Engineer, 
23  March,  1864.    Resigned  30  October,  1865. 

Tanderford,  B. 

Boatswain,  15  October,  1830.     Dismissed  10  February,  1831. 

Tandcr  Borst.  Clias. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Died 
17  March,  1850. 
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Tanderslice,  Thaddeas  Ij. 

Third  Assistant  Engineer,  8  September.  1«G3.     Scroiul  Assistant  Engineer,  15  Oc- 
tober, 1865.    Resigned  31  December,  1871. 

Tan  Bensen,  George  H. 

Acting  Assistant  Surgeon,  14  February,  1862.     Resigned  19  March,  1804. 
Tan  de  Tanter,  J.  €• 

Mate.  24  October,  1861.    Acting  Ensign,  28  January.  1804.     Ai)pointment  revoked 
12  May,  1865. 

Tandeireer,  Hankerson. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  15  August,  1«65. 

Tan  Dnzer,  €(eorge. 

Mate,  21  June,  1862.     Dismissed  6  September,  1862.     Matu,  28  May,  1863.     Re- 
signed 9  February,  1865. 

Tan  Dyke,  Alexander. 

Midshipman,  10  May,  1820.     Resigned  17  August,  1820. 

Tandyke,  Alexander. 

Midshipman,  6  May,  1822.     Resigned  10  March,  1826. 

Tan  Byke,  Benjamin  O. 

Mate,  11  June,  1868.      Acting  Ensign,  27  June,  1864.      Honorably  discharged 
31  October,  1865. 

Tandyke,  Henry. 

Midshipman,  16  March,  1798.    Lieutenant,  1   May,  1800.     Last  appearance  on 
Records  of  Navy  Department,  8  September,  1802.     Killed  in  a  duel. 

Tandyke,  J.  €• 

Midshipman,  4  March,  1823.    Resigned  5  June,  1823. 

Tan  Forsen,  Morris. 

Acting  Third  Assistant  Engineer,  30  November,  1862.     Resigned  31  May,  1864. 

Tan  Gieson,  Ransford  £• 

Assistant  Surgeon,  24  January,  1862.    Resigned  26  May,  1863. 

Tan  Gieson,  Henry  €• 

Acting  Assistant  Surgeon,  10  February,  1864.    Resigned  17  May,  1865. 

Tan  Hook,  B.  F. 

Midshipman,  2  January,  1840.     Resigned  15  June,  1843. 

Tan  Horn,  William  JL. 

Assistant  Surgeon,  4  April,  1831.     Surgeon,  8  September,  1841.     Died  3  April, 
1854. 

Tan  Honten,  B.  W. 

Acting  Assistant  Paymaster,  7  September,  1864.      Mustered  out  13  December, 
1865. 

Tan  Ho¥enberg,  John. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

Tan  Idersfine,  Jared. 

Acting  Third  Assistant  Engineer,  15  November,  1861.    Resigned  21  August, 
1862. 

Tan  Mater,  Garrett. 

Sailmaker,  25  January,  1873. 

Tan  Meter,  John  B. 

Chaplain,  19  December,  1871. 

Tan  Nem,  Ralph  O. 

Mate,  15  December,  1863.    Honorably  discharged  0  March,  1866. 

Tan  IVest,  John  F. 

Mate,  4  January,  1864.    Drowned  18  August,  1804. 

¥an  Pelt,  Elhert  €. 

Acting  Ensign,  28  November,  1862.     Resigned  3  March,  1865. 


782  GENERAL  NAVY  REGISTER. 

▼an  Renselaer,  H.  H. 

Midshipman,  10  May,  1820.     Dismissed  G  April,  1SC9. 

Tan  Renselaer,  K.  H. 

Lieutenant,  7  January,  1799.    Last  appearance  on  Records  of  Navy  DepartmolL 
16  April,  1800. 

Tan  Ranselaer,  W. 

Midshipman,  1  November,  1830.    Resigned  14  September,  1839. 

Tan  Reypen,  William  K. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  26  May,  1865. 
Surgeon,  12  May,  1868. 

Tausaut,  Ira. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records    of  Navy  Depart- 
ment, 1815.     Philadelphia. 

Tansant,  John. 

Assistant  Surgeon,  1  May,  1855.    Passed  Assistant  Surgeon,  4   May,   1860.    Ke- 
signed  22  June,  1860. 

Tan  Schalek,  S. 

Midshipman,  30  December,  1798.    Lieutenant,  18  May,  1804.     Resiinied  9  July, 
1807. 

Tan  Sice,  Edward. 

Acting  Master,  26  August,  1861.    Resigned  7  October,  1864 

Tan  Slyck,  £dgar. 

Acting  Master,  19  July,  1861.    Honorably  discharged  28  October,  1865. 

Tantln,  Claadlns. 

Acting  Third  Assistant  Engineer,  17  December,  1868.  Honorable  d^flchaiMd 
1  October,  1865. 

Tan  Tine,  Cbarles  m. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  EngiDeor,  28  Maj* 
1864.    Resigned  4  January,  1866. 

Tan  Telson,  Henry. 

Mate,  26  October,  1863.    Honorably  discharged  4  November,  18G5. 

Tan  Tleck,  William  A. 

Acting  Midshii)m:in,  25  November,  1849.  Acting  P2nsign,  1  October,  186S. 
Master,  10  Mav,  1866.  Lieutenant,  21  February,  18G7,  Lieutenant-Commander, 
12  March,  1868.    Died  29  June,  18G9. 

Tan  Toorhls,  Barker. 

Acting  Ensign,  9  September,  1862.    Acting  Master,  22  September,  186Q.    Honon 
bly  discharged  30  August,  1865. 

Tan  Toorhls,  Henry. 

Sailmaker,  11  August,  1819.    Died  30  August,  1826. 

Tan  Toorhls,  Rleliard. 

Sailmaker,  8  February,  1834.    Retired  list,  21  September,  1861.     Died  13  April, 

1880. 

Tan  Toorhls,  R.  B. 

Master,  28  February,  1809.  Last  appearance  on  Records  of  Xavv  Dcpartmeot, 
1815.    New  York  Navy  Yard. 

Tan  Warner,  John. 

Acting  Third  Assistant  Engineer,  4  November,  1861.     Resigned  17  Xovemba; 

18G2. 

Tan  M>rt,  William  TL. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  14  No- 
vember,  1865. 

Van  Wyek,  Hdward  H. 

Assistant  Surgeon,  20  June,  1838.     Retired  list,  8  May,  1861. 

Tan  Tl^ck,  P.  C. 

Midshipman,  4  December,  1834.    Died  31  December,  1841. 
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Tan  Wyek,  P.  C. 

Assistant  Surgeon,  3  March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  ComtUution.^^ 

Tan  Wyek,  Washington. 

Mate,  24  May,  1862.    Honorably  discharged  22  June,  18CG. 

Tan  Wyok,  William. 

Midshipman,  19  Oct4>bcr,  1841.  Passed  Midshipman,  10  August,  1847.  Lost  in 
"  P<wy<>iw,"  21  September,  1855. 

Tan  Zandt«  James. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 28  December,  1803.     Honorably  discharged  4  November,  1865. 

Tan  Zandt,  James  D. 

Acting  Third  Assistant  Engmeer,  8  January,  1864.  Appointment  revoked  (Sick,) 
19  July,  1864. 

Tan  Zandt,  Joseph  A. 

Third  Assistant  Engineer,  20  February,  1847.    Died  7  April,  1849. 

Tan  Zandt,  Nicholas  H. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  24  December, 
1861. 

Tan  Zandt,  William  T.  R. 

Mate,  6  September,  1862.     Resigned  18  Jime,  1863. 

Tarney,  William  II. 

Assistant  Naval  Constructor,  29  July,  1869. 

Tamnm,  Frederick, 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8  March, 
1841.    Dropped  13  September,  1855. 

Tamnm,  William  li. 

Midshipman,  5  June,  1871.  Graduated  20  June,  1876.  Ensign,  20  November, 
1878. 

Tassallo,  li.  GnstaT. 

Acting  Master,  11  January,  1862.  Acting  Volunteer  Lieutenant,  7  November, 
1864.    Resigned  1  November,  18G8. 

Tasse,  James. 

Midshipman,  18  June,  1812.    Resigned  13  July,  1813. 

Tanghan,  Charles  £. 

Acting  Assistant  Surgeon,  15  May,  1863.  Honorably  discharged  21  October, 
1865. 

Tanghan,  Edwin. 

Acting  Third  Assistant  Engineer,  11  October,  1862.  Acting  Second  Assistant 
Engineer,  14  May,  1864.    Honorably  discharged  19  September,  1865. 

Tanghan,  Hiram  C. 

Acting  Assistant  Surgeon,  10  March,  1864.  Honorably  discharged  21  October, 
1865. 

Tanghan,  William. 

Master,  12  August,  1822.    Reserved  list,  14  September,  1855.    Died  10  December, 
1856. 
Tanghn,  Henry. 

Acting  Master,  23  September,  1861.     Honorably  discharged  10  February,  1869. 

Tanghn,  Henry  A. 

Mate,  22  June,  1868.  Resigned  21  July,  1864.  Acting  Ensign,  24  April,  1865. 
Honorably  discharged  26  January,  1866. 

Tanichn,  John  A. 

Midshipman,  24  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.    Resigned  6  December,  1870. 
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Tanghn,  ICathan  F. 

Mate,  13  Au<5iist,  1803.     Actinc:  Ensign,  17  February,  1864.     Honorably  diidtarged 
1  December,  1865. 

Teacock,  Gilbert  W. 

Mate.     Dismissed  16  March,  1863. 

Teateh,  James  €. 

Acting  Third  Assistant  Engineer,  10  May,  1804.     Ilonorably  dischai^ged  12  Octo- 
ber, 1807. 

Tedder,  Alexander  M* 

Assistant  Surgeon,  13  September,  1856.     Passed  Assistant   Surgeon,   35  ICaicb, 
1861.     Surgeon,  14  November,  1861.     Resigned  29  December,  1864. 

Teeder,  Ten  Eyek  de  W. 

Midshipman,  25  September,  1868.    Graduated  31  May,  1873.     Ensign,  16  July, 

1874. 

Teiteh,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.    Acting  Second  Ayf^t— t 
Engineer,  6  November,  1863.    Honorably  discharged  16  October,  1865. 

Teitins^r,  Jaeob. 

Acting  Third  Assistant  Engineer,  30  March,  1863.    Honorably  discharged  16  KtT. 

186a 

Teltman,  William  F. 

Mate,  7  August,  1862.    Resigned  6  June,  1864. 

Tenable,  Charles  H. 

Mate,  2  April,  1866      Resigned  17  August,  1867.      Mate,  4   September.  1869. 
Gunner,  5  September,  1871. 

Tenable,  Josepk  O. 

Acting  Gunner,  6  May,  1864.    Honorably  discharged  0  January,  1866. 

Tenable,  Thomas  P. 

Gunner,  19  March,  1847.    Resigned  15  May,  1854.     Gunner,  22  October,  1855. 

Tennard,  John  Ij* 

Mate,  9  May,  1862.    Acting  Ensign,  9  May,  1864.     Honorably  discharged  5  Jidb- 
ary,  1868.    Mate,  26  April,  1870. 

Ter  Menlen,  Edmund  €• 

Assistant  Surgeon,  24  January,  1862.    Passed  Assistant  Surgeon,  26  May,  IB(>^' 
Surgeon,  26  April,  1872. 

Termillion,  D. 

Carpenter,  8  June,   1822.     Last  appearance  on  Records  of  Navy   Department 
Ordered  to  Sloop  ''Peacock,'' 

Terner,  Henry* 

Master,  5  December,  1812.     Last  appearance  on  Records  of  Navy  Departmentr 
1815.    Charlestown,  Mass. 

Ternon,  Samuel. 

Assistant  Surgeon,  11  January,  1812.     Discharged  5  February,  1814. 

Ternon,  William  O. 

Acting  Third  Assistant  Engineer,  6   September,   1864.     llonorablv  dischax;^ 
16  July,  1865. 

Ternon,  William  R. 

Acting  Second  Assistant  Engineer,  28  October,   1864.     Honorably   discliaj;ged 
23  September,  1865. 

Tery,  Abraham  A. 

Acting  Ensign,  5  January,  1864.     Honorably  discharged  22  Juno,  1867. 

Tery,  Edward  W. 

Midshipman,  20  February,  1863.    Graduated  June,  1867.     Ensi^,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  29  September,  1871. 

Tery,  Samuel,  Jr. 

Acting  Master,  2  August,  1861.    Honorably  discharged  6  October,  1867. 
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Tery,  Samuel  W. 

Midshipman,  28  February,  1803.  Gradiiutcd  .)uiu%  ISOCi.  Ensign,  12  Maich^ 
1868.    Master,  28  March,  1«00.     I  jcut(Mi:iiit,  21  March,  1870. 

Testlery,  DaTid. 

Boatswain,  8  June,  1822.     Died  G  November,  1828. 

Tevers,  Richard. 

Acting  Master,  26  August,  1861.     Uesigned  25  March,  1863. 

Tiall,  Thomas  B. 

Mate,  8  February,  1865.     Appointment  revoked  18  November,  180G. 

TIekerey,  Jacob. 

Midshipman,  25  June,  1800.    Resigned  G  February,  1808. 

Tictor,  Henry  C* 

Third  Assistant  Engineer,  2  August,  1865.  Resigned  28  August,  1858.  Re- 
instated in  original  position,  11  April,  1859.  Second  Assistant  Engineer^ 
20  December,  1860.  First  Assistant  Engineer,  1  July,  1861.  Resigned  16  De- 
cember, 1868. 

VIene,  IiOai8. 

Midshipman,  1  December,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  August,  1810. 

TInall,  Joseph  T. 

Acting  Third  Assistant  Engineer,  1  December,  1864.  Mnsterecl  out  2  June. 
1868. 

Tllas,  B.  A. 

Acting  Assistant  Paymaster,  10  January,  18G5.     MushTod  out  7  October,  1865. 

Tillazon,  Hf  arcelino. 

Acting  Third  Assistant  Engineer,  1  March,  18G4.  Acting  Second  Assistant  En- 
gineer, 15  December,  1864.    Honorably  discharged  10  May,  1866. 

Tlncent,  DaTld. 

Mate,  28  July,  1862.    Killed  on  ''Winona,''  14  December,  1862, 

Tinc^iit,  Freeman. 

Mate,  1  October,  1862.  Acting  Ensign,  1  September,  1863.  Acting  Master^ 
20  May,  1865.    Honorably  discharged  22  November,  1865. 

Tincent^  William  J. 

Mate,  5  March,  1862.    Appointment  revoked  11  November,  1865. 

Tining,  Seton. 

Midshipman,  16  January,  1809.    Resigned  27  July,  1810. 

Tlntoii,  Benjamin. 

Surgeon,  2  May,  1799.    Resigned  31  July,  1800. 

Tlnton,  Frederick  B. 

Cadet  Midshipman,  21  September,  1871.    Graduated  17  September,  1875.    Ensiim 
9  October,  1876. 

TInton,  George  A. 

Acting  Gunner,  23  January,  1865.     Honorably  discharged  1  August,  1865. 

Toelkera,  Frederick  T.  * 

Mate,  28  September,  1860.     Resigned  11  April,  1867. 

Tolce,  George  W. 

Acting  Third  Assistant  Engineer,  29  December,  1862.  Dismissed  24  December, 
1868. 

ToUnm,  Samuel. 

Acting  Third  Assistant  Engineer,  13  January,  1862.    Dropped  2  May,  1868. 

Toorhees,  A.  H. 

Midshipman,  12  July,  1800.     rx)st  in  the  **  Insurgent.'* 

Voorhees,  James. 

Midshipman,  18  May,  1809.     Killed  in  a  duel  19  December,  1809. 
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Toorliees,  Ij.  D*  I>* 

Acting  Master,  8  June,  1861.  Acting  Volunteer  Lieutenant*  20  August,  1861. 
Appointment  revoked,  and  appointed  Acting  Master,  23  September,  18G1.  Act- 
ing Volunteer  Lieutenant,  5  November,  1804.  Honorably  diacharg^  11  No- 
vember, 1865. 

VoorheeH,  Philip  F. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
24  April,  1828.  Captain,  28  February,  1838.  Reserved  list,  13  September,  ISftS. 
Died  26  February,  1862. 

Toorbees,  Philip  R. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jai- 
uary,  1863.  First  Assistant  Engineer,  1  December,  1864.  Resigned  18  Febra- 
ary,  1868. 

Toorhec^,  Ralph. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander. 
9  February,  1837.    Died  27  July,  1842. 

Tose,  Edwin  H. 

Acting  Assistant  Surgeon,  2  December,  1863.    Resigned  22  March,  18G4. 

To8hel,  James. 

Midsliipmun,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Furloughed. 

Treeland,  Benjamin. 

Assistant  Surgeon,  9  May,  1850.  Passed  Assistant  Surgeon,  30  March,  1857. 
Surgeon,  26  April,  1861.    Died  20  March,  1866. 

Treeland,  Charles  £• 

Midshipman,  81  Julv,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  2  April,  1874. 

Vnltee,  Francis  P. 

Mate,  23  November,  1864.    Discharged  May,  1866. 

Waddell,  Charles. 

Midshipman,  14  March,  1840.    Passed  Midshipman,  11  July,   1848.    Died  80 

August,  1817. 

Wad<2ell,  Henry. 

Midshipman,  29  September,  1832.  Passed  Midshipman,  23  June,  1838.  Dic'i 
27  September,  1839. 

Waddell,  Henry  C. 

Mate,  1861.  Resigned  28  February,  1862.  Mate,  15  October,  1868.  Dismlsscfi 
11  May,  1864. 

Waddell,  James  J. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  18  J&nuar 

1862. 

Waddell,  John. 

Lieutenant,  15  October,  1798.     Resigned  16  January,  1799. 

Wade,  Charles. 

Gunner,  27  September,  1834.     Died  27  February,  1841. 

Wade,  Edwin  li. 

Sailmaker,  16  May,  1871.     Resigned  14  June,  1875. 

Wade.  Enirene  J. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Resigned  22  August,  1SC2. 
Wade,  George  II. 

Acting  First  Assistant  Engineer,  28  May,  1861.     Honorably  dischar^jcd  '^-l  » 
vember,  1865. 

Wade,  George  S. 

Master,  29  January,  1809.    Dismissed  21  July,  1810. 
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Wade,  Henry  €• 

Acting  Magter,  29  October,  1801.    Died  12  September,  1867. 

Wade,  Jobn  T. 

Master,  6  February,  1809.  LieutenaDt,  9  December,  1814.  Died  25  No 
1816. 

Wade,  JiMeph  Hf  • 

Acting  Assistant  Paymaster,  8  June,  1861.    Mustered  out  1  March,  1860. 

Wade,  Rnssell  A. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  disi 
10  June,  1867. 

Wade,  Thomas  F. 

Acting  Lieutenant,  8  May,  1861.  Acting  Volunteer  Lieutenant,  28  Octob< 
Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutena: 
mander,  1  July,  1870.    Retired  list,  8  November,  1877. 

Wade,  William. 

Mate,  20  August,  1864.    Resigned  7  June,  1865. 

Wade,  William. 

Acting  Gunner,  10  August,  1861.    Dismissed  4  January,  1862. 

Wadell,  George. 

Acting  Third  Assistant  Engineer,  19  January,  1863.  Acting  Second  A 
Engineer,  18  August,  1863.    Honorably  discharged  5  September,  1865 

Wadliams,  Albion  T. 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Ensign,  11 
1869.    Master,  12  July,  1870.    Lieutenant,  25  March,  1873. 

Wadlelgb,  George  11. 

Acting  Midshipman,  27  September,  1860.  Ensign,  S8  May,  1863.  Master 
yember,  1865.  Lieutenant,  10  November,  1806.  Lieutenant-Com 
12  March,  1868.    Commander,  13  March,  1880. 

Wadsworth,  Alexander  S. 

Midshipman,  2  April,  1804.  Lieutenant,  21  April,  1810.  Commander.  2 
1816.    Captain  8  March,  1825.    Died  5  April,  1851. 

Wadsworth,  Charles. 

Purser,  28  May,  1798.    Died  July,  1809. 

Wadswortli,  €.  E. 

Midshipman,  1  December,  1824.    Died  8  May,  1827. 

Wadetworth,  Henry. 

Midshipman,  28  August,  1799.    Died  1805. 

Wadsworth,  Henry  M. 

Mate,  8  December,  1864.    Deserted  5  July,  1865. 

Wadsworth,  P. 

Actmg  Assistant  Surgeon,  10  March,  1805.    Resigned  3  July,  1865. 

Wai^r,  Charlefn. 

Midshipman,  2  April,  1835.     Resigned  19  February,  1842. 

Wager,  Peter,  Jr. 

Midshipman,  12  February,  1840.     Passed  Midshipman,  11  July,  1846. 
1  March,  1855.    Dropped  13  September,  lfc)55. 

WaKg,  Hfanrice, 

Mate,  21  April,  1864.    Honorably  discharged  6  January,  1866. 

Waggener,  James  R. 

Assistant  Surgeon,  29  July.  1872.    Passed  Assistant  Surgeon.  21  Deccmb 

Waipier,  Darld. 

Mate,  18  August,  1863.    Acting  Ensign,  21  July,  1864. 

Wagner,  Frederic. 

Acting;  Third  Assistant  Engineer,  3  October,  1863.  Hodorably  dischargei 
yember,  1865. 
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Wasmer,  Frederic  HI. 

Acting  Third  Assiitant  Engineer,  4  June,  1864.    Honorably  discharmd  13  June 
1865. 

Wasmer,  James. 

Actin</  First  Assistant  Engineer,  15  October,  1863.     Appointment  revoked  1  June 

1864. 

Wagner,  James  J. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Apponitment  revoked  (Sick,) 
1  January,  1864. 

Wagoner,  Peter. 

Acting  First  Assistant  Engineer,  23  April,  1868.    Honorably  discharged  20  Ftith 
ruary,  1866. 

Wagner,  William. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  6  December,  1865. 

WagstafT,  Robert  HI. 

Mate,  11  December,  1861.    Acting  Ensign,  10  January,  1863.     Honorably  dis- 
charged 25  September,  1867. 

Wahl,  Jaeob. 

Acting  Third  Assistant  Engineer,  23  July,  1864.  Honorably  discharged  80  De- 
cember, 1865. 

Wailes,  John  P. 

Midshipman,  1  January,  1812.    Resigned  3  May,  1813. 

Waine,  Thomas. 

Purser,  24  July,  1818.  Last  appearance  on  Records  of  Navy  Department,  189(L 
Frigate  ''^'Jam^ 

Wainwrisht,  Gardner  S. 

Acting  Midshipman,  1  November,  1849.     Dropped  8  September,  1850. 

Wainwright,  Jonathan  HI* 

Midshipman,  13  June,  1887.  Passed  Midshipman,  29  June,  1843.  Acting  Mister, 
10  November,  1849.  Lieutenant,  17  September,  1850.  Commander,  16  Jnh, 
1802.     Killed  in  action  1  January,  1863. 

Wainwrifl^lit,  Jonathan  HI. 

Midshipman,  30  Julv,  1803.  Graduated  June,  1867.  Ensign,  18  December,  is«»i*. 
Died  19  June,  1870. 

Wainwri|(ht,  JoHeph  II. 

Mate,  4  April,  1802.  Acting  Ensign,  20  May,  1864.  Honorably  discharged 
9  April,  1866. 

Walnnrlfi^ht,  Richard. 

MidshipuKin,  11  May,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.    Commander,  24  April,  1861.     Killed  in  battle   10  Au<n»t, 

1802.  ** 

Wainwrij;lit,  Rieliard. 

Midsliipman,  28  September,  1804.  Graduated  June,  1868.  Master,  12  July.  18711 
Lieutenant,  25  September,  1873. 

Wainwrifcht,  Tliomas  B. 

Midshipman,  21  September,  1841.  Passed  Midshi])man,  10  August,  1847.  Died 
4  August,  1850. 

Wait,  George  in. 

Acting  First  Assistant  Engineer,  3  October,  1861.     Resigned  7  February,  1862. 

Wait,  G.  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Uesigned  7  February,  18C2. 

Wait,  Horatio  I^. 

Assistant  Paymaster,  14  July,  1862.    Paymaster,  1  April,  1866.    Resigned  23  Jalr, 
1870. 

Wait,  Israel  €• 

Midshipman,  28  December,  1836.    Passed  Midshipman,  1  July,  1843.   Acting Ifa^ 
ter,  21  January,  1848.    Lieutenant,  29  May,  1850.    Dropped  18  September,  IB^ 
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Walt,  IVathan  W. 

Mate,  4  April,  18G3.    Acting  Ensign,  11  September,  1863.    Honorably  disch 
19  November,  1865. 

Waite,  €epha«  K. 

Acting  Ensign,  13  January,  1864.    Honorably  discharged  15  May,  1887. 

Waite^  Frederick  H. 

Acting  Ensign,  10  July,  1863.    Honorably  discharged  23  November,  1868. 
Watte,  Henry. 

Acting  First  Assistant  Engineer,  7  December,  1861.  Acting  Chief  Eng 
19  January,  1863.    Honorably  discharged  29  February,  1866. 

Waite,  William  H. 

Acting  Third  Assistant  Engineer,  14  January,  1865.  Honorably  dischi 
11  November,  1865. 

Wakefield,  Charles  H. 

Acting  Third  Assistant  Engineer,  10  March,  1863.  Honorably  discharged  29 
1865. 

Wakefield,  George  W. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  11 
tember,  1865. 

Wakefield,  Henry. 

Acting  Ensign,  7  November,  1863.    Honorably  discharged  22  November,  186 

Wakeman,  I^ewis  B. 

Sailmaker,  31  October,  1855.    Resigned  12  June,  1865. 

Waken8liaw,  H.  €• 

Cadet  Midshipman,  10  June,  1873.    Graduated  18  June,  1879. 

Walbaeh,  John  J.  B. 

Midshipman,  1  December,  1827.  Passed  Midshipman,  14  June,  1834.  Liente 
25  February,  1841.  Dropped  28  September,  1855.  Lieutenant,  Active 
25  February,  1841.    Resigned  18  February,  1861. 

Waleott,  Henry  O. 

Acting  Second  Assistant  Engineer,  9  February,  1864.  Appointment  rev 
19  December,  1864. 

Waleott,  W.  F. 

Mate,  18  January,  1865.    Honorably  discharged  30  October,  1865. 

Walentt,  John. 

Midshipman,  2  March,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  80 
nary,  1855.    Dropped  28  September,  1855. 

Waldemar,  Charles  F. 

Acting  Ensign,  7  June,  1864.    Died  October,  1864. 

Waldo,  Charles. 

Master,  10  March,  1818.    Killed  80  August,  1838. 

Waldron,  R.  R. 

Midshipman,  15  June,  1887.    Died  80  October,  1846. 

Wales,  Philip  S. 

Assistant  Surgeon,  7  August,  1856.  Passed  Assbtant  Surgeon,  25  March,  : 
Surgeon,  12  October,  1861.    Medical  Inspector,  80  June,  1878. 

Walke,  Frank  A. 

Assistant  Surgeon,  81  May,  1854.    Resigned  6  August,  1856. 

Walke,  Henry. 

Midshipman,  1  February,  1827.  Passed  Midshipman,  10  June,  1883.  Lieutei 
9  December,  1839.  Reserved  list,  13  September,  1855.  Commander  on  Ai 
list,  14  September,  1855.  Captain  on  Active  list,  16  July,  1862.  Commo< 
25  July,  1866.    Rear-Admiral,  18  July,  1870.    Retired  list,  26  April,  1871. 

Walkenshaw,  Samnel  Ia. 

Acting  First  Assistant  Engineer,  22  October,  1868.  Honorably  discharged  10 
tober,  1865. 
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Walker,  Asa. 

Midshipman,  21   November,  1862.    Graduated  June,  1866.    Knaign,   12   March, 
1868.    Master,  26  Marcli,  1860.    Lieteuant,  21  March,  1870. 

Walker,  Benjamin. 

Mate,  12  September,  1861.    Acting  Ensign,  3  March,  1868.    Honorably  discharged 
12  October,  1865. 

Walker,  Charles. 

Boatswain,  6  June,  1808.    Last  appearance  on  Records  of  Navy  Department 

Walker,  Cbarles  H. 

Mate,  26  August,  1862.  Resigned  26  May,  1863.  Acting  Ensign,  4  June,  1863. 
Dismissed  7  October,  1864. 

Walker,  Daniel  R. 

Midshipman,  0  June,  1811.    Resigned  21  November,  1820. 

Walker,  Bndley. 

Purser,  21  August,  1826.    Dismissed  24  February,  1858. 

Walker,  Edward  A. 

Acting  Midshipman,  26  September^  1855.  Midshipman,  15  June,  1860.  Master, 
10  September,  1P61.  Lieutenant,  16  July,  1862.  Lieutenant-Command,er, 
25  July,  1866.    Commander,  5  June,  1874.    Died  8  March,  1876. 

Walker,  Edward  H. 

Mate,  1  October,  1862.    Dismissed  18  December,  1862. 

Walker,  George  W. 

Acting  Chief  Engineer,  1  October,  1862.  Honorably  discharged  12  February, 
1866. 

Walker,  Henry. 

Acting  Third  Assistant  Engineer,  1  August,  1864.  Honorably  discharged  8  Jiilv, 
1865. 

Walker,  H.  H. 

Acting  Ensign,  1  October,  1862.    Resigned  24  November,  1862. 

Walker,  James. 

Boatswain,  11  February,  1851.    Retired  list,  13  November,  1871. 

Walker,  James  C. 

Midshipman,  13  February,  1849.     Resigned  8  October,  1855. 

Walker,  James  G. 

Acting  Third  Assistant  Engineer,  7  October,  1864.  Honorably  discharged  20 
July,  1865. 

Walker,  James  HI. 

Acting  Ensign,  1  October,  1862.     Resigned  17  June,  1863. 

Walker,  John. 

Mate,  11  December,  1803.  Acting  Ensign,  27  February,  1865.  Honorably  di^ 
charged  26  AugUbt,  1807. 

Walker,  John. 

Boatswain,  6  February,  1862.    Retired  list,  15  August,  1877. 

Walker,  John. 

Acting  Second  Assistant  Engineer,  16  September,  1861.     Resigned  30  July,  1862. 

Walker,  John  G. 

Acting  Midshipman,  5  October,  1850.  Midshipman,  11  December,  1852.  Passed 
Midshipman,  20  June,  1856.  Master,  22  January,  1858.  Lieutenant,  23  January, 
1858.  Lieutenant-Commander,  16  July,  1862.  Commander,  25  July,  1866.  Cap- 
tain, 25  June,  1877. 

Walker,  John  T. 

Midshipman,  IS  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  25  Novenib(\'. 
1856. 
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Walker,  If atbaniel  B. 

Mate,  15  October,  18G1.  Dismissed  27  August,  1863.  Mate,  22  June,  1864.  Act- 
ing Ensign,  13  March,  1865.  Honorably  discharged  29  October,  1865.  Mate, 
22  June,  1866.    Resigned  13  August,  1867. 

Walker,  Tbecnlorie  li. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  Aueust,  1847.  Mas- 
ter, 26  July,  1855.    Lieutenant,  14  September,  1855.    Died  17  March,  1858. 

Walker,  Thomas. 

Acting  Third  Assistant  Engineer,  20  February  1864.  Honorably  discharged 
10  July,  1865. 

Walker,  Thomas  J. 

Mate,  15  June,  1863.    Resigned  11  May,  1865. 

Walker,  Thomas  W. 

Acting  Ensign,  31  March,  1863.    Dismissed  23  July,  1863. 

Walker,  W.  D. 

Acting  Assistant  Paymaster,  16  November,  1864.    Mustered  out  5  November,  1865. 

Walker,  William. 

Acting  Ensign,  81  October,  1862.  Dismissed  10  June,  1863.  Acting  Ensign; 
4  October,  1864.    Deserted  13  January,  1865. 

Walker,  William 

Midshipman,  2  April,  1804.    Appointment  revoked  4  August,  1809. 

Walker,  William  M. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
8  December,  1838.  Commander,  14  Septcmberv  1855.  Ciiptuin,  16  .Inly,  1862. 
Died  19  November,  1866. 

Walker,  William  S. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Captain,  8  Sep- 
tember,  1841.  Captain  14  September,  1855.  Commodore  on  Retired  list;  16  July, 
1862.    Died  24  November,  1863. 

Wall,  A.  G. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Died  31  August, 
1825. 

Wall,  Anicastns. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Wall,  FJlicott  C. 

Midshipman,  12  February,  1842.     Dismissed  2  October,  1845. 

Wall,  John  W. 

Acting  Third  Assistant  Engineer,  28  December,  1801.  Resigned  20  December, 
1803. 

Wall,  John  W. 

Acting  Third  Assistant  Engineer,  .26  October,  1861.  Resigned  12  February,  1864. 
Acting  Second  Assistant  Engineer,  2  November,  1864.  Honorably  discharged 
7  October,  1805. 

Wall,  Richard. 

Acting  Ensign,  18  May,  1863.    Dismissed  8  August,  1863. 

Wall,  Robert  E. 

Assistant  Burgeon,  27  November,  1844.    Died  15  December,  1853. 

Wallace,  Alexander. 

ActiiiLj  Master,  5  July,  1862.  Acting  Volunteer  Lieutenant,  1  May,  1865.  Honor- 
ably discharged  28  November,  1805. 

Wallace,  Francis. 

Mate,  16  June,  1863.  Acting  Ensign,  11  December,  1863.  Honorably  cU.scharged 
25  August,  lS(j5. 

Wallace,  Oeori^e  C 

Midshipman,  20  July,  1864.    Graduated  June,  1868.    Resigned  26  May,  1870. 
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Wallace,  James. 

Third  Ass'istaDt  EDginecr,  11  November,  1858.     Resigned  8  August,  1859. 
Wallace,  JamcH* 

Actinic  Midsliij)man,  1   November,  1859.     Ensign,  10  September,   1862.    Died 
25  February,  1864. 

Wallace,  John. 

•  Acting  Master,  21  January,  1862.    Honorably  discharged  11  August,  1865. 

Wallace,  John  8. 

Chaplain,  10  March,  1863. 

Wallace,  John  T. 

Midshipman,  1  March,  1625.    Resigned  27  July,  1827. 

Wallace,  Joseph  W. 

Mate,  9  December,  1862.  Resigned  13  November,  1863.  Mate,  23  Aninist,  1864. 
Acting  Ensign,  21  April,  1865. 

Wallace,  Matthew  J. 

Acting  Third  Assistant  Engineer,  29  November,  1864.  Honorably  di8char<»ed 
21  August,  1865. 

Wallace,  Richard  W. 

Mate,  22  September,  1864.  Resigned  20  December,  1866.  Mate,  15  March,  1867. 
Mustered  out  29  July,  1867. 

Wallace,  Rohert. 

Acting  Third  Assistant  Engineer,  20  September,  1862.  Acting  Second  Assistant 
Engineer,  12  March,  1864.    Honorably  discharged  15  May,  1865. 

Wallace,  Rnsh  R. 

Acting  Midshipman,  25  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5  September,  1859.  Lieutenant^  17  January, 
1861.  Lieutenant-Commander,  1  Octoocr,  1862.  Conmiander,  23  October, 
1870. 

Wallace,  Samnel. 

Acting  Third  Assistant  Engineer,  28  September.  1864.  Honorably  diachamd 
14  August,  1865. 

Wallace,  W.  H. 

Midshipman,  7  July,  1832.     Dropped  6  December,  1836. 

Wallace,  William  M. 

Midshipmun,  3  June,  1833.     Resigned  1  November,  1833. 

Wallach,  Cnthhert  P. 

Paymaster,  1  .hme,  1861.  Pay  Inspector,  3  March,  1871.  Pay  Director,  9  March 
1880. 

Waller,  I^ittloton  T. 

Purser,  13  September,  1841.     Resigned  12  January,  1853. 

Wallinup,  Bnms  T. 

Midshipmun,  5  June,  1872.    Graduated  20  June,  1876.    Ensign,  26  NoTember 

1877. 

Wallis,  John  E. 

Aiaing  Ensign,  20  July,  1863.     Honorably  discharged  10  September,  1865. 

Wall  is,  John  P. 

Midshipman,  26  July,  1864.  Graduated  20  June,  1869.  Ensign,  12  July,  1870. 
Master,  19  Auguet,  1872.  Lieutenant,  14  August,  1875.  Died  23  February, 
1880. 

Walpolo«  Horace. 

Midshipman,  4  Julv,  1805.  Lieutenant,  12  June.  1810.  Resigned  8  December 
iyi4. 

WalMlu  CliHrlefi. 

Mid>lui>iiian,  3  April,  1804.     Resigned  0  June,  1809. 

Walsh,  John. 

Profossor  of  Mathematics,  5  December,  1837.  Last  appearance  on  Records  of 
Navy  Department,  1839. 
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l¥al8h»  John  J. 

Guoner,  18  April,  1871. 

Walsh,  John  K. 

Acting  Assistant  Surgeon,  5  September,  1868.  Honorably  discharged  6  Septem- 
ber, 1865. 

Walsh,  Joseph  €• 

Midshipman,  1  November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieuten- 
ant, 9  December,  1839.  Resigned  18  September,  1854.  Acting  Lieutenant, 
11  February,  1802.    Resigned  1  May,  1862. 

Walsh,  Kegran. 

Midshipman,  25  November,  1799.  Discharged  12  May,  1801,  under  Peace  Estab- 
lishment Act. 

Walsh,  S.  W. 

Midshipman,  13  February,  1821.     Resigned  2  December,  1825. 

Walstrom,  Charles  43. 

Acting  Ensign,  10  December,  1862.     Resigned  27  March,  1865. 

Walter,  Horaee. 

Acting  Ensign,  14  May,  1863.    Resigned  (Sick,)  18  August,  1804. 

Walter,  Joseph. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Resigned  6  Juno,  1865. 

Walter,  Robert. 

Acting  Ma8ter,^0  August,  1861.     Dismis^scl  22  October,  1864. 

Walter,  R.  Priee. 

Acting  Master,  4  November,  1861.    Honorably  discharged  14  December,  1865. 

Walters,  €•  P. 

Mate,  2  October,  1861.  Acting  Ensign,  4  October,  1862.  Resigned  30  March, 
1864. 

Walters,  Henry. 

Acting  Ensign,  19  January,  1863.     Dismissed  21  November,  1868. 

Walters,  Henry. 

Mate,  20  January,  1864.     Honorably  discharged  1  November,  1865. 

Waiters,  William  li. 

Third  Assistant  Engineer,  21  May,  1857.     Died  27  May,  1858. 

Waltmeyer,  John  S. 

Carpenter,  30  December,  1874. 

Walton,  fidmnnd  W. 

Mate,  7  April,  1864.     Appointment  revoked  14  December,  1864. 

Walton,  James  €. 

Boatswain,  9  May,  1859. 

Walton,  Benjamin  O. 

Acting  Assistant  Surgeon,  15  November,  1862.  Appointment  revoked  10  April, 
1865. 

"Walton,  Jesse  Fleteher. 

Third  Assistant  Engineer,  25  August,  1862.     Resigned  81  March,  1865. 

Walton,  Thomas  €• 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  22  October,  1868. 

Walton,  Thomas  O. 

Acting  Assistant  Surgeon,  22  April,  1873.  Honorably  discharged  30  June, 
1879. 

Walton,  Walter. 

Mate,  28  January,  1862.  Acting  Ensign.  23  July,  1864.  Honorably  discharged 
20  October,  180.5. 

Walton,  William. 

Boatswain,  17  September,  1813.     Died  March,  1822. 
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Wamaling^  €•  Thomas. 

Acting  Third  Assistant  Engineer,  30  December,  1868.    Honorably  duchu^ged 
80  August,  1865. 

Wamaling^,  Robert  liewis. 

Third  ABsistant  Engineer,  8  July,  1862.    Resigned  17  November,  1865. 

Wandell,  Aag^stns. 

Acting  Third  Assistant  Engineer,  14  September,  1861.    Acting  Second  Aasistiat 
Engineer,  26  July,  1864.    Honorably  discharged  13  Decemfair,  1865. 

Wandell,  Martin  E. 

Mate,  19  August,  1862.    Acting  Ensign,  21  August,  1868.    Honorably  diachaiged 

2  August,  1865.    Mate,  20  January,  1870.    Resigned  9  August,  1871. 

Wanklin,  Henry. 

Acting  Second  Assistant  Engineer,  8  April,  1868.    Honorably  discharged  21  Qep- 
tember,  1865. 

Wappenlians,  €•  F.  R. 

Mate,  22  December,  1862.    Acting  Ensign,  8  January,  1868.    Acting  Master, 
8  May,  1865.    Honorably  discharged  29  September,  1868. 

Warbnrton,  £dgar  T. 

Cadet  Engineer,  Naval  Academy,  1  October,  1872.    Graduated  21  Jane,  1875. 
Assistant  Engineer,  1  July,  1878. 

Warbnrton^  William  F. 

Acting  Third  Assistant  Engineer,  5  July,  1861.    Acting  Second  Aasistant  En- 
gineer, 17  June,  1868.    Honorably  discharged  21  January,  1868. 

Ward,  Aaron. 

Midshipman,  28  September,  1867.    Graduated  6  June,  1871.    Ensign,  14  July, 
1872.    Master,  8  February,  1875. 

Ward,  Andrew  A. 

Acting  Master,  2  November,  1861.    Resigned  12  October,  1863. 

Ward,  diaries. 

Acting  Third  Assistant  Engineer,  11  June,  1864.    Deserted  March,  1865. 

Ward,  Charles  €• 

Acting  Assistant  Paymaster,  1  December,  1864.    Mustered  out  12  August,  186S. 

Ward,  Banlel. 

Actin&r  Third  Assistant  Engineer,  18  February,  1864.    Honorably  discharged  8  Oc- 
tober, 18G5. 

Ward,  Daniel. 

Mate,  17  January,  1862.     Boatswain,  11  December,  1872. 

Ward,  £•  €. 

Professor,  4  March,  1835.     Resigned  28  April,  1848. 

Ward,  Edward  €• 

Mid8hi])mun,  2  February,  1829.    Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.    Dismissed  25  March,  1801. 

Ward,  Elijah. 

Actiug  Assistant  Paymaster,  12  May,  1863.    Mustered  out  12  December,  1865. 

Ward,  George  W. 

Acting  Master,  21  October,  1861.    Dismissed  11  October,  1863. 

Ward,  Henry. 

Midshipman,  9  November,  1813.     Lieutenant,  5  March,  1817.     Died  9  Juiy,  1836 

Ward,  Jainen. 

Acting  Third  Assistant  Engineer,  4  January,  1862.    Honorably  discharged  8  Dr 
cember,  1865. 

Ward,  James  II. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     LitMitenant, 

3  March,  1831.     Commander,  9  September,  1853.     Killed  in  action  27  June, 
1861. 
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Ward,  John. 

Assistant  Sargeon,  28  April,  1848.  Passed  Assistant  Surgeon,  23  April,  1854. 
Resigned  8  April,  1861. 

Ward,  John  H. 

Acting  Third  Assistant  Engineer,  9  January,  1865.  Honorably  discharged  21  Oc- 
tober, 1865. 

Ward,  Jos. 

Gunner,  27  December,  1834.    Dismissed  8  March,  1886. 

Ward,  Peter  T. 

Carpenter,  8  June,  1870. 

Ward,  Robert. 

Midshipman,  18  May,  1809.    Dismissed  10  October,  1811. 

Ward,  Stillman  W. 

Mate,  November,  1862.  Acting  Ensign,  8  August,  1864.  Resigned  20  May^ 
1865. 

Ward,  Thomas. 

Sailmaker,  25  September,  1879. 

Ward,  William. 

Sailmaker,  14  August,  1884.    Died  24  May,  1844. 

Ward,  William. 

Midshipman,  1  February,  1826.  Passed  Midshipman.  28  April,  1832.  Lieutenant^ 
8  March,  1837.    Died  10  June,  1838. 

Ward,  William  O. 

Mate,  13  March,  1865.    Honorably  discharged  4  September,  1865. 

Ward,  William  H. 

Midshipman,  7  April,  1847.    Resigned  10  December,  1852. 

Ward,  William  H. 

Midshipman,  17  February,  1840.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.    Lieutenant,  9  September,  1856.    Dismissed  16  July,  1861. 

Ward,  William  H. 

Mate,  1  October,  1862.     Resigned  18  Januar}',  1864. 

Warden,  Z.  P, 

Midsbipir.un,  1  March,  1826.    Cashiered  10  December,  1830. 

Warden,  Halsten. 

Acting  Third  Assistant  Engineer,  20  December,  1861.  Appointment  revoked 
(Sick,)  21  May,  1862. 

Wardle,  R.  €. 

Assistant  Surgeon,  10  December,  1814.     Drowned  in  August'  1819. 

Wardrop,  William. 

Acting  Ensign,  29  October,  1862.     Appointment  revoked  (Sick,)  26  January,  1864. 

Ware,  Charlea  F. 

Acting  Ensign,  16  September,  1864.     Resigned  8  May,  1805. 

Ware,  Edward  II. 

Acting  Assistant  Surgeon,  27  April,  1806.  Assistant  Surgeon,  18  June,  1866. 
Passed  Assistant  Surgeon,  10  June,  1870.  Surgeon,  25  November.  1877.  Died 
13  August,  1878. 

Ware,  Joseph. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  :50  September,  1805. 

Ware,  Paul,  Jr. 

Acting  Ensign,  18  December,  1863.     Honorably  discharged  80  September,  1865. 

Ware,  Thomas  H. 

Purser,  28  June,  1843.    Dismissed  13  June.  1.%1. 

Warfield,  Anderson. 

Surgeon,  1  July,  1799.  Discharged  81  August,  1801,  under  Peace  Establishment 
Act 
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Warlleld,  liOt. 

Midshipman,  1(5  July,  1799.     Disclmrged  i\  July,  1«01. 

Wiireliam,  Richard. 

Acting  Third  Assistant  Engineer,  25  September,  1863.    Acting  Second 
Engineer,  2  June,  1865.     Honorably  discharged  15  November,  1865. 

Warlnup,  ArehlbaM  H. 

Midshipman,  19  October,  1841.     Resigned  11  July,  1848. 

IFarliDir^  Henry. 

Acting  Knsign,  8  August,  1863.     Honorably  di8<*.harge<l  8  November,  18(16. 

Warini:,  IHoratio  8. 

Assistant  Surgeon,  12  March,  1813.     Resigned  28  June,  1813. 

Warln$(,  Howard  8. 

Midshipman,  26  June,  1867.     Graduated   1  June,  1872.     Ensign.  15  JuIt,  1871 
Master,  12  July,  1878. 

Wark,  DaTid. 

Midshipman,  20  June,  1806.  Last  appearance  on  R(H.^ords  of  Navy  Department, 
5  December,  1806. 

Warley,  Alexander  F. 

Midshipman,  17  February,  1840.  Passed  Midshipman,  11  July,  1846.  Haste, 
1  March,  1855.  Lieutenant,  14  September.  1855.  Resigned  24  Deceraber, 
1860. 

Warner,  Charles  K. 

Acting  Third  Assistant  Engineer,  11  December,  1863.  Third  Assistant  Engiiiecri 
1  February,  1865.    Resigned  11  October,  1866. 

Warner,  Francis  W. 


Acting  Second  Assistant  Engineer,  3  June,  1861.  Acting  First  Aasiataiit  EngiMff, 
30  July,  1863.    Honorably  discharged  24  December,  1865. 

Warner,  Franklin  €• 

Acting  Ensign,  7  July,  1864.    Resigned  26  February,  1867. 

Warner,  George  H. 

Acting  First  Assistant  Engineer,  16  July,  1863.  Appointment  revoked  (SickJ 
22  December,  1803. 

Warner*  Henry ,R. 

Midshipman,  28  June,  1812.     Lieutenant,  5  March,  1817.    Cashiered  11  December, 

1824. 

Warner,  Hiram. 

Acting  Third  Assistant  Engineer,  27  September,  1862.  Acting  Second  Assistaot 
Engineer,  i)  October,  1863.  Acting  First  Assistant  Engineer,  81  Augost,  186i 
Resigned  7  January,  1865. 

Warner,  James  H. 

Third  Assistant  Engineer,  6  February,  1851.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  6  De- 
cember, 1859.     Name  stricken  from  the  Rolls,  8  July,  1861. 

Warner,  John. 

Lieutenant,  2  October,  1798.  Last  appearance  on  Records  of  Navy  Departmciit* 
29  November,  1798. 

Warner,  John. 

Master,  15 -September,  1813.     Died  24  August,  1814. 

Warner,  Jolin  E. 

Acting  Assistant  Surgeon,  28  July,  1863.     Resigned  12  November,  1864. 

Warner,  Oswald. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  0  June,  1864. 

Warner,  Rnssell. 

Acting  Third  Assistant  Engineer,  11  November,  1864.     Resigned  17  May,  ISfli 

Warner,  M^amnel  P.  IC. 

Acting  Assistant  Paymaster,  30  June,  1862.     Dismissed  19  February,  1868. 
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Warnick,  William  F. 

Mate,  9  June,  1864.    Honorably  discharged  6  December,  1868. 
Warrel,  Thomas  W. 

Midshipman,  4  July,  1805.    Dismissed  7  January,  1807. 

Ufarreii,  Aasnsins  A. 

Sail  maker,  12  September,  1858. 

Warren,  Benjamin  H. 

Cadet  Engineer,  Naval  Academy,  1  October,  1871.     Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.    Retired  list,  11  June,  1878. 

Warren,  Cliadbnrn  H. 

Acting  Third  Assistant  Engineer,  20  April,  1864.     Resigned  (Sick,)  15  October, 
1864. 

Warren,  Cbarles  S. 

Acting  Assistant  Paymaster,  17  December,  1S61.     Resigned  14  November,  1862. 

Warren,  £pliraim  R. 

Acting  Ensign,  5  January,  1868.     Honorably  discharged   18  September,  1865. 
Acting  Ensign,  1  May,  1866.    Mustered  out  15  October,  1867. 

Warren,  George  A. 

Acting  Assistant  Surgeon,  8  July,  1864.    Honorably  discharged  14  September, 
1865. 

Warren,  H.  O. 

Mate,  14  December,  1862.    Resigned  25  July,  1863. 

Warren,  Isaae* 

Acting  Master,  1861.    Resigned  23  July,  1862. 

Warren,  JoHhna  D. 

Acting  Master,  2  October,  1861.  Acting  Volunteer  Lieutenant,  13  May,  1868. 
Resigned  21  October,  1864. 

Warren,  Nahnm. 

Master's  Mate,  6  February,  1815.    Died  10  June,  1843. 

Warren,  O.  B. 

Acting  Master,  22  March,  1862.  Appointment  revoked  CSick,)  22  November, 
1864. 

Warren,  Robert. 

Lieutenant,  13  July,  1799.    Discharged  10  May,  1801. 

Warren,  Sylvanns. 

Acting  Second  Assistant  Engineer,  21  May,  1862.  Honorably  discharged  29  De- 
cember, 1865. 

Warrington,  Franklin  €• 

Acting  Third  Assistant  Engineer,  10  December,  1863.  Honorably  discharged 
14  November,  1865. 

Warrington,  Joseph  H. 

Third  Assistant  Engineer,  21  May,  1857.    Resigned  1  February,  1860. 

'Warrington,  liOwis,  Jr. 

Purser,  13  September,  1841.     Dismissed  11  June,  1868. 

Warrington,  I^ewis. 

Midshipman,  6  January,  1800.  Lieutenant,  7  February,  1807.  Commander, 
24  July,  1813.    Captain,  22  November,  1814.     Died  12  October,  1851. 

Warrington,  Miles  K. 

Midshipman,  30  January,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
2  December,  1851.  Lieutenant.  I'l  Dpc-^nlxM-.  isr)'>.  Dismi.ssed  18  July,  1859. 
Lieutenant,  21  December,  1859.     Died  20  Septeml>er,  18C0. 

Waslibnrn,  Alfred. 

Acting  Master,  28  December,  1861.     Died  14  May,  1865. 

Washbnrn,  Henry  W. 

Acting  Master,  26  February,  1862.     Honorably  discharged  8  April,  1866. 
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Washburn,  Samnel  B. 

Acting  Master,  1 1  November,  1861.    DismisBed  80  December,  1861.     Re-ftppoiatBd 

11  January,  1862.    Actiniae  Volunteer  Lieutenant,  21  January,  1864.     Honoriblf 
discharged  24  October,  1865. 

Washbnme,  Charles  P. 

Acting  Master,  21  January,  1862.    Appointment  revoked  (Sick,)  20  Joly,  1864. 

Washbarne,  Cornelias. 

Mate,  7  January,  1862.    Acting  Ensign,  11  December.  1862.     Hononblj  dit- 
charged  16  December,  1865. 

Washing^ton,  Bailey. 

Surgeon,  24  July,  1818.    Died  4  August,  1854. 

Washington,  H.  W.  M. 

Assistant  Surgeon,  17  April,  1856.    Passed  Assistant  Surgeon,  25  Maicli,  18I1- 
Dismissed  10  May,  1861. 

Washington,  Riehard. 

Acting  Assistant  Paymaster,  18  July,  1861.    Assistant  Paymaster,  24  Aiig0t» 
1861.    Paymaster,  14  April,  1862.    Fay  Inspector,  28  August,  1876. 

Washington,  S.  A. 

Midshipman,  1  November,  1826.    Resigned  17  April,  1834. 

Washington,  S.  S. 

Midshipman,  1  December,  1828.    Lost  in  the  "^  Bpmet;'  10  September,  1889. 

Washington,  S.  W. 

Midshipman.  15  November,  1809.  Last  appearance  on  Records  of  Navy  DcfSrt^ 
meut,  1815.    Alexandria. 

Washington,  T.  M. 

Midshipman,  21  October,  1824.    Passed  Midshipman,  4  June,  1881.     Lientnut. 

12  January,  1886.    Resigned  17  August,  1888. 

Washington,  W.  S.  J. 

Midshipman,  6  February,  1812.    Dismissed  1  May,  1828. 

Wasson,  Alonzo  M.  IL. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Honorably  dischmiged  7  No- 
vember, 1805. 

Wasson,  William. 

Acting  First  Assistant  Engineer,  17  November,  1862.     Died  7  July,  1868. 

Waterbnry.  Kaiiinel  A. 

Acting  Master,  8  May,  1863.     Resigned  25  April,  18G.>. 

Waterman,  liUcins  A. 

Actinj?  Ensign,  29  June,  1863.  Honorably  discharged  13  August,  1865.  Aetiof 
Ensign,  11  December,  1806.     Mustered  out  20  March,  18C9. 

Waterman,  Rnfns,  Jr. 

Midshipman,  25  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1808.  Master,  21  March,  1869.  Lieutenant,  21  Marcli.  1870.  Resigned  8  De- 
cember, 1871. 

Waterman,  William  li. 

Acting  Third  Assistant  Engineer,  19  September,  1802.  Ap|K>intnient  rproked 
15  February,  1805. 

Waters,  Jolin  G. 

Mate,  10  September,   1802.      Acting  Ensign,  28  November,    1802.    .  RetigBed 

13  April,  1804. 

Waters,  Kirven. 

Midshipman,  1  September,  1811.  Lieutenant,  80  June,  18U.  Died,  of  wounds 
received  in  action,  26  September,  1815. 

Waters^  ^^icliolas  B. 

Mi(lHhii)man,  1  November,  1827.     Resigned  0  October,  1832. 

WaterH,  William. 

r.oaiswaiii.  s  Dicember,  1835.     Died  7  September,  1S51. 
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W«lkey8,  Edward  H. 

Acting  Ensign,  18  January,  1868.    Died  80  July,  1864. 

Watklns,  Clarence. 

Midshipman,  1  December,  1828.    Died  19  July,  1884. 

Walking,  Erasmns. 

Midshipman,  1  January,  1812.    Resigned  1  December,  1817. 

Watklns,  Oeorge  R« 

Acting  Assifitant  Paymaster,  81  December,  1868.  Honorably  discharged  5  Decem- 
ber, 1865.  Pvssed  Assistant  Paymaster,  28  July,  1866.  Paymaster,  10  February, 
1870. 

Watkins,  Henry  J. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  17  August,  1864.    Honorably  discharged  25  September,  1865. 

IFatklns,  Mayo  CarrinKton. 

Midshipman,  8  May,  1884.  Passed  Midshipman,  16  July,  1840.  Master,  22  March, 
1847.    Lieutenant,  15  July,  1847.    Died  19  September,  1860. 

Watkins,  Milton  W. 

Sailmaker,  18  April,  1879. 

Watkins,  Tobias- 
Assistant  Surgeon,  20  July,  1709.    Resigned  1  January,  1801. 

^Watkins,  T.  Bascom. 

Gunner,  5  October,  lb61. 

l¥atniongh,  James  H • 

Acting  Midshipman,  24  November,  1848.  Purser,  12  December,  1844.  Pay  Di« 
rector,  8  March,  1871.  Acting  Paymaster  General,  1  March,  1878,  to  28  Febru- 
ary, 1877.    Paymaster  General,  28  February,  1877,  to  17  November,  1877. 

^Watmongh,  Pendleton  O. 

Midshipman,  20  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  26  April,  1859. 
Acting  Lieutenant,  18  May,  1861.  Lieutenant-Commander,  16  July,  1862.  Re- 
signed 28  July,  1865. 

^PFatmongh,  William  N. 

Acting  Assistant  Paymaster,  7  November,  1862.  Assistant  Paymaster,  80  June, 
1864.    Paymaster,  4  May,  1866. 

Watson,  Andrew  J. 

Purser,  1  May,  1831.    Lost  in  ''Levant,''  18  September,  1860. 

Watson,  A.  £n|$ene. 

Purser,  31  August,  1836.  Retired  list,  15  November,  1862.  Pay  Director  on 
Retired  list,  8  March,  1871.    Died  10  July,  1876. 

WTatoon,  Charles  F. 

Mate,  25  August,  1862.  Acting  Ensign,  19  January,  1868.  Honorably  discharged 
9  November,  1868. 

Watson,  DaTid. 

Acting  Assistant  Surgeon,  14  September,  1868.    Resigned  8  July,  1865. 

^Watson,  Eii;;ene  W. 

Acting  £n.si<rn,  18  September,  1863.  Ensign,  12  March,  1868.  Master,  18  De> 
cember,  18()8.    Lieutenant,  21  March,  1870. 

Watson,  £.  W. 

Acting  Master,  25  June,  1862.    Resigned  30  August,  1862. 

Watson,  Frank. 

Mate,  12  Mav,  1868.  Acting  Ensign,  29  March,  1384.  Appointment  revoked 
(Sick,)  25  January,  1865. 

Watson,  Fr»nk« 

Sailmaker,  3  March,  1877. 

Watson,  George  W. 

Acting  Master,  27  May,  1861.    Resigned  4  November,  1861. 
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Watson,  Henry. 

Mate,  9  December,  18C:$.     Ilouorably  discharged  1  November,  1868. 

Watson,  James. 

Boatswain,  9  March,  1H02.     Resigned  9  April,  1807. 

Watson,  James. 

Midshipman,  18  June,  1812.     Di.scliarged  from  the  Service  6  July,  1818. 

Watson,  James. 

Boatswain,  date  not  known.     Died  31  December,  1819. 

Watson,  James  ML. 

Midshipman,  1  February,  1823.  Passed  Midshipman,  28  March,  1829.  Lieata- 
ant,  80  December,  1831.  Reserved  list,  13  September,  lj855.  CommmiMier  ot 
Reserved  list,  1  February,  1801.  Commodore,  Retired  list,  4  April,  1867.  Died 
17  April,  1878. 

Watson,  James  P. 

Lieutenant,  1 3  February,  1799.  Last  appearance  on  Records  of  NaTj  Deptit- 
ment,  27  November,  1800. 

Watson,  J«  Crittenden. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Maiter, 
19  September,  1801.  Lieutenant,  16  July,  1862.  LieuteDant-CoounMadBr, 
25  July,  1866.    Commander,  23  January,  1874. 

Watson,  John. 

Carpenter,  29  July,  1799.    Warrant  given  up. 

Watson,  John  Ij. 

Chaplain,  8  Augusti  1855.     Retired  list,  21  December,  1861. 

Watson,  John  S.,  1st. 

Acting  Master,  9  September,  1861.  Acting  Volunteer  Lieutenant^  7  Augost,  18tt. 
Honorably  discharged  21  October,  1866. 

Watson,  John  S.,  8ncl. 

Acting  Master,  17  November,  1868.  Acting  Volunteer  Lieutenant,  3  June,  1851. 
Honorably  discharged  30  October,  1865. 

Watson,  Joseph. 

Purser,  26  May,  1824.    Died  16  February,  1831. 

W^atson^  Joseph. 

Acting  Assistant  Paymaster,  18  August,  1862.  Honorably  discharged  7  No¥«m- 
berj  1865. 

Watson,  Joshna. 

Midshipman,  4  July,  1805.     Died  1  June,  1811. 

Watson,  M.  B.  £•  W. 

Midshipman,  21  October,  1831.    Dismissed  20  May,  1836. 

Watson,  Renben  O. 

Acting  Third  Assistant  Engineer,  4  October,  1864.  Honorably  discbarifM 
29  August,  1865. 

Watson,  Thomas  O. 

Acting  Ensign,  10  June,  1804.     Honorably  discharged  23  February,  1867. 

Watson,  W\  Arf^yle. 

Acting  Assistant  Surgeon,  21  May,  1801.     Resigned  3  February,  1864. 

Watson,  Walliam. 

Actint;  Master,  20  August,  1861.  Resitjned  29  July,  1862.  Reappointed  4  Augu«t» 
1862.    Honorably  discharged  29  October,  1865. 

Watson,  William  II. 

Midshipman,  1  January,  1808.     Lieutenant,  7  March,  1813.     Died  13  September, 
1823. 

Watters,  H.  H. 

Midbhipman,  1  June,  1826.     Resigned  1%  March,  1S30. 
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Watters,  John. 

MidBbipman,  13  February,  1846.    Passed  Midsbipman,  8  June,  1852.    Master, 

15  September,  1855.    Lieutenant,  1(5  September,  1855.    Lieutenant>Commandor, 

16  July,  1862.    Commander,  25  July,  1866.    Died  22  January,  1874. 

Watters,  Joseph. 

Tbird  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Eugineer,  8  i)<v 
cember,  1862.  First  Assistant  Engineer,  1  December,  1864.  Died  13  SeptembcT, 
1866. 

Watters,  William  H. 

Acting  Tbird  Assistant  Engineer,  17  November,  1864.  Honorably  discharged 
27  October,  1865. 

Wattle9,  Charles  T. 

Midshipman,  1  May,  1822.     Died  10  November,  1822. 

Watts,  Andrew  €• 

Mate,  29  November,  1864.     Resigned  9  May,  1865. 

Walts,  Edward. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
25  September,  1815.    Killed  by  a  fall  from  masthead. 

^V^atts*  C^eorflre* 

Master,  20  April,  1812.    Killed  in  action  28  November,' 181 2. 

Watts,  H.  R. 

Acting  Assistant  Surgeon,  29  April,  1864.  Honorably  discharged  2  April, 
1866. 

Watts,  James  £• 

Third  Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  28  Sep- 
tember, 1864.    Drowned  9  July,  1871 . 

Watts,  Joseph- 
Acting  Third  Assistant  Engineer,  9  July,  1863.    Acting  Second  Assistant  Engi- 
neer, 21  October,  1864.    Resigned  12  May,  1865. 

Watts,  Thomas. 

Master,  9  February,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815, 
Charleston,  S.  C. 

Watts,  William. 

Midshipman,  10  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 

Wangh,  Alexander. 

Acting  Master,  0  December,  1861.    Appointment  revoked  13  January,  1864. 

Waagh,  Edward  J. 

Gunner,  1  July,  1861.    Dismissed  4  April,  1879. 

Wangh,  Jos- 
Midshipman,  80  November,  1814.    Resigned  21  February,  1815. 

Wangh,  William  F. 

Assistant  Surgeon,  8  April,  1873.    Resigned  1  April,  1876. 

Wanklin,  Henry. 

Acting  Third  Assistant  Engineer,  26  September,  1862.  Honorably  discharged 
21  September,  1865. 

Wanklin,  John  B. 

Acting  Xhird  Assistant  Engineer,  6  May,  1864.  Honorably  discharged  9  Decem- 
ber, 1865. 

Way,  Francis  S. 

Mate,  11  September,  1862.    Dismissed  18  January,  1864. 

Wayne,  Charles. 

Assistant  Surgeon,  29  August,  1825.    Died  19  August,  1828. 

Wayne,  T.  S. 

Midshipman,  1  January,  1825.    Resigned  18  December,  1827. 
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Wayne,  William  A. 

Midshipman,  27  October,  1838.    Passed  Midshipman,  8  July.  1889.     LieutenaBt 

4  June,  1844.    Resigned  1  May,  18G1 

Wayne,  William  €. 

Midshipman,  17  December,  1810.  Last  appearance  on  Records  of  Nayy  depart- 
ment, 1815.    Sloop  "  Wasp:' 

WeaTer,  Aaron  W. 

Midshipman,  10  May,  1848.  Passed  Midshipman,  15  June,  1854.  Master^  15  Se^ 
teinber,  1855.  Lieutenant,  11  September,  1855.  L]eutenant-Ck>nimaader.  II 
July,  1862.    Commander,  25  July,  1866.    Captain  8  August*  1876. 

WeayePf  Charles  H. 

Mate,  7  January,  1862.    Resigned  22  June,  1868. 

WeaTer,  CalTin  R. 

Acting  Second  Assistant  Engineer,  10  October,  1862.     Honorably  diiehnged 

19  September,  1865. 

WeaTer,  D«  £dward« 

Acting  First  Assistant  Engineer,  1  October,  1862.    Acting  Chief  Eogineer,  9  Joae. 

1863.    Resigned  26  July,  1864. 

WeaTer,  George  F. 

Midshipman,  8  August,  1816.    Died  5  October,  1825. 

WeaTer^  James  B. 

Midshipman,  80  November,  1861.  Graduated  November,  1864.  Bnaign,  1  ]|6> 
vember,  1866.    Master,  1  December,  18G6.    Resigned  4  December,  1867. 

Wearer,  *Samnel. 

Acting  Second  Assistant  Engineer,  9  December,  1868.    Honorably  dlBchaiged 

20  October,  1865. 

Weaver,  William  A. 

Midshipman,  4  February,  1811.  Lieutenant,  27  April,  1816.  Caahiered  27  No- 
vember, 1824. 

Weaver,  William  Bixon. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  Jme, 

1880. 

Weaver,  William  II. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
24  September,  1851. 

Weaver,  William  Ia. 

Mate,  7  January,  1862.    Resigned  22  June,  1863. 

Webb,  Charles. 

Assistant  Surgeon,  80  March,  1800.    Surgeon,  10  November,   1800.    Caahiend 

10  July,  1801. 

Webb,  Charles  Ta. 

Acting  Assistant  Paymaster,  17  December,  1861.  Appointment  revoked  (SickJ 
12  December,  1862. 

Webb,  Francis  R. 

Acting  Knsigu,  14  October,  1862.     Acting  Master,  22  January,  1864.    Honoimh^ 

discharged  4  October,  1805. 

Webb,  Gilbert. 

Acting  Third  Assistant  Engineer,  8  August,  1863.    Resigned  15  August,  1865. 

Webb,  Henry. 

Mate,  7  March,  1864.    Dismissed  11  April,  1865. 

Webb,  James. 

Sailmukcr,  1 1  November,  1798.    Last  appearance  on  Records  of  Navy  DepArtmeDt, 

5  December,  1798.    Discharged. 

Webb,  James  P. 

Midshipman,  2  April,  1804.    Resigned  15  May,  1806. 
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Webb«  James  R. 

Acting  Second  Assistant  Engineer,  27  January,  1868.  Honorably  discharged 
28  October,  1865. 

Webls  John. 

Boatswain,  12  November,  1799.  Discharged  14  September,  1801,  under  Peace 
Establishment  Act. 

Webb,  John  B. 

Acting  Assistant  Paymaster,  9  March,  1863.    Dismissed  10  November,  1863. 

UTebb,  John  M. 

Carpenter,  21  January,  1840.    Died  16  June,  1847. 

Webb,  John  H. 

Midshipman,  4  June,  1709.  Discharged  5  June,  1801,  under  Peace  Establishment 
Act 

Webb,  Robert  lieslie. 

Third  Assistant  Engineer,  11  February,  1862.  Second  Assistant  Engineer,  15  Oc< 
tober,  1863.  Dropped  9  March,  1868.  Restored  to  original  place,  6  April, 
1868.    Died  18  June,  1870. 

Webb,  Thomas  E. 

Assistant  Naval  Constructor,  27  February,  1865.    Naval  Constructor,  1 7  July,  1868. 

Webb,  Thomas  T. 

Miclshi]>man,  1  January,  1808.     Lieutenant,  19  December,  1814.     Commander, 

8  March,  1831.    Captain,  8  March,  1841.    Died  11  April,  1858. 

Webb,  Thomas  M. 

Mate,  5  September,  1863.    Appointment  revoked  (Sick,)  24  October,  1864. 

Webb,  William  A. 

Midshipman,  26  January,  1838.    Passed  Midshipman,  2  July,  1845.     Master. 

9  October,  1853.    Lieutenant,  12  June,  1854.     Resigned  17  May,  1861. 

Webb,  William  H. 

Mate,  19  June,  1862.  Acting  Ensign,  27  January,  1864.  Ensign,  12  March,  1868. 
Master,  18  December,  1868.    Lieutenant,  21  March,  1870. 

Webber,  George  €• 

Acting  Assistant  Surgeon,  14  November,  1863.  Honorably  discharged  12  July, 
1865. 

Webber,  John. 

Gunner,  26  May,  1852.    Died  28  November,  1869. 

Webber,  John  J«  N. 

Acting  Master,  28  December,  1861.    Dismissed  24  June,  1863. 

Webber,  Namnel  G. 

Assistant  Surgeon,  22  May,  1862.    Resigned  10  April,  1805. 

TTebber,  William  £• 

Acting  Gunner,  9  September,  1862.  Ilonorably  discharged  28  February,  1866. 
Gunner,  27  August,  1872. 

Weber,  liawrence. 

Acting  Ensign,  13  January,  1864.    Resigned  22  October,  1864. 

Weber,  Robert  !«• 

Assistant  Surgeon,  20  May,  1859.  Passed  Assistant  Surgeon,  17  December,  1862. 
Surgeon,  25  January,  1863.    Retired  list,  23  November,  1863. 

Webster,  £dii  in- 
Acting  Assistant  Paymaster,  19  April,  1864.    Honorably  discharged  26  September, 
1865.       ' 

Webfiter,  Harrie. 

Acting  Third  Assistant  Engineer,  8  February,  1862.  Third  Assistant  Engineer, 
20  May,  1864.  Retired  list,  29  December,  1865.  Restored  to  Active  list  as  Third 
Assistant  Engineer,  with  original  date  and  position,  26  January,  1866.  8.econd 
\ssistant  Engineer,  1  January,  1868.  Passed  Assistant  Engineer,  29  October, 
1874. 

4*^ 
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Webster,  H.  €. 

Mate,  19  September,  1861.    lYivd  19  September,  1862. 

Webster,  Johu. 

Acting  Third  Assistant  Eng.ncer.  2  July,  1862.     Honorably  discharged  24  Deoem- 
ber,  1865. 

Webster,  John  A. 

Master,  1  March,  1814.     Discharged  15  April,  1815. 

Webster,  John  1a. 

Acting  Assistant  Paymaster,  9  October,  1862.    Resigned. 

Webster,  I«ewis  D. 

Midshipman,  26  September,  1863,  Graduated  June,  1867.  Ensign,  18  December. 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  28  Feb- 
ruary, 1873. 

Webster,  Milton. 

Acting  Ensign,  24  June,  1863.    Honorably  discharged  19  September,  i:.-ti1. 

Webster,  JVelson. 

Midshipman,  16  January,  1809.  Lieuten^t,  9  December,  1814.  Died  24  Au^uft. 
1825. 

Webster,  Thaddens  B. 

Acting  Third  Assistant  Engineer,  4  January,  1862.    Resigned  19  October,  1861. 

Webster,  Walter  A. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Ilonorablv  dischamd 
14  September,  1865. 

Webster,  William  £• 

Acting  Third  Assistant  Engineer,  23  March,  1863.  Honorably  discharged  13  No- 
vember, 1868. 

Wedderbnrm,  A.  J. 

Assistant  Surgeon,  22  December,  1835.  Passed  Assistant  Surgeon,  1  Janiurv, 
1842.    Resigned  14  June,  1844. 

Wederstrandt,  P.  C. 

Midshipman.  16  March,  1798.  Lieutenant,  25  June,  1800.  Commander, 27  AoffiMt 
1807.     Resigned  2  May,  1810.  ^ 

Weed,  John  B. 

Midshipman,  13  December,  1837.     Dismibsed  13  July,  1838. 

Weed,  Joseph  D« 

Mate,  23  January,  1862.    Resigned  (Sick,)  26  March,  1868. 

Weeden,  George  W. 

Acting  Master,  4  December,  1861.     Resigned  5  August,  1862. 

Weeden,  Charles  I«. 

Mate,  26  March,  1863.  Acting  Ensign,  Y3  June,  1864.  Resigned  3  December, 
1864. 

Weeks,  Benjamin  H* 

Acting  Master,  20  December,  1861.     Resigned  18  April,  1865. 

Weeks,  £dinnnd  €• 

Acting  Master,  4  September,  1861.     Resigned  6  July,  1864. 

Weeks,  George  HI. 

Acting  Assistant  Surgeon,  1  July.  1862.    Resigned  18  November,  1868. 
Weeks,  James  €• 

Acting  Ensign,  22  Juno,  1863.    Honorably  discharged  5  November.  1865. 
Weems,  Edward  D. 

Third  Assistant  Engineer,  25  March,  1862.    Second  Assistant  Engineer,  1  Kotob- 
ber,  1863.    Resigned  6  September,  1867. 

Weems,  John. 

Midshipiiinn,  1  March,  1825.    Resigned  20  June,  1827.     Midshipman,  4  Aafrnst. 
Ib27.     Passed  Midshipman,  10  Jane,  1833.     Lieutenant,  22  December.  1^> 
Died  29  Miiv,  1840. 
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WeeinM,  ^.  T. 

Assistant  Surgeon,  21  September,  1802.  Surgeon,  1  July,  1803.  Resigned  20  Fcl>- 
ruary,  180G. 

Weeins,  Rolla. 

Midshipman,  1  January,  1818,     Died  October,  1833. 
Wegnianii,  Albert. 

Midshipman,  22  September,  1870.  Graduated  1  ^une.  1874.  Resigned  16  Mun  li. 
1875. 

Weidenbern,  Charles. 

Mate,  8  April,  1862.  Acting  Ensign,  2  September,  1863.  Honorably  discharged 
16  September,  1865. 

Weidman,  Jolin. 

Acting  Midshipman,  23  September,  1857.  Midshipman,  1  June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieatenant-Commander.  25  July,  1866.  Retired  list, 
80  June,  1875. 

Weil,  Samuel  H. 

Acting  Assistant  Surgeon,  13  January,  1863.     Resigned  22  February,  1805. 

Weir,  Andrew. 

Midshipman,  6  July,  1886.  Passed  Midshipman,!  July,  1842.  Master.  J  Jii:u\ 
1849.    Lieutenant,  22  January,  1850.     Resigned  8  June,  1853. 

Weir,  Robert. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.    Resigned  19  June,  1865. 

Weir,  Robert  XeQ. 

Acting  Second  Assistant  Engineer,  2  September,  1864.    Honorably  discharged 

20  Maj,  1868. 

Weisenthall,  T.  T. 

Assistant  Surgeon,  10  December,  1814.    Dismissed  7  April,  1829. 

Weleh,  Ari8tide0. 

Purser,  27  June,  1846.    Resigned  9  February,  1856. 

Weleh,  Charles  P. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Retired  list,  8  November,  1872. 

Weleh,  Daniel. 

Mate,  1  October,  1862.    Died  18  March,  1868. 

Weleh,  Daniel. 

Acting  Third  Assistant  Engineer,  29  April,  1864.  Honorably  discharged  28  Au- 
gust, 1865. 

Weleh,  George  £. 

Acting  Volunteer  Lieutenant,  31  October,  1861.  Resigned  12  April,  1862.  Acting 
Volunteer  Lieutenant,  1  July,  1862.  Honorably  discharged  13  September, 
1865. 

Weleh,  John  IT. 

Acting  Ensign,  16  April,  1863.  Acting  Master,  1  August,  1864.  Honorably  dis- 
charged 10  December,  1865. 

Weleh,  William. 

Mate,  13  June,  1864.  Honorably  discharged  15  May,  1866.  Mate,  80  August, 
1860.      Ensign,   12  March,   1868.      Master,  18  December,   1868.    Lieutenant, 

21  March,  1870. 

Welch,  William  £. 

Acting  Master,  4  November,  1861.     Dismissed  6  August,  1862. 

Welcker,  William. 

Acting  Third  Assistant  Engineer,  4  November,  1863.  Acting  Second  Assistant 
Engineer,  9  December,  1»64.    Ilonorably  discharged  25  August,  1867. 

Weld,  A.  D. 

Acting  Assistant  Paymaster,  6  February,  1862.     Do.mI. 
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Weld,  Francis  M. 

Assistant  Surgeon,  22  May,  1862.    Resigned  31  December,  18G3. 

Weld,  William  W. 

Mate,  19  September,  18C1.    Acting  Ensign,  26  September,  1862      Honorably  dis- 
charged 26  December,  1865. 

Welden,  James. 

Master's  Mate,  23  April,  1805.     Appointment  revoked  22  May,  1805. 

Weldon,  William  H. 

Assistant  Paymaster,  25  Septemhor,  1861.     Resigned  31  December,  1868. 

Welles,  Charles 

Mate,  28  July,  1862.    Acting  Ensign,  19  January,  1864.    Honorably  dischazged 
24  August,  1865. 

Welles,  Joseph  B. 

Mate,  12  September,  1862.    Acting  Ensign,  9  May,  1863.    Acting  Master,  7  No- 
vember, 1864.    Honorably  discharged  22  April,  1866. 

Wells,  Alexander  H. 

Midshipman,  14  December,  1831.    Drowned  80  November,  1836. 

Wells.  Benjamin  A. 

Assistant  Surgeon,  10  December,  1814.    Died  26  November,  1825. 

Wells,  Benjamin  F. 

Midshipman,  22  September,  1841.    Dismissed  28  August,  1849. 

Wells,  Bezaleel. 

Midshipman,  1  July,  1825.    Last  appearance  on  Records  of  Navy  Departmoit, 
1826.    Dead. 

Wells,  Charles. 

Midshipman,  22  December,  1847.    Dropped  28  February,  1849. 

Wells,  Charles  C. 

Acting  Master,  5  October,  1861.  Honorably  discharged  21  December.  1865. 
Actmg  Master,  11  December,  1866.    Mustered  out  16  May,  1867. 

Wells,  Charles  J.  S. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  30  October,  180S. 
Surgeon,  6  July,  1872.    Died  1  January,  1881. 

Wells,  Charles  S. 

Mate,  18  December,  1863.    Died  28  April,  1864. 

Wells,  Clark  H. 

Midshipman,  25  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master. 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander. 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  19  June,  1871.  Com- 
modore, 22  January,  1880.  ' 

Wells,  £dwin. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Enfi^ineer,  18  December. 
1862.    First  Assistant  Engineer,  30  January,  1865.    Chief  Engineer,  31  Mst, 

1880. 

Wells,  E.  O. 

Mate.    Dismissed  16  March,  i863. 

Wells,  Francis  S. 

Acting  Master,  8  June,  1861 .  Acting  Volunteer  Lieutenant,  7  May,  1868.  Acting 
Volunteer  Lieutenant-Commander,  27  May,  1865.  Honorably  discharged 
31  March,  1866. 

Wells,  Frederick. 

Acting  Assistant  Paymaster,  5  April,  1865.    Honorably  discharged  80  October. 

1865. 

Wells,  George. 

Midshipman,  18  December,  1833.    Passed  Midshipman,  8  July,  1889.    Lieutenai  \ 
20  September  1845.    Retired  4  February,  1862.    Died  27  October,  1864. 
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Wells,  Henry. 

Assistant  Surgeon,  25  July,  1708.    Surgeon,  2  August,  1790.     Last  appearance  on 
Records  of  Navy  Department 

Wells,  Henry. 

Midshipman^  20  June.  1806.    Lieutenant.  6  January,  1813.     Resigned  8  February, 
1820. 

Wells,  Henry  M. 

Assistant  Surgeon,  30  July,  1861.     Passed  Assistant  Surgeon,  22  June,   1864. 
Surgeon,  0  October,  1866. 

Wells,  Henry  'S. 

Mate,  22  April,  1863.    Acting  Ensign,  17  February,  1864.    Honorably  discharged 
6  June,  1866. 

Wells,  Howard. 

Assistant  Surgeon,  10  December,  1878.    Passed'  Assistant  Surgeon,  22  December, 
1876. 

Wells,  James. 

Surgeon,  24  April,   1700.    Last   appearance  on   Records  of  Navy  Department, 

11  January,  1806.    Dead. 

Wells,  John  €• 

Acting  Master,  26  February,  1862.    Acting  Volunteer  Lieutenant,  10  July,  1865. 
Honorably  discharged  21  November,  1865. 

Wells,  John  €. 

Acting  Third  Assistant  Engineer.  17  October,  186:J.     Honorably  discharged  2  No- 
vember, 1865. 

Wells,  John  T. 

Acting  Assistant  Surgeon,  1  June,  1871.    Resigned  1  September,  1874. 

Wells,  Joseph  £• 

Acting    Second    Assistant    Engineer,    20    June,    1864.      Honorably  discharged 
21  August,  1865. 

Wells,  IjyuKan. 

Acting  Master,  22  November,  1861.     Honorably  discharged  10  February,  1860. 

Wells,  Robert. 

Master,  8  September,  1708.     Last  appearance  on  Records  of  Navy  Department. 

Wells,  William. 

Lieutenant,  17  February,  1800.     Discharged  13  May.  1801    under  Peace  Establish- 
ment Act. 

Wells,  William  H. 

Acting  First  Assistant  Engineer,  24  August,  18G3.     Resigned  1  August,  18G4. 

Wells,  William  N. 

Acting  Master,  10  September,  1861.     Honorably  discharged  2(»  October,  1865, 

Wells,  William  R. 

Acting  Master,  23  October,  1862.     Acting   Volunteer   Lieutenant,  7   December, 
1803.    Honorably  discharged  5  September,  1865. 

Wells,  William  H. 

Third   Assistant  Engineer,   18  November,   1862.      Second   Assistant    Engineer, 
23  March,  1864.     Resigned  13  October,  1870. 

Ifelsli,  Fdwin. 

Midshipman,  I  May,  1822.     Resigned  11  August,  1825. 

Welsh,  George  P. 

Midshipman,  4  September,  1840.    Passed  Midshipman,  11  July,  1846.     Master. 

12  August,  1854.     Lieutenant,  18  April,  1855.     Died  26  April,  1860. 

Welsh,  John. 

Boatswain,  4  January,  1823.     Died  in  1825. 

Welsh,  Joseph. 

Acting  Assistant  Surgeon,  10  September,  1864.     Dismissed  18  February,  1805. 
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Welsh,  Robert  P. 

Midshipman,  1  April,  1828.    Resigned  6  July,  1835. 

Welsh,  Thomas. 

Mate,  6  July,  1863.     Acting  Ensign,  20  November,  1864.     Honorably  diflchanred 
12  March,  1866. 

Welsh,  Thomas. 

Acting  Assistant  Surgeon,  1  September,  1861.     Resigned  HO  April,  1«C4. 

Welton,  Henry, 

Gunner,  17  October,  1840.     Resigned  23  February,  1843.     Gunner,  27  Marrb. 
1847.    Appointment  revoked  6  March,  1848. 

Welton,  Henry. 

Acting  Ensign,  9  January,  1861.     Acting  Master,  4  January,    1865.     Honorably 
discharged  3  October,  1865. 

Welton,  Henry. 

Boatswain,  8  August,  1837.    Appointment  revoked  12  May,  1838. 

Wemple,  BaTid  B. 

Acting  Midshipman,  24  September,  1858.    Ensign,  25  November,  1862.    Lieuten- 
ant, 22  February,  1864.    Killed  24  December,  1864. 

Wendell,  J.  W. 

Midshipman,  18  June,  1812.    Resigned  16  December,  1814. 

Wendell,  Tunis  B. 

Mate.    Resigned  13  December,  1862.    Mate,  23  July,  1864.    Died  23  June,  1871. 

Wentworth,  Jere.  €. 

Mate,  2  March,  1863.  Acting  Ensign,  1  December,  1863.  Acting  Master,  29  June, 
1864.    Honorably  discharged  20  May,  1865. 

Wentnrorth,  I^eonard. 

Carpenter,  5  June,  1861.    Dismissed  80  September,  1864. 

Wentworth,  Walter  W. 

Acting  Assistant  Surgeon,  28  April,  1863.  Honorably  discharged  28  NoTember, 
1865. 

Werden,  Reed. 

Midshipman,  0  January,  1834.  Passed  Midshipman,  16  July,  1840.  Lieotenant 
27  February,  1847,  Commander,  16  July,  1862.  Captain,  25  Julv,  1866.  Com- 
modore, 27  April,  1871.  Rcar-Admiral,  4  February,  1875.  R'etired  list,  27 
March,  1877. 

Werlhoff,  Theodore. 

Acting  Master,  15  May,  1802.    Honorably  discharged  10  August,  1865. 

Werllch,  PerolTal  J. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 

Werner,  Theodore  J. 

Mate,  1  February,  18G;J.  Acting  Ensign,  8  May,  1865.  Honorablv  dischaiged 
80  November,  1868. 

Werner,  Joseph. 

Acting  Third  Assistant  Engineer,  3  January,  1863.  Honorably  discharged  4  Oc- 
tober, 18G5. 

Wefnoott,  William. 

Master,  -i  December,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Wescott,  William  H. 

Acting  Assistant  Surgeon,  4  August,  1862.  Assistant  Surgeon,  21  June,  1864. 
Resigned  27  April,  1865. 

Weskett,  Samnel. 

Acting  Ensign  and  Pilot,  1  January,  1865.    Honorably  discharged  14  August, 

1865. 

We^selH,  Frederick. 

Assistant  Surgeon,  11  March,  1829.     Died  15  November,  1834. 
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Wesson,  George  M. 

Acting  Assistant  Piiymaster,  21  July,  1862.     Resigned  4  December,  1862. 

IVest,  Abner. 

Acting  Master,  18  December,  1861.    Resigned  20  June,  1863. 

West,  Alexander  F.  H. 

Acting  Ensign,  20  April,  1863.  Resigned  25  March,  1864.  Acting  Ensign, 
21  April,  1864.  Honorably  discharged  14  October,  1865.  Acting  Ensign, 
21  November,  1866.    Mustered  mit  14  May,  1868. 

West,  Charles  H. 

Acting  Assistant  Paymaster,  9  December,  1861.     Resigned  28  December,  1864. 

West,  Clifford  H. 

Midshipman,  22  September,  18H:J.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

West,  George, 

Acting  Third  Assistant  Engineer,  16  June,  1862.  Resigned  6  June,  1863.  Acting 
Third  Assistant  Engineer,  8  November,  1864.  Honorably  discharged  24  Sep- 
tember, 1865. 

West,  Oeorge  £• 

Midshipman,  27  M«rch,  1839.     Resigned  24  June,  1844, 

West,  George  S. 

Acting  Ensign,  6  December.  1!SG2.     Died  9  August,  1863. 

West,  H. 

Mate,  29  July,  1862.     Appointment  revoked  (Sick,)  13  July,  1863. 

West,  James. 

3Iate,  4  November,  1862.  Acting  Ensign,  29  March,  1865.  Honorably  discharged 
18  May,  1865. 

West,  James  £• 

Midshipman,  12  June,  1799.  Discharged  12  October,  1801,  under  Peace  Estab 
lishment  Act 

West,  Job. 

Master,  12  May,  1813.     Resigned  4  October,  1818. 

West,  John. 

Acting  Master,  24  July,  1862.     Honorably  discharged  26  October,  1865. 

West,  John. 

Lieutenant,  4  July,  1798.     Resigned  28  .January.  1799. 

West^  John  W. 

Midshipman,  8  November,  181*<.  Lieutenant,  8  March,  1827.  Dismissed  22  No- 
vember, 1844.    MaPtcr.  19  March,  1S47.     Died  24  November,  1852. 

West,  John  W. 

Midshipman,  3  November,  1318.     Lieutenant,  n  March,  1827.     Dismissed  22  No- 
vember, 1844. 
wvAaf    Ijewls* 

Acting  Master,  23  August,  1861.    Resigned  25  March,  1865. 

West,  Montgomery.  ^         ^,      ^.    ^ 

Acting  Third  Assistant  Engineer,  9  September,  1863.      Honorably   discharged 

27  Octofier,  1865. 

HVest   Tli^iithonlel  T* 

Midshipman,  18  Februarv,  1844.     Passed  Midshipman,  10  August,  1847.     Re- 
served list,  13  September,  1855.    Ensign  (retired.)  10  March,  1863.    Commander, 
Reserved  list,  4  April,  1867. 
vvac|#    nrhomns 

Acting  Ensign,*2  January,  1864.    Honorably  discharged  28  October,  1865. 

West,  William  C.  ......     ,r    . 

Midshipman,  30  January,  1841.  Passed  Midshipman,  10  August,  184..  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Retired  List,  26  April,  1866.  Commander  on  Retired  list, 
4  April,  1867.    Died  22  June,  1879. 
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West,  William  H. 

Acting  MaBter,  10  May,  1801.  Acting  Volunteer  Lieutenant,  24  Pebmary,  18dl. 
Acting  Volunteer  Lieutenant-Commander,  80  November,  1864.  Honorably  die- 
charged  24  October,  1865. 

West,  William  H.  G. 

Third  Assistant  Engineer,  13  May,  1801.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1803.    First  Assistant  Engineer,  1  January,  1865.    Drowned  at  Cape 

May*,  19  July,  1872. 

Westeott,  Bayse  "N, 

Midshipman,  6  December,  1837.  Passed  Midshipman,  29  Jane,  1S43.  Master, 
18  October,  1850.  Lieutenant,  11  June,  1851.  Retired  list,  14  Hay,  1868L 
Commander,  Retired  list,  4  April,  1807. 

Westeott,  Edward  R. 

Acting  Ensign,  20  October,  1864.    Died  9  March,  1805. 

Westeott,  Hampton. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1826. 

Westeott,  JTohn  JT. 

Acting  Ensign,  24  February,  1865.    Appointment  revoked  28  jannaiy,  1885 

Westeott,  R.  T. 

Acting  Ensign,  16  October,  1862.    Resigned  23  October,  1863. 

Western,  Henry,  Jr. 

Mate,  13  September,  1862.  Acting  Ensign,  7  June,  1865.  Honorably  diachamd 
3  December,  1805. 

WesterTelt,  Jaeob. 

Acting  Master,  8  February,  1802.    Killed  in  action  25  February,  1864. 

Westfall,  I«ewls. 

Acting  Assistant  Surgeon,  19  March,  1803.  Honorably  discharged  G  NoTember, 
1805. 

Westlnghonse,  Geori^e,  Jr. 

Acting  Third  Assistant  Engineer,  1  December,  1804.  Honorably  dischamd 
1  August,  1805. 

Westlni^honse,  John. 

Acting  Third  Assistant  Engineer,  24  August,  1803.  Acting  Second  Afisistaat 
Engineer,  11  July,  1804.     Honorably  discharged  31  October,  1805. 

Weston,  Abljah. 

Midshipman,  2  July,  1801.     Resigned  4  November,  1805. 
Weston,  Alfred. 

Acting  Master,  4  November,  1801.  Acting  Volunteer  Lieutenant,  17  December,. 
1804.  Honorably  discharged  27  February,  1807.  Acting  Master,  5  April,  1867. 
Mustered  out  2  October,  1808. 

Weston,  Charles. 

Midshipman,  11  March,  1837.  Cashiered  27  October,  1842.  Acting  Lieutenant. 
13  May,  1801.     Resigned  10  August,  1801. 

Weston,  Daniel. 

Acting  Third  Assistant  Engineer,  7  July,  1804.  Honorably  discharged  28  Octo- 
ber, 1805. 

Weston,  Geori^e. 

Gunner,  1  August,  1800.    Dismissed  7  May,  1804. 

Weston,  CSerald. 

Mute,  37  January,  18o4.    Honorably  discharged  1  August,  1866. 

Wetherell,  Hiram  B.,  Jr. 

Acting  Assistant  Paymaster,  13  July,  1803.    Mustered  out  25  March,  1866. 

Wetherell,  ^lilford  H. 

Acting  Assistant  Surgeon,  27  April,   1805.     Honorably  discharged  15  March 
1800. 
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^etmoref  Henry  S. 

Mate^  1861.  Resigned  2  May,  1862.  Mate,  1  October,  1862.  Acting  Ensign,  5 
December,  1862.  Acting  Master,  14  December,  1863.  Acting  Volunteer  Lieu- 
tenant, 9  July,  1864.    Honorably  discharged  14  November,  1865. 

Wetmore,  William  €• 

Midshipman,  18  June,  1812.  Lieutenant,  13  January,  1825.  Commander,  8  Sep- 
tember, 1841.    Died  7  August,  1846. 

Wey,  Rafas  S. 

Midshipman,  5  April,  1834.    Resigned  15  July,  1837. 

Weyman,  £•  A« 

Midshipman,  80  March,  1838.    Resigned  21  September,  1839. 

Whalen,  Daniel. 

Acting  Assistant  Paymaster,  5  March,  1862.    Resigned  12  February,  1866. 

Wball,  Charles  F. 

Mate.    Killed  5  November,  1862. 

Wliann,  Dayid. 

Purser,  9.April,  1804.    Resigned  17  April,  1809. 

Wharton,  Arthur  D« 

Actinff  Midshipman,  23  September,  1856.  Midshipman,  15  June,  1860.  Dismissed 
26  August,  1861. 

Wharton,  Benjamin  B.  H. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
8  August,  1859.  First  Assistant  Engineer,  16  October,  1861.  Chief  Engineer, 
10  November,  1863. 

Wharton,  J.  P. 

Midshipman,  19  October,  1799.  Discharged  20  May,  1801,  under  Peace  Establish- 
ment Act. 

Wheaton,  Seth. 

Midshipman,  4  March,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1816. 

Whedon,  Robert  H. 

Acting  Assistant  Surgeon,  10  October,  18G3.     Honorably  discharged  1  November, 

1865.  Acting  Assistant  Surgeon,  27  April,  1866.    Assistant  Surgeon,  18  June, 

1866.  Resigned  19  October,  1869. 

Wlieeden,  Madison. 

Sailmaker,  19  August,  1834.     Retired  27  February,  1862.     Died  28  March,  1875. 

Wheelen,  £•  S. 

Acting  Assistant  Paymaster,  1861.     Appointment  revoked  20  December,  1861. 

Wlieeler,  Byron  €• 

Mate,  IQ  October,  1863.  Acting  Ensign,  23  July,  1864.  Honorably  discharged 
4  November,  1865. 

Wlieeler,  Ildmnnd  S. 

Acting  Assistant  Paymaster,  24  September,  1863.     Mustered  out  31  October,  1866. 

Wheeler,  Frederick  Ji. 

Acting  Assistant  Paymaster,  24  August,  1864.    Mustered  out  29  August,  1865. 

Wheeler,  Frederick  A. 

Mate,  5  March,  1864.     Resigned  20  March,  18C5. 

Wheeler,  Henry- 
Mate,  8  November,  1862.    Acting  Ensign  and  Pilot,  26  July,  1864.     Honorably 
discharged  3  November,  1805. 

Wheeler,  Horace  K. 

Acting  Assistant  Surgeon,  24  May,  1862.    Honorably  discharged  13  August,  1866. 

Wheeler,  James  R« 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  7  February^ 
1865.    Honorably  discharged  11  February,  1807. 


762  GENKRAL   NAVY  KEGISTER. 

Wheeler,  Joel  JII. 

Acting  Third  Assistant  Engineer,  28  July,  1868.    Acting  Second   Assistant  Ei^ 
neer,  2  September,  1864.    Honorably  discharged  3  May,  18G8. 

Wheeler,  Mortimer  in. 

Acting  Ensign,  23  January,  1864.     Ilonoruhly  discharged  2  February,  1867. 

Wh<^eler,  Rnssell  M. 

Acting  Third  Assistant  Engineer,  26  October,  1863.     Acting  Second  Aasistut 
Engineer,  13  February,  1865.     Honorably  discharged  9  December,  iJ^Bo. 

Wheeler,  Thomas  H. 

Mate,  28  January,  1864.  Acting  Ensign,  2  December,  1864.  Hononibly  dlachaiged 
28  October,  1865. 

Wheeler,  William  €. 

Third  Assistant  Engineer,  14  April,  ?847.  Second  Assistant  Engineer,  26  Fdm- 
ary,  1851.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  10  April, 
1861.    Dismissed  17  Januarys  1868. 

Wheeler,  William  K. 

Acting  Midshipman,  7  DcccmDer,  1850.  Acting  Ensign,  1  October,  1863.  Mas- 
ter, 10  May.  1860.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1*868.    Died  14  Marcli,  1876. 

Wheeler,  William  Ia. 

Assistant  Surgeon,  30  July,  186^1.    Resignr<l  9  May,  1864.     Acting  Assistant  Sor- 

§eon,  11  July,  1864.     Acting  Passed  Assistant  Surgeon,  20  September,  1866. 
[onorably  dischargea  15  November,  1868. 

Wheeloek,  £•  JII. 

Acting  Ensign,  1  October,  1862.     Appointment  revoked  27  April,  1863. 

Wheeloek,  Frederick  P« 

Midshipman,  10  March,  1840.    Passed  Midshipman,  11  July,  1846.    Died  11  April, 

1848. 

Wheelwright,  Charles  W. 

Assistant  Surgeon,  17  October,  1839.    Surgeon,  5  April,  1854.    Died  30  Jaly,  1862. 

WThelen,  Henry. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  12  March. 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  8  June, 
1873. 

Whelen,  William. 

Assistant  Surgeon,  3  January,  1828.     Surgeon,  9  February,  1837.     Died  11  Jnne» 

1865. 

Wheteroft,  W.  W. 

Midshipman,  1823.    Resigned  26  Novembor,  1827. 

Wherry,  William. 

Mate,  1  October,  1862.    Resigned  20  July,  1863. 

Whidbee,  J.  W. 

Midshipman,  16  January,  1800.  Last  appearance  on  Records  ofNavy  Department, 
17  March,  1800. 

Widdeii,  Philou  €. 

Acting  Assistant  Surgeon,  16  December,  1863.  Honorably  discharged  19  October, 
1865. 

Whifflin,  Jnlins  W. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  23  September,  1864. 

Whipple,  Arnold. 

Midshipman,  6  October,  1798.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Whipple,  Kdward  A. 

Third  Assistant  Engineer  10  July,  1847.  Second  Assistant  Engineer,  31  October. 
1848.  First  A,ssistant  Engineer,  26  February,  1851.  Resigned  20  Februazy, 
1854. 
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Wiilpple,  Edward  A. 

Acting  First  Assistant  ICtiirincer,  12  November,  1802.  Acting  Chief  Engineer, 
27  January,  1868.    Honorably  discharged  8  September,  1806. 

"Whipple,  Georg^e. 

Acting  First  Assistant  Engineer,  28  July,  1862.     Resigned  25  February,  1868. 
Whipple,  Georgia  W. 

Acting  First  Assistant  Engineer,  15  February.  1862.  Resigned  25  February, 
1808. 

Whipple,  John  P. 

Tliird  Assist44nt  Engineer,  13  March,  1847.  Second  Assistant  Engineer,  13  Sep- 
temi)er,  1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
27  J  une,  1855.    Died  26  September,  1864. 

Whipple,  P.  M. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Died  11  May,  1827. 

Whistler,  W. 

Midshipman,  80  April,  1800.  Last  appearance  on  Records  of  Navy  Department, 
9  J  une,  1800. 

WhUaker,  Carroll. 

Mate,  22  February,  1865.    Honorably  discharged  15  August,  1865. 

Whitaker,  John  G. 

Midshipman,  10  September,  1841.     Resigned  22  May,  1840. 

White,  €•  B. 

Acting  Assistant  Surgeon,  5  December,  1878.  Honorably  discharged  80  June, 
1879. 

White,  Charles. 

Mate,  18  January,  1864.    Honorably  discharged  26  October,  1865. 

White,  Charles  H. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  80  October,  1865. 
Surgeon,  18  November,  1869. 

White,  Charles  W. 

Acting  Third  Assistant  Engineer,  9  December,  1863.  Resigned  8  September, 
1864. 

White,  Collins  B. 

Acting  Assistant  Surgeon,  19  December,  1862.  Honorably  discharged  80  Septem- 
ber, 1865. 

White,  Edward  W. 

Acting  Master,  21  January,  1862.  Honorably  discharged  15  July,  1867.  Acting 
Master,  27  July,  1867.     Mustered  out  9  July,  1808. 

White,  Edwin.. 

Midshipman,  25  November,  1801.  Graduated  November,  1864.  Ensig^n,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 15  September,  1869. 

White,  Georg^e. 

Acting  Third  Assistant  Engineer,  1  February,  1868.     Dismissed  18  July,  1868. 

White,  Georg^e  B. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1801.  Master,  28  February,  1861.  Lieutenant, 
19  April,  1861.  Lieutenant- Commander,  8  March,  1865.  Commander,  13  A  ugust, 
1872. 

White,  George  H. 

Midshipman,  1  June,  1828.    Resigned  17  July,  1820. 

White,  George  H. 

Third  Assistant  Engineer,  21  July,  1858.  Resigned  14  October,  1859  Third 
Assistant  Engineer,  28  May,  1861.  Second  Assistant  Engineer,  28  October,  1862. 
First  Assistant  Engineer,  1  January,  1865.    Chief  Engineer,  28  November,  1678. 
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White*  George  II. 

Purser,  13  September,  1841.    Retired  18  April,  1863.    Died  18  NoTember,  1867. 

Wliite*  George  H. 

Mate,  24  September,  1861.    Resigned  21  June,  1864. 

White,  George  M. 

Midsbipinun,  1  November,  1828.    Passed  Midshipman,  14  June,  1884.    Lieutcoaot^ 

25  February,  1841.    Reserved  l»st,  13  September,  1855.    Captain,  Rcsen'ed  list, 
4  April,  1867. 

White,  George  W. 

Acting  Assistant  Paymaster,  10  February,  1865.     Mustered  out  27  October,  186-5. 
White,  Gideon,  Jr. 

Surgeon^s  Mate,  10  December,  1814.  Assistant  Surgeon,  2  Mav,  1825.  Dismissed 
12  January,  1882. 

White,  Henry. 

Mate,  1  November,  1864.    Honorably  discharged  13  June,  18G7. 

White,  Henry  €. 

Midshipman,  16  October,  1861.  Graduated  November,  1864.  Ensign,  1  NoTem- 
ber,  1866.  Master,  1  December,  1866.  Lieateuant,  12  March,  1868.  Lieutenant- 
Commander,  26  March,  1869. 

White,  Henry  €. 

Acting  Second  Assistant  Engineer,  27  February,  1865.  Honorably  discharged 
6  September,  1865. 

White,  Isaae. 

Carpenter,  29  November,  1825.    Discharged  15  December,  1828. 

White,  James. 

Midshipman,  20  August,  1814.    Resigned  22  August,  1815. 

White,  James  H. 

Acting  Third  Assistant  Engineer,  8  January,  1865.  Honorably  discharged 
10  August,  1865. 

White,  J.  Henry. 

Mate,  27  October,  1862.     Resigned  11  October,  1864. 

White,  John. 

Mate,  8  October,  1862.  Acting  Eiisijrn,  20  Auiiust,  isoa.  Acting  Master,  15  De- 
cember, 1804.     host  on  *"Patapitco,'^  15  Jan.uary,  18G."). 

White,  John. 

Master,  24  April,  1814.  Lieutenant,  -27  April,  1810.  Commander,  9  Februarr, 
1837.     Died  14  April,  1840. 

White,  John. 

Acting  Master,  7  October,  1861.     Died  30  October,  1861. 

White,  John. 

Muster,  2  December,  1813.     Resigned  20  April,  1814. 

White,  John. 

Mate,  8  April,  1864.     Resigned  (Sick.)  0  October,  1864. 

White,  John. 

Acting  Third  Assistant  Engineer,  10  Xovomber,  1803.     Died  15  April,  1864. 

White,  John  B. 

Acting  Assistant  Surgeon,  12  May.  1805.     Honorably  dis<:hargfd  27  An^w.st.  iNJt 

White,  John  J. 

Midshipman,    1    Julv,    1820.     Passed    Midshipman,    10    .luui-.    ls;53.     KesiinMHl 

26  February,  1839." 

White,  JoHeph. 

Carpenter,  29  August,  1825.     Last  appearance  on  Records  ol*  Navv   Department, 
1827.     Frigate  **  Comiellatlon:' 

White,  Jofthua. 

Midshipman,  1  June,  1812.     Resigned  80  January,  1817. 
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White,  IieTerett  H. 

Mate,  80  August,  1861.    Acting  Ensign,  26  November,  1864.    Appointment  re- 
voked 12  January,  1867. 

Hrhite,  leather. 

Gunner,  23  August,  1800.    Last  appearance  on  Recosds  of  Navy  Department 

White,  JHIehael. 

Boatswain,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

White,  Oscar. 

Midshipman,  21  September,  1861.    Graduated  October,  1865.    Ensign,  1  Decem- 
ber, 1866.    Master,  12  March,  1868.     Resigned  28  November,  1868. 

White,  Philip  H. 

Third  Assistant  Engineer.   16  October,   1861.      Second  Assistant  Engineer,  8 
August,  1863.     Resigned  27  April,  1865. 

White,  Philip,  Jr. 

Acting   Third   Assistant    Engineer,    20    April,    1865.      Honorably    discharged 
24  January,  1868. 

White,  Phllo. 

Purser,  11  May,  1830.  Resigned  31  October,  1834.  Purser,  13  April,  1837.  Re- 
signed 15  September,  1845. 

White,  Robert  H. 

Acting  Third  Assistant  Engineer,  29  September,  1862.  Resigned  11  October, 
1862. 

White,  Samuel. 

Carpenter,  4  May,  1841.    Died  20  August,  1843. 

White,  Samael  G. 

Assistant  Surgeon,  26  April,  1847.    Resigned  16  May,  1849. 

White,  Samnel  J. 

Acting  Master  and  Pilot,  1  October,  1864.    Resigned  27  March,  1865. 

White,  Trnman  B. 

Sailmaker,  25  July,  1870. 

White.  U.  8.  G. 

Civil  Engineer,  22  January,  1877. 

White,  William. 

Mate,  22  May,  1863.    Honorably  discharged  2  November,  1867. 

White,  William. 

Mate,  10  February,  1864.  Acting  Ensign,  25  November,  1864.  Honorably  dis- 
charged 1  August,  1865. 

White,  William  A. 

Master,  15  July,  1812.    Killed  in  action,  1  June,  1813. 

White,  William  E. 

Mate,  25  January,  1862.    Dismissed  30  September,  1862. 

White,  William  H. 

Acting  Third  Assistant  Engineer,  12  January,  1865.  Honorably  dischargred  14  No- 
vember, 1865.  Acting  Third  Assistant  Engineer,  4  December,  1806.  Died 
9  February,  1868. 

White,  William  H. 

Acting  Third  Assistant  Engineer,  5  July,  1862.  Resigned  (Sick,)  8  November, 
1864. 

White,  William  P. 

Cadet  Midshipman,  80  June,  1874.    Graduated *4  June,  1880. 

Whitehead,  Frederlek. 

Mate,  24  August,  1864.    Resigned  29  March,  1865. 

WhttehfMMl,  Ira  €. 

Acting  Assistant  Surgeon,  12  August,  1861.  Resigned  16  March,  1865.  Acting 
Assistant  Surgeon,  25  February,  1871.    Honorably  discharged  30  June,  1879. 
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Wbitohead,  ^avlll. 

Acting  Third  Assistant  Engineer,  11  May,  1864.    Honorably  disclifti^ged  8  Romn- 
ber,  1865. 

Whitehead,  Thomas. 

BoatswHin,  27  May,  1800.     Last  appearance  on  Records  of  Navy  DepartmcBt, 

8  0ctobi!r,  lvS08. 

Whitehead,  William. 

Boatswain,  6  May,  1838.     Died  9  April,  1854. 

Whitehead,  William. 

Acfcing  Midshipman,  23  September,  1856.  Midshipman,  15  Jone,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commaiider* 
25  July,  1866.    Commander,  4  June,  1874. 

Whitehill,  J.  F. 

Assistant  Surgeon,  16  May,  1829.     Lost  in  the  ^^^Homet^  10  September,  1839. 
Whitehill,  Rohert,  Jr. 

Acting  Third  Assistant  Engineer,  2  December,  1863.  Acting  Second  Assistaiit 
Engineer,  16  February,  1865.  Acting  First  Assistant  Engineer,  7  March,  18C5. 
Honorably  discharged  8  August,  1865. 

Whitelionse,  £dward  ]!V. 

Acting  Assistant  Paymaster,  24  December,  1862.  Assistant  Paymnster,  2;$  Julj, 
1866.    Passed  Assistant  Paymaster,  6  September,  1867.    Paymaster,  12  Apfil> 

1877. 

Whitehonse,  ISamnel  ]V. 

Carpenter,  17  July,    861. 

Whiteside,  Franklin  W. 

Mate,  17  March,  1864.    Honorably  discharged  1  September,  1865. 

Whiteside,  James  C 

Mate.    Appointment  revoked  30  July,  1862. 

Whitesides,  John  A. 

Mate,  26  December,  1863.    Honorably  discharged  3  November,  1865. 

Whitesides,  William. 

Midshipman,  24  June,  1799.     Lost  in  the  ^^Inmrgent.^^ 

Whitfield,  Frederick  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.     Died  14  October,  1866. 

Whitfield,  Georg^e. 

Mate,  19  January,  1862.    Dismissed  18  January,  1862. 

Whitfield,  W.  A. 

Midshipman,  16  December,  1830.     Resigned  6  December,  1888. 

Whitfield,  William  £. 

Midshipman,  2  June,  1870.     Graduated  1  June,  1874.    Ensign,  17  July,  1875. 

Whitin,  I^ouis  F. 

Acting  Assistant  Paymaster,  20  January,  1865.      Mustered   out   10  November. 
1865. 

Whiting,  Adoniram. 

Mate,  8  January,  1862.     Honorably  discharged  4  October,  1866. 

Wliiting,  Charles  G. 

Acting  Ensign,  5  August,  1864.     Honorably  discharged  22  January,  1866. 

Whiting,  F.  B. 

Midshipman,  6  July,  1803.     Resigned  0  December,  1805. 

Whiting,  George  B. 

Acting  Chief  Engineer,  28  February,  1805.     Honorably  discharged  ;?1  Octol>c" 
1868. 

Whiting,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.    Honorably  dischaiged  S  ^o- 
vember,  1865. 
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IThitlng,  James  B. 

Assistant  Surgeon,  1  May,  1851.    Died  1  June,  1855. 

Whiting,  James  W. 

Acting  Gunner,  4  October,  18G4.      Honorably  discharged  30  September,  18Go. 

Whiting,  Robert. 

Assistant  Surgeon,  21  June,  1875. 

Whiting,  Samuel. 

Boatswain,  for  duty  in  the  Arctic  Expedition,  9  May,  1855.  Appointment  ended 
with  return  of  Expedition,  1857. 

Whiting,  William. 

Boatswain,  19  February,  1848.    Accidentally  killed  1  April,  1855. 

Whiting,  William  B. 

Midshipman,  10  February,  1869.  Passed  Midshipman,  4  June,  1836.  Lieutenant,. 
8  September,  1841.  Reserved  list,  28  September,  1855.  Commander  on  Retired 
list,  21  July,  1861.  Captain  on  Retired  list,  4  April,  1867.  Commodore,  Re- 
tired list,  15  February,  1872. 

Whiting,  William  B. 

Midshipman,  1  March,  1841.  Passed  Midshipman,  10  August,  1847.  Master^ 
1  May,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  25  July,  1866.  Captain,  19  August,  1872.  Chief,  Bureau 
Navigation,  11  June,  1878. 

Whiting,  William  H. 

Acting  Midshipman,  21  September,  1860.  Acting  Ensign,  1  October,  1863.  Mas- 
ter, 10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Whiting,  William  W. 

Acting  Second  Assistant  Engineer,  28  October,  1861.  Acting  First  Assistant  En- 
gineer, 17  March,  1864.    Honorably  discharged  11  January,  1866. 

Whitlciek,  E.  D. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Dismissed  23  May, 
1832. 

Whitloek,  Isaae. 

Midshipman,  4  April,  1800.    Lost  in  the  ^^ Insurgent.^'' 

Whitman,  €.  8. 

Mate.    Resigned  24  July,  1862. 

Whitman,  John  F. 

Acting  Ensi^,  1  July,  1864.  Honorably  discharged  4  October,  1866.  Acting 
Ensign,  11  December,  1806.    Mustered  out  27  March,  1869. 

Whitman,  Joseph  A. 

Mate,  17  April,  1866.    Appointment  revoked  27  July,  1866. 

Whitmarsh,  Zachariah,  Jr. 

Boatswain,  8  February,  1849.    Died  20  November,  1869. 

Whitmore,  A.  H. 

Acting  Second  Assistant  Engineer  24  October,  1862.  Appointment  revoked 
(Sick,)  19  December,  1862. 

Whitmore,  Benjamin. 

Midshipman,  31  January,  1800.    Resigned  16  February,  1801. 

Whitmore,  Benjamin. 

Acting  Master,  24  ^larch,  1862.    Honorably  discharged  10  November,  1865. 

Whitmore,  Henry  €. 

Mate,  23  December,  1861.  Acting  Ensign,  18  March,  1864.  Honorably  discharged 
18  August,  1868. 

Whitmore,  Joseph. 

Master,  21  August,  1799.  Discharged  SO  April,  1801.  under  Peace  Establishment 
Act 
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Whltmore,  Walter  P. 

Acting  Third    Assistant    Engineer,  17    August,  1864.     Honorably 
23  November,  1865. 

Whitmore,  William  B. 

Acting  Third  Assistant  Engineer,  11  December,  1861.     Hoporably  diachuged 

1  December,  1865. 

Whltinore,  William  T. 

Acting  Assistant  Paymaster,  18  Angust,  1862.    Honorably  discbaived  8  Octobo; 
1865. 

Whitney,  Alfred  €• 

Acting  Second  Assistant  Engineer,  8  November,  1863.    Acting  First  AisiitHt 
Engineer,  18  September,  1864. 

Whitney,  DaTid  W. 

Acting  Assistant  Surgeon,  26  May,  1863.    Assistant  Surgeon,  22  September,  180. 
Dismissed  8  May,  1866. 

Whitney,  George  £• 

Acting  Third  Assistant  Engineer,  2  June,  1862.  Acting  Second  Assistint  Ei> 
gineer,  7  March,  1865.    Honorably  discharged  6  May,  1866. 

Whitney,  Isaae. 

Sailmaker,  10  January,  1837.    Appointment  revoked  2  November,  1847. 

Whitney,  John  M. 

Acting  Assistant  Surgeon,  27  June,  1861.    Drowned  16  August,  1864. 

Whitney,  Thomas  II. 

Assistant  Surgeon,  30  July,  1861.    Resigned  9  May,  1864. 

Whitney,  W.  H. 

Mate,  6  January,  1863.    Dismissed  4  June,  1863. 

Fhitney,  William. 

Sailmaker,  16  May,  1871.    Died  3  January,  1874. 

Whittaker,  llzra  J. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  17  De- 
cember, 1862.  First  Assistant  Engineer,  1  December,  1864.  Chief  Engineer, 
6  June,  1873. 

Whittaker,  Frederick  W.  II. 

Acting  Third  Assistant  Engineer,  26  February,  1862.  Resigned  16  August,  1862. 
Acting  Third  Assistant  Engineer,  13  September,  1862.  Acting  Second  Assistant 
Engineer,  20  July,  1863.    Resigned  15  February,  1865. 

Whittaker,  James. 

Acting  First  Assistant  Engineer,  21  November,  1862.  Appointment  revoked 
(Sick,)  12  May,  1863. 

Whittaker,  James  Washin^on. 

Third  Assistant  Engineer,  21   November,  1857.      Second  Assistant   Engineer, 

2  August,  1859.    First  Assistant  Engineer,  16  October,  1861.    Chief  Engineer, 
10  November,  1863. 

Whittaker,  John. 

Acting  Third  Assistant  Engineer,  21  August,  1861.  Acting  Second  Anistsst 
Engineer,  12  November,  1863.    Resigned  5  June,  1865. 

Whittaker,  John  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.  Honorably  diachamd 
15  August,  1865. 

Whittaker,  Rohert. 

Boatswain,  16  February,  1842.    Died  27  September,  1858. 

Whittemore,  Geori^e  H. 

Acting  Third  Assistant  Engineer,  ^0  December,  1863.  Acting  Second  Assistaot 
Engineer,  18  April,  1865.    Honorably  discharged  22  December,  1868. 

Whittemore,  Harry  ]>. 

Acting  Ensign,  1  June,  1864.    Appointment  revoked  6  November,  1866. 
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mnbdttemore,  Kenry  M. 

Acting  ABsistant  Paymaster,  11  July,  1868.    Mustered  out  12  December,  18G5. 

l^hlttemore,  John  in. 

Third  Assistant  Engineer,  24  August,  1861     Killed  in  action  7  November,  1861. 

^hittemore,  Menangh. 

Acting  Assistant  Paymaster,  19  October,  1861.    Died  26  Aprdl,  1862. 

Wbitteinore,  Theo.  W. 

Acting  Assistant  Paymaster,  12  March,  1863.  Honorably  discharged  2  February, 
1866. 

HTblttemore,  W.  M. 

Acting  Assistant  Paymaster,  18  August,  1862.    Resigned  17  February,  1864. 

Whltten^  JBIIJah. 

Gunner,  1  January,  1818.     Resigned  in  1825. 

WhiUhorne,  Be  Witt  €. 

Midshipman,  10  September,  1847.    Resigned  12  July,  1849. 

Whittier,  A.  S. 

Midshipman,  8  July,  1883.  Passed  Midshipman,  8  July,  1839.  Died  24  January, 
1841. 

Wlilttier,  Rulus  A. 

Acting  Midshipman,  4  March,  1850.     Dropped  24  January,  1851. 

IVliittiiiicton,  €•  8. 

Midshipman,  18  June,  1812.     Resigned  17  February,  1826. 

l^hlttlngton,  Georg^e  If. 

Acting  Third  Assistant  Engineer,  26  August,  1863.  Honorably  discharged 
26  August,  1865. 

HThltllngton,  Henry. 

Carpenter,  11  December,  1827.    Died  28  January,  1828. 

"Whlttln^on,  8.  B. 

Assistant  Surgeon,  7  July,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Sloop  **  Ontario:' 

Urblttle,  John  8. 

Assistant  Surgeon,  20  June,  1838.    Died  5  April,  1850. 

Whittle,  William  €. 

Midshipman,  10  May,  1820.  Lieutenant,  17  Mav,  1828.  Commander,  4  August, 
1850.    Resigned  20  April,  1861. 

Whittle,  William  €.,  Jr. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861  Master,  28  February,  1861.  Resigned  15  May, 
1861. 

Whittlesey,  John  €• 

Acting  Master,  26  August,  1861.    Resigned  21  November,  1861. 

Whittlesey,  W.  €• 

Surgeon,  27  April,  1816.  Last  appearance  on  Records  of  Navy  Department,  1819. 
Furloughed. 

Whitlon,  Ellsha. 

Guuner,  13  April,  1838.    Died  17  June,  1849. 

Whitton,  William  H. 

Mate,  2  June,  1804.    Appointment  revoked  16  August,  1864. 

Whit  worth,  Horaee. 

Acting  Third  Assistant  Engineer,  8  December,  1803.  Honorably  tlischarcred 
16  November,  1865.  Acting  Third  Assistant  Engineer,  26  April,  180(5.  Mus- 
tered out  7  December,  1808. 

Whyborn,  BaTid  T. 

Acting  Assistant  Surgeon,  10  March,  1864.    Resigned  9  September,  1865. 
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Whyte,  Harry  M. 

Actinc  Third  Assistant  Engineer,  23  August,  1864.    Honorably  discharged  4  De^ 
cember,  1865. 

WIekes,  Roscoe  T« 

Mate,  13  October,  1868.    Resigned  19  August,  1871. 

Wlckes,  Silas  B. 

Assistant  Surgeon,  24  July,  1813.    Surgeon,  27  March,  1818.    Died  21  August,  1819. 
H'lckham,  George. 

Midshipman,  5  January,  1832.    Passed  Midshipman,  23  June,  1838.     Resumed 
26  July,  1839.  ^^ 

^^yfckwlse,  Jonathan  W. 

Mate,  31  December,  1863.    Appointment  revoked  8  November,  1864. 

Widgeon,  WilUam. 

Sailmaker,  20  June,  1812.    Resigned  12  June,  1815. 

WIdnp,  Allen  W. 

Mate,  21  November,  1868.    Resigned  24  April,  1865 

WIgand,  Raymond. 

Mate,  24  January,  1868.    Dismissed  30  June,  1863. 

WIggin,  Alexander  8. 

Acting  Master,  27  February,  1862.     Died  from  wounds  received  in  action  at 
Bayou  Teche,  La.,  9  February,  1863. 

IVIggin,  Cleorge. 

Acting  Master,  3  July,  1861.    Acting  Volunteer  Lieutenant,  8  November,  180. 
Honorably  discharged' 25  February,  1865. 

Wight,  Charles  I.. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  20  Jane,  1878. 
Wight,  Banforth  P. 

Acting   Assistant   Paymaster,  20    January,  1864.    Passed  Assistant  Pavmaster» 
23  July,  1806.    Paymaster,  12  February,  1870. 

Wight,  James  M. 

Midshipman,  1  July,  1867.    Graduated  6  June,  1871.    Ensign,   14  July,  1871 
Master,  80  June,  1873.    Lost  on  "  Huron;'  24  November,  1877. 

Wight,  I^othrop. 

Mate,  19  August,  1802.     Acting  Ensign,  21  May,  1863.     Acting  Master,  2  July, 
1864.     Honorably  discharged  19  August,  1865. 

Wightman,  George  A. 

Acting  Sailmaker,  5  June,  1861.    Resigned  3  October,  1861. 

WiekoflT,  Holmes. 

Acting  Assistant  Surgeon,  29  June,  1871.    Assistant  Surgeon,  26  February,  1875. 
Died  17  July,  1878. 

Wilhnr,  Charles  €• 

Mate,  4  January,  1864.    Acting  Ensign,  27  September,  1864.     Honorably  dis- 
charged 28  October,  1866. 

Wilhur,  James  B. 

Acting  Third  Assistant  Engineer,  24  June,  1863.     Resigned  23  June,  1865. 

Wilcox,  Abraham  H. 

Acting  First  Assistant  Engineer,  21  March,  1865.    Honorably  discharged  6  Sep- 
tember, 1866. 

Wilcox,  Amos  €. 

Acting  Tliird  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  26  Oc- 
tober, 1865. 

Wilcox,  B.  C. 

Midshipman,  1  April,  1827.    Resigned  15  December,  1838. 

Wilcox,  CalTin  S. 

Mate,  15  September,  1863.    Acting  Ensign,  13  December,  1864.    Hononbly  dis- 
charged 10  August,  1865. 
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IVIleox,  DaTid  I.. 

Acting  Master,  14  August,  1861.    Resigned  17  January,  1862. 

Wileox,  Henry  F. 

Acting  Second  Assistant  Engineer,  25  January,  1864.     Honorably  discharged 
/  15  August,  1865. 

Wilcox,  John. 

Mate.    Dismissed  26  May,  1868. 

IVIleox,  Richard 

Mate,  15  April,  1863.    Resigned  8  December,  1864. 

Wilcox,  Samnel. 

Midshipman,  11  June,  1840.    Resigned  17  August,  1847. 

Wllcoxflon,  James. 

Midshipman,  18  November,  1880.  Passed  Midshipman,  2  July,  1846.  Drowned 
21  December,  1850. 

Wild,  Edward  N. 

Mate,  4  April,  1864.    Honorably  discharged  3  November,  1865. 

Wilde,  George  F.  T. 

Midshipman,  30  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 26  June,  1869. 

Wilde,  Richard, 

Midshipman,  1  December,  1809.    Resigned  1  November,  1810. 

Wilder,  Charles  B. 

Acting  Master,  17  October,  1861.  Acting  Volunteer  Lieutenant,  12  April,  1864. 
Killed  in  action  at  Smithfield,  Virginia,  14  April,  1864. 

Wilder,  Henry  M. 

Acting  Gunner,  25  May,  1865.    Honorably  discharged  12  October,  1865. 

Wildes,  Frank. 

Acting  Midshipman,  21  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.    Commander,  1  April,  1880. 

Wildes,  William. 

Lieutenant,  28  April,  1799.     Resigned  4  August,  1800. 

Wlldman,  James  T. 

Acting  Assistant  Paymaster,  11  January,  1864.  Honorably  discharged  5  June, 
1865. 

Wllej,  Charles. 

Acting  Ensign,  4  May,  1863.    Resigned  30  March,  1865. 

Wiley,  Edwin  H. 

Midshipman,  27  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.    Resigned  1  July,  1875. 

Wiley,  Georice» 

Purser,  4  August,  1800.    Dismissed  8  October,  1800. 

Wiley,  George  F. 

Mate,  24  June,  1867.    Resigned  0  May,  1868. 

Wiley,  James. 

Midshipman,  9  March,  1840.     Resigned  8  June,  1847. 

Wiley,  J.  H. 

Mate,  19  September,  1861.  Acting  Ensign,  13  Sd^tember,  1862.  Dismissed 
7  June,  1863. 

Wiley,  John  S. 

Assistant  Surgeon,  9  May,  1825.     Died  20  June,  1852. 

Wiley,  Robert. 

Acting  Ensign,  14  August,  1802.    Killed  on  the  '\\fontgomerf/,''*  16  January,  1865. 

Wllhelm,  William. 

Mate,  14  April,  1862.    Resigned  80  April,  1864. 
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Wilkes,  Charles. 

MidshipmaD,  1  January,  1818.  Lieutenant,  28  April,  1826.  Commander,  18  Jnlj, 
1848.  Captain  14  September,  1855.  Retired  list,  21  December,  1861.  Conh 
modoreon  Retired  list  from  16  July,  1862.  Rear- Admiral,  Retired  listy  6  Au- 
gust, 1866.    Died  8  February,  1877. 

Wilkes,  John,  Jr. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Resigned 

8  November,  1854. 

Wllkins,  Charles  R. 

Acting  Master,  27  March,  1862.     Honorably  discharged  12  December,  1865. 

Wllklns,  George  F. 

Acting  Ensign,  22  May,  1863.  Acting  Master,  5  September,  1864.  Masto^ 
12  March,  1868.  Lieutenant,  18  December,  1868.  Retired  list,  81  October. 
1879. 

Wllklns,  Heber  €• 

Acting  Third  Assistant  Engineer,  22  June,  1864.  Honorably  discliaised  17  July, 
1835. 

Wllklns,  Henry. 

Mate.    Resigned  18  March,  1863. 

Wllklns,  Henry  H. 

Acting  Assistant  Surgeon,  3  October,  1864.    Resigned  12  May,  1865. 

Wllklns,  James. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  6  De- 
cember, 1865. 

Wllklns    John. 

Gunner,  12  January,  1858.     Dismissed  23  February,  1853. 

Wllklns,  I..  M. 

Midshipman,  18  June,  1831.    Resigned  5  December,  1837. 

Wllklns,  William  W. 

Acting  Assistant  Surgeon,  21  October,  1861.    Resigned  22  December,  1863. 

Wilkinson,  Alfred. 

Acting   Third    Assistant    Engineer,  11  January,   1864.    Honorably   dlBcharged 

9  December,  1865. 

Wilkinson,  O    B. 

Midshipman.  1  February,  1823.     Died  in  1825. 

Wilkinson^  George  W. 

Third  Assistant  Engineep^  21  September,  18G1.     Resigned  22  September,  1863. 
Wilkinson,  II. 

Master,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Department,  181& 
Lake  Ontario. 

Wilkinson,  James. 

Acting  First  Assistant  Engineer,  14  November,  1861.     Resigned  7  January,  1863. 
Wilkinson,  J.  B. 

Purser,  20  March,  1814.     Resigned  2  June,  1829. 

Wilkinson,  J.  B. 

Midshipman,  15  November,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

miklnson,  Jesse. 

Midshipman,  4  July,  1805.  Lieutenant,  10  April,  1810.  Commander,  18  April. 
1818.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855.  Died 
23  March,  1801. 

Wilkinson,  John. 

Midshipman,  18  December,  1837.    Passed  Midshipman,  29  June,  1843.    blaster, 
25  J  line,  1850.     Lieutenant,  5  November,  1850.    Dismissed  20  April,  1861. 
Wilkinson,  John  11. 

Mate,  80  October,  1802.     Dismissed  11  July,  1863. 
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Wilkinson,  J.  M. 

Midshipman,  80  November,  1814.    Resigned  6  March,  1815. 

Wilkinson,  Richard. 

Acting  Ensign,  28  October,  1863.    Honorably  discharged  22  June,  1865. 

Wilkinson,  Robert. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  9  Ai)ril,  ISOO. 

Wilkinson,  S.  W. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Died  14  No- 
vember, 1839. 

Wilkinson,  T.  H. 

Midshipman,  1  January,  1812.    Dismissed  6  May,  1812. 

Wilkinson,  William  W. 

Midshipman,  4  November,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
7  March,  1851. 

Wilks,  Frank  II. 

Mate,  22  October,  1861.  Acting  Ensign,  13  January,  1868.  Acting  Master,  recom- 
mendation of  Admiral  Lee,  G  September,  1864.    Resigned  15  March,  1865. 

Wllky,  Thomas. 

Lieutenant,  25  May,  1798.  Last  appearance  on  Records  of  Navy  Department, 
15  April,  1801.    Declined. 

Willard,  Andrew. 

Acting  Ensign,  20  July,  1864.    Honorably  discharged  6  August,  1865. 

Willard,  Charles  F. 

Mate,  19  July,  1862.    Resigned  25  March,  1863. 

Willard,  George  J. 

Midshipman,  1  May,  1822.    Struck  off  23  August,  1828. 

Willard,  J.  M. 

Acting  Ensign,  8  October,  1862.    Honorably  discharged  22  November,  1865. 

Willard,  I^ewis  H. 

Acting  Assistant  Surgeon,  29  September,  1862.  Appointment  revoked  9  March, 
1864. 

Willard    Robert. 

Acting  Assistant  Surgeon,  6  May,  1863.  Assistant  Surgeon,  1  June,  1863.  Re- 
signed 31  May,  1865. 

Willeomb,  Charles  Jj. 

Acting  Master,  14  August,  1861.  Appointment  revoked  17  March,  1864.  Acting 
Ensign,  2  June,  1864.  Acting  Master,  7  March,  1865.  Honorably  discharged 
20  October,  1865. 

Willcox,  William  H. 

Midshipman,  80  January,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
2  March,  1855.    Lieutenant,  14  September,  1855.    Resigned  20  June,  1857. 

Wllleox,  William  H. 

Professor,  8  June,  1858.    Died  20  August,  1870. 

Willeoxen,  John  S. 

Acting  Third  Assistant  Engineer,  1  October,  1 802.  Actini;  Second  Assistant 
Engineer,  6  Octuber,  1863.    Honorably  discharged  12  November,  1865. 

Willes,  William  H. 

AssisUut  iSurgeon,  28  March,  1868.    Died  29  January,  1870. 

Wlllett,  Samuel  £• 

Assistant  Surgeon,  24  September,  1800.  Last  appearance  on  Records  of  Navy 
Department,  81  December,  1803. 

Willett,  Silas  8. 

Mate,  26  December,  1862.  Acting  Ensign,  11  May,  1865.  Honorably  discharged 
27  February,  1866.  Acting  Ensign,  27  April,  1866.  Mustered  out  8  February, 
1868.    Mate,  6  August,  1869.    Resigned  15  March,  1873. 
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Willett,  Stephen  £. 

Mate,  31  December,  1861.    Acting  Ensign,  23  November,  1864.      Appointmeot 
revoked  24  July,  1866. 

Willetl,  William  M.,  Jr. 

Third  AssiBtant  Engineer,  24  December,  1853.    Resigned  0  March,  1^557. 

Wllletts,  Albert  B. 

Cadet  Engineer,  Naval  Academy,  1  October,  1872.     Gniduatod  no  May,  1874. 
Assiatant  Engineer,  26  February,  1875.    Resigned  31  December,  1671). 

Wllletts,  Nleholas  B. 

Gunner,  26  July,  1858.    Acting  Master,  10  July,  1803.     HonoraMv  discharged 
24  October,  1865.    Ensign,  12  March,  1868.    Died  23  March,  1868.' 

Willey,  GranTlUe  €. 

Acting  Third  Assistant  Engineer,  12  January,  1864.    Resigned  16  July,  1864. 

Wllley,  lieTi  €• 

Mate,  25  May,  1863.    Died  13  September,  186?. 

Wllley,  O.  8. 

Mate.    Dismissed  27  March,  1863. 

Wllley,  William  A. 

ActingFirst  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  11  No- 
vember, 1865. 

Williams,  Alexander. 

Assistant  Surgeon,  28  March,  1820.    Resigned  14  June,  1820. 

Wllllamfii,  Anthony. 

Acting  Third  Assistant  Engineer,  21  October,  1862.    Acting  Second  Assistant 
Engineer,  10  September,  1864.    Honorably  discharged  2  October,  1866. 
Williams,  Angnstns  P. 

Acting  Assistant  Surgeon,  30  May,  1861. ,  Resigned  7  June,  1861. 

Williams,  B.  T. 

Midshipman,  9  November,  1813.     Resigned  19  April,  1815. 

Williams,  B.  T. 

Assistant  Surgetm,  27  April,  1818.    Last  appearance  on  Records  of  Navy  Depart 
ment,  1821.     Schooner  ''Lynx^ 

Williams,  Charles  L. 

Acting  Third  Assistant  Engineer,  23  December,  1804.     Honorably  discharged 
7  July,  1805. 

Williams,  Charles  S. 

AssisttiDt  Paymaster,  16  June,  1880. 

Williams,  Charles  W. 

Acting  Third    Assistant  Engineer,  19    October,  1863.     Honorably  discharged 
22  August,  1865. 

Williams,  C.  Henry. 

Mate.     Deserted  1  May,  1802. 

Williams,  Conrtiand  P. 

Acting  Ensign,  30  January.  1863.    Acting  Master,  11  November,  1863.    H<morably 
discharged  12  August,  1860. 

Williams,  Edward,  Jr. 

Carpenter,  4  November,  1852.     Dismissed  12  July,  1861. 

Williams,  £•  Court. 

Mate,  1  October,  1802.    Acting  Ensign,  15  February,  1864.    Honorably  discharged 
15  September,  1865. 

Williams,  £dward  P. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  10  June,  1853.    Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant -Commander, 

16  July,  1862.     Commander,  25  July,  1866.     Lost  on  '* Oneida:'  24  Janutiy, 
1870. 
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'Wllltsnu,  FlSTlOB  J. 

Att.iiig  AMiBtantSurgwin,  18  March,  1864.    Resigned  24  February,  1865. 
TTilllaRifi.  ficOTfte. 

llu^lswain.iaJulj  llftD.    Dismiiwed  15  September,  1800.      . 
Williams,  George. 

Acting  Maater,  13  August,  1861.     Resigned  17  December,  1S64. 
WllllnmH,  tieorge. 

f)rmt»waia,  11  Jiilj.  1843.    Diemisaed  11  November,  1851. 
n'illlHDis.  CeorKe  <'■ 

Mate,  10  June,  18II3.    Acting  Ensign,  3  December,  1363.    Honorably  discharged 
10  November  18(i5. 
Willlamch  George  M. 

MiilBliipmao,  211  Septemlior.  IHOS.    Graduated  June,  18(17.     Ensign,  18  December, 
ims.     Resigned  2il  October  1808. 
Williams,  George  R. 

Mi.ti-.5  April,  1804.     Appointment  revoked  (Sick.)  HI  June,  1864. 
IVtIUsiim,  George  W. 

Acting  fciisign.  30  Jaimary,  1863.    Honorably  discharged  30  September,  1865. 
IVill  Ams,  llenr)' 

Carpi'nter  1  June,  1880. 
WIlliamH,  Henrr  E. 

Acting  Master,  23  November,  1861.     Dismissed  7  October,  1862. 
WlllluiiiH.  Jaiii*^. 

Hidsbipman,  1  September,  1811.     Lieutenant,  28  March.  1830.    Died  14  May, 
1837. 
WllllamB,  James. 

Mute. 13  December  1863.     Honorably  dischai^ed  28  October,  1866. 
W^lliinras,  Jamem. 

Bo^ilswaio,  14  October,  1854.     Dismissed  3  April,  1855. 
Williams,  JampH. 

Mate,  2  March,  l¥*;ti.     Resigned  34  June.  ,1807. 
WIlllamH,  JaineH. 

Acting  ti^cond  Assistant  Engineer.  13  April,  1864.     Honorably  diwharged  38  Au- 
gust, 13S5. 
Williams,  James, 

Miite,  8  Novcmlier,  1804.     Appointment  revoked  35  November,  1 86."i. 
WlillaniH,  Jamea  B. 

Acting  Ensign,  II   March,  186a.     Acting  Muster,  1   September,  18fi4.     Jloncmililv 
discharged  SO  December,  IBtiS. 
WllllamB,  JameH  91- 

Acting  Miistcr,  30  May.  1861       Aclinf;  Volunteer  Lieutenant,  13  April,  18(H. 
Honorably  cliscfmr^l  3  March,  1866.     Acting  Master,  6  December,  I860. 
Mustered  out  21  March,  1867.    Acting  Master,  6  April,  1867.    Mustered  out 
8  September,    868. 
Will  amB,  Jatne«  ft- 

Mate,  4  December    1661.     Acting  Ensign,  24  November,  1862.     Ac tmg  Muster, 
3obecember,  1S93.     Honorably  disclmrged  7  December,  1865. 
Williams.  John. 

Master  7  August,  1812.    Dismissed  0  March,  1818. 

WllUaniB,  Jobn. 

Miite.aS  June,  1863.  Discharged  4  February,  1868. 

WlIliamM,  John.  ,„.,...,       ,a-„ 

Mate,  14  April,  1862.  Deserted  2!)  September.  1868. 

WIlUauiB,  John  ,  „.  ,  ,,„t^        ■      , 

Mate,  as  June,  1862.    Resigned  (Sick.)  Ifl  December,  1 
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Williams,  Jolin. 

Acting  Ensign,  20  August,  1863.    Honorably  discharged  12  October,  1865. 

Williams,  John. 

Acting  Master,  4  March,  18G2.    Dismissed  7  May,  1862. 

Williams,  John  A. 

Acting  Ensign,  24  June,  1864.    Honorably  discharged  14  September,  1865. 

Williams,  John  D. 

Acting  Third  Assistant  Engineer,  26  May,  1864.    Resigned  16  March,  1865. 

Williams,  John  H. 

Mate,  15  January,  1864.    Deserted  13  May,  1864. 

Williams,  John  R. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Resigned  15  May,  1368. 

Williams,  J.  T. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Resignpvf 
13  September,  1838. 

Williams,  Lewis  £. 

Acting  Third  Assistant  Engineer,  17  August,  1864.     Resigned  10  January,  1865. 

Williams,  liOwis  J. 

Assistant  Surgeon,  25  January,  1842.    Surgeon,  80  August,  1856.    Medical 
tor,  3  March,  1871.    Medical  Director,^28  May,  1871. 

Williams,  IJoyd  A. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  2  August,  1859.  Retired  20  December,  1866. 
Chief  Engineer,  Retired  list,  24  July,  1307.    Died  28  December.  187;!. 

Williams,  Peter. 

Mate,  25  March,  1862.  Acting  Ensign,  10  January,  1863.  Honorably  discharged 
9  November,  1867. 

Williams,  Richard. 

Acting  Third  Assistant  Engineer,  22  June,  1863.    Resigned  27  August,  1868. 
Williams,  R.  M. 

Acting  Ensign,  4  June,  18G3.     Resigned  23  December,  1863. 

Williams,  Robert  A. 

Carpenter,  20  July,  1859. 

Williams,  Stephen. 

22  April,  18i:j.     Dismissed  2  April,  1814. 

Williams,  Theodore  S. 

Midshipman,  27  S('i>tcMnl»er,  1802.  Graduated  June,  1866.  Ensign,  12  March, 
1808.     Master,  20  March,  1809.     Died  13  June,  1871. 

WilliamA,  Thomas. 

Captain,  17  July,  1798.    Resigned  28  May,  1799. 

Williams,  Thomas. 

Acting  Ensign,  16  May,  1804.     Resigned  20  June,  1865. 

Williams,  Thomas  W. 

Acting  Master,  3  April,  1802.    Dismissed  17  April,  1868. 

Williams,  Wesley. 

Acting  Midshipman,  4  October,  1850.    Dismissed  12  June,  1851. 

Williams,  William. 

Acting  Master,  28  March,  1802.    Honorably  discharged  4  December,  1868. 
Williams,  William  €. 

Mate,  24  January,  1863.     Acting  Ensign,  20  March,  1865.    Appointment  reyoked 
20  April,  1865. 

Wrniams,  William  €. 

Acting  Ensign  and  Pilot,  30  October,  1864.     Dismissed  18  November,  1864. 

Williams,  William  H. 

Midshipman,  8  August,  1790.     Resigned  20  August,  1799. 
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WUllams,  William  H. 

Acting  Ensign,  15  July,  1864.     Honorably  discharged  11  May,  1865. 
Wllllania,  Wllllani  H.  M. 

Assistant  Paymaster,  6  September,  1861.  Paymaster,  14  April,  1862.  Resiinied 
81  March,  1866. 

Williams,  William  W. 

Acting  Assistant  Paymaster,  11  July,  1861.    Assistant  Paymaster,  29  August,  1861. 
Paymaster,  6  February,  1862.    Pay  Inspector,  24  October,  1871. 
WllllamH,  Zalmon  T. 

Acting  Third  Assistant  Engineer,  26  August,  1863.    Resigned  12  November,  1864. 

Williamson,  Andrew  F. 

Mate,  28  May,  1862.    Resigned  7  February,  1865. 

Williamson,  Charles  H. 

Assistant  Surgeon,  24  September,  1850.  Passed  Assistant  Surajeon,  24  September,. 
1855.    Dismissed  10  May,  1861. 

Williamson,  €•  li. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander,  9  Feb- 
ruary, 1837.    Cashiered  27  October,  1842. 

Williamson,  DaTid. 

Midshipman,  11  April,  1837.    Resigned  10  May,  1848. 

Williamson,  Gabriel  G. 

Midshipman,  2  June,  1824.  Passed  Midshipman,  20  February,  1880.  Lieutenant, 
20  March,  1834.  Reserved  list,  18  September,  1855.  Commander  on  Active 
list,  14  September,  1855.    Died  17  October,  1859. 

Williamson,  George. 

Midshipman,  8  May,  1709.  Discharged  5  June,  1801,  under  Peace  Establishment 
Act. 

Williamson,  George  II. 

Mat«,  12  November,  1863.    Resigned  31  May,  1864. 

WIlHamson,  James  €. 

Midshipman,  7  January,  1832.  Passed  Midshipman,  8  July,  1839.  Lieutenant, 
25  November,  1844.  Commander,  16  July,  1862.  Captain,  10  October,  1866. 
Died  24  July,  1871. 

Williamson,  J.  K. 

Mate,  8  July,  1862.     Dismissed  25  Februarys  1863. 

Williamson,  J.  D. 

Midshipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Commander,  9  Feb- 
ruary, 1837.     Died  10  April,  1844. 

Williamson,  J.  G. 

Gunner,  20  June,  1839.    Appointment  revoked  26  November,  1847. 

Williamson,  John  B. 

Acting  Second  Assistant  Engineer,  2  December,  1861.  Acting  First  Assistant 
Engineer,  27  July,  1863.  Acting  Chief  Engineer,  30  July,  1864.  Honorably 
diccharged  2  October,  1865. 

Williamson,  J.  8. 

Master,  4  August,  1807.  Last  appearance  on  Records  of  Navy  Department,  1816. 
New  Orleans. 

Williamson,  Thomas. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  25  June, 
1855.  First  Assistant  Engineer,  23  April,  1859.  Chief  JSngineer,  5  Aagustf 
1861. 

Williamson,  Thomas. 

Assistant  Surgeon,  27  May,  1818.    Died  12  January,  1859. 

Williamson,  Y.  L. 

MidshipmaM,  12  March,  1832.    Died  6  September,  1834. 
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Williamson,  Wtlliam. 

Assistant  Surgeon,  28  March,  1820.    Resigned  2  November,  1827. 

Williamson.^  William  €• 

Third  Assistant  Engineer,  19  February,  1861.    Second  Assistant  Engineer,  16  Jan- 
uary, 1868.    First  Assistant  Engineer,  1  December,  1864.    Resigned  10  January, 

1866. 

Williamson,  William  P. 

Chief  Engineer,  20  October,  1842.    Name  stricken  from  tlie  Rolls,  G  Hay,  186L 

Williamson,  W.  S. 

Midshipman,  2  February,  1820.     Resigned  20  June,  1836. 

Willis,  £lias. 

Midshipman,  4  June,  1700.    Last  appearance  on  Records  of  Navy  Department, 
24  J  uue,  1700.    Lost  at  Sea. 

Willis,  Foster. 

Acting  Master,  22  January,  1862.    Resigned  24  April,  1865. 

Willis,  George  R. 

Boatswain,  22  October,  1878. 

Willis,  Henry. 

Midshipman,  10  September,  1841.    Dismissed  28  August,  1840. 

Willis,  Robert. 

Lieutenant,  14  February,  1700.    Last  appearance  on  Records  of  Navy  Department, 
8  May,  1800. 

WIUIs,  Thomas  N. 

Midshipman,  18  August,  1700.    Last  appearance  on  Records  of  Nayy  Department, 
8  December,  1800.    Furloughed. 

WlUison,  Cbarles. 

Midshipman,  2  January,  1800.    Resigned  5  July,  1808. 

Williss,  John  W\ 

Midshipman,  1  May,  1825.     Resigned  7  October,  1881. 

Wllliston,  John. 

Carpenter,  17  November,  1831.    Resigned  14  October,  1836. 

Wllliston,  Joseph. 

Master,  26  November,  1814.     Died  14  April,  1833. 

WillKs,  George  S 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.      Graduated  21  June.  1875. 
Assistant  Engineer,  1  July,  1877. 

WHlitson,  Joseph. 

Midshipman,  5  June,  1700.     Resigned  15  August,  1801. 

Wlllitson,  Joseph. 

Midshipman,  11  June,  1700.    Last  appearance  on  Records  of  Navy  Department, 
28  November,  1800      Furloughed. 

Willmnth,  Cieorge. 

Boatswain,  16  September,  1841.    Retired  list,  21  December,  1861.     Died  5  August, 
1873. 

Willmnth,  John  A.  H. 

Mate,  25  August,  1862.     Acting  Ensign,  10  September,  1865.     Honorably  dis- 
charged 0  January,  1800.    Mate,  20  April,  1870. 

Wlllson,  John. 

Assistant  Surgeon,  80  July,  1861.     Resigned  14  July,  1862. 

Wlllson,  William  O.  G. 

Assistant  Surgeon,  0  December,  1830.     Resigned  8  September,  1843. 

Willson,  William  O.  G. 

Assistant  Surgeon,  1  December,   1876.     Passed  Assistant  Surgeon,  7  AugosU 
1880 
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Urillson,  William  H. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  9  September,  1864. 

UrUmar,  James. 

Boatswain,  9  June,  1803.    Dismissed  18  June,  1807. 

HTIlmer,  Abrabam. 

Midshipman,  4  April,  1799.    Resigned  10  February,  1800. 

Wllmer^  Emmanuel. 

Midshipman,  1  June,  1808.    Resigned  18  September,  1812. 

Wllmer,  James  P. 

Midshipman,  27  December,  1802.  Lieutenant,  16  February,  1809.  Killed  in 
action  28  March,  1814. 

Urilmer,  J.  B.  B. 

Chaplain,  7  March,  1839.    Resigned  23  July,  1844. 

Urilmer,  Josepb  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.    Graduated  20  June,  1878. 

Urilner,  Frank  A. 

Midshipman,  80  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  25  March,  1880. 

UTilson,  Albert. 

Acting  Master,  29  October,  1861.  Appointment  revoked  (Sick,)  18  February, 
1862. 

l¥llson,  Alexander  W. 

Midshipman,  27  November,  1825.    Resigned  18  June,  1829. 

Wilson,  Andrew. 

Gunner,  24  September,  1859.    Dismissed  8  January,  1866. 

HTIlson,  Andrew. 

Acting  Second  Assistant  Engineer,  4  September,  1863.    Resigned  15  June,  1865. 

Wilson,  Benjamin  F. 

Acting  Assistant  Surgeon,  15  August,  1861.    Resigned  18  February,  1864. 

Wilson,  Benjamin  T. 

Midshipman,  15  October,  1834.    Dismissed  10  January,  1838. 

Wilson,  Bi^ce. 

Acting  Third  Assistant  Engineer,  22  November,  1862.  Acting  Second  Assistant 
Engineer,  28  December,  1863.    Honorably  discharged  80  December,  1868. 

Wilson,  Byron. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  10  June,  1857.  Passed 
Mi(£hipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  16  April, 
1861.    Lieutenant-Commander,  5  November,  1863.    Commander,  20  January, 

1872. 

Wilson,  Cffisar  R. 

Midshipman,  80  November,  1814.  Resigned  31  December,  1816.  Master,  1  Janu- 
ary, 1817.    Died  November,  1820. 

Wilson,  Charles. 

Acting  Ensign,  21  June,  1864.  Honorably  discharged  19  October,  1868.  Mate, 
25  January,  1870. 

Wilson,  Charles  Howard. 

Acting  Third  Assistant  Engineer,  14  July,  1864.     Died  24  April,  1865. 

Wilson,  Charles  H. 

Acting  Third  Assistant  Engineer,  3  January,  1805.  Ilonorablv  di8char<:ofl  2  Octo- 
ber, 1865. 

Wilson,  Charles  W. 

Acting  Master,  23  April,  1862.  Acting  Volunteer  Lieutenant,  8  February,  1864. 
Honorably  discharged  12  November,  1866. 

Wilson,  BaTld. 

Mate,  29  April,  1864.    Appointment  revoked  9  August,  1865. 


780  GENERAL  NAVY  REGISTER. 

Wilson,  I>owiis  X* 

Midshipman,  23  June,  1867.  Graduated  6  June,  187t.  Ensign,  14  Jul)  1871 
Master,  21  September,  1876. 

Wilson,  Fleteber  A. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  81  Octo- 
ber, 1861.  First  Assistant  Engineer,  1  October,  1863.  Chief  Engineer,  6  Marck, 
1871. 

Wilson,  George. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  19  October,  1861. 

Wilson,  George  M. 

Master,  24  July,  1812.     Resigned  20  May,  1818. 

Wilson,  George  T. 

Acting  First  Assistant  Engineer,  28  November,  1863.  Honorably  uiBcbmiged 
4  November,  1865. 

Wilson,  George  W. 

Mate,  9  July,  1868.  Honorably  discharged  IS  May,  1863.  Mate,  25  July,  1866. 
Discharged  23  April,  1867. 

Wilson,  George  W. 

Acting  Assistant  Surgeon,  25  September,  1862.     Died  24  September,  1864. 

Wilson,  G.  P. 

Gunner,  24  July,  1827.    Dropped. 

Wilson,  Henry. 

Acting  Master  18  November,  1862.    Resigned  3  March,  1868. 

Wilson,  Henry. 

Midshipman,  2     October,  1847.    Passed  Midshipman,  10  June,  1858.      Masts, 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Oommandei^ 

16  July,  1862.    Commander,  80  April,  1867.    Captain,  9  May,  1878. 

Wilson,  Henry* 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Honorably  dischaiged 
9  August,  1866. 

Wilson,  Henry. 

Purser,  17  June,  1846.     Resigned  11  February,  1851. 

Wilson,  Horatio  R. 

Midshipman,  17  April,  18G2.  Grnflnated  June,  186G.  Ensign,  12  March,  1868. 
Master,  26  March,  18G9.  Lieutenant,  21  March,  1870.  Died  23  January, 
1875. 

Wilson,  Jacob. 

Acting  Second  Assistant  Engineer,  5  June,  1803.  Appointment  revoketl  (Sick,) 
26  June,  1863.  Acting  First  Assistant  Engiucer,  19  February,  1«G4.  Appoint- 
ment revoked  (Sick,)  18  July,  1864. 

Wilson,  James. 

Midshipman,  2  April,  1804.  Lieutenant,  19  May,  1812.  Last  appearance  on 
Records  oi  Navy  Department,  1814. 

Wilson,  James. 

Midshipman,  18  May,  1809.     Appointment  revoked  24  July,  1809. 

Wilson,  James. 

Acting  Third  Assistant  Engineer,  19  September,  1864.  Honorably  discbazged 
25  July,  1865. 

Wilson,  James. 

Acting  Assistant  Surgeon,  1  September,  1863.  .Vssistant  Surgeon,  21  June,  iSM. 
Wholly  retired  24  April,  18G6. 

Wilson,  James. 

Acting  Ensign,  12  November,  18G3.     Dismissed  18  July,  1864. 

WilHon,  James. 

Boatswain,  8  August,  1866.    Dismissed  8  April,  1871. 
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Wilson,  James. 

Mate,  21  May,  1S68.    Acting  Ensign,  30  August,  1865.    Honorably  discharged 
9  November,  1868. 

Wilson,  James. 

Mate,  1  October,  1864.    Appointment  revoked  28  September,  1866. 

"Wilson,  Jamos* 

Kate,  8  I^ovember,  1865.    Appointment  revoked  2  August,  1866. 

Wilson,  James  H. 

Acting  Third  Assistant  Engineer,  28  February,   1865.     Honorably  discharged 
12  February,  18C9. 

Wilson,  James  Ii. 

Acting  Ensign,  10  December,  1864.    Honorably  discharged  15  September,  1865. 

Wilson,  James  P. 

Midshipman,  1  January,  1817.     Lieutenant,  28  April,  1826.     Commander,  8  No- 
vember, 1842.    Died  13  March,  1848. 

Wilson,  James  R. 

Purser,  2ff  April,  1812.    Last  appearance  on  Records  of  Navy  Department,  1815. 
Furloughed. 

Wilson,  James  W. 

Acting  Assistant  Surgeon,  3  February,  1865.    Honorably  discharged  9  October, 
1865. 

Wilson,  JarTis. 

Acting  Ensign  and  Pilot,  26  November,  1864.    Honorably  discharged  4  October, 
1865. 

Wilson,  Jobn. 

Acting  First  Assistant  Engineer,  3  May,  1864.    Honorably  discharged  13  October. 
ie65. 

Wilson,  John. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  17  De- 
cember, 1862.    Resigned  19  May,  1866. 

Wilson,  John  A. 

Acting  Second  Assistant  Engineer,  19  July,  1864.    Honorably  discharged  10  Sep- 
tember, 1865. 

Wilson,  John  A. 

Acting  Master  and  Pilot,  1  January,  1865.    Honorably  discharged  1  August,  1865. 

Wilson,  John  €• 

Midshipman,  20  July,  1865.    Graduated  June,  1869.    Ensign,  12  July,  1870.    Mas- 
ter, 9  December,  1871.    Lieutenant,  3  February,  1875. 

Wilson,  John  H. 

Mate,  7  November,  1868.    Resigned  17  October,  1864. 

Wilson,  John  H. 

Acting  Third  Assistant  Engineer,  22  November,  1864.     Honorably  discharged 
27  October,  1865. 

Wilson,  John  II. 

Mate,  13  June,  1865.    Honorably  discharged  7  September,  1865. 

Wilson,  John  J. 

Acting  becond  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
1  December,  1805. 

Wilson,  John  K. 

Midshipman,  8  March,  1841.     Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Hebigned  9  May,  1856. 

Wilson,  John  Ja. 

Acting  Second  Assistant  Engineer,  4  March,  1863.    Dismissed  17  October,  1863. 

Wilson,  John  O. 

Midshipman,  2  February,  1829.    Resigned  1  July,  1836. 
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Wilson,  Jolin  S. 

Gunner,  date  not  known.    Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  "  AV^y." 

Wilson,  Josopb. 

Purser,  24  July,  1818.    Retired  list,  21  December,  1861.    Pay  Director  on  Retired 
list,  8  March,  1871.    Died  19  June,  1875. 

Wilson,  Joseph* 

Sailmaker,  12  April,  1870. 

Wilson,  Josepb. 

Assistant  Surgeon,  13  May,  1843.    Surgeon,  23  May,  1857.    Medical  Inspector, 
3  March,  1871.    Medical  Director,  26  April,  1872.    Retired  list,  6  January,  1878. 

Wilson,  Josiab  HI. 

Midshipman,  21  September,  1861.    Graduated  October,  1865.    Ensign,  1  Deccn- 
bcr,  1866.    Master,  12  March,  1868.    Retired  list,  7  March,  1870.     Died  29  Oo> 

tober,  1871. 

Wilson,  Mason. 

Midshipman,  1  January,  1818.    Died  31  October,  1822. 

Wilson,  Matt.  H. 

Mate,  7  December,  1861.    Resigned  8  March,  1865. 

Wilson,  Miles. 

Carpenter,  21  March,  1838.    Resigned  6  September,  1838. 

Wilson,  Natbaniel. 

Purser,  6  October,  1829.    Died  26  October,  1849. 

Wilson,  Ricbard  A. 

Midshipman,  2  January,  1804.    Resigned  6  December,  1805. 

Wilson  Robert  II. 

Acting  Midshipman,  18  June,  1850.    Resigucd  14  December,  1850. 

Wilson,  Samnel  li. 

Midshipman,  20  September,  1861.  Graduated  November,  1864.  Ensign,!  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1968^  Lieu- 
tenant-Commander, 81  December,  1869.    Died  1  August,  1879. 

Wilson,  Stepben. 

Midshipman,  15  November,  1809.    Dismissed  3  May,  1813. 

Wilson,  Stepben  B. 

Midshipman,  1  January,  1812.  Lieutenant,  13  January,  1825.  Commander. 
8  September,  1841.     Captain,  14  September,  1855.    Died  15  March,  1n6-J. 

Wilson,  Theodore  B. 

Carpenter,  8  August,  1861.  Resigned  24  May,  1866.  Assistant  Naval  Constructor 
17  May,  1866.    Naval  Constructor,  1  July,  1873.    * 

Wilson,  Tboinas. 

Boatswain,  27  July,  1799.  Last  appearance  on  Records  of  Navy  Department 
29  July,  1799. 

Wilson,  Tbomas. 

Mate,  15  October,  1863.    Appointment  revoked  5  January,  1867. 

Wilson,  Thomas  £• 

Acting  Third  Assistant  Engineer,  4  November,  1863.  Honorably  discharged 
12  August,  1865. 

Wilson,  Tbomas  P. 

Midshipman,  20  September,  1861.  Graduated  October,  1865.  Ensign  1  Decem- 
ber, 1S06.  Master,  12  March,  1808.  Lieutenant,  26  March,  1869.  Retired  list, 
2  August,  1873.    Died  10  March,  1877. 

Wilson,  Thomas  B. 

Midshipman,  22  January,  1816.    Killed  in  1821. 

Wilson,  Tbomas  B. 

Gunner,  31  January,  1853. 
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Wilson,  Thomas  S. 

Midshipman,  7  April,  1862.  Graduated  November,  1864.  Resigned  28  August^ 
1865. 

Wilson,  W.  G.  G. 

Assistant  Surgeon,  9  December,  1889.    Resigned  8  September.  1848. 

Wilson,  William. 

Gunner,  10  June,  1861. 

Wilson,  William. 

Midshipman,  1  January,  1808.     (See  Marine  Crops., 

Wilson,  WllMam  A. 

Acting  Assistant  Surgeon,  1  October,  1802.    Resigned  9  September,  1864 

Wilson,  William  E. 

Mate,  2  September,  1804.     Resigned  3  May,  1805. 

WiUbank,  James. 

Chaplain,  80  September.  1833.  Resigned  12  October,  1833.  Chaplain,  25  Febru- 
ary, 1837.     Died  19  March,  1842. 

Wilton,  Richard  W\ 

Acting  Third  Assistant  Engineer,  2  September,  1864.  Honorabl-  discharged 
19  July,  1805. 

WUtse,  Gilbert  €. 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9  June,  1859.  Lieutenant, 
81  August,  1861.  Lieutenant-Commander,  6  January,  1860.  Commander, 
8  November,  1873. 

Wiltsee,  Isaac  P. 

Mate,  6  June,  1863.  Acting  Ensign,  4  November,  1864.  Honorably  discharged 
30  November,  1865. 

Wiltz,  Alexander. 

Mate,  80  August,  1864.    Drowned  27  August,  1864. 

Wiltze,  Robert. 

Mate,  18  January,  1868.    Mustered  out  12  March,  1869. 

Winans,  George  W.  » 

Acting  Assistant  Paymaster,  30  October,  1863.    Drowned  1864. 

Winans,  Herman  W. 

Acting  Third  Assistant  Engineer,  8  May,  1863.  Appointment  revoked  (Sick,) 
18  June,  1864. 

Winans,  Jolin. 

Midshipman,  1  July,  1825.    Died  81  January,  1831. 

Winans,  Nelson. 

Acting  Chief  Engineer,  9  March,  1868.    Honorably  discharged  28  September,  1865. 

Wineh,  Thomas  G.  ' 

Midshipman,  20  September,  1872.  Graduated  20  June,  1876.  Died  8  Janii:ir  . 
1879. 

Winchester,  Felix. 

Acting  Midshipman,  25  October,  1849.    Dropped  3  September,  1850. 

Winchester,  John  F. 

Acting  Master,  9  August,  1861.    Honorably  discharged  30  September,  1865. 

Winchester,  J.  O. 

Acting  Ensign,  27  July,  1863.  Honorably  disclmrged  9  August,  1865.  Acting 
Ensign,  11  December,  1666.     Mustered  out  27  March,  1869. 

Winchester,  Wiiliam. 

Boatswain,  28  October,  1858.  Dismissed  17  October,  1803.  Acting  Boatswain, 
81  July,  1869.  Appointment  revoked  20  December,  1809.  Acting  Boatswain, 
21  November,  1873.    Appointment  revoked  11  July,  1874. 

Winder,  £dward  Ii. 

Midshipman,  29  April,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  25  Oc- 
tober, 1849.    Lieutenant,  20  April,  1850.    Dismissed  22  April,  1801. 
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Winder,  I^erln  W. 

Midshipman,  3  June,  1799.    Resigned  25  March,  1801. 

Winder,  Thomas  Jones. 

Surgeon,  24  September,  1799.    Resigned,  date  not  known. 

Winder,  William. 

Midshipman,  21  September,  18G9.    Graduated  81  May,  1878.    Ensign,  16  July, 

1874. 

Windsor,  William  Ani^stns. 

Third  Assistant  Engineer,   IG   September,   1862.      Second   Assistant   Engine^', 
1  March,  1804.     First  Assistant  Engineer,  1  January,  1868 

Wines,  Charles. 

Acting  Third  Assistant  Engineer,  24  February,  1863.    Acting  Second  Assistant 
Engineer,  1  March,  1864.    Appointment  revoked  (Sick,)  22  September,  1864. 

Wins,  Frank  H. 

Mate,  21  February,  1865.    Honorably  discharged  10  September,  1868.     Hate,  18 
Januarj',  1870.    Appointment  revoked  8  April,  1873. 

Wlni^,  George  E. 

Acting  Ensign,  21  August,  1863.    Uonorably  discharged  15  November,  1865 

Wing,  James. 

Acting  Assistant  Paymaster,  8  February,  1862.    Resigned  13  August,  1862. 

Wing,  William. 

Acting  Ensign,  28  April,  1864.    Honorably  discharged  27  October,  1865. 

WIngate,  George  £. 

Acting  Ensign,  31  October,  1863.    Master,  12  March,  1868.    Lieutenant,  18  De- 
cember, 1868.    Lieutenant-Commander,  13  July,  1870. 

WIngate,  James  W. 

Sailmaker,  17  January,  1876. 

WIngate,  Henry  T. 

Midshipman,  18  December,  1831.    Passed  Midshipman,  15  June,  1887.    laeiitea- 
ant,  8  September,  1841.    Died  4  May,  1854. 

Wtngate,  James  W. 

Sailmaker,  17  January,  1876. 

WIngate,  John  D. 

>l:ite,  9  December,  1862.    Honorably  discharged  25  November,  1865. 

WIngate,  W  llliam  II« 

Acting  Third  Assistant  Engineer,  14  October,  1864.    Honorably  discharged  20  Oc- 

1867. 

WIngerd,  George  B. 

Midshipman,  1  March,  1825.    Dismissed  by  Court-Martial  6  November,  1828. 

WInget,  Daniel. 

Mate,  31  March,  1863.    Resigned  22  March,  1864. 

WIngood,  William,  Jr. 

Mate,  28  August,  1862.    Acting  Ensign,  21    September,  1864.     Honorabiy  dis- 
charged 1  November,  1865. 

WInloek,  James  II. 

Midshipman,  25  September,  1868.    Graduated  1  June,  1872.    Died  2  March,  1S73. 

WInloek,  Joseph. 

Professor,  26  June,  1856.    Resigned  1  May,  1806. 

Winn,  Charles  F. 

Midsjipman,  1  January,  1818.    Died  3  May,  1820. 

Winn,  Edward  A. 

Mate,  17  August,  1866.    Mustered  out  4  September,  1868. 

Winn,  John  K. 

Mate,  8  September,  1862.  Acting  Ensign,  2  June,  1863.  Actitig  Master,  6  Augiat^ 
1804.  Acting  Volunteer  Lieutenant,  27  Jaly,  1865.  Master,  12  March,  i6<ia 
Lieutenant,  18  December,  1868.    Lieutenant-Commander,  11  December.  iHT?. 
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l¥inn,  IVTinor. 

Midshipman,  16  January,  1806.    Resigned  8  May,  1809. 
Winn,  Timothy. 

Purser,  17  May,  1815.    Died  18  February,  1836. 
Winn,  Joseph* 

Acting  Volunteer  Lieutenant,  28  September,  1801.    Resigned  24  July,  1802. 
Wlnnemore,  Edward* 

Acting  Ensign,  6  June,  1804.    Died  of  wounds  at  Fort  Fisher,  24  December, 
1804. 

Wlnram,  John. 

Mate,  9  June,  1803.    Honorably  discharged  3  October,  1805. 

Wlnram,  Samnel  R. 

Mate,  24  January,  1803.    Resigned  31  May,  1804. 

Winship,  AlTin  A. 

Acting  Second  Assistant  Engineer,  25  August,  1804.     Honorably  discharged 
21  July,  1805. 

Winship,  Amos. 

Surgeon,  13  September,  1799.    Last  appearance  on  Records  of  Navy  Department, 
11  August,  1800. 

Winship,  £•  K* 

Acting  Assistant  Paymaster,  18  December,  1802.     Resigned  11  November,  1864. 
Winship,  Thomas* 

Acting  Third  Assistant  Engineer,  28  May,  1S02.    Acting  Second  Assistant  Km. 
gineer,  27  November,  1803.    Resigned  10  March,  1805. 

Winslow,  Cameron  191* 

Midshipman,  29  September,  1870.    Graduated  21  June,  1875.    Ensign,  18  Jnly, 
1876. 

Winslow,  Kdward  B* 

Acting  Assistant  Surgeon,  1  October,  1802.  Appointment  revoked  18  November, 
1803. 

Winslow,  Ezra  B* 

Chaplain  10  March,  1803.    Wholly  Retired  from  service  11  January,  1809 

Winslow,  Francis* 

Midshipman,  8  J  uly ,  1833.  Passed  Midshipman,  8  June,  1839.  Lieutenant,  24  No- 
vember, 1844.    Commander,  0  May,  18G2.     Died  20  August,  1802. 

Winslow,  Francis* 

Midshipman,  26  July,  1805.  Graduated  7  June,  1870.  Ensign,  18  July,  1871. 
Master,  7  October,  1874. 

Winslow,  Georiipe  F* 

Mate,  25  January,  1802.  Acting  Ensign,  23  May,  1803.  Acting  Master,  14  Janu- 
ary, 1804,    Honorably  discharged  5  January,  1808. 

Winslow^  George  F* 

Acting  Assistant  Surgeon,  20  July,  1802.  Assistant  Surgeon,  28  May,  1804. 
Passed  Assistant  Surgeon,  14  June,  1807.     Surgeon,  2  April,  1875. 

Winslow,  Henry  A* 

Mate,  26  August,  1863.  Acting  Ensign,  31  October,  1804.  Honorably  discharged 
28  August,  1805. 

Winslow^  Herbert* 

Midshipman,  20  July,  1805.  Graduated  June,  1809.  Ensign,  12  July,  1870.  Mas- 
ter, 1  April,  1872.    Lieutenant,  3  May,  lb75. 

Winslow,  John  A* 

Midshipman,  1  Fe!»ruary,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant. 
0  December,  1839.  Commander,  14  September,  1855.  Captain,  10  July,  18<»2. 
Commodore,  19  June,  1804.  Rear- Admiral,  2  March,  1870.  Died  29  September,. 
1873. 
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WiiiHlow,  William  H. 

Mate,  28  June,  18($2.    Acting  Ensign,  8  October,  1862.    Acting  Master,  13  Sep- 
tember, 1868.    Honorably  discharged  26  October,  1865. 

WInslow,  William  R. 

Acting  Assistant  Paymaster,  24  December,  1862.    Assistant  Paymaster,  3  Jaly, 
1864.     Paymaster,  4  May,  1866.    Died  25  February,  1869. 

WInsor,  GniitaYns  A. 

Acting  Ensign,  8  June,  1864.     Appointment  revoked  (Sick,)  8  June,  18G4. 

WInHor,  Horace  £• 

Third  Assistant  Engineer,  21  May,  1858.    Second  Assistant  Engineer,  37  July, 
1855.    Resigned  20  August,  1856. 

Winston,  John  Ij. 

Acting  First  Assistant  Engineer,  13  August,  1863.    Honorably  discharged  30  Ko- 
vember,  1865. 

Winter,  Asa  €• 

Acting  Assistant  Paymaster,  1  August,  1861.    Died  28  June,  1864. 

Winter,  James. 

Acting   Assistant   Paymaster,  10    October,  1863.     Mustered   oat    13    October, 
1865. 

Winter,  Rlehard. 

Midshipman,  15  November,  1809.    Lieutenant,  9  December,  1814.    Died  Jannair, 

1819. 

.Winter,  Walter. 

Midshipman,  22  March,  1799.    Lieutenant,  26  April,  1809.    Last  appearance  on 
Records  of  Navy  Department,  1  June,  1813.    Drowned. 

Winters,  James  F. 

Acting  Third  Assistant  Engineer,  22  October,  1863.    Honorably  discharged  33  Oc- 
tober, 1865. 

WInton,  DaTid  li. 

Acting  Third  Assistant  Engineer,  21  July,  1863.    Resigned  80  January,  1864. 
WInton,  J.  Ja. 

Mate,  24  September,  1861.    Dismissed  21  April,  1862.    Acting  Ensign,  29  June. 
1803.     Dismissed  17  October,  187;J. 

Wise,  Kdward  E. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1870.     Resigned   1   September. 

1880. 

Wise,  Francis. 

Midshipman,  25  August,  1802.     Dismissed  22  December,  1803. 

Wise,  Frederick  191  • 

Midshipman,  23  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Wise,  Georice  E. 

Acting  Ensign,  28  November,  1804.     Resigned  22  May,  1865. 

Wise,  George  8. 

Purser,  25  April,  1812.     Died  20  November,  1824. 

Wise,  Henry  A. 

Midshipman,  8  February,  1834.  Passed  Midshipman,  *16  July,  1840.  Master, 
81  October,  1846.  Lieutenant,  25  February,  1847.  Commander,  16  July,  1862. 
Captain,  29  December,  1866.     Died  2  April,  1869. 

Wise,  John. 

Assistant  Surgeon,  10  December,  1814.     Resigned  24  August,  1818. 

Wise,  John. 

Acting  Assistant  Surgeon,  1  October,  1802.     Resigned  4  Juue,  1864* 

Wise,  John  €. 

Assistant  Surgeon,  28  April,  1870.    Passed  Assistant  Surgeon,  10  June,  1874. 
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Wise,  Urilllam  €• 

ActJnsf  Midshipman,  29  September,  1860.  Ensign,  1  October,  1868.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12  Marcb» 
18G8. 

Wl8h,  John  A. 

Midshipman,  7  December,  1810.  Lieutenant,  27  April,  1816.  Died  25  October, 
1833. 

WIshart,  Alexander. 

Acting  Midshipman,  2  October,  1850.    Resigned  22  March,  1851. 

WIsner,  George* 

Carpenter,  80  December,  1841.    Died  24  March,  1866. 

UTisnei,  Henry  €• 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870.    Resigned  17  April,  1873. 

Wisner^  Robert. 

Mate.  22  May,  1862.    Died  28  June,  1864. 

Wlssing,  Herman  < 

Mate,  20  February,  1864.    Resigned  8  May,  1865. 

WIster,  Owen  J. 

Assistant  Burgeon,  6  March,  1848.    Resigned  24  July,  1852. 

Wiswall,  William  J. 

Midshipman,  1  January,  1825.    Resigned  7  February,  1827. 

WUham,  Thomas  A* 

Acting  Ensign,  29  December,  1863.     Flonorably  dischuri^cd  2  October,  1865 

Witherbee,  John  J* 

Acting  Assistant  Surgeon,  7  January,  1863.    Died  30  August,  1863. 

Witherell,  A.  B. 

Acting  Third  Assistant  Engineer,  27  July,  1863.  Acting  Second  Assistant  En- 
gineer, 2  May,  1864.    Appointment  revoked  (Sick,)  20  April,  1865. 

Wltherell,  J.  B. 

Midshipman,  10  March,  1820.    Died  20  October,  1822. 

Withers,  J*  Francis. 

Acting  Third  Assistant  Engineer,  2  November,  1864.  Honorably  discharged 
4  December,  1865. 

WUherspoon,  BaTld* 

Midshipman,  11  December,  1709.    Resigned  1  January,  1801. 

Witlierspoon,  John* 

Midshipman,  5  February,  1800.  Discharged  12  October,  1801,  under  Peace  Estab- 
mcnt  Act. 

Withlngton,  Samnel  Ii* 

Mate,  19  November,  1861.    Resigned  13  February,  1865. 

Withington,  Sninner. 

Acting  Master,  29  October,  1861.    Resigned  31  December,  1863. 

Witzel,  Horace  191  • 

Cadet  Midshipman,  5  June,  1873.  Graduated  18  June,  1879.  Ensign,  18  March, 
1880. 

Wixon,  Oscar  F, 

Mute,  17  December,  1862.  Acting  Ensign,  31  December,  1863.  Resigned  10  May, 
1865. 

Woart,  William. 

Midshipman,  29  September,  1863.  Graduated  June,  1868.  Drowned  18  June, 
1869. 

Wolbert,  Frederick  G. 

Midskipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Cashiered  17  Septem- 
ber, 1825. 
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Wolcott^  Oliver  S. 

Midshipman,  1  January,  1818.     Resigned  i:>  March,  1810. 

Wold,  liaaritas. 

Acting  Ensign,  8  August,  1863.    Honorable  discharged  IG  September,  1865. 

Wolfe,  Henry* 

Mate,  16  February,  1864.    Houorably  discharged  12  August,  1865. 

Wolfenden,  John* 

Master,  27  June,  1812,    Discharged  10  June,  1815. 

WolflT,  Charles. 

Acting  Third  Assistant   Engineer,  20  October,  1868.     Honorably  dischaiged 
29  August,  1865. 

Wolflej,  Iiowls. 

Assistant  Surgeon,  21  June,  1832.    Passed  Assistant  Surgeon,  8  November,  183IL 
Surgeon,  29  July,  1841.    Died  31  July,  1844. 

Wolstenbolme,  John* 

Mate,  21  January,  18G4.    Kcsigncd  10  May,  1865. 

Woobridge«  B.  O. 

1  January,  1825.    Died  21  January,  1832. 

Wood,  Albert  HT. 

Cadet  Midshipman,  24  September,  1873.    Graduated  4  June,  1880. 

Wood,  Alonzo  D* 

Acting  Third  Assistant  Engineer,  10  November,  1868.    Acting  Second  AflslBtuit 
Engineer,  24  January,  1805.    Honorably  discharged  16  August,  1866. 

Wo<mI,  Benjamin  F. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  21  April 
1863.    First  Assistant  Engineer,  11  October,  1866. 

Wood,  Cbester  O* 

Acting  Third  Assistant  Engineer,  9  August,  1864.    Honorably  discharged  15  Sep- 
tember, 1865. 

Wood,  B.  R. 

Midshipman,  8  March,  1841.    Resigned  26  October,  1841. 

Wood,  Edward  P. 

Midsliipmiin,  1  October,  1803.    Graduated  June,  1807.     Ensign,  18  Deceml>er, 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Wood,  £dwln  HI. 

Mate,  1  October,  1862.     Acting  Ensign,  28  November,  1863.     Honorably  dis- 
charged  18  September,  ISOo. 

Wood,  Frederick* 

Acting  Ensign,  22  October,  1804.    Honorably  discharged  1  July,  1865. 

Wood,  George  II* 

Mate,  24  April,  1802.  Acting  Ensign,  10  September,  1802.  Honorably  discbai^ 
28  October,  1805. 

Wood,  Geori^e  W* 

Acting  Midshipman,  23  Septem])er,  1859.  Ensign,  24  February,  1803.  Lieutenant, 
22  February,  1804.  Lieutenant-Commander,  25  July,  1806.  Commander, 
26  February,  1878. 

Wood,  Oeori^e  W* 

Mate,  26  February,  1868.     Mustered  out  30  November,  1868. 

Wood,  Godfrey. 

Lieutenant,  10  February,  1800.     Resigned  11  August,  1802. 

Woo<l,  Henry* 

Chaplain,  11  September,  1850.    Retired  list,  21  December,  1801.    Died  6  October, 
1873. 

Wood,  Henry* 

Acting  Third  Assistant  Engineer.    Dismissed  11  August,  1864. 
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Wood,  H.  P.  T. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  28  April,  1832.  D: 
ber,  1886. 

Wood,  James  B. 

Actios  Master,  25  January,  1862.  Honorably  discharged  0  January, ; 
ing  lilaster,  26  June,  1866.     Mustered  out  9  November,  1866. 

Wood,  James  D. 

Acting  Master,  28  September,  1861.    Resigned  25  March,  1868. 

Wood,  James  P. 

Sailmaker,  24  November,  1841.    Resigned  28  April,  1848. 

Wood,  John* 

Midshipman,  18  July,  1800.    Resigned  4  March,  1804. 

Wood,  Jolin. 

Midshipman,  7  December,  1709.  Last  appearance  on  Records  of  Na 
ment.    Dead. 

Wood,  John  F. 

Acting  Assistant  Paymaster,  27  September,  1862.    Mustered  out  17  Ocl 

Wood,  John  Taylor. 

Midshipman,  7  April,  1847.  Passed  Midshipman,  10  June,  1858.  Mas 
tember,  1855.    Lieutenant,  16  September,  1855.    Dismissed  2  April, 

Wood,  Joseph  H. 

Acting  Assistant  Paymaster,  28  September,  1863.    Mustered  out  12  Jui 

Wood,  Joseph  Iieamed. 

Cadet  Engineer,  Naval  Academy,  14[^September,  1876.    Graduated  10 

Wood,  Iiemnel  €• 

Acting  Master,  22  May,  1861.    Resigned  22  June,  1862. 

Wood,  I^.  C,  Jr. 

Acting  Assistant  Paymaster,  6  April,  1865.    Mustered  out  8  Septembei 

Wood,  Mlnard* 

Mate,  26  June,  1862.    Appointment  revoked  28  November,  1862. 

Wood,  Moses  li* 

Cadet  Midshipman,  21  September,  1871.  Graduated  21  June,  187 
18  July,  1876. 

Wood,  Oliver  W. 

Midshipman,  30  November,  1814.    Died  in  1822. 

Wood,  Samnel  S. 

Acting  Assistant  Paymaster,  27  September,  1862.    Passed  Assistant 
28  July,  1866.    Resigned  19  March,  1868. 

Wood,  Theodore  T. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Master,  12 
Lieutenant,  2  April,  1878. 

Wood,  Thomas  €• 

Midshipman,  30  July,  1866.    Graduated  6  June,  1871.    Ensign,  14  Jul; 

Wood,  William  H. 

Acting  Master,  25  July,  1861.  Acting  Volunteer  Lieutenant,  24  Dece 
Honorably  discharged  28  February,  1866.  Acting  Master,  25  July,  1 
UTcd  out  18  April,  1868. 

Wood,  William  II. 

Mate,  23  September,  1868.    Honorably  discharged  5  December,  1865. 

Wood,  William  M. 

Assistant  Surgeon,  16  May,  1829.  Surgeon,  20  February,  1838.  Medic 
8  March,  1871.    Retired  list,  27  May,  1871.    Died  1  March,  1880. 

Wood,  William  Maxwell. 

Midshipman.  20  July,  1865.     Graduated  7  June,  1870.     Ensign,  13 
Master,  8  August,  1873.    Lieutenant,  11  December,  1877. 
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Wood,  William  W.  W. 

Cliief  Engineer,  15  March,  1^^5.    Cliief  of  Bureau  Steam  EngineerinfCt  20  Xaroh, 
1878.     Successor  appointed  8  March,  1877.    Retired  list,  81  May,  1880. 

Woodbrldiipe,  Henry  R* 

Purser,  27  March,  1861.    Died  25  October,  1861. 

Woodbnry,  George  A* 

Mate,  U  November,  1864.     Honorably  discharged  80  June,  1865. 

Woodbury,  Jesse  P. 

Acting  Assistant  Paymaster,  14  August,  1861.    Assistant  Paymaster,  24  Septem- 
ber, 1862.     Resigned  18  April,  1866. 

Wo<Mibary,  Josiah  U* 

Acting  Assistant  Paymaster,  10  November,  1862.    Killed  in  action  17  August, 
1868. 

Woodbury,  liOandier  H. 

Acting  Assistant  Paymaster,   20  January,  1865.    Honorably  discharged  25  Sep- 
tember, 1865. 

Woodend,  George  R. 

Third  Assistant  Engineer,  21  May,  1853.    Resigned  20  April,  1857. 

Woodbonfuc,  Samael* 

Midshipman,  2  May,  1801.  Lieutenant,  4  May,  1808.  Commander,  27  April, 
1816.    Captain,  8  March,  1827.    Died  16  July,  1843. 

Woodhnll,  Maxwell* 

Midshipman,  4  June,  1832.  Passed  Midshipman,  26  June,  1888.  Lieutenant, 
17  July,  1843.    Commander,  1  July,  1861.    Died  19  February,  1868. 

Woodhnll,  William  W. 

Acting  Assistant  Paymaster,  13  Mav,  1863.  Passed  Assistant  Paymaster,  28  July, 
1866.     Paymaster,  10  February,  1870. 

Woodland,  Charles* 

Boatswain,  27  June,  1848.     Retired  list,  12  August,  1864.    Died  11  May,  1878. 

Woodland,  Wesley* 

Acting  Third  Assistant  Engineer,  14  January,  1862.  Dismissed  2  September, 
1862. 

Wood  mail.  Cdward* 

Mitl.>liii)inun,  30  September,  1SG2.  Graduated  June,  1860.  Ensijrn,  12  March, 
isojs.  Muster,  26  March,  IbOO.  Lieutenant,  21  March,  1870.  Died  2  August, 
1»77. 

Woodman,  John. 

Mate,  28  October,  1862.     Drowned  27  October,  18G4. 

Woodrow,  Barld  €* 

Midshipman,  21  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866,  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenantCommander,  2(5  March,  1869. 

WcM»drnfr,  Abner* 

Midshipman,  1  September,  1798.  Lieutenant,  4  March,  1803.  Resigned  26  No- 
vember, 1803. 

WoodrnflT,  Harry. 

Mate,  24  November,  1803.     Acting  Ensign,  19  May,  1864.     Resigned  5  May,  ISC"i. 

Woodrnir,  Joseph,  Jr* 

Midshipman,  1  February,  1827.     Dropped. 

Woodrnir,  Timothy* 

Acting  Third  Assistant  Engineer,  0  May,  1864.     Honorably  discharged  4  April, 
1868. 

WoodmlTe,  Joseph* 

Midshipman,  1  January,  1808.     Resigned  16  January,  1800. 

Woods,  Arthnr  Tannatt. 

Cddct  Engineer,  Naval  Academy,  14  September,  1876.    Graduated  10  June,  ISSO, 
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Woods,  Benjamin. 

Mate,  21  March,  1862.     Acting  Ensign,  1  October,  1863.     Resigned  15  May,  1865. 

Woods,  Charles  H. 

Acting  Third  Assistant  Engineer,  28  February,  1865.      Honorably  discharged 
24  May,  1866. 

Woods,  BaTid  €. 

Acting  Master,  13  May,  1861.    Acting  Volunteer  Lieutenant,  6  January,  1864. 
Honorably  discharged  10  September,  1865. 

Woods,  George  H. 

Mate,  12  December,  1801.     Acting  Ensign,  6  May,  1863.     Acting  Master,  6  Janu- 
ary, 1865.    Honorably  discharged  10  September.  1865. 

Woods,  George  W. 

Assistant  Surgeon,  24  January,  1862.    Passed  Assistant  Surgeon.  8  May,  1865. 
Surgeon,  10  December,  1869. 

Woods,  Henry  Ja*  R* 

Mate,  8  April,   1863.    Acting  Ensign,  7   April,   1864.      Honorably  discharged 

12  May,  1865. 

Woods,  John  €• 

Boatswain,  8  July,  1815.     Died  31  January,  1836. 

Woods,  William  €• 

Acting  Third  Assistant  Engineer,  24  September,  1864.     Honorably  discharged 
30  September,  1867. 

Woodward,  Edwin  T. 

Acting  Midshipman,  23  November,  1859.      Lieutenant,  23  Februai7, 1864.     Lieu- 
tenant-Commander, 25  July,  1866.     Commander,  2  February,  1878. 

Woodward,  Edward* 

Assistant  Surgeon,  10  December,  1814.     Died  26  January,  1818. 

Woodward,  James  HI* 

Gunner,  8  March,  1851.    Died  21  December,  1857. 

Woodward,  J*  W* 

Midshipman,  28  August,  1789.    Resigned  21  April,  1800. 

Woodward,  Roland  E. 

Acting  Assistant  Surgeon,  15  July,  1864.     Appointment  revoked  6  March,  1865. 

Woodward,  Thomas  J. 

Acting  Master,  23  September,  1801.     Acting  Volunteer  Lieutenant,  1  August,  1862. 
Honorably  discharged  12  September,  1865. 

WcM»dward,  William  II. 

Actin<;  Third  Assistant  Engineer,  29  March,  1864.  Honorably  discharged 
19  March,  18G8. 

Woodward,  William  R. 

Acting  Assistant  Paymaster,  11  May,  1863.     Mustered  out  4  September,  1865. 

Woodwoll,  Benjamin. 

Carpenter,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Woodworth,  Henry  W. 

Acting  Second  Assistant  Engineer,  17  May,  1801.     Resigned  23  August,  1801. 

Wood  worth,  Robert. 

Assistant  Surgeon,  28  February,  1835.     Surgeon,  1  December,  1846.     Retired  list, 

13  May,  1807.     Died  17  March,  1870. 

Woodworth,  Sellm  £• 

Midshipman,  16  June,  1S38.  Passed  Midshipman,  20  May,  1844.  Resigned 
11  February,  IsriO.  Acting  Lieutenant,  10  September,  1801.  Commander^ 
16  July,  1802.     Resigned  2  March,  1800. 

Woodworth,  Nellm  K. 

Cadet  Midshipman,  SO  September,  1872.     Graduated  18  June,  1879. 

Woodyear,  W.  R. 

Midshipman,  2  April,  1804.     Resigned  10  April,  1810. 


793  GENERAL  NAVY  REGISTER. 

Wooland,  Charles. 

Boatswain,  12  November,  1883.    Dismissed  8  March,  1836. 

IVooley,  Charles  W. 

Midshipman,  80  November,  x841.  Passea  Midshipman,  10  Au^st,  1347.  Re- 
signed 81  December,  1854. 

Woolsey,  JHelancthon  B. 

Midshipman,  24  September,  1832.  Passed  Midshipman,  16  July,  1840.  Master, 
22  March,  1847.  Lieutenant,  10  July,  1847.  Reserved  list,  13  September,  1855. 
Commander  on  Active  list,  IC  July,  1802.  Captain,  25  July,  18G6.  Conunodore, 
25  May,  1871.    Died  2  October,  1874. 

Woolsey,  191.  T. 

Midshipman,  9  April,  ISOO.  Lieutenant,  14  February,  1807.  Commander,  S4  J oly, 
1813.    Captain  27  April,  1810.    Died  18  May,  1838. 

Woolsey,  W.  G. 

Midshipman,  1  January,  1817.  Lieutenant,  28  April,  1826.  Died  25  October^ 
1840. 

Woolson,  John  S* 

Assistant  Paymaster,  10  March,  1862.    Resigned  13  December,  1865. 

Woolrerton,  Theoron* 

Assistant  Surgeon,  17  July, .1802.  Passed  Assistant  Surgeon,  25  September,  1865. 
Surgeon,  23  November,  1808. 

Wooster,  I^neins  W* 

Cadet  Engineer,  Naval  Academy,  1  October,  1871.  Graduated  81  May,  1871 
Second  Assistant  Engineer,  23  January,  1874.  Passed  Assistant  Engineer,  1 
November,  1879. 

Woreester,  George  II* 

Midshipman,  27  September,  1871.    Graduated  21  June,  1865.    Ensign,  18  July^ 

1876. 

Worden,  Isaae  O* 

Acting  Assistant  Paymaster,  1  April,  1803.    Resigned  9  November,  1864. 

Worden,  John  Ii* 

Midshipman,  10  January,  1834.  Passed  Midshipman,  10  July,  1840.  Master,  15 
Au<j:ust,  1840.  Lieutenant,  80  November,  1840.  Commander,  16  July,  1863. 
Captain,  3  February,  1803.  Commodore,  27  May,  1808.  Rear-Admiral,  20  No- 
vember, 1H72. 

Wording:,  W.  11. 

Mate,  8  September,  1804.     Dismissed  22  March,  1805. 

Work,  Georn^o. 

Acting  Assistant  Paymaster,  2  February,  1804.    Lost  on  **  Tecumsehy''^  5  August,  1864. 

Wormley,  Wallace. 

Midshipman,  24  November,  1800.  Discharged  31  August,  1801,  under  Peace 
Establishment  Act 

Wormley,  W.  W. 

Midshipman,  25  March,  1802.     (See  Marine  Carps,) 

Woratell,  Frank  W. 

Mate.  8  December,  1803.    Acting  Ensign,  1 1  January,  1805.    Resigned  11  April, 

18G0. 

Worth,  Algernon  S. 

Midshipman,  1  February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieatenaot, 
28  February,  1838.     Died  3  February,  1841. 

Worth,  Goorice  B. 

Mate.    Dismissed  31  July,  1802. 

W  rth,  Geori^c  II. 

ate.    Kcsiirned  24  November,  1803.     Mate,  13  June,  1866.    Appointment  re- 
voked 27  July,  1866. 

Worth,  Jofhro. 

Acting  Ensign,  28  October,  1803.    Honorably  discharged  14  August,  1865. 
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Wortlierspoon,  William  W. 

Mate,  9  March,  1870.    Resigned  9  October,  1873. 

Worthinfirton,  €•  T.  O. 

Midsbipman,  1  September,  1811.     Resigned  2  July,  1812. 

Worthtng^ton,  £dward. 

Midshipman,  1  March,  1825.     Died  18  July,  1827. 

Worth ington^  Henry. 

Master,  15  September,  1818.  Discharged  15  April,  1815.  Master,  2  May,  1815. 
Died  18  November,  1848. 

Worthinfirtoii,  John  lieeds. 

Cadet  Engineer,  14  September,  1876.  Graduated  10  June,  1880.  Died  14  July,. 
1881. 

Worthinn^on,  T.  B. 

Midshipman,  1  January,  1817.    Killed  in  a  duel,  4  February,  1822. 

Worthington,  Walter  F. 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer,. 
1  July,  1877. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Died  18  April,  1825. 

Wran,  John. 

Acting  Gunner,  17  June,  1863.    Honorably  discharged  23  November,  1800. 

Wriffht,  Albert  J.,  Jr. 

Acting  Assistant  Paymaster,  23  May,  18G3.    Mustered  out  8  December,  1865. 

Wright,  Arthnr  H. 

Acting  Midshipman,  28  September,  1800.  Ensign,  1  October,  1863.  Master^ 
10  May,  1806.  Lieutenant,  21  February,  1807.  Lieutenant-Commander^ 
12  March,  1808. 

Wriffht,  B.  B. 

Midshipman,  10  September,  1841.    Resigned  24  October,  1842. 

Wright,  Charles  A. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  7  February,  1863.  Acting 
Volunteer  Lieutenant,  22  August,  1863.  Honorably  discharged  9  September^ 
1805. 

Wright,  Charles  B. 

Acting  Third  Assistant  Engineer,  18  May,  1803.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1804.     Resigned  7  April,  1865. 

Wright,  Clinton. 

Midshipman,  18  May,  1809.     Resigned  5  August,  1809. 

Wright,  B.  T.  IX. 

Acting  Master  and  Pilot,  1  September,*  1804.  Appointment  revoked  14  April, 
1805. 

Wright,  Edward. 

Midshipman,  80  November,  1814.    Resigned  10  April,  1817. 

Wright,  Edward  £. 

Cadet  Midshipman,  20  September,  1873.    Graduated  18  June,  1879. 

Wright,  Emory. 

Acting  Assistant  Paymaster,  30  June,  1862.     Mustered  out  4  November,  1865. 

Wright,  F.  B. 

Midshipman,  1  April,  1828.    Resigned  24  August,  1833. 

Wright,  George. 

Surgeon,  27  June,  1798.  Discharged  10  June,  1801,  under  Peace  Establishment 
Act 

Wright,  George. 

Master,  19  January,  1809.     Last  appearance  on  Records  of  Navy  Department. 

Wright,  Ck^rge  F. 

Midshipman,  20  July,  1865.    Graduated  June,  1869.    Resigned  25  April,  1871. 
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Wright,  Georice  P. 

Acting  Assistant  Surgeon,  80  September,  1863.    Honorably  discharged  9  October, 

1865. 

Wright,  Henry  €• 

Acting  Second  Assistant  Engineer,  18  November,  1863.    Appointment  reroked 
3  August,  1865. 

Wright,  Henry  T. 

Acting  Assistant  Paymaster,  19  February,  1864.    Passed  Assistant  Paymaster, 
23  July,  1866.    Paymaster,  10  March,  1870. 

Wright,  Henry  X. 

Third  Assistant  Engineer,  8  May,  1850.    Name  stricken  from  the  Bolis,  6  Mar, 

1861. 

Wright,  James. 

Master,  16  February,  1814.    Discharged  1  February,  1815. 

Wright,  James  B. 

Master,  19  November,  1818.    Cashiered  15  November,  1820. 

Wright,  James  B. 

Midshipman,  4  March,  1819.    Last  appearance  on  Records  of  Navy  Department, 
1822.    Dead. 

Wright,  James  H. 

Third  Assistant  Engineer,  21  July,  1858.    Second  A^ssistant  Engineer,  17  January, 
1861.    Resigned  16  October,  1861. 

Wright,  James  H. 

Acting  Third  Assistant  Engineer,  22  July,  1864.    Honorably  discharged  9  March, 
1866. 

Wright,  James  K. 

Acting  Third  Assistant  Engineer,  11  November,  1863.    Honorably  diacbaiged 
12  August,  1865. 

Wright,  Jesse. 

Acting  Third  Assistant  Engineer,  27  October,  1868.  Honorably  diachaned 
28  October,  1865. 

Wright,  J.  H. 

Acting  Assistant  Surgeon,  19  December,  1864.  Honorably  discharged  11  Febru- 
ary, lbG6. 

Wright,  John. 

Midshipman,  20  December,  1804.    Resigned  14  February,  1807. 

W^rlght,  John. 

Mate,  6  December,  1862.     Dead. 

Wright,  John  E. 

Mate,  13  August,  1803.  Acting  Ensign,  18  July,  1864.  Honorably  discharged 
6  October,  1865. 

Wright,  John  H. 

Assistant  Surgeon,  9  December,  1839.  Surgeon,  18  April,  1855.  Retired  iist, 
25  April,  1861.  Medical  Director  on  Retired  list,  3  March,  1871.  Died  26  De- 
cember, 1879. 

Wright,  Joseph  li. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorablv  discharged 
20  June,  1 800. 

Wright,  H lers  F. 

Midshipman,  1  October,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  5  April,  1874.    Lieutenant,  1  April,  1880. 

Wright,  Perry  C. 

Acting  Ensign,  5  June,  1803.    Honorably  discharged  12  November,  1865. 

Wright,  Rohert  Armstrong. 

Third  Assistuot  Engineer,  10  June,  1862.    Second  Assistant  Engineer,  21  Norsm- 
ber,  1863.    Resigned  16  October,  1865. 
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Wrigltt,  Robert  €• 

Mate.  Actiii^  Ensign,  1  October,  1862.  Resigned  10  December,  1862.  Acting 
Ensign,  7  January,  1868.  Appointment  revoked  (Sick,)  10  July,  1868.  Acting 
Ensign,  9  October,  1868.    Resigned  17  February,  1864. 

Wright^  Robert  D. 

Acting  Third  Assistant  Engineer,  16  March,  1664.  Honorably  discharged  20  Jan- 
uary, 1866. 

Wright,  Robert  K. 

Cadet  Midshipman,  11  June,  1873.    Graduated  4  June,  1880. 

Wright,  Thomas. 

Acting  Ensign,  1  October,  1862.  Resigned  20  May,  1803.  Actin*:  .Master,  17  No- 
vember, 1863.    Dismissed  8  June,  1864. 

Wright,  Thomas. 

Acting  Master,  7  December,  1861.    Resigned  7  April,  18G3. 

Wright,  William. 

Acting  Master,  28  October,  1861.    Honorably  discharged  17  September,  1865 

Wright,  William. 

Midshipman,  4  July,  1805.    Resigned  20  February,  1806. 

Wright,  William. 

Actins  Third  Assistant  Engineer,  9  March,  1864.  Honorably  discharged  22  Sep- 
tember, 1865. 

Wright,  William. 

Acting  Third  Assistant  Engineer.  Appointment  revoked  (Sick.)  12  December, 
1868. 

Wright,  William  F. 

Acting  First  Assistant  Engineer,  17  October,  1861.  Acting  Chief  Engineer, 
19  January,  1868.    Resigned  15  May,  1865. 

Wright,  William  G. 

Acting  Master,  1  October,  1861.    Honorably  discharged  5  May,  1866. 

Wright,  William  €»• 

Acting  Third  Assistant  Engineer,  15  June,  1864.  Honorably  discharged  30  Octo- 
ber, 1865. 

Wrightlngton^  Charles  D. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged 
27  October,  1865. 

Wroten,  W.  II. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  17  January, 
186G. 

Wanderllch,  Frederick  W. 

Acting  Assistant  Surgeon,  18  May,  18^4.  ssistant  Surgeon,  10  May,  1865. 
Passed  Assistant  Surgeon,  22  January,  1869.    Resigned  31  March,  1870. 

Warts,  Daniel. 

Midshipman,  81  December,  1798.    Resigned  28  January,  1802. 

Warts,  William  A. 

Midshipman,  1  April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9  February,  1837.     Died  6  February,  1847. 

Wyatt,  I^emael  €• 

Acting  Third  Assistant  Engineer,  11  December,  1861.    Dismissed  28  May,  1862. 

Wyatt,  Bohert  T. 

Acting  Master,  14  August,  1861.    Honorably  discharged  28  August,  1865. 

Wyatt,  (9.  €. 

Acting  First  Assistant  Engineer,  1861.    Resigned  19  October,  1861. 

Wyatt,  Thomas  A. 

Acting  Master  and  Pilot,  1  October,  1864.    Appointment  revoked  9  March,  1865. 

Wyatt,  Thomas  H. 

Acting  Master  and  Pilot,  15  September,  1863.  Appointment  revoked  9  February, 
1866. 
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Wybranty  John. 

Acting  First  Assistant  Engineer,  22  June,  1863.    Resigned  8  Jane,  1864. 

Wyckoff;  Ambrose  B. 

Midshipman,  29   September,  1864.     Graduated  June,  1868.     £ii8ig[ii,  19  April* 
1869.    Master,  12  July,  1870.    Lieutenant,  25  October,  1872. 

WyckoO;  John. 

Mate,  25  January,  1870.    Resigned  15  March,  1873. 

Wyer,  JEdward. 

Midshipman,  26  April,  1798.    Lieutenant,  18  March,  1800.     Left    the  aerrioe 
15  January,  1805. 

Wylle,  BATld  R. 

Acting  Third  Assistant  Engineer,  25  October,  1862.    Acting  Second  Aasifltant 
Engineer,  6  July,  1868.    Honorably  discharged  23  September,  1865. 

Wylle,  James. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer, 
20  June,  1864.    Died  26  April,  1869. 

Wyman,  Francis  H. 

Acting  Second  Assistant  Engineer,  8  August,  1864.  Honorably  diachaiged 
11  December,  1865. 

Wyman,  Henry. 

Mate,  24  September,  1861.    Resigned  5  April,  1865. 

HTyman,  John. 

Midshipman,  1  April,  1828.    Resigned  17  March,  1839. 

Wymau,  Robert  H. 

Midshipman,  11  March,  1837.  .Passed  Midshipman,  29  June,  1843.  Acting  Hat- 
ter, 18  June,  1848.  Lieutenant,  16  July,  1850.  Commander,  16  July,  1861 
Captain,  25  July,  1866.    Commodore,  19  July,  1872.    Rear-Admiral,  26  April, 

1878. 

Wyman,  Thomas  J¥. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Conunander« 
9  February,  1837.    Captain,  2  November,  1842.    Died  24  February,  1854. 

HTynch,  George  J. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  Julv,  1835.  Lieutenaot, 
8  September,  1841.     Died  24  October,  1843. 

Wynde,  Henry  J. 

Mate,  21  January,  1864.     Honorably  discharged  13  August,  1867. 

Wyun,  William  P. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Re^igned  1804. 

Wysham,  William  £• 

Assistant  Surgeon,  24  September,  1824.  Passed  Assistant  Surgeon,  16  May,  I860. 
Dismissed  10  May,  1861. 

Yancey,  A.  K. 

Midshipman,  1  April,  1825.     Resigned  25  June,  1833. 

Yancey,  Benjamin. 

Midshipman,  14  March,  1799.     Discharged  10  May,  1801. 

Yancey,  €•  €• 

Midshipman,  1  January,  1808.    Resigned  24  October,  1808. 

Tancey,  €.  C. 

Midshipman,  18  June,  1812.     Resigned  25  September,  1813. 

Yancey,  Charles  K. 

Assistxint  Surgeon,  1  March,  1871.      Passed  Assistant  Surgeon,   12  June,  1876. 
Retired  list,  21  May,  1880. 
Yard,  Kdwnrd  HI. 

Midphi])ni:m,  I  November,  IJ^CT.  Passed  Midshipman,  10  June,  IS'M.  LicHt<-uant. 
28  Febniitry,  1838.  Commander,  14  September,  1855.  lietired  Ibt,  18  JanuAiy, 
1862.    Resigned  3  May,  1866. 
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Tard,  Thomas  S. 

Acting  Assistant  Surgeon,  25  January,  1863.    Honorably  discliarged  24  October, 

1805. 

Yariiall,  Johu. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Lost  in  the  ''Eperviery 

Yarnall,  Mordecal. 

Professor.  '  T^^^rnary,  1889.  Retired  list,  16  April,  1878.  Died  27  February, 
1879. 

Yates,  Arthar  li. 

Acting  Midshipman,  24  September,  1856.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1800.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1861.  T.ieutcnant-Commander,  16  November,  1864.  Commander,  6  February, 
1872. 

Tates,  CharlcM. 

Midshipman,  1  January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Norfolk. 

Tates,  Isaac  I. 

Midshipman,  21  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Tates,  James  B. 

Midshipman,  29  December,  1841.    Resigned  11  May,  1848. 

Tates,  John. 

Acting  First  Assistant  Engineer,  20  September,  1863.  Acting  Chief  Engineer, 
19  January,  1863.    Honorably  discharged  23  November,  1865. 

Tates,  John  A. 

Acting  Ensign,  1  October,  1862.  Promoted  to  Acting  Master,  19  February,  1808. 
Resigned  8  June,  1863. 

Yates,  William. 

Acting  Gunner,  6  December,  1861.    Dismissed  80  September,  1862. 

Yeager,  Charles  F. 

Acting  Second  Assistant  Engineer,  5  December,  1862.  Acting  First  Assistant 
Engineer,  1  November,  1864.    Honorably  discharged  28  November,  1865. 

Yeateman,  T.  II. 

Midshipman,  1  May,  1822.    Resigned  12  June,  1827. 

Yeates,  Donaldson. 

Assistant  Surgeon,  14  May,  1812.    Died  28  October,  1815. 

Yeaton,  John  H. 

Acting  Ensign,  14  March,  1864.    Dismissed  29  December,  1864. 

Yeaton,  Joseph  N. 

Mate,  18  February,  1863.    Dismissed  4  December,  1863. 

Yeaton,  Samnel. 

Acting  Master,  26  August,  1861.    Resigned  11  February,  1862. 

Yeaton,  8amnel  R. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Appointment  revoked 
21  June,  1864. 

Yeaton,  William  Harper. 

Mate,  30  January,  1862.     Resigned  28  February,  1867. 

Yelser,  John  H. 

Midshipman,  1  May,  1822.    Died  in  September,  1823. 

Yeo,  William  F. 

Mate,  13  April,  1863.    Resigned  25  July,  1863. 

Yeomans,  James. 

Carpenter,  3  November,  1798.    Resigned  27  July,  1799. 

Yocnm,  Renhen. 

Acting  Third  Assistant  Engineer,  3  July,  1863.  Honorably  discharged  2  Novem- 
ber, 1865. 
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Toe,  George  W. 

Acting  Third  Assistant  Engineer,  8  August,  1863.    Honorably  discharged  26  Jiilj» 

I8r>5. 

York,  I^ewiB  H» 

Acting  Assistant  Paymaster,  24  February,  1862.    Mastered  out  28  September,  186S. 

Torke,  liewls  A. 

Assistant  Paymaster,  26  October,  1869.    Passed  Assistant  Paymaster,  12  May,  1875. 

Torston,  Matthew  M. 

Mate,  29  September,  1864.     Honorably  discharged  4  October,  1865. 

Ton,  Inaae  N.  K. 

ftlidahipman,  3  July,  1885.  Passed  Midshipman,  22  June,  1841.  IxMt  in  the 
'' Grampus,''  March,  1848. 

Toaniip,  Adam. 

Master's  Mate,  29  September,  1840.    Kesigned  22  March,  1858. 

Yoang,  Albert  Osborn. 

Cadet  Engineer  Naval  Academy,  14  September,  1876.    Graduated  10  June,  1880l 

Tonng,  Carrtngtou  A. 

Mate,  14  September,  1866.    Gunner,  9  April,  1875. 

Tonng,  JEdward  li. 

Master,  9  May,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Young,  Franklin. 

Acting  Ensign,  20  January,  1865.    Honorably  discharged  30  August,  1865. 

Tonng,  George  M • 

Mate,  13  December,  1861.     Deserted  26  December,  1861. 

Tonng,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1864.    Kesigned  27  June,  1865. 

Yonng,  George  W. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Ck>inmander, 
16  July,  1862.    Commander,  25  July,  1866.    Died  80  August,  1867. 

Tonng,  H.  A.  F. 

Master,  16  May,  1829.  Reserved  list,  14  September,  1855.  Resigned  15  May, 
1861. 

Tonng,  Henry  V. 

Acting  Assistant  Surgeon,  8  March,  1865.     Honorably  discharged  9  January,  1866l 

Tonng,  Horace  S. 

Acting  Master,  18  July,  1861.    Honorably  discharged  19  September,  1865. 

Tonng,  James  G. 

Acting  First  Assistant  Engineer,  28  July,  1802.  Acting  Chief  Engineer,  5  JnlT, 
1803.    Honorably  discharged  6  May,  1806. 

Tonng,  James  G. 

Third  Assistant  Engineer,  27  January,  1848.  Second  Assistant  Engineer,  6  No- 
vember, 1849.  First  Assistant  Engineer,  26  February.  1851.  Resigned  14  No- 
vember, 1855. 

Tonng,  James  'S. 

Acting  Assistant  Surgeon    8  March,  1865.    Honorably  discharged  23  Januazy, 

1806. 

Tonng,  Jefferson. 

First  Assistant  Engineer,  21  September,  1801.    Retired  list,  7  March,  1871. 

Tonng,  John. 

Midshipman,  4  March,  1828.     Resigned  19  October,  1827. 

Tonng,  John. 

Acting  Second  Assistant  Engineer,  2  November,  1861.    Discharged  19  Jnly,  IWB* 
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Tonng,  John. 

Boatswain,  6  April,  1888.    Resigned  2  July,  1841. 

Tonng,  John,  Jr. 

Assistant  Burgeon,  9  July,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

Tonng.  John  J. 

Boatswain,  5  April,  1847.    Resigned  12  July,  1858. 

Tonng,  John  J. 

Midshipman,  1  January,  1812.  Resigned  25  May,  1814.  Midshipman,  17  June^ 
1814.  Lieutenant,  28  March,  1820.  Commander,  15  April,  1840.  Reserved 
list,  18  September,  1855.    Commodore,  Retired  list    Died  4  November,  1875. 

Tonng,  John  Ja. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Honorably  discharged  12 
June,  1866.  Acting  Third  Assistant  Engineer,  80  January,  1867.  Mustered  out 
6  August,  1869. 

Tonnff,  John  M. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Resigned  24  January 
1867. 

Tonng,  Jonathan. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant- Commander, 
16  July,  1862.    Commander,  25  July,  1866.    Captain,  8  November,  1873. 

Tonng«  Joseph  (9. 

Mate,  21  November,  1862.  Acting  Ensign,  23  September,  1864.  Honorably  dis- 
charged 14  May,  1867. 

Tonng,  Ijnclen. 

Midshipman,  21  June,  1869.  Graduated  81  May,  1878.  Ensign,  16  July,  1874. 
Master,  24  November,  1877. 

Tonng,  IVathan  li. 

Mate,  22  June,  1868.    Resigned  7  August^  1868. 

Tonng,  N.  C. 

Mate,  9  March,  1866.    Deserted  17  August,  1866. 

Tonng,  Perrit  D. 

Acting  Second  Assistant  Engineer,  28  February,  1864.    Died  on  '^General  Luon  " 

15  August,  1864.  ""    ' 

Tonng,  Philander  (9. 

Acting  First  Assistant  Engineer,  2  December,  1864.    Resigned  20  June,  1865. 
Tonng,  Samuel. 

Purser,  24  July,  1800.    Last  appearance  on  Records  of  Navy  Department. 

Yonnff,  Stephen. 

Gunner,  1  October,  1861. 

Tonng^  Thomas. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  8  September^ 
1856. 

Tonng,  T.  J. 

Acting  Ensign,  21  May,  1864.    Appointment  revoked  (Sick,)  13  December,  1864. 
Yonng,  William. 

Acting  Second  Assistant  Engineer,  28  May,  1861.    Resigned  28  Octofcer,  1861 
Yonnff,  William. 

Mate,  17  June,  1863.    Dismissed  1  August,  1863. 

Yonnff,  William. 

Acting  Ensign,  28  February,  1863.    Honorably  discharged  10  September,  1805. 
Yonng,  William  H. 

Midshipman,  1  March,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.    Commander,  14  September,  1855.    Died  17  October,  1861. 
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Zane,  Abraham  T. 

Cadet  Engineer,  Naval  Academy,   1   October,   1871.    Graduated  3   May,   1874. 
Assistant  Engineer,  26  February,  1875. 

ZantaEiBger,  II.  D. 

Midshipman,  1  January,  1817.    Died  in  1822. 

Zantziugcr,  John  P. 

Midshipman.  15  November,  1800.     Lieutenant,  9  December,  1814.     Commander, 

3  March,  1831.     Captain,  22  December.  1838.     Dropped  13  Sexitember,  1855. 

Zantzingcr,  W.  JP. 

Purser,  25  June,  1832.     Dismissed  17  January,  1844. 

Zautzlnger,  W.  P. 

Purser,  24  July,  1813.     Cashiered  31  May,  1830. 

Zeigler,  Asa  H. 

Acting  Assistant  Surgeon,  8  March,  18'>5.    Honorably  discharged  0  October,  1865. 
Zeller,  Theodore. 

Third  Assistant  Engineer,  15  June,  1843.  Second  Assistant  Engineer,  10  July, 
1847.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  27  Jodc, 
1855. 

Zenzen,  liOals. 

Assistant  Surgeon,  24  January.  1862.  Passed  Assistant  Surgeon,  25  September, 
1865.     Surgeon,  10  May,  1867.     Died  23  November,  1808. 

Zerega,  Alfred  L*.  B. 

Acting  Master,  24  July,  1861.    Resigned  1  September,  1864. 

Zettiek,  John  P. 

Acting  Ensign,  24  February,  1864.    Honorably  discharged  25  September,  186(1. 

Ztegler,  David  H. 

Mate,  26  November,  1863.     Resigned  6  June,  1864. 

Zlegler,  John  Qiiincy  Adams. 

Acting  First  Assistant  Engineer,  24  Februar.v,  1862.     Acting  Chief  Engineer, 

4  February,  1803.     Chief  Engineer,  18  June,  1808. 

Zlminernian,  Charles. 

Acting  Ensign,  2  June,  1864.     Honorably  discharged  21  February,  1860. 

Zimmerman,  Charles  W. 

Actinj^  Midshipman,  20  September,  1858.      Actincj  Master,  12  February,  1S62. 
Lieutenant,  1  August,  1 802.     Killed  in  liattic,  1  January,  1863. 

Zimmerman,  Eugene. 

Acting  Ensign,  13  May,  1803.     Acting  Master,  12  June,  1864.     ITonorably  dis- 
charged 25  October,  1805. 

Zimmerman,  William. 

Mate,  18  April,  1803.     Acting  Ensign,  2  November,  1863.    Honorably  di^chamd 
24  October,  1865. 


THE 


UNITED  STATES  MVAL  ACADEMY. 


•  ■  • 


The  United  States  Naval  Academy  was  founded  in  1845,  by  Hon.  George  Bancroft, 
Secretary  of  the  Navy,  in  the  administration  of  President  James  K.  Polk.  It  was  for- 
mally opened  October  10,  of  thnt  year,  under  the  name  of  the  Naval  School,  with  Com- 
mander Franklin  Buchanan  as  Superintendent  It  was  placed  at  Annapolis,  Md.,. on 
the  land  occupied  by  Fort  Severn,  which  was  given  up  by  the  War  Department  for 
the  purpose.  The  course  was  fixed  at  five  years,  of  which  the  first  and  last  only  were 
spent  at  School,  the  intcrvenini?  three  being  passed  at  sea.  Tliis  arrangement  was 
nofc  strictly  adhered  to,  the  exigencies  of  the  service  making  it  necessary,  in  many 
xsases,  to  shorten  the  period  of  study.  In  January,  184G,  four  months  after  the  opening 
of  the  School,  the  students  consisted  of  36  Midshi])n.t;n,  of  the  date  of  1840,  who  were 
preparing  for  the  oxtiminution  for  promotion  ;  18  of  tlie  date  of  1841,  who  were  to  re- 
main until  drafted  for  service  at  sea;  and  7  Acting  Midshipmen,  appointed  since  Sep- 
tember of  the  previous  year.  The  Midshipmen  of  the  date  of  1840  were  the  first  to  be 
fraduated,  finishing  their  limited  course  in  July.  1846,  and  they  were  followed  in  order 
y  the  subsequent  dates  until  the  re -organization  of  tlie  School,  in  1851. 
In  September,  1849,  a  Board  was  appointed  to  revise  the  ])lMn  and  regulations  of  the 
Jlayal  SchooL    The  Board  was  composed  of  the  following  otlicers : 

Commodore  William  B.  Shubrick, 
Comnmnder  Fkanklis  Buchanan, 
Commander  Samuel  F.  Dupont, 
Commander  Geoiiob  P.  Upshur, 
Surgeon  W.  S.  W.  Ruschbnberoeb, 
Professor  William  Chauvenet, 
Captain  Henry  Brewerton,  U.  S.  A. 

The  plan  reported  by  the  Board  was  approved,  and  went  into  operation  July  1, 1850. 

The  new  organization  provided  for  a  course  of  seven  years,  the  first  two  and  last  two 
at  the  School  and  the  three  intermediate  years  at  sea.  The  School  was  placed  under 
the  supervision  of  the  Bureau  of  Ordnance  and  Hydrography,  and  its  name  was 
changed  to  the  United  States  Naval  Academy.  The  corps  of  professors  was  enlarged, 
the  course  was  extended,  and  the  system  of  separate  departments,  with  executive 
heads,  was  fully  adopted.  It  was  provided  that  a  Board  of  Visitors  should  make  an 
annual  inspection  ot  the  Academy,  and  report  upon  its  condition  to  the  Secretary  of 
the  Navy.  A  suitaido  vessel  was  attached  to  the  Academy  as  a  practice-ship,  and  the 
annual  practice-cruises  were  begun. 

After  the  system  had  been  in  oj)eration  a  year  new  changes  were  proposed,  and  the 
recommendations  ol  the  Academic  Board  on  the  subject  were  referred  to  the  Board  of 
Examiners  of  the  year  1851,  composed  of  the  following  officers : 

Commodore  David  Conner, 
Captain  Samuel  L.  Breese, 
Comnmnder  C  K.  Stribling, 
ComniJinder   A.  Bigelow, 
C<min»ander  Franklin  Buchanan, 
Lieutenant  Thomas  T.  Craven. 
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The  change  recommended  by  the  Board  of  Examiners,  and  adopted  by  the  Depart- 
ment, consisted  mainly  in  leaving  out  the  requirement  of  three  years  of  sea-service  in 
the  middle  of  the  course,  thus  making  tlic  four  years  of  study  consecutive.  The  prac- 
tice-cruise supplied  the  place  of  the  omitted  sea-service,  and  gave  better  opportuni- 
ties of  training.  The  change  went  into  operation  in  November,  1851,  together  with 
other  improvements  recommended  by  the  Board.  The  system  has  continued,  with 
slight  modifications,  to  the  present  time.  The  first  class  to  receive  the  benefit  of  it 
was  that  which  entered  in  1851.  Six  members  of  this  class  completed  the  course  in 
three  years,  and  were  graduated  in  June,  1854  :  the  rest  of  the  class  followe<l  in  1855. 

In  May,  1801,  on  the  outbreak  of  the  war,  the  Academy  was  removed  to  Newport, 
R.  I.  The  three  upper  classes  were  detached  and  ordered  to  sea,  and  the  remaining 
Acting  Midshipmen  were  quartered  in  the  Atlantic  House  and  on  board  the  frigates 
Constitution  and  Santee.  In  September,  1865,  the  Academy  was  moved  back  to  An- 
napolis, where  it  has  since  remained. 

When  the  Bureau  of  Navigation  was  established,  July  5, 1862,  the  Academy  was 
placed  under  its  supervision ;  March  1, 1867,  it  was  placed  under  the  direct  care  and 
supervision  of  the  Navy  Department,  the  administrative  routine  and  financial  man- 
agement being  still  conducted  through  the  Bureau.  On  the  11th  of  March,  1869,  all 
official  connection  with  the  Bureau  came  to  an  end. 

The  term  of  the  academic  course  was  changed  by  law,  March  8,  1878,  from  fnorto 
six  years.  The  change  took  efiect  with  the  class  which  entered  in  the  following  som- 
mer. 

In  1866,  a  class  of  Acting  Third  Assistant  Engineers  was  ordered  to  the  Academy 
for  instruction.  The  course  embraced  the  subjects  of  steam-engineering,  iron-mano- 
facture,  chemistry,  and  mechanics,  and  practical  exercises  with  the  steam-engine  and 
in  the  machine-shop.  This  class  was  graduated  in  June,  1868,  together  with  two  Ca- 
det-Engineers who  had  entered  the  Academy  in  1867.  After  an  interval  of  foor  ycara. 
in  October,  1871,  a  new  class  of  Cadet-Engineers  was  admitted.  This  class  followed 
a  two  years^  course,  somewhat  more  extended  than  that  of  the  class  of  1868,  and  was 
graduated  in  1873.  In  1872  and  1873,  new  classes  were  admitted,  the  first  of  which 
left  the  Academy  in  1874  and  tlie  second  in  1875.  By  an  act  of  Congress  approved 
February  24, 1874,  the  course  of  instruction  for  Cadet-Engineers  was  made  four  years 
instead  of  two ;  and  the  new  provision  was  first  applied  to  the  class  entering  the 
Academy  in  the  year  1874.    This  class  was  graduated  in  June,  1878. 


SUPERINTENDENTS  OF  THE  NAVAL  ACADEMY 

SINCE  ITS   FOUNDATION. 

Aflsumocl  Commautl — 

Sept.    3,  1845. — Commander  Fuaxklin'  HniiANAN. 
Mar.  15,  1847.— Commander  Okougk  ]'.  TrsnrK. 
July     1,  1850. — Commander  Couxklu  s  K,  Striblino. 
Nov.    1,  1853.— Commander  Loris  M.  (4old.shorough. 
Sept.  15,  1857. — Ctiptain  Gkorgk  S.  P>t,akk. 
Sept.   9,  1805. — Hour- Admiral  David  D.  Pouter. 
Dec.     1,  1801).— Commodore  John  L.  AVorden. 
Sept.  22,  1H74.— Rear- Admiral  C.  R.  P.  Rodgers. 
July    1,  1S78. — Commodore  Foxhall  A.  Parker. 
Aug.   2,  1870.— Rear- Admiral  George  H.  Balcu. 
June  13,  1881.— Rear-Admiral  C.  R.  P.  Rodgkbs. 


Midshipmen  and  Acting  Midshipmen 


AT   THK 


Kaval.  ACADE:&rY,   1840-1880,  iNCLXJsrv  e. 


ABBA^'Gl-:!)   IX    CI.ASSKS. 


1840. — M  idshipm  an  • 


Aby,  Charles  W. 

8  February,  1840.    Graduated. 

Alston,  Thomas  P. 

15  February,  1840.    Resigned. 

Anliek,  Richmond. 

19  Octol^er,  1«40.    Graduated. 

Austin,  Williatm  1>. 

8  November,  1840.    Graduated. 

Barrett,  Edward. 

8  Nuvember,  1840.    Graduated. 

Beard,  Ijonis. 

10  January,  1840.    Resigned. 

Beckwtth,  James  li.  S. 

18  January,  1840.    Dismissed. 

Bennett,  John  W. 

1 0  February,  1840.    Graduated. 

Blake,  Homer  €• 

2  March,  1840.    Graduate! 

Bradford,  James  M. 

10  January,  1840.    Graduated. 

Brand,  Freilerick  B. 

17  J  uly,  1846.    Graduated. 

Branie,  Charles  £• 

25  January,  1840.    Dropped. 

Brinley,  Edward,  Jr. 

1 4  Septem  ber,  1 840.    Graduated. 

Campbell,  James  C. 

29  December,  1840.    Resigned. 

Carr,  IVathaniel  F. 

3  February,  1840.    Dropped. 

Carter,  Jonathan  II. 

12  March,  1840.    Graduated. 

Carter,  8amnel  P. 

14  February,  1840.    Graduated. 
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Colborn,  Henderson  A. 

18  January,  1840.    Dropped. 

CouoTer,  Francis  S. 

11  May,  1840.    Graduated. 

Cowden,  Samnel  B. 

19  February,  1840.    Dismissea. 

Crawford,  J.  Q.  A. 

17  February,  1840.    Dismissed. 

Cnnninffham,  Georiipe  F. 

14  February,  1840.    Dropped. 

BaTldson,  UTashinp^ton  F. 

20  February,  1840.    Graduated. 

Benniston,  Oarret  T. 

10  March,  1840.    Graduated. 

Dyer,  CJharles,  Jr. 

25  January,  1840.    Drowned. 

English,  Earl. 

25  February,  1840.     Graduated. 

Enos«  Albert  G. 

7  November,  1840.     Dismissed. 

Gregory,  Francis. 

23  May,  1840.    Graduated. 

Hammond,  Washington. 

29  December,  1840.     Resigned. 

Hall,  John  P. 

29  December,  1840.    Graduated. 

Harris,  Benben. 

25  January,  1840.  Graduated. 

Henderson^  Benjanriii  li. 

2  January,  1840.    Resigned. 

Hewitt,  William. 

81  March,  1840.    Resigned.    . 

Hopkins,  Edward  A. 

22  January,  1840.    Resigned. 
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Hopsoii,  John  £. 

25  September,  1840.     Dismissed. 

Mnnt,  Wilson. 

20  February,  1840.    Resigned. 

Jeffera,  Urilliam  IV.,  Jr. 

25  September,  1840.    Graduated. 

Kenible,  Peter. 

19  December,  1840.    Resigned. 

liOwry,  Reigert  B. 

81  January,  1840.    Graduated. 

M arr,  Robert  A. 

29  April,  1840.    Graduated. 

Madlgan,  John. 

19  February,  1840.    Graduated. 

MeArann,  Robert  m. 

12  May,  1840.    Graduated. 

MeCanly,  James  B. 

8  February,  1840.    Graduated. 

Meliaaghlin,  Augustus. 

11  January,  1840.    Graduated. 

Miller,  Samuel  A. 

8  January,  1840.    Dismissed. 

Nelson,  William. 

28  January,  1840.    Graduated. 

Nones,  Jefferson  H. 

19  December,  1840.    Dismissed. 

Paulding,  Ijeonard. 

19  December  1840.    Graduated. 

Phelps,  Thomas  (9. 

17  January,  1840.    Graduated. 

Polk,  William  W. 

(Changed  to    Pollock.)      30    June, 
1837.    Graduated. 

Porter,  Henry  O. 

3  November,  1840.    Resigned. 

Pringle,  John  J. 

23  September,  1840.    Graduated. 

Qnaekenhnsh,  Stephen  P. 

15  February,  1840.     Graduated. 


Kohinson,  I«awrenee  B. 

4  March,  1840.    Resigned. 

SaTage,  Rohert. 

27  March,  1840.    Graduated. 

Simpson,  Edward. 

11  February,  1840.    Graduated. 

Smith,  Crawford  E. 

2  January,  1840.    Drop]>ed. 

Smith,  William  Henry. 

31  July,  1840.    Graduated. 

StoTens,  George  A. 

13  May,  1840.    Graduated. 

Stont,  Edward  €• 

18  February,  1840.    Graduated. 

Temple,  William  O. 

18  April,  1840.    Graduated. 

Terrett,  ColTille. 

8  January,  1840.    Graduated. 

Tan  Hook,  Benjamin  I«.  T. 

2  January,  lb40.     Kesigncd. 

Waddell,  CHharles. 

14  March,  1840.    Graduated. 

Wager,  Peter,  Jr. 

12  February,  1840.     Graduated. 

Walcntt,  John. 

2  ^iiarch,  1840.    Graduated. 

Warley,  Alexander  F. 

19  February,  1840.    Graduated. 

Wells,  Clark  H. 

25  September,  1840.    Graduated. 

Welsh,  George  P. 

14  September,  1840.    Graduated. 

Wheelock,  Frederiek  P. 

10  March,  1840.    Graduated. 

Wilcox,  Samnel. 

11  January,  1840.     Hesigned. 

Wiley,  James. 

9  March,  1840.    Resigned. 


1841. — Midshipmen. 


Ahererombie,  Alexander  B. 

19  October,  1841.    Dismissed. 

Allmnnd,  Albert. 

10  September,  1841.     Graduated. 

Andrews,  Elijah  T. 

10  Ociohei.  Ib41.    Died  1848. 

Arnii^trong,  James. 

9  bcptcmber,  1841.    Graduated. 

Ashmead,  liehman  P. 

19  October,  1841,    Resigned. 

Badger,  Osear  €. 

9  September,  1841.    Graduated. 


Baily,  Alfred. 

28  January,  1841.    Resigned. 

Baldwin,  Frederick  P. 

10  September,  1841.    Dismissed. 

Barker,  John  B. 

11  February,  1841.     Dropped. 

Barrand,  John  T. 

20  September,  1841.    Graduated. 

Bartletti  Joseph  T. 

9  September,    1841.     Drowned 
March,  1846. 

Bassett,  Simeon  S. 

10  Soptombrr.  1S41.     Gradnatwl 
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fiayard,  Charles  €• 

9  December,  1841.    Gradnated. 

Seadel*  £dinand  IT. 

19  October,  1841.    Lost  in  Grampus, 
March,  1843. 

Bell,  Charles  8. 

9  September,  1841.    Dismissed. 

JBeTerly,  MeKenzie. 

19  October,  1841.    Dropped. 

JBier,  George  II. 

19  October,  1841.    Graduated. 

Sliss,  (SylTanns  J. 

19  October,  1841.    Graduated. 

Bridge,  William  King. 

14  January,  1841.    Graduated. 

Brodhead,  Thomas  W. 

8  March,  1841.    Graduated. 

Brooke,  John  HI. 

8  March,  1841.    Graduated. 

Brown,  Bezekiah  G.  D. 

1 9  February,  1 84 1 .    Resigned. 

Browne,  William  B. 

19  October,  1841.    Died  1 1  Aug.,  1848. 

Bnckner,  Washington  P. 

9  September,  1841.    Graduated. 

Bnrwell,  William  T. 

27  September,  1841.    Resigned. 

Byers,  Josiah  H. 

19  October,  1841.    Resigned. 

Byrens,  Allen  T. 

20  February,  1841.    Graduated. 

Carmichael,  £dward  T. 

17  Sept,  1841.    Died  7  August,  1847. 

Clieiioweth,  Gideon  I>. 

19  October,  1841.    Died  April,  1847. 

^'Iiever,  Bavld  A. 

19  October,  1841.    Resigned. 

Cilley,  Greenlean 

26  February,  1841.    Graduated. 

Clarke,  Francis  G.^  Jr. 

19  October,  1841.    Graduated. 

Coleman,  David. 

19  October,  1841.    Graduated. 

Collins,  Charles  F. 

11»  February,  1841.    Resigned. 

Ccmegys,  Cornelius. 

9  September,  1841.    Dismissed. 

Cooii,  Albert  G. 

27  October,  1841.    Dismissed. 

Cook,  Joseph  J. 

19  October,  1841.    Graduated. 

Crabb,  Horace  ^. 

19  October,  1841.    Graduated. 


Crain,  Walter  O. 

27  October,  1841.    Graduated. 

Craney,  William. 

September,  1841.    Resigned. 

Cnshmau,  William  2S. 

18  February,  1841.    Resigned. 

Dallas,  Francis  G. 

8  November,  1841.    Graduated. 
I>anels,  Joseph  I>. 

19  October,  1841.    Graduated. 
I>aTidson,  Hunter. 

29  October,  1841.    Graduated. 
I>aTis,  John  li. 

9  January,  1841.    Graduated- 

DeBree,  Alexander  HI. 

19  October,  1841.    Graduated. 
I>e  Haven,  Joseph  £. 

19  October,  1841.    Graduated. 
I>ekoTen,  William. 

9  September,  1841.    Graduated. 

I>e  KraflTt,  J   C.  P. 

19  October,  1841.    Graduated. 

I>euny,  Chenezer  D. 

17  September,  1841.    Graduated. 

I>ihble,  George  M. 

1  March,  1841.    Graduated. 

Deslonde,  Adrian. 

27  October  1841.     Kesigned. 

Donglas,  George  IS. 

1 0  September,  1 8  i  1 .    Dropped. 

Dnvall,  Robert.  C. 

19  October,  lv^41 .    Graduated. 

Faton,  Thomas  C. 

9  September,  IM  1.    Graduated. 

Fanntleroy,  M  llliam  II. 

2  March,  1841.     Graduated. 

Ferguson,  James  li. 

9  SejJteuiber,  Ibll.    Resigned. 

Flllebrown,  Thomas  H. 

19  October,  1841.    Graduated. 

Flournoy,  Thomas. 

1 0  September,  1  »4 1 .     Dropped. 

Ford,  Joseph  91 . 

18  January,  1841.    Resigned. 

Forrest,  Joseph  A. 

(Changed  to  Dulany   Abkll    Fob* 
REST.)    8  March,  1841.    Graduated. 

Franklin,  Samnel  R. 

18  February,  1841.    Graduated. 

Friend,  Joseph  Ij. 

27  October,  1841.    Graduated. 

Fry,  Joseph. 

1 5  September,  1 S4 1 .     ( Jraduated. 
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Gale,  John. 

19  October,  1841.    Graduated. 

Gamble,  William  M. 

I  March,  1841.    Graduated. 

GanseToort,  Stanwix. 

3  November,  1841.    Resigned. 

Genet,  Edmund  €• 

22  February,  1841.     Resigned, 
appointed.    Dismissed. 

Gibson,  William. 

II  February,  1841.    Graduated. 

Gillis,  Walter  Y. 

27  October,  1841.    Graduated. 

Godnian,  Stewart  A. 

4  November,  1841.    Resigned. 

Gordan,  £dward. 

21  September,  1841.    Dismissed. 

Grafton,  Edward  €• 

5  October,  1841.    Graduated. 

Graham,  Charles  K* 

19  October,  1841.    Resigned. 

Gray,  Charles. 

19  October,  1841.    Graduated. 

Griffin,  Samnel  P. 

9  September,  1841.    Graduated. 

Habersham,  Alexander  W. 

3  March,  1841.    Graduated. 

Hallett,  Frederick  A. 

18  September,  1841.    Resigned. 

Hanson,  John  J. 

21  September,  1841.     Graduated. 

11  sire,  George  H. 

ID  October,  1841.     Graduated. 

HarrlM,  Thomas  C. 

9  September,  1841.     Graduated. 

Harrison,  GnstaTiis. 

27  October,  1841.    Graduated. 

Harrison,  Walter  P. 

19  October,  1841.     Resigned. 

Hart,  John  £• 

23  February,  1841.  Graduated. 

Haxtnn,  Hilton. 

19  October,  1841.     Graduated. 

Haywood,  PiiiSenion  H. 

19  October,  1841.     Dismissed. 

Heron,  James. 

19  October,  1841.    Dismissed. 

llofi'man,  William  G. 

19  October,  1841.     Graduated. 

Holmes,  William  W. 

21  September,  iy41.    Graduated. 

Hopkins,  Charles  F. 

19  October,  1841.    Graduated. 


Re- 


Horton,  William  8. 

1 9  Octol>er,  1 84 1 .     Dropped. 

Hngnnin,  Haniel  €. 

8  March,  1841.    Lost  in  the  Warraa% 
13  November,  1846. 

Hunter,  Henry  C 

10  September,  1841.    Graduated. 
Hnnter.  Henry  St.  George. 

19  November,  1841.     Graduated. 
IrTine,  Thomas. 

10  September,  1841.  Dropped. 
Jaekson,  Alonzo  C. 

23  February,  1841.     Graduated. 

Johnson,  Andrew  W. 

19  October,  1841.  Graduated. 
Johnson,  John  H. 

19  October,  1841.     Resigned. 

Johnston,  £lliotl. 

17  September,  1.^4^1.  Krsii^iicd. 
Johnston,  James  I^. 

27  September,  1841.     Dismissed. 
Jones,  Copeland  P. 

2 1  Septem  ber,  1 84 1 .  Resigned. 
Jones,  John  P. 

1 9  Octo  ber,  1 84 1 .     G  raduated. 

Jones,  H.  Patterson. 

9  September,  1841.  Graduated. 
JoncNi,  Walter  F. 

20  September,  1841.     Graduated. 
Jonett,  James  E. 

10  September,  1»41.     Graduated. 
Kell«  Jolin. 

9  September,  1841.  Graduated. 
Kelio^,  Frederick. 

23  February,  1841.     Resigned. 
Key,  Henry  H. 

10  Sci)tember,  1841.  Resigned. 
Kinkead,  Joseph  B. 

19  October,  1J541.     Resigned. 
I^atimor,  Charles. 

9  September,  1«41.  Graduated. 
f^anrens,  John. 

18  November,  1841.  Resigneil. 
L<aw,  Ricliard  li. 

17  February,  1841.  Graduated. 
I^ee,  Tlieodoric. 

9  September,  1841.  Graduated. 
L<ewis,  Andrew  J. 

20  September,  1841.  Graduated. 
I^ewis,  Robert  F.  R. 

19  October,  1841.    Gi-aduated. 
raw,  William  W. 

3  March,  1841.    Graduated. 
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Xnce,  (Stephen  B. 

10  October,  1841.    Graduated. 

lijrne,  Ijeonard  H. 

10  September,  1841.    Graduated. 

Mafl^aw,  Samnel. 

23  November,  1841.    Graduated. 

Mahon,  Thomas  D* 

10  September,  1841.    Dismissed. 

March,  John  H. 

19  October,  1841.    Graduated. 

mason,  Ijuclns  M, 

19  October,  1841.     Died  7  Jan.,  1845. 

Manry,  Jefferson. 

9  September,  1841.    Graduated. 

Mayo,  William  K. 

1 8  October,  1 84 1 .    Graduated. 

McCarthy,  James  B. 

9  January,  1841.    Died  11  Aug.,  1842. 

McCanley,  £dward  Y. 

9  September,  1841.    Graduated. 

McColinm,  John  Yan. 

2«  February,  1841.    Graduated. 

McCook,  Jolin  J* 

27  Jan.,  1841.    Died  80  March,  1842. 

Mc€orl£le,  David  P. 

21  September,  1841.    Graduated. 

McDermnt,  Daniel  A. 

8  November,  1841.     Graduated. 

McGary,  Cliarles  P. 

19  October,  1841.    Graduated. 

MeKeithen,  William  J. 

3  March,  1841.     Dropped. 

McRol>erts,  Jefferson. 

8  March,  1841.     Dismissed. 

Mercer,  William  R. 

8  December,  1?!<4I.    Graduated. 

Miller,  Thomas  J. 

9  September,  1841.    Resigned. 

Mills,  John  K. 

15  January,  1841.     Resigned. 

Minor,  Robert  D. 

26  February,  1841.    Graduated. 

Mitehell,  Alexander  J. 

9  September,  1841.     Resigned. 

Mitchell,  Charles  M. 

19  October,  1841.     Resigned. 

Mitchell,  William. 

24  September,  1841.    Graduated. 

Monroe,  Andrew  F. 

3  March,  1841.    Graduated. 

Morican,  Geori^e  £• 

18  February,  1 H4 1 .    Graduated. 

Mnrdangh,  William  II. 

9  September,  1841.    Graduated. 


Mnrphy,  John  McIj. 

18  February,  1841.    Graduated. 

Neilsou,  £dward  R. 

27  October,  1841.     Resigned. 

OiiTcr,  £dwin  W. 

9  November,  1841.    Resigned. 

Otis,  Arthur  11. 

9  September,  1841.     Resigned. 

Patton,  Rohert. 

9  September,  1841.     Resigned. 

Parker,  William  II. 

19  October,  1«41.     Graduated. 

Parrishy  Joxepli. 

1 9  October,  I  ^4 1 .     D ismissed. 

Pastenr,  Kdward  V. 

22  January,  1841.     Resigned. 

Phelps,  Seth  I^. 

19  October,  1841.     Graduated. 

Phenix,  Dawson. 

30  September,  1841.     Graduated. 

Philip,  John  V.  X. 

25  February,  1841.     Graduated. 

Pillsbury,  Win^ate. 

9  Sep.,  lcS4l.     Drowned  25  July,  1847. 

Prentiss,  John  £. 

19  Octol)er,   iy41.     Died   JU    Decem- 
ber, 1«43. 

Price,  Richard  J.  D. 

9  Septemljer,  \^A\.     Graduated. 

Powell,  William  1.. 

20  September,  lb41.     Graduated. 

Qneen,  Waller. 

7  October,  1 H4 1 .     Graduated. 

nathbone^  Samuel  B. 

3  March,  1841.     Kesigned. 

Reily,  William. 

9  February,  1811.    Graduated. 

Renshaw,  Kdward. 

4  November,  1841.     Graduated. 

Rochelle,  James  H. 

9  September.  Ib41.     Graduated. 

Roe,  Frauds  A. 

19  October,  1841.    Graduated. 

Roney,  Thomas. 

3  March,  1841.    Graduated. 

Rnssell,  John  If. 

10  September,  1841.    Graduated. 

Seott,  Robert  W. 

9  September,  1841.     Graduated. 

ScoTelH,  £dward  If. 

19  October,  1S41.     Dismissed. 

Selden,  Kdward  A. 

19  October,  1841.     Graduated. 
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Seldeu,  Robert. 

9  Se2)tember,  1841.    Graduated. 

Seinnies,  Alexander  A. 

27  October,  1841.    Graduated. 

Sharp,  William. 

9  JSeptember,  1841.    Graduated. 

Shepherd,  Ednmnd. 

19  October,  1841.    Graduated. 

Shnbriek,  Thoman  B. 

8  March,  1841.      Killed    25    March, 
1847. 

Slines,  C^teoripe  T. 

19  October,  1841.    Graduated. 

Slmmonsy  Alexander  R. 

19  October,  1841.    Dismissed. 

Smith,  Jesse  M. 

9  February,  1841.    Died. 

Smith,  Joseph  B. 

19  October,  1841.    Graduated. 

Smith,  Marshall  J. 

19  October,  1841.     Graduated. 

Smith,  Watson. 

19  October,  1841.     Graduated. 

SomerTille,  James  II. 

10  September,  1841.     Graduated. 

Speuce,  Stephen  D. 

9  September,  1841.    Resigned. 

Spencer,  Philip. 

20  November,  1841.    Died  1  Decem- 
ber, 1842. 

Stephenson,  Byrd  W. 

9  S('j)temh('r,  1»41.     Dropped. 
Stewart,  John  B. 

9  Soptemlx  i\  IStl.     Graduated. 
Stone,  Ed¥i  nr<l  £. 

19  October,  1841.     Graduated. 
Storer,  Robert  B. 

4  November,  1841.    Died  4  July,  1847. 

Stuart,  Robert. 

19  October,  1841.     Graduated. 

Thomns,  William  R. 

15  January,  1841.    Graduated. 

Thornton,  James  S. 

15  January,  1841.    Graduated. 

Thrnston,  John. 

27  October,  1841.     Resigned. 

Tillotson,  James  li. 

19  October,  1841.    Resigned. 

Toler,  Uilliam  P. 

19  October,  1 84 1.    Resigned. 

Trnxtnn,  William. 

9  February,  1841.    Graduated. 
Turner,  James  M. 

18  February,  1841.     Dismissed. 


Upshnr,  John  H. 

4  November,  1841.    Graduated. 
Tander  Horst,  Ellas. 

10  September,  1841.    Graduated. 
Talle,  BartholomcTvr. 

28  January,  1841.    Resigned. 
Van  Wyek,  William. 

19  October,  1841.    Graduated. 
Tan  Zandt,  BTiehoIaa  H . 

19  October,  1841.    Graduated. 
Waddell,  James  J. 

10  September,  1841.    Graduated. 
Wander,  Charles. 

2  April,  1885.    Resigned.    Reinstated 
16  March,  1841.    Resigned. 
Wainwriipht,  Thomas  R. 

21  September,  1841.    Graduated. 
Walker,  John  T. 

18  February,  1841.    Graduated. 
Walker,  Theodorie  E^. 

10  September,  1841.    Graduated. 

Waring,  Archibald  H. 

18  October,  1841.    Resigned. 

Watmongli*  Pendleton  O. 

20  September,  1841.     Graduated. 

Weaver,  William  II. 

19  October,  1841.    Graduated. 
Wells,  Benjamin  F. 

22  September,  1841.    Dismissed. 
West,  J%athaniel  T. 

18  February,  1841.    Graduated. 
West,  William  €• 

80  January,  1841.    Grad  uated. 
Whitaker,  John  G. 

10  September,  1841.     Resigned. 
Whiting,  William  I>. 

1  March,  1841.     Gnid  uated. 

Wilcox,  William  Henry. 

30  January,  1841.    Graduated. 
Wilkes,  John,  Jr. 

9  September,  1841.    Graduated. 
Wilkinson,  William  W. 

4  November,  1841.    Graduated. 
Willis,  Henry. 

10  September,  1841.     Dismissed. 

Wilson,  John  K. 

3  March,  1841.    Graduated. 

Wood,  Dallas  R. 

3  March,  1841.    Resigned. 

Woolley,  Charles. 

80  November,  1841.    Graduated. 

Wright,  Benjamin  B. 

10  September,  1841.    Resigned. 
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Tateii,  James  B. 

29  December,  1841.    Resigned. 

Toiinir,  Jonathan. 

19  October,  1841.    Graduated. 


Yonnff,  Thomas. 

27  October,  1841.    Graduated. 


1842.~JIIidshlpmen. 


Carter,  Robert  B. 

80  March,  1842.    Graduated. 

Debnys,  Gaspard. 

4  Jauuary,  l(j42.    Resigned. 

Senry,  Edmund  W. 

7  April,  1842.    Graduated. 

Sunter,  Charles  C. 

2  J  uly,  1842.    Graduated. 

Kinip,  Georipe  S. 

25  March,  1842.    Graduated. 

I^anghome,  John  D. 

OJuly,  1842.    Graduated. 

MeFane,  Allan. 

24  May,  1842.    Graduated. 


jninchall,  Georgpe  A. 

30  Julv,  1842.     Lost  in  the  "Gram- 
pus," March,  1843. 

Oakley,  Cyrns  If. 

80  March,  1842.     Dismissed. 

Seawell,  Jofiteph  A. 

2  July,  1842.     Graduated. 

Shaw,  Henry  G.  V. 

30  July,  1842.     Resigned. 

Tlllotson,  John  H. 

80  July,  1842.     Resigned. 

Wall,  Elliott  D. 

19  July,  1842.    Dismissed. 


1845. — Midshipuien. 


Adams,  John. 

5  September,  1845.    Dropped. 

Chandler,  Balph. 

27  September,  1845.    Graduated. 

Goodloe,  John  J. 

14  October,  1845.    Resigned. 

Gmndy,  Felix. 

21  October,  1845.    Dismissed. 
Hamilton,  John  B. 

8  September,  1845.    Graduated. 

Hays,  William  B. 

7  November,  1845.     Graduated. 


Hodge,  George  B. 

IG  December,  1845.    Graduated. 

Honston,  Thomas  T. 

20  August,  1845.    Graduated. 

IHeGnnnegle,  Wilson. 

10  December,  1845.    Graduated. 

3IeKean,  Franklin  B. 

30  Sei>tember,  184.").     Resigned. 

Smith,  Uilliam  H. 

10  October,  1845.    Resigned. 


I S4  6.— Midshipmen. 


Allen,  OllTer  P. 

28  September,  1H46.    Dismissed. 

Barelay,  Alexander  J. 

14  May,  1840.    Resigned. 

Brain e,  Daniel  Jj. 

30  May,  1840.    Graduated. 

Bredin,  James. 

27  July,  1810.     Resigned. 

Breese,  Kidder  B. 

6  November,  1846,    Graduated. 

Breese,  Samnel  I«. 

14  May,  1840.    Graduated. 

Brodhead,  Edgar. 

9  July,  1840.    Graduated. 

Carnes,  Edwin  O. 

24  June,  1 840.    Graduated. 


Childress,  Thomas  B. 

0  February,  1840.     Resigned. 

Dallas,  Alexander  J. 

24  March,  1840.    Dismissed. 

Foster,  James  P. 

14  May,  1840.    Graduated. 

Gherardi,  Bancroft. 

20  June,  1840.    Graduated. 

Gray,  Edwin  F. 

8  April,  1840.    Graduated. 
Johnson,  Philip  C,  Jr. 

31  August,  1840.    Graduated. 

Johnson,  Oscar  F. 

14  August,  1S40.     Graduated. 

Kennon,  Beverly.  Jr. 

22  August,  liS40.     Gra<luated. 
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Klmberly,  liewls  A. 

8  December,  1846.    Graduated. 

22  August,  1846.    Resigned. 

liOoker,  Thomas  H. 

6  November,  1846.    Resigned. 

lijueh,  I>oiiiitiick  H. 

6  November,  1846.    Dismissed. 

Mallitt,  Wf  lllam  H. 

30  May,  1846.    Dismissed. 

MIlligHn,  JameH  F. 

28.1uly,  1846.     Resigned. 

Morris,  George  U. 

14  August,  1846.    Graduated. 

Parker,  James,  Jr. 

14  November,  1846.    Graduated. 


Rainey,  John  D. 

10  March,  1846.    Graduated. 

Robinson,  Frederick  W. 

14  August,  1846.    Dismissed. 

Sawyer,  Lewis  C 

14  August,  1846.    Resigned. 

Shnnk,  William  F. 

1  June,  1846.     ]U*signed. 

Smith,  Charles  B. 

80  November,  1816.     Graduated. 

Smith,  Charles  L.. 

27  July,  1846.     Died    IG  Nov..  1844 

Sproston,  John  O. 

15  July,  1846.    Graduated. 

Watters,  John, 

12  February,  1846.     Graduated. 


1847.— Midshipmen. 


Baker,  John  P. 

11  February,  1847.    Resigned. 

Belknap,  George  £• 

7  October,  1847.    Graduated. 

Benham,  Andrew  £•  K. 

24  November,  1847.    Graduated. 

Blake,  Joseph  I>. 

9  September,  1847.     Graduated. 

Bowen,  Blehard  T. 

24  December,  1847.    Graduated. 

Brose,  Frederick  F. 

9  September,  1847.     Graduated. 

Bryant,  Bobert. 

11  December,  1847.     Resigned. 

Bnell,  Salmon  A. 

1  February,  1847.     Resigned. 

Bnrke,  Edmnnd  €. 

20  October,  1847.     Resigned. 

Caldwell,  Kobt.  M. 

9  September,  1847.     Dismissed. 

Campbell,  William  P.  A. 

14  December,  1847.     Graduated. 

Cannon,  Chastain  C. 

7  April,  1847.     Droi)ped. 

Chapman,  George  H. 

9  September,  1847.     Resigned. 

Chapman,  Bobert  T. 

7  April,  1847.     Graduated. 

Cornwell,  John  J. 

1  February,  1847.    Graduated. 

Cnmmin^,  Andrew  B. 

7  April,  1847.     Graduated. 

ESSleston,  John  B. 

2  August,  1847.     Gradiyited. 


Fitzhnsh,  William  E. 

2    February,    1847.      Out  of 
from  7  July,  1847. 

Flnsser,  Charles  W* 

19  July,  1847.    Graduated. 

FyflTe,  Joseph  P. 

9  September,  1847.    Graduate*!. 

Gift,  Oeorffe  W. 

30  November,  1847.     Resigned. 

Gwin,  William. 

7  April,  1847.    Graduated. 

Hanier,  Thomas  HI. 

26  June,  1847.     Resigned. 

Hammond,  Charles  Ij.  O. 

8  November,  1847.     Resigned. 

Hand,  Bayard   F. 

7  April,  1847.    Graduated. 
Hand,  George  D. 

9  September,  1847.     Resigned. 

Haralson,  Charles  Tj« 

10  September,  1847.     Resigned. 

Harmony,  David  B. 

7  April,  1 847.    Graduated. 

Hntehinson,  William  T. 

24  Sept.,  1847.     Died  7  Feb..  184a 
Irwin,  John. 

9  September,  1847.    Graduated. 

Ives,  Baiford  M\ 

7  A  pril,  1847.    Died  25  March,  1850. 

lianf^hlin,  John  J. 

1  May,  1847.     Resiirned. 

Liovell,  William  S. 

8  November,  1847.    Graduated. 
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Maxwell^  James  G. 

15  December,  1847.    Graduated. 
Miller,  Jociepli  B. 

7  April,  1847.    Died  19  March,  1860. 

Mygatt,  Jared  P.  K. 

24  September,  1847.    Graduated. 

Newman,  JL*  H. 

24  September,  1847.    Graduated. 

Oakley,  Eugene  H. 

2  August,  1847.    Graduated. 

^naekenbusliy  Jobn  HT. 

24  September,  1847.    Dismissed. 

Rowan,  James  H.,  Jr. 

8  November,  1847.    Resigned. 

StlUwell,  James* 

9  September,  1847.    Graduated. 


Thobnrn^  Charles  £• 

9  September,  1847.    Graduated. 

ToUen,  Washington. 

8  November,  1847.    Graduated 

Ward,  W  llllam  II. 

7  April,  1H47.     Resigned. 

Wells,  C  harles. 

22  December,  1847.     Dropped. 

Whitthorne,  De  Witt  V. 

10 September,  IS  17.     Resigned. 

Williams,  Kdward  P. 

9  September,  1847.     Graduated. 

Wilson,  Senry. 

22  October,  1847.     Graduated. 

Wood,  John  H. 

7  April,  1847.    Graduated. 


1848.~JIIidshipnien. 


Abbot,  TreTett. 

13  October,  1848.    Graduated. 

Abbott,  William  A. 

13  October,  1848.    Resigned. 

Armstrong,  William  Melf  • 

20  November,  1848.    Resigned. 

Baker,  Franeis  H. 

12  October,  1848.    Graduatea. 

Beatty,  John  T. 

21  October,  1848.     Resigned. 

Bratt,  Carlos. 

12  October,  1848.    Resigned. 

Brintnall,  John  P. 

21  December,  1848.    Resigned. 

Brnee,  James. 

12  October,  1848.    Graduated. 

Bntler,  James  I«. 

11  April,  1848.    Resigned. 

Carter,  Carey. 

12  October,  1848.    Resigned. 

C<iddington,  Ethelbert  F. 

12  October,  1848.    Died  8  Nov., 

Buret,  John  B. 

6  December,  1848.     Dropped. 

Erben,  Henry,  Jr. 

17  June,  1848.    Graduated. 

Fitzhngh,  William  E. 

20  November,  1848.    Graduated. 

Garland  Hudson  M. 

20  November,  1848.    Graduated 

Ctayle,  Riehard  H. 

130ctober,  1848.     Resigned. 
Gillis,  James  H. 

12  October,  184 8.     Grmhiatod. 


1853. 


Glassell,  William  T. 

15  March,  1848.    Graduated. 

Greene,  Charles  H. 

13  May,  1848.    Graduated. 

Greer,  James  A. 

10  January,  1848.    Graduated. 

Gront,  John  K. 

21  November,  1848.     Dropped. 

Heileman,  Jnlins  G. 

10  March,  184S.     Graduated. 

Hester,  Isaac  W. 

12  October,  1848.     Graduated. 

Hodges,  James  B. 

13  October,  1848.     Renigned. 

Johnston,  John  £• 

9  August,  1848.     Graduated. 

Ijagow,  John  K. 

31  March,  1S48.     Resigned 

liCgare,  James  B. 

26  Decemlier,  1848.     Resigned. 

JLlTingston,  De  Grasse. 

7  March,  1848.     Graduated. 

JLyne,  William  H. 

5  June,  1848.     Resigned. 

MeCann,  W  illiam  P. 

1  November,  1848.     Graduated. 

llelntosh,  John  B. 

27  April,  1848.     Resigned. 

jneThorne,  Kc^nry. 

18  April,  lf!<48.     Dismissed. 

means,  Edward  J. 

12  October,  1848.     Resigned. 

Owen,  Klias  K. 

7  December,  1848.     Graduated. 
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Palmer,  Marshall  E. 

82  March,  1848.     Resigned. 

Porter,  Pinekney  J. 

6  March,  1848.    Resigned. 

Priekett,  IVatlianiel  P. 

10  June,  1848.    Died  23  March,  1850. 
Ridden,  John  W. 

12  October,  1848.    Resigned. 

Pendei^rast,  Aiistiu. 

14  October,  1848.    Graduated. 

Secant  land,  Robert  A. 

80  December,  1848.    Dropped. 

Skerrett,  Josepk  S. 

12  October,  1848.    Graduated. 


Spalding,  Rnlns  C 

12  October,  1848.     Resigned. 
Speddcn,  Edward  T. 

20  November,  1848.    Oradoftted. 
Snlllvan,  Jeremiah  C. 

1 2  October,  1848.    Resigned. 
Toon,  William  H. 

21  April,  1848.    Resigned. 
Trotter,  Oeori^  A* 

20  Nov.,  1848.     Died  29  Dec^  184SL 

WeaTer,  Aaron  W. 

10  Hay,  1848.    Gradoated. 


1840.— Jllidshipmen. 


Adams,  Henry  A.,  Jr. 

16  October,  1849.    Graduated. 

Adams,  IVapoleon  B.- 

25  January,  1849.    Dropped. 

Boardman,  Frederick  A. 

20  October,  1849.     Resigned. 

Briscoe,  Warner  IL. 

20  November,  1849.    Dropped. 

Brown,  George. 

5  February,  1849.    Graduated. 

Chapman,  George  T. 

10  October,  1849.    Appt.  revoked. 

Chever,  William  H. 

19  October,  1849.     Graduated. 

Cnshnian,  Charles  II. 

24  March,  1840.     Graduated. 

Davis,  Andrew  >IcF. 

10  March,  1849.     Resigned. 

Drake,  Benjamin. 

22  October,  1849.     Dropped. 

Bnnnington,  John  W* 

10  April,  1849.     Graduated. 

Hawley,  Charles  £• 

3  December,  1849.     Graduated. 

Holland,  Diek.  Y.  B. 

23  February,  1849.     Dropped. 

lioyall,  Benjamin  P. 

5  March,  1849.     Graduated. 

May,  Bohert  li. 

7  November,  1849.    Graduated. 

MeCrea,  Edward  P. 

16  October,  1849.     Graduated. 

Mish,  Simon  C. 

8  January,  1849.    Resigned. 


Morrison,  Georf[^  F. 

5  November,  1849.     Graduated. 

Pelot,  Thomas  P. 

2  June,  1849.    Graduated. 

Shepperd,  Franeis  C 

10  October,  1849.    Graduated. 

Shirk,  James  W. 

20  March,  1849.    Graduated. 
Shnbriok,  Fdward  R. 

9  February,  1849.     ResigrDed. 
Stanton,  Osear  F. 

29  December,  1849.     Graduated. 

Stockton,  Fdward  C 

10  October,  1849.    Graduated. 
Tabb,  JUncher  II. 

17  Jan.,  1849.     Killed  5  March,  185a 
Taylor,  Bushrod  II. 

3  April,  1849.     Graduated. 
Taylor,  Je^^se,  Jr. 

0  December,  1849.     Graduated. 
Thomas,  Calvin  F, 

10  October,  1849.     Graduated. 

Tipton,  John. 

24  November,  1849.     Appt.  reroked. 

Wainwriffht,  Gardner  S. 

1  November,  1849.     Dropped. 

Walker,  James  C. 

13  February.  1849.     Resigned. 

Ward,  Wiirtam  II. 

17  February,  1849.    Graduated. 

Winchester,  Felix. 

25  October,  1849.     Dropped 
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1850.— Midshipmen. 


2  October,  1850.    Graduated. 

Ai?nold,  Tlioinas. 

11  November,  1850.    Resigned. 

Babcoek,  Charles  A. 

8  April,  1850.    Graduated. 

JBaber,  George  F*  B. 

24  April,  1850.     Lost  in  the  ''Par- 
poise,'^  21  September,  1854. 

Baeon,  George. 

1  October,  1850.    Graduated. 

Beardslee,  I^ester  A. 

6  March,  1850.    Graduated. 

Blocker,  Smith  B. 

2  October,  1850.    Dropped. 

Bowen,  Kobert  J. 

20  November,  1850.    Resigned. 

Boyd,  Bobert,  Jr. 

14  January,  1850.    Graduated. 

Bradford,  William  Ij. 

1  October,  1850.    Graduated. 

Campbell,  Marshall  C. 

6  February,  18i0.    Graduated. 

Carpenter,  Charles  C. 

1  October,  1850.    Graduated. 

Carroll,  Ferdinand. 

4  October,  1850.    Dismissed. 

Chaplin,  James  C. 

4  October,  1850.    Graduated. 

Cooper,  Edward  B. 

6  November,  1850.    Dismissed. 

Cooper,  Biehard  F. 

25  October,  1850.    Dismissed. 

Bana,  William  H. 

1  May,  1850.    Graduated. 

Dawson,  I«neien  W. 

27  April,  1850.    Resigned. 

Bodice,  Geoiice  P. 

1  October,  1850.    Dismissed. 

Bozier,  William  G. 

1  April,  1850.    Graduated. 

Ellese,  John  W. 

29  May,  1850.    Dismissed. 

Foot,  Samnel  C. 

4  April,  1850.    Resigned. 

Foster,  Bobert  C,  Jr. 

1  October,  1850.    Resigned. 

Harrison,  George  B. 

2  October,  1850.    Dismissed. 

Izard,  Allen  C. 

2  October,  1850.    Graduated. 


Kirkland,  William  A. 

2  J  uly,  1850.    Graduated. 

L.ieber,  Alfred  H. 

2  October,  1 850.    Dismissed. 

Utile,  William  A. 

8  April,  1850.    Died  24  August,  1852. 

Mathis,  George  M. 

7  October,  1850.    Dropped. 

McCartney,  Andrew  J. 

8  October,  1850.    Graduated. 

McEntee,  9f  an  rice  W. 

4  October,  1850.    Resigned. 
Mclianahan,  James  W. 

2  October,  1850.     Resigned. 

Meade,  Biehard  W.,  Jr. 

2  October,  1850.    Graduated. 

Mitchell,  John  G. 

2  October,  1850.    Graduated. 

Offley,  Bobert  B. 

19  October,  1850.    Dismissed. 

Pearce,  William. 

1  October,  1850.    Dismissed. 

Peck,  Charles  F. 

8  October,  1850.    Graduated. 

Potter,  Edward  E. 

6  February,  1850.    Graduated 

Bamnay,  Francis  M. 

5  October,  1850.    Graduated. 

Roche,  James  R. 

80  3Iay,  1850.    Resigned. 

Shields,  William  B. 

2  October,  1850.    Dismissed. 

Smith,  William  H. 

3  October,  1850.    Resigned. 

Sparks,  Charles  B. 

18  April,  1850.    Died  12  April,  185a 

Stevens,  Douglas  H. 

1  October,  lb50.    Dismissed. 

Simmer,  Edward  E* 

2  October,  1850.    Resigned. 

Tan  Cleef,  Charlra  M. 

2  October,  1850.    Dropped. 

Walker,  John  G. 

5  October,  1850.    Graduated. 

Whittier,  Bnfns  A. 

4  March,  1850.    Dropped. 

Williams,  Wesley. 

4  October,  1850.    Dismissed. 

Wilson,  Bobert  B. 

18  June,  1850.    Resigned. 

Wlshart,  Alexander. 

2  October,  1850.    Resigned. 
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1851.— Midshipmen. 


Allen,  Edmnnd  S. 

2  October,  1851.    Dropped. 

Armington,  Adolplins  G. 

2  October,  1851.    Dropped. 

Barnes,  John  S. 

1  October,  1851.    Graduated. 

BlodKett,  C^eorge  HI* 

8  October,  1851.    Graduated. 

Buchanan,  Thomas  IlfcK. 

1  October,  1851.    Graduated. 

Cain,  John,  Jr. 

4  October,  1851.    Graduated. 

Camphell,  John  B. 

1  October,  1851.    Resigned. 

Carriere,  Alhert. 

2  October,  1851.    Dropped. 

Cecil,  ITalpole. 

2  October,  1 85 1 .    Dropped. 

Clarke,  Frederic  J. 

8  October,  1851.    Dismissed. 

Cooke,  Georgpe  H. 

1  October,  1851.    Resigned. 

Cortez,  Bene  £• 

1  October,  1 85 1 .    Dropped. 

Crawford,  John. 

2  October,  1851.    Resigned. 

Crosman,  Alexander  F. 

2  October,  1851.    Graduated. 

Dalton,  Bamilton  II. 

1  October,  1851.    Graduated. 

Dodge,  George  P. 

1  October,  1851.    Dropped. 

Dooley,  Fdwin  II. 

1  October,  1851.    Resigned. 

Donglas,  James  "N. 

1  October,  1851.    Dropped. 

Box,  Henry  B. 

2  October,  1851.    Resigned. 

Frwin,  Jason  C. 

1  October,  1851.    Resigned. 

Etting,  J.  M. 

2  October,  1851.    Resigned. 

Fitch,  Leroy. 

1  October,  1851.    Graduated. 

Fortier,  Charles  E. 

1  October,  1851.    Dropped. 

Glasson,  BaTid  G.  II. 

1  October,  1851.    Resigned. 

Graham,  Bichard  W.  M. 

2  October,  1851.    Graduated. 

Bopklns,  Alfred. 

1  October,  1851.    Graduated. 


Bnbhell,  S.  Be  WiU. 

8  October,  1851.     Resided. 

Hngunin,  Bobert. 

1  October,  1851.    Resigned. 

Jay,  Joseph  McB.  C. 

1  October,  1851.    Dropped. 

Kearney,  Edward. 

4  October,  1851.    Diamiaeed. 

liaw,  George  E. 

4  October,  1851.    Graduated. 

liawson,  Hiram  A. 

14  October,  1851.     Dropped. 

I«ea,  Edward. 

2  October,  1851.    Graduated. 

I«nll,  Edward  P. 

7  October,  1851.    Graduated. 

Matthews,  Edmnnd  O. 

2  October,  1851.    Graduated. 

McEntee,  Manrice  W. 

1  October,  1851.    Resigned. 

McKee,  Sainnel. 

1  October,  1851.    Resigned. 

Meeds,  Benjamin  N. 

1  October,  1851.    Dismissed. 

Miller,  Joseph  )¥• 

1  October,  1851.    Graduated. 

Nohle,  James. 

1  October,  1851.    Dropped. 

Norton,  Gharles  N. 

3  October,  1851.    G  raduuted. 

Perkins,  Georg^e  II. 

1  October,  1851.    Graduated. 

Porcher,  Philip. 

2  October,  1851.    Graduated. 

Seahrook,  E.  M. 

4  October,  1 851.    Resigned. 

Seely,  Carlton,  W.,  Jr. 

1   October,  1851.    Drop2>ed. 

Selfrldge,  Thomas  O. 

8  October,  1851.    Graduated. 

Sicard,  Montgomery. 

1  October,  1851.    Graduated. 

Sloan,  George  J. 

1  October,  1851.    Resigned, 

Smith,  Samnel  A. 

2  October,  1851.    Dismissed. 

Stribltng,  John  M. 

7  October,  1851.    G  raduated. 

Snmner,  Edward  E. 

1  October,  1  JSo  1 .    Resigned. 

Taylor,  John  R. 

1  October,  1851.    Dropped. 
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Todd,  James  M. 

2  October,  1851.    Gradaated. 


White,  Hamilton  €• 

1  October,  1851.    Resigned. 


185a«— Jllidshipmeii. 


Allen,  Weld  N. 

24  May,  1852.    Gradaated. 

Acitae,  William  W. 

81  May,  1852.    Resigned. 

Barrett,  Clarence  L. 

25  May,  1852.    Resigned. 

Bigelow,  George  A* 

26  May,  1852.    Graduated. 
Bishop,  Henry  J. 

20  May,  1852.    Dropped. 

Bradford,  Hobert  F. 

21  May,  1852.    Graduated. 

Brodhead,  Alfred  W. 

25  May,  1852.    Died  23  Jan.,  186a 

Bnnee,  Francis  M. 

28  May,  1852.    Graduated. 

Barton,  Edward  H. 

81  May,  1852.    Dropped. 

Butler,  Samnel  M. 

25  May,  1852.    Dismissed. 

Cooke,  Angnstns  P. 

27  May,  1852.    Graduated. 

Crenshaw,  Cyrns  W. 

20  May,  1852.    Dropped. 

Cnshman,  Charles  £• 

25  May,  1852.    Resigned. 

Dunn,  Denton. 

28  May,  1852.    Dropped. 

£merson,  William  R. 

24  May,  1852.    Resigned. 

ETans,  William  E. 

.  4  June,  1852.    Graduated. 

GUchrist,  Miller  H. 

81  May,  1852.    Dropped. 

Gorman,  Richard  L. 

24  May,  1852.    Resigned. 

Goto,  Gilman  D. 

22  May,  1852.    Graduated. 

Green,  Nathaniel. 

28  May,  1852.    Graduated. 

Hale,  Matthew. 

31  May,  1852.    Dropped. 

Hatfield,  Chester. 

21  May,  1852.    Graduated. 


Holley,  Robert  T. 

24  May,  1852.     Dropped. 

Ingraham,  Henry  JL. 

28  May,  1852.     Resigned. 

Johnson,  Robert  McA. 

28  May,  1852.     Resigned. 

Kendall,  George  T. 

20  May,  1852.     Dropped. 

liamar,  Sonthworth  H. 

26  May,  1852.     Dropped. 

McDongal,  Charles  J. 

26  May,  1852.    Graduated. 

McEnery,  Samnel  D. 

25  May,  1852.     Resigned. 

Merchant,  Clarke. 

29  May,  1852.    Graduated. 

Miller,  Henry  W. 

29  May,  1852.    Graduated. 

Mills,  Thomas  B. 

81  May,  1852.    Graduated. 

Morgan,  William  H. 

25  May,  1852.    Resigned. 

Mosely,  James  C. 

20  May,  1852.    Graduated. 

Porter,  Thomas  K. 

20  May,  1852.    Graduated. 

Potter,  James  1<. 

25  May,  1852.    Resigned. 

Prichett,  James  M. 

27  May,  1852.    Graduated. 

Ragland,  Eldred  B. 

25  May,  1852.    Dropped. 

Seely,  Henry  B. 

26  May,  1852.    Graduated. 

Shyrock,  George  N. 

22  May,  1852.    Graduated. 

Stebbins,  Be  Wayne. 

20  May,  1852.    Resigned. 

Sutherland,  Robert. 

29  May,  1852.    Resigned. 

Tlckner,  Geoi^e  P. 

81  May,  1852.    Dismissed. 

Wallace,  Rnsh  R. 

25  May,  1852.    Graduated. 


1858«— Midshipmen. 


Adams,  I«eonard  J. 

21  January,  1858.    Resigned. 


Alexander*  Joseph  W. 

21  September,  1858.    Graduated. 
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Asbe,  Alexander  S. 

81  January,  1858.    Resigned. 

Barrett,  Walter. 

28  September,  1858.    Dropped. 

Beekwlth,  Joslah  G. 

1  February,  1858.    Resigned. 

Blake,  Franeis  B. 

80  September,  1858.    Graduated. 

BoikI,  FraiiHs  W. 

80  September,  1853.     Dropped. 

Brown,  James  F. 

1  April,  1858.    Dropped. 

Cameron,  William. 

1  April,  1858.    Dropped. 

Colt,  George  Be  Wolf. 

21  September,  1858.    Resigned. 

Eastman,  Thomas  H. 

8 1  J  an  uary,  1 858.    Graduated. 

Graves,  Cbarles  J* 

17  December,  1858.    Graduated. 

Sarrls,  Joseph  W. 

1  January,  1858.    Graduated. 

Sosmer,  James  B. 

26  September,  1858.    Dropped. 

Hunter,  Clarenee. 

20  September,  1858.    Dropped. 

Ingraham,  Darius  BL. 

24  September,  1858.    Resigned. 

Kelly,  John  W. 

81  January,  1858.    Graduated. 

liallande,  Charles  ]>• 

20  January,  1858.     Dropped. 

MeCandless,  William  G. 

24  September,  1858.    Resigned. 


.neCrabb,  Alfred  P. 

2  April,  1858.     Dropped. 

Me^Talr,  Frederick  T. 

21  September,  1853.    Graduated. 

Or  ton,  Jason  B. 

2*J  September,  1853.     Dropped. 

Phythian,  Bobert  L.. 

28  January,  1853.     Graduated. 

Sawyer,  George  A. 

27  September,  1858.     Resigned. 
Terry,  £dward« 

21  September,  1853.    Graduated. 
Todd,  Henry  B. 

2H  May,  1853.      Graduated. 

Ynltee,  Franels  P. 

8  January,  1858.    Dropped. 

Waif^taflT,  Charles  S. 

21  September,  1858.     Resigned. 
Ward,  I«ewls  P. 

29  September,  1853.    Resigned. 
Warren,  H.  I^. 

20  September,  1853.     Resigned. 

Welsman,  Harry  J. 

7  October,  1858.    Died  17  Nov.,  1851 

Weleh,  William. 

28  September,  1858.    Dismissed. 

W^heeier.  Fitz  Henry. 

80  September,  1858.     Dropped. 

Wilson,  Byron. 

81  .laiuiury,  1858.    Graduated. 

Wortiiini^ton,  James  O. 

1  April,  1858.    Dropped. 

Tales.  Artiinr  B. 

24  September,  1858.    Graduated. 


1854. — Midshipmen. 


Adams,  Samnel. 

21  September,  1854.    Resigned. 

Andrnss,  Elias  Y. 

27  September,  1854.    Resigned. 

Beanmont,  Myron  11. 

28  September,  1854.    Resigned. 

Belknap,  Alden  W\ 

27  September,  1854.     Resigned. 

Bishop,  Joshua. 

20  September,  1854.    Graduated. 

Blue,  Henry  M. 

28  September,  1854.    Graduated. 

Bradley,  John. 

25  September,  1854.    Resigned. 

Brodrlek,  Henry  H. 

25  September,  1854.    Resigned. 


Brown,  Hamilton  A. 

25  September,  1854.     Resigned. 
Cams,  Andrew,  Jr. 

9  October,  1854.    Resigned. 

Cleveland,  Charles  B. 

28  September,  1854.     Resigned. 

Colluni.  Biehard  {$• 

20  September,  1854.    Resigned. 

CoiMlict,  Henry  F. 

21)  September,  1854.    Dismissed. 

Davis,  T.  W\  W. 

25  September,  1854.     Resigned. 

De  Shields,  Alfred. 

23  Sej)tember,  1854.    Resigned. 

Dewey,  Oeorge. 

23  September,  1854.    Graduated. 
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£winK,  Thomas. 

2 1  September,  1854.     Resigned. 

Farqniiar,  IVorman  II. 

27  September,  1854.    Graduated. 

Franklin,  Charles  Ij. 

23  October,  1854.    Graduated. 

Fnrber,  £<lward  G. 

2  October,  1854.     Graduated. 

Oihbs,  lincins  H. 

23  September,  1854.    Resigned. 

Grim  ball,  John. 

23  September,  1854.    Graduated. 

Sines,  Iverson  A. 

2i  September,  1854.    Resigned. 

ninuian,  Cnrtis  P. 

30  September,  1854.     Resigned. 

nolliday,  Titns  T. 

17  October,  1854.     Resigned. 

Sowell,  John  A. 

27  September,  1854.    Graduated. 

Howison,  Henry  li. 

26  September,  1854.    Graduated. 

Hnlbnrd,  Horaee  R. 

2(5  September,  1854.     Resigned. 

Jones,  Riehmond  I^. 

23  September,  1854.    Resigned. 

Jndson,  Charles  O. 

30  September,  1854.    Graduated. 

Kantz,  Albert. 

28  September,  1854.    Graduated. 

Kerr,  William  A. 

20  September,  1854.    Graduated. 

I«ane,  IVieholas  J. 

28  September,  1854.    Resigned. 

IiiTingston,  Charles  S* 

23  September,  1854.    Resigned. 

Mailler,  Robert  C. 

10  October,  1854.     Resigned. 

Mallett,  Riehardson. 

20  September,  1854.    Resigned. 

May,  littther  C. 

20  September,  1854.    Graduated. 

MeCook,  Edwin  8. 

21  September,  1854.    Resigned. 

MeCook,  Roderick  S. 

21  September,  1854.    Graduated. 

MeKinstry,  Artlinr. 

29  September,  1854.    Resigned. 

Merriam,  Gnstairns  F. 

30  September,  1854.     Resigned. 

Milliken,  Sauinel. 

20  September,  1854.    Resigned. 

IVInllay,  John  C.  K. 

22  September,  1854.    Resigned. 
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Pardee,  Don  A. 

28  September,  1854.    Resigned. 

Phillips,  Clavins. 

3  October,  1854.     Resigned. 

Prentiss,  Roderick. 

21  September,  1854.     Graduated. 

Reddinii^ton,  Thomas. 

30  September,  1854.     Resigned. 

Reed,  Allen  T. 

20  September,  1854.     Graduated. 

Ridgley,  Franklin  L.. 

25  September,  1854.     Resigned. 

Ross,  James,  Jr. 

25  September,  1854.     Resigned. 

Schoonmaker,  Cornelius  M. 

28  September,  1854.     Graduated. 

Smith,  Reatty  P. 

21)  September,  1854.     Resigned. 

Smith,  Philip. 

20  September,  1854.     Resigned. 
Spencer,  Thomas  S. 

29  September,  1854.     Graduated. 

Stanbnrrongh,  James  li. 

20  September,  1854.     Resigned. 

Storrs,  George  8. 

23  September,  1854.    Graduated. 

Swasey,  Charles  H. 

28  September,  1854.     Graduated. 

Taylor,  Edmnnd. 

29  September,  1854.     Resigned. 

Terry,  Felix  G. 

0  October,  1854.    Resigned. 

Triplett,  Wellington. 

22  September,  1854.    Resigned. 

Tan  SantToord,  Westbrook. 

28  September,  1854.     Resigned. 

Tanghan,  Yernon  H. 

21  September,  1854.    Resigned. 

Wadsworth,  James  M. 

28  September,  1854.    Resigned. 

Walls,  Angustns  S. 

27  September,  1854.     Resigned. 

Wbeeler,  Charles  S. 

27  September,  1854.     Resigned. 

Wheeler,  Riehard  T. 

27  September,  1854.    Resigned. 

White,  George  R. 

28  September,  1854.    Graduated. 

Whittle,  William  C,  Jr. 

28  September,  1854.    Graduated. 

Wing,  Edward  D.  C. 

25  September,  1854.    Resigned. 

Wright,  John  F. 

27  September,  1854.    Resigned. 
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Tates,  Ro1»ert  H. 

28  September,  1894. 


I  Tonug,  Henrr  F. 

I         'M  SeiJtcmber,  18S4.     Resigned. 


1 8S5 . — Hldahlpmen. 


Ashe,  Saninel  A*Coarl. 

asSoptecibcr  1855.  ReBigned. 
Averel      Siuiiuel  W. 

S  November  395.  Gradnated. 
Borcfaert,  CI eo rice. 

20  Scjiicmbtr,  Is'i.l  Qradaated. 
Bo)'<l.  Frank. 

■21  S.'i)l.cmlier,  1655.  Resigned. 
Britilowu.  Bi'iiIiuhIh  W. 

21  .Septcdilitf,  jsr,,';,  DismiBsed. 
Itron'iif  JaiiieH  T. 

27  September,  1855.  Resigned. 
BDtt,  Walter  B. 

20  September,  1855.  Graduated. 
Cenah,  Hilary 

2  September  1855.  Graduated. 
Clalbomo,  Henry  B. 

23  September,  IfSQ.  Gradnated. 
Crnmp,  £dward  H. 

28  September  1S5S.  Resigned. 
Danglicrtj',  Oliver  R. 

3G  September  1S55.  Resigned. 
rister,  TlioinaH  D. 

20  September  18.55.  Resigned. 
French,  Bamnel  L.. 

26  September  1855,  Dismiaeed. 
Graham.  Arclitliald. 

20  Septembtr  1S5j.  Resigned. 
Oreene,  Saninel  D. 

SI  September,  iS.^.'j.  Graduated. 
Jlaekett  Samuel  S. 

28  September,  1835.  Graduated. 
Hail,  WllbDrn   B. 

20  September,  1855.     Graduated. 


Harry.  Edwia  C 

211  September,  1855.     Resigned. 
Hodge,  Koseliiftko. 

28  Sepleinber,    SA5.     liesigned. 
Kane,  Thendore  F 

27  September    SSS.     Graduated. 
JIcKenxle.  Alexander  N. 

21)  Sejjieiiiber     ».'>3.     Graduated. 
.Xorllirop,  John  B. 

2-i;Se|ile]iiiHT,  I»55.     Resigned. 
PleaHanlH,  Charles  W. 

24  Si^ptembcr,  lSS5.     Dismissed. 
Read    Kdiuund  O. 

25  .ScpteiuLcr     835.     Grsdnated. 
Reniey.  Oeorge  C. 

20  September,  1S55.     Oradnstsd. 
fianlslmry,  Gove  H. 

211  t>c{)tember,  iS.'iS.    Resigned. 
Blamin   Jelt'crson  A. 

2  Ociober,  S55.    Resigned. 
Soyder,  Ikavld  M. 

21  September,  1865.     Rnignnd. 
Ntaiilon,  Clarenee  Ii. 

26  September,  ld55.    DismiMOd. 
Tayloe,  James  Ij. 

21  September,  1855.    Gradnated. 
Walker.  EdwartS  A. 

2ii  September  1855.    Graduated. 
Vlard    G<>wrf[e  A. 

:;    fie]it(.mber  1855.     Itesigned. 
HeiMMiHti,  F.  P. 

3.j  Sep  t^> ruber,  1855.    Resigned. 
Willse.  Gilbert  C 

20  September,  1855.     Graduated. 


1 856.— Midshipmen. 


AdamH,  Thomas  B.  91. 

2.3  September,  IMJl!.     Resigned. 
Allen,  John  W. 

27  September,  18.^6.    Resigned. 
Amen,  Nnl    van  D. 

32  ticplfmbir    18.56.     Graduated. 
Bnrlon,  W     iaui  II. 

23  Si'jitember,  IH36.     Graduated. 
Bradford,  James  O. 

211  September,  1850.     Resigned. 
Brown,  Frnneis  H. 

24  September,  1850.    Graduated. 


Bnr(,  Lonis  J. 

20  Se])tember.  1856.     Resigned. 
CarneH,  William  W. 

30  September,  1850.     1  October.  1M7. 
Hi'sigiied. 
I'liMe)'.  Nilaft 

23  September   1856.     Graduated. 
<:onixlock.  John  H. 

■2'  Scptf^iiib.r  1856.    Resigned. 
Cordell.  JOiH'^t  D. 

20  September,  1856.     Resigned 


GKNERAL  NAVY  REGISTER. 


DBvenport.  Francis  O. 

S'i  September, IB, 1().  Graduated, 
DevRuK,  -EdwJu  K. 

30  September  1S5C.  Resigned, 
DooliUle,  Ormott  A. 

SB  September,  1656.  Dismissed. 
Darnin,  Tbomaa  I<- 

31}  September,  1856.  Graduated. 
l>owllnK.  John  C 

33  September,  1850.  Resigned. 
Foot,  Henry  n. 

80  3eptcDiber  I'SHd.  Dismissed. 
Fodter*  I.ynunn  B. 

34  September  1836.  Resigned. 
Glllei,  Nlmeon  P 

SOSepteinbiT  185C.  Graduated. 
Aregory*  Benjamin. 

23  September,  1S5I!.  Resigned. 
Gr«lner,  ITIieoflore  S. 


37  September,  \Sf>i). 
GrlHwold.  Cleorge  B. 


igned. 
igned. 


igned. 

igned. 
Sarrlti,  George  P 

23  Sept4?-mber     S5(i.     Resigned. 
Harrison,  Thonuts  Ii. 

2B8epteml>er   1^50.    Graduated. 
Hayward,  Dartd  N. 

28  September,  1S2tI.    R 
Herman,  Henry  H, 

20  September,  185G.     R 
HesHe.  John. 

23  September,  1858.    Ri 
Hoge,  FranciH  L. 

20  September,  1850.     Graduated. 
Hooe,  Roy  IWnsou. 

27  September  1850,    Resigned. 
Boole,  James  Ii. 

33  September,  1850.    Graduated. 
Howard,  George  T. 

32  Stptember  1850.     Resigned. 
Hoot.  Cliarlen  S. 

ii  Septc-mber,  1851).    Resigned. 
nnnt,  John  Jt 

30  September  1830. 
Jacobs,  Ytllllam  C. 

2fl  September  183fi.    Resigned, 
Kenn,  Charles. 

20  September  1830.     Resigned. 
King,  Charles  K. 

25  September  1850.     Resigned. 
Kinney,  Frnnels  H. 

23  Septembtr,  I'wf!.    Resigned. 
Knipe,  Niunnel  W. 

2a  September,  1950,     Resigned. 


Ijaniborl,  Itruee. 

30  September,  856.  Resigned. 
Leu  is,  Harold. 

2tJ  September.  1856.  Dismissed. 
Iftaban    Alfred  T. 

ao  September  l8Sii.  Graduated. 
JUaniey*  Henry  D. 

35  Septemlicr  ]8&'l.  Graduated. 
Harr  n,  Joseph  D. 

25  September  f.".*.  firiuluated. 
HcCarty,  Stephen  A. 

35  September,  l^.■^ll'.  Ui'aduutcd. 
McKlnley    John  N. 

20  September  S,'ii;.  Resigned. 
McNalr.  Aiitoiue  H. 

22  Septembt^r  1830,  Graduated. 
Meade,  Robert  J... 

80  September,  18/1 U.  Resigned. 
O'Kane,  James. 

30  September  1856.  Gradual^. 
Paddock,  Samncl  B. 

26  September,  ly,j(l.  Graduated. 
Philip.  John  W. 

30  September,  1856.  Graduated. 
Porter,  Robert  H. 

23  September  18.30.  Resigned. 
Raynsford,  £dninnd  J.  W. 

27  Sopteniber,  1856.  Itesigncd. 
Rend,  Charles  William. 

20  September,  1950.  Graduated, 
Beardon,  Simon  B. 

20  Septcmljer,  IS^fu  Resigned. 
Robeson,  Henry  B. 

35  September,  lf(,50.  Graduated. 
Sanderson,  Philip  S, 

30  September,  lS,jii,  Dismissed. 
Schenck,  Woodhiill  S. 

34  September,  1HM.  Resigned. 
Kehley*  Wlnflehl  H. 

2«  September  8,)0.  Graduated. 
Nhiite.  Fraiiels  A. 

2 1  Sfiii(;iiil>ei'  8,10.  Resigned. 
Smith    IVilliiim  W. 

ij  St*pteiiiln-r,  M,>i;.  Dismissed. 
Npeneer,  Jnlicik  !M. 

33  September  856,  Resigned, 
.Slevenson.  John  n. 

23  September,  1858.  Resigned. 
Ntnyvesanl,  Noses  S. 

2il  Septtmljcr,  lS,)tl,  Graduated. 
Swann,  Thomas  L. 

8  I'Jf'combfr  XiH.  Gradunted. 
Sydnoi*.  Richard  B.  H. 

2o  September,  I»,"t6.     Resigned. 
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Talbott,  Richard  P.  8. 

29  September^  lySO.     Resigned. 

Wall,  William  H. 

27  September,  1850.     Resigned. 

Watson,  Jolin  €• 

29  September,  1850.     Graduated. 

Webster,  Isaac  P. 

30  September,  1850.    Resigned. 


Weiduian,  John, 

25  September,  1856.    Resigned. 

Wharton,  Arthnr  D. 

23  September,  1856.    Graduated. 

Whitehead,  Williani. 

23  September,  1850.     Gradoated. 

Whitman,  Charles  S. 

20  September,  1856.    Kesigned. 


1857«^JIIidshipmeu. 


Armstrong,  Richard  F. 

21  September,  1857.     Resigned. 

Hache,  George  M. 

19  November,  1857.    Graduated. 

Backus,  Sylvan ns. 

28  September,  1857.    Graduated. 

Boggs,  Robert. 

30  September,  1857.    Resigned. 

Bowen,  Thomas  €• 

25  September,  1857.     Graduated. 

Churchill,  John  F. 

24  September,  1857.     Resigned. 

Clark,  Andrew  J. 

22  September,  1857.    Resigned, 

Concklin,  George  Henry. 

28  September,  1857.     Resigned. 

Connally,  John  K. 

28  September,  1857.    Resigned. 

Cooney,  Charles  D. 

22  September,  1857.     Resigned. 

Cromwell,  Bartlett  J. 

21  September,  1857.    Graduated, 

Cushing,  W  illiam  B. 

25  September,  1857.    Resigned. 

Dexter,  Adolphus. 

24  September,  1857.     Graduated. 

l>uer,  Rnfus  K. 

23  September,  1857.     Graduated. 

Farrington,  Thomas  P. 

20  Sept.  1857.    Appointment  revoked. 

Fisk,  James  £• 

28  September,  1857.     Resigned. 

Foster,  Charles  O. 

21  September,  1857.    Resigned. 

Frierson,  Thomas  II. 

20  September,  1857.     Resigned. 

Fuller,  James  F. 

22  September,  1857.     Resigned. 

Graham,  James  B. 

25  September,  1857.    Graduated. 

Grimes,  Howard. 

22  September,  1857.    Resigned. 


Hay  ward,  George  W« 

20  September,  1857.    Graduated. 

Haverstick,  John  W- • 

20  September,  1857.    Resigned. 

Hampstead,  liyman  P. 

23  Sei>tember,  1857.    Resigned. 

HIeks,  William  A. 

23  September,  1857.    Resigned. 
Higginson,  Franeis  J. 

21  September,  1857.    Graduated. 

Hobbs,  Odillon  B. 

20  Sept.,  1857.    Died  1  Oct,  1860. 

Holden,  John  F. 

21  September,  1857.    Resigned. 

Hooper,  Thomas  W. 

21  September,  1857.    Resigned. 

Howard,  Oehran  H* 

21  September,  1857.    Resigned. 

Hndgins,  Albert  O. 

21  September,  1857.     Resigned. 

Ingraihani,  John  H. 

23  October,  1857.     Resigned. 

Jackson,  Crawford  M. 

29  September,  1857.    Resigned. 

Keeney,  Charles  T. 

28  September,  1857.    Resigned. 

KempfT,  Ijonis. 

25  Septeinlier,  1857.    Graduated. 

L.ee,  William  P. 

21  September,  1857.     Resigned. 

liConard,  Joseph  A. 

18  November,  185 J.     Resigned. 

liester,  George. 

23  September,  1857.     Resigned. 

liOdge,  Donglass. 

20  September,  1857.     Resigned. 

liord,  George  P. 

24  September,  1857.     Resigned. 

Malin,  Emery. 

24  September,  1857.     Resigned. 

Marsh,  William. 

25  September,  1857.    Resigned 
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Hartin,  William. 

29  September,  1857.    Resigned. 

MeFarland,  John. 

21  September,  1857.    Graduated. 

MeGlensey,  John  F. 

28  September,  1857.    Graduated. 

MeKay,  Charles  £• 

29  September,  1857.    Graduated. 

McKinley,  Robert  li. 

24  September,  1857.    Resigned. 

MeTelKh*  Hiram. 

25  September,  1857.    Resigned. 

Meade*  Roliert  I^. 

29  September,  1857.    Resigned. 

Merriman,  Edji^ar  €. 

21  September,  1857.     Resigned. 

MLoore^  Thomas  !<• 

30  September,  1857.    Resigned. 

Hlorey,  Koswell  E. 

26  Sept.,  1857.    Appointment  revoked. 

Niillen,  Horace  E. 

25  September,  1857.    Graduated. 

Nnnce,  Thomas  Q. 

22  September,  1857.    Resigned. 

Niinroe,  Frank. 

25  September,  1857.     Resigned. 

^nrre,  John. 

23  September,  1857.    Resigned. 

Ogden,  Moricau  li. 

29  September,  1857.    Dismissed. 

Orth,  Christopher  H.9  Jr. 

26  September,  1857!    Resigned. 

Perry,  Benjamin  F. 

5  October,  1857.    Died  3  July,  1860. 

Phcenix,  liloyd. 

24  September,  1857.    Graduated. 

Picking,  Henry  F. 

28  September,  1857.     Graduated. 

Piatt,  Frank  A. 

20  September,  1857.    Resigned. 

Polhemns,  Charles. 

21  September,  1857.    Resigned. 

Robertson,  James  P. 

28  September,  1857.    Graduated. 

Rod|3:ors,  Frederic. 

2.)  September,  1857.    Graduated. 

Rowland,  John  H. 

21  September,  1857.    Graduated. 


Ryan.  Georji^e  P. 

30  SeptembtM',  1857.     Graduated. 

Sampson,  William  T. 

24  September,  1857.     Graduated. 

^$leeper,  Georiji^e  A. 

20  September,  1857,     Resigned. 

Smith,  Francis. 

25  September,  1857.     Resigned. 

Smith,  IVapoleon  J. 

25  September,  1857.     Resigned. 

Smyser,  Charles  J. 

22  September,  1857.     Resigned. 

Snell,  Alfred  T. 

20  September,  1857.    Graduated. 

Sleeoe,  Teenmseh. 

20  September,  1857.    Graduated. 

Stewart,  William  F. 

23  September,  1857.    Graduated. 

Stone,  Sardine  G.,  Jr. 

29  September,  1857.     Resigned. 

StnrdlTant,  Theodore. 

21  September,  1857.    Resigned. 

Stnrgeon,  !Engene  R. 

23  September,  1857.    Resigned. 

Swift,  Samnel. 

26  Sept.,  1857.    Died  28  Nov.,  1860. 

-Talbot,  Daniel,  Jr. 

20  September,  1857.    Resigned. 

Tallnian,  Henry  €. 

24  September,  1857.    Graduated. 

Thomas,  JNathaniel  W. 

24  September,  1857.    Graduated. 

Tyson,  Herbert  B. 

22  October,  1857.    Graduated. 

Van  Comstock,  William. 

25  September,  1857.     Resigned. 

Walker,  €1  if  lord  B. 

23  September,  1857.     Dismissed. 

Weldman,  John* 

22  September.  1S57.     Graduated. 

Wilson,  Joseph  O. 

22  September,  2857.    Resigned. 

Withers,  Henry. 

21  September,  1857.    Dismissed. 

Torke,  Patton  J. 

28  September,  1857.    Resigned. 


1858.— Midshipmen. 


Ahl,  James  W. 

24  September,  1858.     Resigned. 

Appleton,  Oiles  F. 

20  September,  1858.    Resigned. 


Barnnm,  DaTid. 

20  September,  1858.    Resigned. 

Benton*  Mortimer  M. 

28  September,  1858.     Resijrned. 
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Blake,  Elliott  V.  V. 

■iSSi'i>i    1858.   Promotc<l  1  Aug.,  18(12. 
Blakf,  Jtcnry  J. 

2ttSepl..lB5f(.  Promoted 24  Feb.,  1803. 
Bradley,  John  B. 

2    t^eiflciikber    858.    Killed  in  Action 
24  April,  ISfiS. 
Brower,  Edvln  T. 

aSSejit.    J!S.'.8.  I'r'unoted  1  Aug.,  1863. 
Carrol  hers,  John  K. 

23  Sept.,  lK.-iH.    Difd  '23  Dec..  1861. 
CoiitHtofk.  John  H. 

II  JuDuary,  1858.     ReeigQcd. 
Cotton   Clmrlt'M  H. 

2JSept.,lS58.  Promoted  11  Nov.,  1862. 
Crall,  Oeorfce  A. 

20  September,  1838.    Dismissed. 
Crandall,  Frederick  H. 

24  Hept,  18.18.    Appointment  revoked. 
Daniels,  Charles  H. 

28  September,  1858.    Itesigued. 
Day,  Benjamin  F 

203ei>t.    ^5S.   Promoted  1  Aug.,  1862. 
Doagherty,  Ifarvey  H. 

20  aeptember,  1 3S8.    Resigned. 
Foreman   iTey 

25  September  1S.18.     Resigned. 
ForresI,  Dforeaii. 

238ept.,1858.    Promoted  1  Aug.,  1863. 
Foil  e,  Rabert  C. 

20  September  18.58.    Resigned. 
ClralUnn.  Henry  T. 

2S  SeptemliiT  18.18      Ttesigned. 
Harrison    W  lllHm  II. 

28Si:]fli;uibi'r  Is^ii^.     lieaigncd. 
IIlTlbiK.  William  H. 

aOSeptembur  1858.     Itefligned. 
Iloll.  Iteitry  C. 

■2    Stptember    858.     Resigned. 
Howard   dcorge  A. 

■JO  September  ia33.     Resigned. 
Humphrey  Charles  H. 

22  September,  1858.     Rcsi;.'iicd. 
HnnilicRton    Charles  I... 

20Kept,  1*53.    Pr.imofi'dlAug.,ie62, 
Hani  niclon    Bobert  P. 

24Se]j|.     858.     PrL.t.n.Tt.d  !J  Oct.,  1802. 
Huston,  CliarloM  Nl.  C 

33  September,  1858.    Resigned. 
Helios,  Edward  N. 

24  Sept.,  1858.    Promoted  8  Sept.,  1803. 
Lamson,  Roswell  H. 

20  Sept.,  1858.    Promoted  ]  Aug.,  1862. 


T.HllepaKe.  H.  Beverly. 

3B  St'pti-mber,  1858.     Itesignet!!. 
Harniadnke,  Henry  H. 

20  September,  1858.    Resigned. 
Mason.  Alexander  M. 

II  October,  1»58.     Resigned. 
McDermotl,  Edward  J. 

2H  fii'pltraber     &58.     ItCisigned. 
Hcnillinnis,  Mor  liner. 

28  September,  l!l58.     HeKigned. 
:TlerrlHetlier,  jAiues  A 

39  Scpteiiiber,l858.    Itcsitpied. 
Mllcbell,  Archibald  X 

L'n  Sept.,  1858.    Promoted  1  Aug. 
Moofiey,  David. 

23  September.  IS-IR.    Resigned. 
Moon,  William  ti. 

31  SepU':mber    35S.     Resigned. 
Nichols.  f«mlth  W. 

27Sepl.,  SSa.  Promoted  1  Aug. 
Payne,  Robert. 

20  September,  16S8.     Resigned. 
Plnkncy,  William. 

23  September,  tf*^S.    Rt-sigTied. 
PrCMloD    Samnel  W 

4  Oct.,  I«.i8.    Promoted  1  Aug., 
Read.  John  J. 

3 lyept-.l^i.",-).  Promoted  2C  Not. 
Rend.  WIIUhio  W. 

27  September,  l^i.'i^i.     Resigned. 
Robinson,  W     lam  O'H. 

23  September  18.W.     Resigned. 
Robj,  Frnncls  H. 

28  September,  1858.     Resigned. 
RnKsle«t.  Edward  S. 

a  1  September    <ftis.     Resigned. 
Shoemaker,  Charles  F. 

C    fppteiiiber    i>!r^.     Ucsijrned. 
Sm    h.  Fr€deri<-k  B. 

34  Sept,  1858.  Promoted  1  Au,- 
Stnrtceon    EnRene  B. 

30  September,  1858.     K««igDe<l. 
Snuiuer,  fienrgc  W. 

20SepU,lB58.   Pmniiitedl  Aug., 
Terry  SI  as  W 

GSSept.     S5S.  Promoied  1 6  Sept, 
Telfair,  Daniel  A 

33  Septemiier  1858.     Resigned. 
Trlice.  Daniel. 

;H)Sep:fiiil".T  18.')8.    Resigned. 
Wemple.  Diiild  D. 

31Sci)t,,l><'iS.  Promoted 25 Nov., 
tl'Imlow,  WllUau  H. 

23  September.  ISSM.     It.si?::.-'. 
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Worthy  Algernon  8. 

21  September,  lbo8.     Resigned. 


Zimmerman,  Charles  W. 

20  Sept,  1858.  Promoted  19  Sept.,  1862. 


1850.— 'Midshipmen. 


Abbot,  Walter. 

2  Dec.,  1859.     Promoted  25  Nov.,  18(52. 

Adams,  Ija  Rne  P. 

20  Oct.,  1859.  Promoted  10  Sept.,  1802. 

Alexander,  Adam  C  Jr. 

23  Nov.,  1859.  Promoted  10  Sept.,  1802. 

Anderson,  John. 

22  September,  1859.     Killed  in  Action 
24  April,  1802. 

Baeot,  Richard  II. 

20  September,  1859.     Resigned. 

Raird,  Thomas  D. 

22  September,  1859.    Resigned. 

Rartlett,  John  R. 

28  Nov.,  1859.   Promoted  8  Sept.,  1S03. 

Rateholler,  Ollvor  A. 

28  Nov.,  1859.  Promoted  25  Nov.,  1802. 

Reirne,  Andrew  P. 

28  September,  1859.    Resigned. 

Rlake,  Charles  F. 

26  Oct,  1859.  Promoted  26  June,  1863. 

Rrady,  Alfred  T. 

2  December,  1859.    Resigned. 

Rrantlng^ham,  Charles  II. 

22  September,  1859.     Resigned. 

Rrlee,  John  J. 

24  September,  1859.    Resigned. 

Bridgman,  William  R. 

2  Dec,  1859.    Promoted  10  Sept.,  1802. 

Rrown,  G<M>r8^e  91. 

25  Nov.,  1»59.  Promoted  10  Sept,  1802. 

Brnnk,  Frank  C. 

23  September ,  1859.     Resigned. 

Bnrker,  Albert  N. 

25  Oct  1859.   Promoted  25  Nov.,  1802. 

Canini,  Robert  A. 

30  November,  1 859.     Resigned. 

Carroll,  Daniel. 

2  December,  1859.     Resigned. 

Case,  James  N. 

28  September,  1859.     Resigned. 

Chester,  Colby  M.  \ 

31  Oct.,  1859.    Promoted  21  Oct,  1803. 

Chew,  Francis  T.  i 

21  Sei)len)bcT,  1851).     !{(•$=  iLrned.  i 

Chew,  Riohafd  K. 

25Nov.,  lyr/j    Promoted  13  Dec.,  1862. 

Clay  brook,  Joseph  P. 

27  September,  1859.    Resigned. 


Cook,  William  W. 

20  October,  1859.     Resigned. 

C.'ooke,  Henry  S. 

25  November,  1^59.     Resigned. 

CralK,  William  J. 

7  December,  isr»y.     Uesii^ncd. 

l>alton,  William  1^. 

20  Scptemiicr,  Ib^J.     Ilesi^^ncd. 

l>ana,  V/Llllam  S. 

25  Oct,  l^.")!).   Promoted  10  June,  1804. 

l>ayton,  Charles  ]9I. 

25  October,  Ibod.    Resigned. 

l>ick,  James  A. 

29  September,  1859.     Resigned. 

Epes,  Freeman. 

2  December,  1859.     Resigned. 

Flonrnoy,  Robert. 

24  September,  1859.     Resigncjl. 

Floyd,  Richard  H. 

30  November,  1859.     Resigned. 

Ford,  Georice  E. 

30  November,  18p9.    Resigned. 

Fortnne,  John  C. 

27  September,  1 859.    Resigned. 

French,  Hayden  T. 

2  December,  1859.    Piomoted. 

Garrett,  Thomas  G. 

15  November,  1859.     Resigned. 

Gedney,  Alexander  D. 

25  November,  1859.     Dismissed. 

Greicory,  Kamnel  H. 

24  September.  1H59.     Resigned. 

Hanimett,  William. 

27  September,  1859.     Resigned. 

Ilaskln,  Benjamin  F. 

2  November,  1859.     Promoted. 

Haswell,  GonTcrnenr  K. 

25  November,  1859.     Promoted. 

Hazletine,  Fdward  C. 

22  September,  1859.     Promoted. 

Heath,  liucins  £• 

25  November,  1859.     Resigned. 

Hlatt,  Samnel  H. 

12  October,  1859.     Resigned. 

Holcombe,  Isaac  C. 

9  November,  1859.     Resigned. 

Howard,  Georg^e  II. 

1  December,  1859.    Resigned. 
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Hunt^  SymnieA  II* 

23  November,  1859.    Promoted. 

Hntter,  William  €• 

20  October,  1859.    Resigned. 

Jackson,  William  €• 

28  November,  1859.    Resigned. 

Jobnson,  Henry  Ij. 

30  September,  1859.    Promoted. 

Jobnson,  Mortimer  Ij* 

2  December,  1859.    Promoted. 

Jones,  Charles  D. 

23  November,  1859.    Promoted. 

Jones,  Jolin  €• 

11  October,  1859.    Resigned. 

Ijong,  James  €• 

23  November,  1859.    Resigned. 

I.owry,  Philip  W. 

22  September,  1859.    Promoted. 

liHdlow,  ^ieoll. 

28  October,  1859.    Promoted. 

Mallory,  George  T. 

15  November,  1859.     Resigned. 

Mason,  William  P. 

23  September,  1859.    Resigned. 

JUcClnre,  George  M. 

23  September,  1859.    Promoted. 

MeCormiok,  Alexander  II. 

21  September,  1859.    Promoted. 

JHeDaniel,  Henry  €• 

30  November,  1859.     Resigned. 

JUcKenney,  IJlrie  F. 

25  November,  1859.     Resigned. 

Miller,  Merrill. 

28  November,  1859.     Promoted. 

Moore,  John  H. 

27  September,  1859.     Resigned. 

Xaile,  Frederick  I. 

27  October,  1859.     Promoted. 

Pearson,  Frederick. 

21  September,  1859.     Promoted. 

Pipkin,  William  M. 

7  December,  1859.     Resigned. 

Poor,  Charles  H.,  Jr. 

26  September,  1859.     Dismissed. 

Porter,  Benjamin  H. 

1  December,  1859.     Promoted. 

Preble,  Fdward  F. 

2  December,  1^59.     Promoted. 

Price,  John  R. 

15  November,  1859.    Resigned. 


Reed,  John  H. 

28  September,  1859.    Promoted. 

Robinson,  William  f  • 

28  November,  1859.    Resigned. 

Rnmsey,  Henry  B. 

25  October,  18^9.     Promoted. 

Sanders,  Morton  W. 

20  September,  1859.     Promoted. 

Sands,  James  H. 

25  November,  1859.    Graduated. 

Scales,  Dabney  M. 

7  December,  1859.     Resigned. 

Nhepard,  Edward  M. 

25  November,  1859.     Promoted. 

Sigsbee,  Charles  I>. 

27  September,  1859.     Promoted. 

Smith,  Richard  HI. 

30  November,  1859.     Resigned. 

Stafibrd,  James  H. 

22  September,  1859.    Resigned. 

Thomas,  Francis  HI. 

24  September,  1859.    Resigned. 

Tracy,  Charles  W. 

27  October,  1859.    Promoted. 

Tnrner,  Thomas  T. 

25  November,  1859.     Resigned. 

Tance,  Oeorg^e  P. 

25  November,  1859.     Dismissed. 

Tan  Tleck,  William  4. 

25  November,  1859.     Promoted. 

Walker,  John  T. 

24  September,  1859.     Resigned. 

Wallace,  James. 

1  November,  1859.     Promoted. 

Wheeler,  William  K. 

7  December,  1859.    Promoted- 

Wilkinson,  William  W. 

7  December,  1859.     Resigned. 

Willett,  Silas  S. 

26  November,  1859.     Resigned. 

W^ood,  George  \%\ 

23  September,  1859.     Promoted. 

Woodward,  Edwin  T. 

23  November,  1^59.     Promoted. 

Wyman,  Henry  D. 

21  September,  1859.     Dropped. 

Tonng,  William. 

1  December,  1859.    Resigned. 
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Amos,  IVIlllain  L. 

33  September,  18S0.    Resigned. 
HalilwJn,  JamPM  Ci. 

211  i^cptember  IsCO.    Resigned. 
Bar^lHf*  Charles  J. 

2    September  J8C0.    Graduated. 
Aerrlen    Thomas  H. 

2CSepUii:bcr  ISGO.    Resigned. 
Bldllck,  James  B. 

23  tjeptemlicr.mso.    Dismissed. 
Bojle.  William  O. 

2U  ticpl«iubcr  Igfii).    DismisBed. 
BranllnKham,  Charles  II. 

35  Septenibtr,  1860.     ReBignL-d. 
Brooks,  Thomas  R> 

20Octob(.T  IBtiO.    Resigned. 
Brown,  Allen  D. 

3D  Septeuibtr  1860,     Graduated. 
Brown,  Orris  A. 

23  SeptenibtT  1860.    Resigned. 
Bryan,  Georf^e  D. 

25  September,  J  S60.    Resigned. 
Bnekmaster,  Escnlaplns. 

30  September,  I860.     Resigned. 
Bnsh,  Charlet*  G. 

25  September,  !e<iO.    Resigaed. 
Callfr.  Joseph  M. 

27  September,  I860.    Resigned. 
Cariiiody,  Robert  E. 

2!)  h5ept«mber,  IflfJO.     Resigned. 
Carroll  William  J. 

aiSeptpmber  18O0.     Resigned. 
Carter,  Barron. 

28Keptember  18f!0.    Resigned. 
Cassell,  Donglas  R. 

aWSeptember,  l&ilO.    Graduated. 
Clark.  Charles  K. 

29  September   1860.     Graduated. 
Clark.  Dnvid    I. 

27  September  1800.     Resigned. 
Clark,  Jobn  1>. 

2-3  September  tSfiO.    Graduated. 
Clements.  Courllaud  C. 

•ij  Septtmher  18li0.    Resigned. 
Coffin,  Oeorge  W. 

2»  September,  1860.     Graduated. 
CoRliIan,  Joseph  B. 

27  September,  1800.    Graduute<l. 
Cook    Franfls  Angiistns. 

20  Seplfiiil..-     I^i^H.    Gnuhiated. 
Cooper,  Philip  II. 

28  6eptembi:r,  18UU.     Graduated. 


Craven,  Charles  H. 

■iOSqituiiiber,  8ft0.  Graduated. 
Crown  nsli  eld.  A    8. 

2o  September  IMOC.  Graduated. 
Dnrls,  OeorRe  Thornton. 

■JO  September,  ISCO.  Graduated. 
Diek  Jflitkes  A. 

21)  September  1860.  Resigned. 
DiekinRn,  Krnest  J. 

20  bcptcmber  865.  Graduated. 
Dner,  Will  am  A 

21)  September,  8m.  Resigned. 
Dnnn.  Williamson. 

34  ScptembLT,  IBIiO.  Graduated. 
English,  Gnstarns. 

25  Wcptpiiibtr  860.  Resigned. 
Evanm.  ICobley  D. 

20  S<'|<ri'ii>l><M',  1860.  Graduated. 
Fafcan,  Lonls  E. 

lis  ^e]it('TiihtT  180O.  Resigned. 
Enller,  Henry  D. 

24  September,  18«0.  Dropped. 
Gardner,  Joseph  Itl. 

24  September  ISUO.  Resigned. 
Garrett,  Thomas  O. 

1-3  October,  1860.  Resigned. 
GlaNs,  Henry. 

24  September,  ISHO.  Graduated. 
Olldden,  George  I>.  B. 

23  September,  1860.  Resigned. 
Ooode.  Will  am  I>. 

ONovcmlier  ISGO.  Resigned. 
Goodwyn    Matthew  P. 

21  Stptembcr  JSiiO.  Resigned. 
Gridley   Charles  V. 

26  September  IWO.  Resigned. 
Gnthrle,  Edward  P. 

25  September,  18Ua  Resigned. 
Harris,  Ira. 

22geptember  1860.  Graduated. 
Heath,  Benjamin. 

23  September,  1860.  Resigned. 
Hendrirk«on,  William  W. 

26  September,  1860.  Graduated. 
Hod;  William  B. 

24  October,  1860.  Graduated. 
Hopkins,  John  Adams. 

20  September,  1860.  Resigned. 
Hill,  Hnffh  L. 

25  September,  1800.  Resigned. 
Hunter,  William  R. 

20  September,  1860.     Diamiseed. 
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IrTlii,  Roland  €• 

29  September,  1800.    Graduated. 

Kellog,  Aiignstiis  G« 

21  September,  1860.    Graduated. 

lianghtou,  George  H* 

22  September,  18(50.    Resigned. 

lieary,  Richard  Plillllps. 

20  September,  1860.    Graduated. 

Ijenox,  Albert  H. 

25  September  1860.    Dismissed. 

lilTiiigston,  John  S. 

25  September,  1860.    Resigned. 

Maclay.  William  1¥. 

4  October,  1860.    Graduated. 

Mayo,  Wyndham  R, 

21  September,  1860.    Resigned. 

McClintoe,  Horatio  Gatetn. 

21  September,  lb60.    Resi<,aied. 

McCormick,  Frederick. 

25  September,  18C.0.     Graduated. 

McGreicor,  Charles. 

iil  Septc'iiiber,  INiO.     Graduatetl. 

Mellvane,  •¥ oliii  Clay. 

24  September,  1800.     Resigned. 

IHeyer,  C*aH»ins. 

20  Sci)tember,  1860.    Resigned. 

Morgan,  James  HI. 

20  September,  1860.    Resigned. 

Morris;  Francis* 

27  September,  1860.    Graduated. 

Morris,  Isaac  Tompkins. 

»'J  reprcuibcr,  1»0U.     Graduated. 

MorriM,  Thomas  fj, 

20  ^^cptember,  1800.     Resigned. 

Moses,  Raphael. 

27  September,  1800.     Resigned. 

Mullen,  I>onnis  W. 

21  September,  1860.     Graduated. 

Newlin,  Alfred  S. 

25  September,  1800.    Resigned. 

!9riles,  Marston. 

25  September,  1800.     Graduated. 

Osterloh,  William  Cooper. 

20  September,  1800.     Resigned. 

Pearson,  James  M. 

21  September,  1800.    Resigned. 

Pegram,  John  Comhe. 

21  September,  1860.    Graduated. 


Pendleton,  Charles  A. 

27  September,  1860.     Graduated. 

Peters,  James  Artlivr. 

20  September,  1860.     Resigned. 

Peyton,  Joseph  B. 

23  September,  1860.    Resigned. 

Phelps,  Jefferson. 

28  September,  1800.    Resigned. 

Rai^sdale,  James  K.  P. 

21  September,  1860.    Graduated. 

Reher,  John  M. 

21  September,  1860.    Resigned. 

Sehiiltz,  Charira  F. 

23  September,  1860.     Resigned. 

SoTler,  Charles  F. 

27  Sept4.-mber,  1860.    Resigned. 

Sparks,  Gale  W. 

24  September,  1800.     Resignedl 
Sterling,  Tates. 

27  Svptember,  1860.    Graduated. 
Taylor,  Henry  Clay. 

20  September,  1850.    Gradnated. 
Tanif^hn,  Henry  Ij. 

24  September,  1860.    Resigned. 

Wadlelich,  Georf^^e  H. 

27  September,  1860.    Graduated. 

Washington,  liO  Roy  H. 

26  September,  1860.    Resigned. 

Wehh,  William  M. 

24  September,  1860.    Resigned. 

Whiting,  William  H. 

21  September,  1860.    Graduated. 

Wildes,  Frank. 

21  September,  1860.    Graduated. 
Williams,  Henry  S.  H. 

27  September,  1860.    Resigned* 

Williams,  Thomas. 

26  September,  1800.    Dropped. 
Wise,  William  C. 

29  September,  1860.    Graduated. 
Wright,  Arthur  H. 

28  Sc  ptciuber,  1800.     Graduated. 
Wright,  Angnstns  O. 

29  September,  1860.     Resigned. 

Yaneey,  William  £• 

23  September,  I860.    Resigned. 


1861.— Acting  ^ldshlpmen< 


Adams,  Ntephen   D. 

20  September,  1  .>«, i .     Dropped. 


!  Alhrlght,  liOwlo  HI. 

{         15  October,  1861.    Kcsiffned. 
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Alexander,  Robert  W. 

2  December,  1861.    Resigned. 

Anderson,  Thomas  €• 

28  November,  1861.    Dismissed. 

Armentront,  George  W. 

25  November,  1861.    Graduated. 

Arnold,  diaries  F. 

14  October,  1861.    Graduated. 

Balrd,  Samnel  P. 

27  September,  1«61.    Graduated. 

Baker,  Albert  li. 

28  Sept.,  1861 .    Died  3  March,  1864. 

Baker,  James  B. 

2  December,  1801.    Resigned. 

Baker,  Samuel  H. 

24  September,  1861.    Graduated. 

Barber,  Fraels  in. 

27  December,  1861.    Graduated. 

Bay,  Josepb  Ij. 

27  September,  1861.     Resigned. 

Baylies,  Alfred  W. 

15  October,  1861.    Dropped. 

Beemer,  Julius  ^i*. 

27  September,  1861.    Dismissed. 

Bell,  DaTid  N. 

28  September,  1861.    Graduated. 

Belrose,  liOnls. 

20  September,  1861.    Graduated. 

Bleknell,  George  A. 

2  December,  1861.    Graduated. 

Bidlaek,  James  B. 

24  September,  1861.     Dismissed. 

BIgelow,  Horatio  R. 

23  September,  1861.    Resigned. 

Blaek,  Cbarles  H. 

21  September,  1861.    Graduated. 

Blake,  Charles  O. 

30  November,  1861.     Dropped. 

Blake,  Franeis  O. 

27  September,  1861.    Resigned. 

Bolenlus,  Frederie  II. 

27  September,  1861.    Dropped. 

Book,  Oeorse  M. 

23  November,  1861.    Graduated. 

Bradford,  Royal  B. 

28  November,  1861.     Graduated. 

Breed,  Fdward  D. 

21  September,  1861.    Resigned. 

Breed,  Cyrus  1¥. 

26  November,  1861.     Graduated. 

Brownson,  Wlllard  H. 

29  November,  1861.    Graduated. 

Buekinichani,  Namuel  C. 

21  September,  1861.     Resigned. 


Buford,  Marens  B. 

9  October,  1861.     Graduated. 

Caldwell,  Albert  O. 

23  September,  1801.    Graduated. 

Campbell,  Franeis  D. 

27  September,  1801.     Dismissed. 

Cantrell,  Franklin  H. 

25  September,  1801.     Resigned. 

Carmody,  Robert  £. 

28  Novembelr,  1801.     Graduated. 

Carpenter,  William  Ij, 

20  September,  1801.     Resigned. 

Carter,  Ablel  B. 

23  September,  1801.    Graduated. 

Clindsey,  Artbur  £• 

2  October,  1861.     Resigned. 

Cbadwiek,  Freneb  £• 

28  September,  1801.    Graduated. 

Chenery,  Ii<M>nard  E. 

12  December,  1861.     Graduated. 

Clark,  liewls. 

24  September,  1861.    Graduated. 

Commaicer,  Franklin  T, 

21  September,  18B1.     Dismissed. 

Conner,  John  Clay. 

20  September,  1861.    Dismissed. 

Converse,  Georjce  A. 

29  November,  1801.     Graduated. 

Crabb,  Junius  I>. 

25  November,  1801.     Resigned. 

Craig,  Joseph  £. 

29  November,  1861.    Graduated. 

Dana,  George  8. 

28  September,  1861.     Resigned. 

DaTles,  Daniel  W. 

28  September,  1861.     Resigned. 

DaTis,  Charles  H. 

29  November,  1801.     Graduated. 

Day,  Murray  H. 

24  September,  1801.    Graduated. 

DeCamp,  Fdgar  A. 

26  November,  1801.     Resigned. 

De  liOng,  George  W. 

1  October,  1801.     Graduated. 

DIeklns,  Franeis  \%\ 

20  September,  1801.     Graduated. 

Dob r man,  Arnold  H. 

23  September.  1801.     Rcsiirncd. 

DolllTer,  William  A. 

2  December,  1861.    Resigned. 

Doughty,  John  C. 

28  September,  1861.    Resigned. 

Dunean,  John  MeK. 

21  September,  1861.     Dropped. 
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I>nnn,  Henry  T. 

25  September,  1861.    Resigned. 

Dunn,  William  K. 

5  October,  1861.    Resigned. 

Dyer,  Charles  O* 

20  September,  18G1.     Resigned. 

Kdes,  Benjamin  Li. 

23  September,  1861.    Graduated. 

Edgar,  Daniel. 

20  September,  1861.    Resigned. 

Elliott,  William  H. 

27  September,  1861.    Graduated. 

Elmer,  Horace. 

27  September,  1861.     Graduated. 

Fitzgerald,  Charles  H. 

29  November,  1861.    Resigned. 

Fisher,  John  F. 

28  September,  1861.    Dropped. 

Flagg,  George  "N. 

21  September,  1861.    Graduated. 

Fletcher,  Arthnr  H. 

29  November,  1861.    Graduated. 

Folger,  William  JH. 

21  September,  1861.    Graduated. 

Foote,  Francis  D. 

27  September,  1861.    Dropped. 

Ford,  liCighton  M. 

27  September,  1861.     Graduated. 

Freeman,  Frederick  H. 

20  September,  1861.    Dismissed. 

Garrison,  Oliver  F. 

24  September,  1861.     Resigned. 

Golden,  Henry  W. 

25  September,  18G1.     Resigned. 

Goodhue,  James  K. 

28  November,  1861.     Dropped. 

Goodrich,  Caspar  F. 

10  December,  1861.    Graduated. 

Gove,  Francis  M. 

27  September,  1861.    Graduated. 

Graham,  Wallace. 

6  December,  1861.    Graduated. 

Griswold,  Charles  D. 

20  November,  1861.    Graduated. 

Groves,  William  D. 

5  October,  1861.    Resigned. 

G winner,  Henry  W. 

2  October,  18G1.     Graduated. 

Hale.  James  Potter. 

29  November,  1861.    Dropped. 

Harrington,  Purnell  F. 

20  September,  1S61.     Graduated. 

llaskins,  Peter  T. 

27  September,  1801.     Resigned. 


Hazlett,  Isaac. 

27  September,  1861.     Gradaated. 

Hess,  William  A. 

27  September,  1861.     Resigned. 

Heyerman,  Oscar  F. 

30  November,  1861.     Graduated. 

Hieks,  Amariah  II. 

20  September,  1«61.     Resigned. 

Hone,  Calbraith  P. 

28  September,  1861.     Resigned. 

Hooker,  Riehard  C 

25  September,  1861.     Graduated. 

Hopkins,  John  A. 

4  December,  1861.     Dismisaed. 

Hnbbard,  Soerates. 

24  December,  1861.    Graduated. 

Hnll,  James  €• 

27  September,  1861.      Dropped.    34 
July,  1863.    Graduated. 

Hnnter,  Godfrey. 

25  September,  1861.    Graduated. 

Hyam,  George  F. 

20  September,  1861.    Ptesigned. 

Ide,  Georg^e  £. 

27  September,  1861.    Graduated. 

Impey,  Robert. 

21  September,  1861.    Graduated. 

James,  Riehard  F. 

21  September,  1861.    DisnuBsed. 

Jameson,  William  C 

27  September,  1861.    Resigned. 

Jewell,  Theodore  F. 

29  November,  1861.     Graduated. 

Johns,  Walter  S. 

2  November,  1861.     Resigned. 

Keith,  Fordyee  M. 

21  September,  1861.     Dropped. 

Kelso,  Joseph  K. 

24  September,  1861.     Dropped. 

Kennedy,  Charles. 

25  September,  1861.     Graduated. 

Kennett,  John  C 

2  October,  1861.    Graduated. 

Kingsley,  I^onis  A. 

28  September,  1861.     Graduated. 

liain,  Henry  €. 

21  September,  1861.     Resigned. 

liamberton,  Benjamin  P. 

21  September,  1861.     Graduated. 

I^athy,  William  £. 

21  September,  1861.    Dropped. 

liongneeker,  Edwin. 

24  September,  1801.    Graduated. 
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IfOwry^  morrow  M« 

26  November,  1801.     Resigned. 

Manney,  Henry  ]¥• 

24  September,  1861.     Graduated 

Hartin,  EntMi  T. 

4  December,  18G1.    Resigned. 

McCalla,  Bowman  H. 

30  November,  1801 .    Graduated. 

McKee,  Hnjcti  W. 

25  September,  1861.     Graduated. 

Mcmicliael^  William  R. 

27  September,  1861.    Dropped. 

Mead,  William  W. 

30  December,  1861.     Graduated. 

Menzlei»,  GnstaTUS  T. 

21  September,  1861.    Dropped. 

mtehell,  Jamefl  li. 

20  September,  1861.    Resigned. 

MoU,  William  H. 

25  September,  1861.    Resigned. 

Murray,  William  R. 

2  December,  1861.    Dropped. 

JVellis,  £dward  P. 

28  November,  1861.    Resigned. 

IVewell,  John  8. 

28  September,  1861.    Graduated, 
Niehols,  Henry  £. 

1  October,  1861.    Graduated. 

]Voell,  Jaeob  £• 

3  December,  1861.    Graduated. 

Parker,  Franels  H. 

20  September,  1861.    Graduated. 

Peek,  Ransome  R. 

21  November,  1861.    Graduated. 

Penhallow,  Thomas  W. 

28  September,  1861.    Resigned. 

Perry,  Thomas. 

25  September,  1861.    Graduated. 

Plf^^man,  George  W. 

28  September,  1861.    Graduated. 
Porter,  Carl  lie  P, 

27  September,  1861.    Resigned, 

Potter,  Charles  H. 

31  December,  1861.    Resigned. 

Powell,  Joseph  D. 

21  September,  1861.    Resigned. 
Proctor,  Henry  O. 

28  September,  1 861 .    Resigned. 

Raebel,  Herman  C. 

2:?  September,  1861.    Graduated. 

Rathbone,  Clarence. 

28  September,  1861.    Graduated. 

Reiter,  Gcorg^e  C. 

20  September,  1861.    Graduated. 


Reynolds,  Charles  W. 

20  September,  1861.     Resigned. 

Reynolds,  Robert  R. 

31  December,  1861.     Resigned. 

Richards,  Renjamln  S. 

22  October,  1861.     Graduated. 

Richardson,  George  J. 

28  November,  1861.     Resigned. 

Robinson,  William. 

7  December,  1861.     Resigned. 

Rodman,  Edward. 

27  September,  1861.     Resigned. 

Roth,  Edward  N. 

19  October,  1861.     Resigned. 

Rowe,  Edward  T. 

28  September,  1861.     Graduated. 

Rnssing,  Peter  V. 

24  September,  1861.     Resigned. 

Schmitz,  Charles  F. 

19  October,  1861.    Graduated. 

Schouler,  John. 

25  September,  1861.    Graduated. 

Kchroeder,  William  J. 

26  November,  1861.    Dropped. 

Shaw,  Dickson  C. 

20  September,  1861.    Resigned. 

Sheppard,  Francis  H. 

16  October,  1861.    Graduated. 

Sherburne,  John  H. 

24  September,  1861.    Resigned. 

Smith,  William  H. 

21  September,  1861.    Resigned. 
Snow,  Albert  S. 

30  November,  1861.    Graduated. 

Stedman,  Edward  JH. 

27  September,  1861.    Graduated. 

Stockton,  Charles  H. 

14  November,  1861.    Graduated. 

Stock  well,  Norris  P. 

21  September,  1861.    Resigned. 
Strnse,  Henry  F. 

27  November,  1861.    Resigned. 

SturtCTant,  Frederick. 

29  November,  1861.    Graduated. 

SulliTan,  George  S.  R. 

27  September,  1861.    Resigned. 

Talcott,  George. 

23  November,  1861.    Graduated. 

Tasker9  John  F. 

24  September,  1861.    Resigned. 

Taylor,  Edward  JH. 

20  September,  1861.    Resigned. 

Thomas,  Charles  M. 

28  November,  1861.    Graduated. 
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Thomas,  £ngene  B. 

20  September,  1861.    Graduated. 

Todd,  Chapman  €• 

9  October,  1861.    Graduated. 

Tomklns,  Jameis  S. 

27  November,  1861.    Resigned. 

Towie,  £dwln  S. 

24  September,  1861.    Dismissed. 

Train,  Charles  J. 

28  November,  1861.    Graduated. 

Trnax,  Anthony  R. 

20  October,  1861.    Died  18  Feb.,  1865. 

Tnrley,  Ansustns  R. 

29  November,  1861.    Resigned. 

Tnrnhnll,  Frank. 

20  September,  1861.    Graduated. 

Vail,  Abraham  H. 

28  September,  1861.    Graduated. 

Tan^hn,  John  A* 

24  September,  1861.    Graduat43d. 

Wai$haban{e:h,  Perry  Meli. 

27  September,  1801.     Dropped. 

Waterman,  Rufus. 

25  September,  1861.    Graduated. 

Weaver,  Jamei^  B. 

30  November,  1861.     Graduated. 


Whitall,  Samnel  B. 

24  September,  1861.     Resigaed. 
White,  Edwin. 

29  November,  1861.     Graduated. 

White,  Henry  €• 

16  October,  1861.    Graduated. 

White,  Oscar. 

21  September,  1861.     Graduated. 

Whitwell,  James  £• 

23  September,  1801.     Dismisaed. 

Wilde,  George  F.  F. 

30  November,  1861.     Graduated. 

Wilson,  Josiah  M. 

21  September,  1801.     Graduated. 

Wilson,  Samnel  Ij. 

20  September,  1801.     Graduated. 

Wilson,  Thomas  P. 

20  September,  1861.     Graduated. 

Woodrow,  DaTid  C. 

21  September,  1801.     Graduated. 

Wygnni,  Jainc^s  P. 

20  September,  1861.     Dropped. 

Tates,  Isaac  I. 

21  September,  1861.     Graduated. 

Yerkes,  James  P. 

28  November,  1861.    Resigned. 


1862.— Acting  Midshipmen. 


Ackley,  Seth  in. 

G  October,  1802.    Graduated. 

Adams,  Clifton  T. 

24  September,  1862.     Resigned. 

Adams,  James  R. 

7  October,  1802.    Dismissed. 

Amory,  Fdward  Li. 

4  December,  1862.    Graduated. 

Anderson,  Tliaddens  P. 

1  October,  1862.     Dropped. 

Bahhitt,  William  K. 

24  November,  1862.    Dropped. 

Baldy,  George  A. 

29  September,  1862.    Graduated 

Barnes,  James  A. 

30  September,  1862.    Resigned. 

Beale,  Buchanan. 

4  October,  1862.    Dropped. 

Beebe,  James  £. 

29  September,  1862.    Resigned. 

Belknap,  Frederick  A. 

8  October,  18G2.     Died  20  Nov.,  1865. 

Berrian,  Ilobari. 

22  September,  1862.     Dismissed. 


Berry,  Robert  HI. 

31  January,  1862.     Graduated. 

Blair,  Andrew  A. 

20  November,  1862.     Graduated. 

Boyd,  Arthur  A. 

10  October,  1802.     Graduated. 
Bradford,  John  M. 

9  October,  1802.     Resigned. 

Bramhnll,  Georf^^e  W. 

23  September,  1862.     Resigned. 

Bridice,  Henry  S. 

25  November,  1862.     Dismissed. 

Brown,  Geor|[;e  J. 

2  January,  1862.    Resigned. 

Brown,  George  Li. 

16  April,  1862.     Resigned. 

Browne,  Keyes  I>. 

22  September,  1802.     Resigned. 

Bnchnn,  Charles  J. 

18  April,  18(>2.     Dropped. 

Bnrwell,  William  T. 

30  September,  1S»»2.     Graduated. 

Bushnell,  Robert  H. 

25  September,  1802.     DismissecL 
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Carpenter,  Jamets  H. 

29  November,  1862.    Resigned. 

Cathcart,  John  W. 

24  September,  1862.    Dropped, 

Chapman,  George  H. 

4  February,  1862.     Resigned. 

Clark,  Edward  H. 

22  January,  1866.     Resigned. 

ClarkMon,  Sauinel  F. 

20  September,  1862.    GraduatedL 

Clason,  Augustus. 

1  October,  1862.    Resigned. 

Clifton,  Richard  F. 

20  September,  1862.    Deserted. 

Colhy,  Harrison  O.  O. 

25  November,  1862.    Graduated. 

Cook,  Henry  T. 

26  September,  1862.    Resigned. 

Coster,  George  W. 

20  November,  t862.    Graduated. 

Courtis,  Frank. 

25  September,  1862.    Graduated. 

Crocker,  Frederick  W. 

26  September,  1862.    Graduated. 

Cushman,  Herbert. 

23  September,  1862.    Resigned. 

Cutis,  Richard  M. 

22  September,  1862.    Graduated. 

Dalilgren,  Paul. 

7  October,  1862.     Resi;^'M<Hl. 

Davis,  Daniel  W. 

22  September,  1362.    Graduated. 

Davis,  Harvey  H. 

30  September,  1862.    Resigned. 

Dayton,  James  H. 

27  September,  1862.    Graduated. 

Delehanty,  Daniel. 

25  September,  1862.    Graduated. 

Dorrance,  George  H. 

29  September,  1862.    Resigned. 

Dunlap,  Andrew. 

23  April,  1862.    Graduated. 

Dunscomb,  John. 

20  November,  1862.    Dropped. 

Fames,  Cliarles  C. 

29  November,  1862.    Resigned. 

Eg:hert,  Smith. 

29  September,  1863.    Dismissed. 

Emory,  William  H. 

23  September,  1862.     Graduated. 

Enicle,  Charles  McI. 

17  April, 1862.    Dropped . 

English,  Henry  C. 

:jO  September,  1882.     Graduated. 


Ernhout,  Perry. 

17  April,  1862.     Dismissed. 

Ettiuff,  Tlieodore  JH. 

25  November,  \bi\2.    Graduated. 

Fenner,  Charles. 

80  September,  1^03     Resigned. 

Flood    Thomas  H. 

6  October,  1862.     Dropped. 

Field,  8$teplien  D. 

4  October,  1862.     Dropped. 

Field,  Hells  I.. 

20  November,  1862.     Graduated. 

Fdliot,  Louis  E. 

ft9  November,  1862.    Resigned. 

Force,  Alfred. 

17  April,  1862.    Graduated. 

Frost,  liOuis  W. 

23  September,  1862.    Resigned. 

Gardner,  Frederic  W. 

29  November,  18()2.     Resigned. 

Gheen,  Edward  H. 

25  September,  18G2.     Graduated. 

Gill,  Cliflbrd  IS. 

25  September,  1862.     Graduated. 

Gilpatrick,  William  W. 

30  September,  1862.     Graduated. 

Gilpin,  Frederick  ]9I. 

23  SeiULMuher,  1862.     Resigned. 

Gookin,  Charles  1). 

25  November,  1862.     Resigned. 

Griffin,  Robert  N. 

21  January,  1862.    Graduated. 
Hall,  Edward  R. 

25  September,  1862.    Resigned. 
Hall,  William  F. 

29  September,  1862.    Resigned. 

Hanford,  Franklin. 

29  November,  1862.    Graduated. 

Hays,  William  McC. 

14  October,  1862.    Dropped, 

Hemphill,  Joseph  N» 

29  September,  1862.    Graduated. 
Hendrix,  Fremont  in. 

21  March,  1862.    Graduated. 

Hiichee,  Daniel  H. 

10  April,  1862.    Died  12  Feb.,  1865. 
Hitchcock,  Rosweil  H. 

18  January,  1862.  Graduated. 

Hollinicshead,  Rohert  K. 

10  October,  1862.     Resigned. 
Hopkins,  Rohert  C. 

27  September.  1862.     Resigned. 
Housel,  I^ouis  T. 

16  February,  1862.    Graduated. 
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Koastoii,  £dwin  S. 

18  April,  18G2.    Graduated. 

Kaghes,  Matthew. 

26  September.  1862.    Resigned 

Hunker,  John  J« 

18  April,  1862.    Graduated. 

HntehlnH,  Charlen  T. 

2  January,  1862.     Graduated. 

Hutchinson,  Jameis  O. 

30  September,  1862.     Resigned. 

Jacob,  £dwin  S. 

15  October,  1862.    Graduated. 

Janiar,  Mitchell  F. 

15  April,  1862.     Dropped. 

Jenks,  Charles  H. 

27  Sept.,  1862.    Died  26  Feb.,  .866. 

Jewett,  Charles  T. 

24  September,  1862.    Dropped. 

Johnston,  William. 

22  September,  1862.    Dismissed. 

Jndd,  Charles  H. 

23  September.  1862.    Graduated. 

Kane,  Samuel  N. 

20  September.  1862.    Graduated. 

Keith,  Asa  S. 

18  April,  1862.    Resigned. 

Kelton,  Allen  C. 

25  September,  1862.    Resigned. 

Kenney,  Albert  J. 

1  October,  1862.    Resigned. 

Kessler,  Simon  N. 

20  September,  1862.    Dropped. 

Kueass,  Franklin. 

26  September,  1862.     Dismissed. 

Ijawrence,  Namuel. 

29  November,  1862.     Resigned, 

Ullie,  Abram  B.  II. 

25  September,  1862.     Graduated. 

liincoln,  Frederick  L. 

26  November,  1862.     Dropped. 

liisle,  Richard  W. 

26  September,  1862.     Graduated. 

liUll,  liCwis  J. 

1  October,  1862.    Resigned. 

liyon,  Caleb. 

10  February,  1862.     Resigned. 

lijon,  Henry  W. 

7  October,  1862.     Graduated. 

Ijyons,  Timothy  A. 

2  .January,  1862.    Graduated. 

Mackenzie,  Morris  R.  N. 

29  September,  1862.    Graduated. 

Mai  lory,  Ijawrence. 

22  September,  1862.    Dropped. 


Mansfield,  H.  CiTini^fitov. 

21)  September,  1862.     HesigDed. 

Marsh,  William  la. 

17  April,  1862.     Resigned. 

Mans,  Frederick  K. 

20  September,  1862.     Resigned. 

Maynard,  Washburn. 

6  October,  ie«2.     Graduated. 

Mayo,  Fdward  B. 

26  September,  1862.    ReeignedL 

Maxwell,  George. 

26  September,  1862.    Resigned. 

McCormack,  £mmet. 

17  April,  1862.    Graduated. 

McIlTaine,  Bioomfield. 

9  October,  1862.    Graduated. 

McKown,  William. 

24  September,  1862.     Dropped. 

McMurdy,  John  II. 

21  April,  1862.    Resigned. 

Meifcs,  John  F. 

4  October,  1862.    Graduated. 

Moore,  James. 

29  September,  1862.    Resigned. 

Moore,  William  J. 

14  April,  1862.    Graduated. 

Mordecai,  Marion  C. 

26  November,  1862.     Resigned. 

Morrow,  James  F. 

15  April,  1862.     Resigned. 

Morse,  Jerome  £. 

18  October,  18C2.    Graduated. 

Nichols,  Frank  W. 

24  September,  1862.     Graduated. 

Nicholson,  William  D. 

4  October,  1862.    Graduated. 

Norris,  George  A. 

27  September,  1862.     Graduated. 

Orner,  John  €. 

18  April,  1862.     Dropped. 

Parker,  £rastns  W. 

14  April,  1862.     Dropped. 

Parker,  William  H. 

17  April.  1862.     Graduated. 

PauE,  Allen  G. 

23  Sei)tembcr,  1862.     Gmduated. 

Peck,  Harold  H. 

29  September.  1862.     Hesigned. 

Peirce,  George. 

25  September,  1862.     Resigned. 

Perkins,  Francis  W. 

23  September,  1862.     Dismissed. 

Phelan,  John  R. 

19  April,  1862.     Graduated. 
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PlllKbnrT.  Jobo  E. 

fi  ftep'Rmcer,  im2  Besigoed 
Pond,  OAlleti  T. 

ts  Aptil,  IW2.    Resigoed. 
Pr««ion.  Ctattrle9< 

33  N-xemb^r,  Jtj<)2.  DiBmissed. 
Price.  Henry  W. 

j.i  i:*ei>i,iiitj'T  im-2.  Heaigaed. 
Iteeilcr,  WH  lam  H. 

20  (v-ntemhei,  ia62  Graduated. 
ReUinger,  WtlHam  W. 

21  A|iril,  \Hm.     Oruduated. 
Remev*  Edwartt  W. 

'i7  S«<i>r''Uii»;r  862.  Graduated. 
Bleli    John  C. 

83  Rf-pteoi'jei  863,  Graduated. 
RldKelT    Ilenrr  n. 

aa  Novemu'T  iB(J2.  Dropped. 
Bnben    Douk  as. 

S3  ^cpiemnet,  1862.  Graduated. 
Aoltlnson.  Albert  F. 

5it  scpitmbvi  iHiyi.  Iteaigned. 
BoKem,  Charles  H. 

4  Uitnner,  I8IS2.    Rcsigaed. 
Boss,  Rlcbard  I.. 

■I  Ori..i,f[    i^'Vi.    Dropped. 
Byor»,  Robert  S. 

12  April,  1863.     DismiMed. 
fiaSbrd,  George  R. 

SiiSepicuiiHr  883.  Resigned. 
Scfanfler.  Hontgomery  R. 

30  Se|»emiier,  ltiil2.  Resigned. 
Heacer,  Eclward  R. 

•2i  Sepif*nbi-t  ]Wl.  Resumed. 
Sedgwlrk    <'llarI4^»4  H. 

29  September,  I8H2.  DismisKd. 
Selbr,  Arlbnr  P. 

13  Apiil,  1863.     Resigned. 
Silver,  Rlarens  B. 

22  .Faniiiiiv     H<\2.     Dropped. 
Smltb    Edward  C. 

IT)  April,  1863.     Resigned. 
■Sml  li.  Foxhall  P. 

'^OSept,    BUS.    Died  ID  Jan.,  1868. 
Holey.  John   €. 

ill  Septeralicr  S'15.  Graduated. 
Spaldlttft,  Lrniitn  O. 

^6  September  S(j3,  Graduated. 
Sperry,  Charlet*  N. 

26  September.  ]«Ga.  Graduated. 
Sperry,  Robert  J 

2i1  Xovciiilier.  «i}3.  Dismissed. 
AprMKiie,  Albert  I.. 

II  April,  1862.    Graduated. 


fiMarr,  Tbarles  E. 

25  titplimwi  862.  Resigned. 
Stembel    Jaiiieo  ftloB. 

2ft  l^i'pJeiiKjer  .1G'>  RetlgDed. 
Slewarl    I>HTld  A. 

i.UJtio'ci  186M.  Graduated. 
Sflfkiiey,  Joseph  L.. 

311  Septi'Dioer,  mVi  Graduated. 
StocktirldKe.  Charles  II. 

2'i  Non-uil>e  Wi-  Dropped. 
Stockton    Rl<;hard. 

2li  Si-i)teniber  >i«2.  Resigned. 
Null  van,  John  T. 

IK  October,  l8'(2.  Graduated. 
Sirinbnrne,  William  T. 

2^  Septemijci  IWi.  Graduated. 
Symonds,  Frederick  H. 

2b  Sepremiii-i  1862.  Graduated. 
Talbot,  John  CI. 

15  .Vprii,    Hi)3.    Graduated 
Terrcl      Thomas  C. 

20  September  Wi.  Graduated 
Thatcher,  James  H. 

1  Ottoiter,  :  m-z. 
Tolten    George  M. 

29  September,  )8U2.  Graduated 
Townsend,  Henry  C< 

y  Jiijiuary  H()2.  Resigned. 
Triniibnll,  Walter. 

18  April,  1863.    Resigned. 
Walker,  Asa. 

31  November,  1863.  Graduated. 
Warren,  £dward  F.  J. 

Id  April,  18li'2.     Dismissed. 
Watts,  William. 

10  April  18U2.     Graduated. 
Welles.  Thomas  O. 

21}  ^tpicmber,  1862.  Resigned. 
Wcsselis.  Ilcnfji'  W. 

20  Suptomlii:  ^(i'l  Resigned. 
Whelen.  Uciiry 

2:i  ^tjiiciiibt.-r  lf<i'3.  Graduated. 
Wholcn    Wllllnui  IV. 

10  Octolier,  1802.  Resigned, 
Williams,  Theodore  8. 

21  SepiPKibiT  tlli3.  Graduated. 
Wilson,  Downes  I.. 

25  Scpteuibur  8Ca.  Resigned. 
Wilson    Edward   H. 

27  September  Mi.  Resigned. 
Wilson,  Henry  II. 

24  September,  1802.  Dtsmissed. 
Wilson,  Ilornlio  R. 

17  April,  1862.    Graduated. 
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Ifllson,  Thomas  H* 

7  April,  1862.    Graduated. 

Wise,  Frederick  HI. 

23  September,  1862.    Graduated 

IVIsner,  Henry  €• 

17  Aprit  1862.    Graduated. 


Wood  111  a  II,  £dwHr€l. 

30  Seprenibei    1 80  J.     Graduated. 
Yonns,  Robert* 

24  September,  1862.     Resigned. 


1863.— Acllng  Midshipmen. 


Adams,  Charles  A. 

24  July,  1863.    Graduated. 

Agnci)  Francis  W* 

1  October,  1863.     Dropped. 

4iner,  Charles. 

26  February,  1863.     Resigned 

Allen,  Daniel  D. 

1  October,  1863.    Resigned. 

AllllM>ne,  Charles  O. 

24  July,  1863.    Graduated. 

Arnold,  Conway  K. 

30  September,  1863.    Graduated. 

Ashwin,  Edward  II. 

22  July,  1863.    Resigned. 

Alkins,  George  E. 

25  February,  1863.    Resigned. 

Ansten,  George. 

23  September,  1868.    Resigned. 

Ayres,  Mortimer. 

23  July,  1863.    Resigned. 

Ballance,  Charles  H. 

25  February,  1863.    Resigned 

llarnes,  ]¥athan  II. 

27  July,  1863.     Graduated. 

Ilayer,  George  C. 

16  October,  1863.    Resigned. 

Benjamin,  Edward  A. 

29  July,  1863.     Resigned. 

Kenjamin,  Park. 

23  September,  1863.    Graduated 

llennett,  Daniel  F. 

29  July,  1863.     Resigned. 

Rlake,  Charles  H.  M. 

25  September,  1863.     Resigned. 

llleecker,  Jolin  Tan  B. 

10  October,  1863.    Graduated. 

Bliss,  Edwin   W. 

2:5  September,  1863.    Resigned- 
Block  linger,  Gottfried. 

22  July,  1863.    Graduated. 

Holies,  Matthew. 

30  July,  1863.    Graduated. 

liridge,  Edward   W. 

31  July,  1863.    Graduated. 


Brown,  Charles  £• 

25  J  uly,  1 863.    Graduated. 
Bnrrall,  Arthur. 

31  July,  1863.     Resigned. 

Butler,  lilsle  C. 

29  July,  1863.     Resigned. 

Butler,  William  K. 

2  March,  1863.     Died  6  April,  186S. 
Carr,  John  T. 

25  September,  1863.     Dropped 
Chipp,  Charles  W. 

24  J  uly,  1 863.    Graduated. 

Christopher,  Charles  W. 

24  February,  1863.    Resigned. 
Church,  George  K. 

25  February,  1863.    Graduated. 
Clay,  George  G. 

28  July,  1863.    Graduated. 

CloTer,  Richardson. 

30  July,  1863.    Graduated. 

Cogswell,  James  K. 

25  September,  1868.    Graduated. 
Cole,  Arthur  B. 

26  September,  1863.     Resigned. 

Cole,  William  II. 

21  July,  1863.    Resigned. 

Collins,  Frederick. 

24  July,  1863.    Graduated. 
Couden,  Albert  R« 

26  September,  1868.    Graduated. 

Cowen,  Nidney  J. 

20  July,  1863.    Resigned. 

Cowgill,  Warner  M. 

30  September,  1863.    Graduated. 

Cowie,  James  W. 

25  February,  1863.     Graduated. 

Cowles,  William  S. 

22  July,  1863.    Graduated. 

CraTcn,  Alfred. 

24  Julv,  1863.    Graduated. 

Creecy,  Edward  II. 

23  September,  1863.    Resigned 

Crnger,  Edward  M. 

80  July,  1868.    Resigned. 
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Cruntbaag^h,  Samnei  R. 

20  February,  1863.    Graduated. 

Cannlnsham,  Patrick  T. 

26  September,  1868.    Graduated. 

Dana,  Richard  II. 

27  Feb.,  1863.    Died  2  April,  1863 

DaTol,  George  S. 

26  February,  1863.    Graduated. 

I>ay,  Edward  HI. 

24.September,  1863.    Graduated. 

I>eBloi»,^TIiomas  A. 

21  September,  1863.    Graduated. 

Delano,  Francis  H. 

23  September,  1863.    Graduated. 

Denntson,  Erasmns. 

26  September,  1863.    Graduated. 

Donglity,  Frank  S. 

25  July,  1863.    Resigned. 

Drake,  Franklin  J. 

23  February,  1863.    Graduated. 

Eaton,  JfMieph  G« 

24  September,  1863.    Graduated 

ETcrett,  William  H. 

23  July,  1863.    Graduated. 

Farrington,  Edward  4.. 

1  October,  1863.  "dropped. 

Field,  Mannsell  R* 

25  February,  1863.    Graduated. 

Fine,  Jokn  O. 

26  September,  1863.    Resigned 

Foote,  Angnstns  R.  8. 

1  October,  1863.    Resigned. 

Forse,  Charles  T. 

24  September,  1863.    Graduated. 

Foster,  Percy  R. 

24  July,  1863.    Resigned. 

Frailey,  William  R.  H. 

22  July,  1863.    Graduated. 

Garsed,  Robert  P. 

23  September,  1863.    Resigned. 

Ganst,  Perry. 

28  July,  1863.    Graduated. 

Gilmore,  Fernando  P. 

28  February,  1863.    Graduated. 

Glen,  Justin  D* 

31  July,  1863.    Resigned. 

Goldsmith,  Renjamin  F. 

28  July,  1863.    Resigned. 

Go€>dwin,  Walton. 

26  February,  1863.    Graduated. 

Gonndie,  William  T. 

28  July,  1863.    Resigned. 

Greenleaf,  Frederick  W. 

29  July,  1863.    Graduated. 


Grimes,  James 

28  July,  1863.    Graduated. 

Griswold,  Frederick  R. 

24  Feb.,  1863.    Died  9  April,  1863 

Hasten  man,  John  W* 

21  July,  1863.     Graduated. 

Haines,  Frederick. 

28  July,  1863.     Dismissed. 

Hamilton,  Samnel. 

30  September,  1863.     Dropped. 

Harrington,  Charles  D. 

24  July,  1863.     Dropped. 

Harrington,  Perez. 

21  February,  1863.     Resigned. 

Hawley,  John  M. 

23  July,  1863.    Graduated. 

Hayden,  Aaron. 

30  July,  1863.    Appointment  revoi 

Heald,  Fngene  De  F. 

30  September,  1863.    Graduated. 

Henricks,  Fdward  W. 

24  September,  1863.     Graduated. 

Holmes,  James. 

24  July,  1863.    Resigned. 

Howes,  Frederick  A. 

24  September,  1863.    Graduated. 

Hoyt,  Charles  €• 

29  July,  1863.    Dropped. 

Hull,  James  €. 

24  July,  1863.    Graduated. 

Hnnter,  Henry  €. 

28  September,  1803.     Graduated. 

Hnttleston,  George  K. 

24  February,  1863.     Resigned. 

Hyde,  Frederick  G. 

23  September,  1863.     Graduated, 

Jaqnes,  William  H. 

30  September,  1803.     Graduated, 

Johnson,  Bradish  W. 

1  October,  1863.     Resigned. 

Jones«  Horace  E. 

30  September,  1803. 

Jones,  James. 

30  September,  1863. 

Kane,  John  S. 

29  September,  1863. 

Kearney,  William. 

29  July,  1863.    Resigned. 

Kerr,  Joseph  W. 

28  July,  1863.    Resigned. 

Kirkland,  Frank  H. 

24  Februajy,  1863.     Resigned, 

Klapp.  Frederick. 

23  September,  1862.     Resigned. 


Graduated. 

Dropped. 

Resigned. 
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Knox,  Harry. 

2  March,  I860.    Graduated. 

I«andott,  Albert. 

29  July,  1S63.    Resigned. 

!Lee,  Thomas  X. 

13  October,  1863.    Graduated. 

I^eutze,  £ugene  H.  €• 

4  March,  1863.    Graduated. 

UtUe,  William. 

30  September,  1863.    Graduated. 

I.UUe,  William  McC 

11  March,  1863.    Graduated. 

liOgan,  lieaTitt  €• 

28  February,  1863.    Graduated. 

MansHeld,  Henry  B. 

27  February,  1863.    Graduated. 

Harlow,  John  A. 

25  July,  1863.    Dropped. 

MeBride,  C^eorge. 

26  September,  1863.    Resigned. 

MeClennan,  Edward  P. 

25  September,  1863.    Graduated. 

McElroy,  Horaee. 

25  September,  1863.    Graduated. 

HeOnnnegle,  William  S. 

26  September,  1863.    Graduated. 

HcHechan,  Andrew  €. 

24  February,  1863.    Graduated. 

Heeker,  Cornelius  R. 

30  September,  1863.    Graduated. 

Herrell,  John  P. 

20  July,  1803.     Graduated. 

Hiles,  George. 

29  September,  1863.     Resigned. 

Hiles,  Solomon  W. 

31  July,  1863.    Resigned. 

Hiller,  Jacob  W. 

30  September,  1863.    Graduated. 

Hitler,  James  H. 

24  September,  1863.     Graduated. 

Hilllg^en,  John. 

21  July,  1863.    Graduated. 

Hissiner,  John. 

23  July,  1863.    Dropped. 

Hitoliell,  Georice  J. 

29  September,  1«63.     Graduated. 

Horeliead,  Frank  €. 

25  September,  1863.     Resigned. 

Horgan,  William  G. 

24  September,  1863.     Resigned. 

Horrifton,  William  E. 

30  September,  1863.     Resigned. 

Hulilenberg,  John  €. 

24  September,  1863.     Resigned. 


Hnrray,  Thompson  A. 

28  July,  1863.    Resigned. 

]¥eal,  John  P. 

24  September,  1863. 

IVorton,  Charles  F. 

22  July,  1863.    Graduated. 
Odell,  John. 

30  July,  1863.    Resigned. 

Paine,  Frederick  H. 

27  July,  1863.    Graduated. 

Palmer,  Ijamberl  €&• 

20  July,  1863.    Graduated. 

Parks,  Samuel  S. 

30  July,  1863.    Resigned. 

Paul,  William  H. 

24  September,  1863.    Graduated. 

Payne,  Charles  HeO. 

25  July,  1863.    Resigned. 

Pendleton,  Edwin  C. 

13  October,  1863.    Graduated. 

Perkins,  Hamilton. 

24  September,  1863.    Graduated. 

Perry,  William  C.  Q. 

20  February,  1863.     Resigned. 

Peshine,  John  H.  H. 

26  February,  1863.    Resigned. 

Phillips,  Adoniram  J. 

26  September,  1863.     Resigned. 

Phillips,  Charles  I«. 

21  February,  1863.     Graduated. 

Post,  Alfred  S. 

21  February,  1863.     Resigned. 

Prentis,  Charles. 

24  July,  1863.     Resigned. 

Prime,  Ebenezer  8. 

23  September,  1863.     Graduated. 

Robinson,  Franeis  T. 

24  September,  1863.     Resigned. 

Rod{B;ers,  John  A. 

80  July,  1863.    Graduated. 

Rogers,  Furman  G. 

23  September,  1863.     Resigned. 

Ross,  Albert. 

24  July,  1863.     Graduated. 

Rnsli,  Richard. 

30  September,  1863.     Graduated. 

Schenck,  Woodhnll  H. 

21  September,  1863.     Resigned. 

Sebree,  Uriel. 

25  July,  1863.    Graduated. 

Sedman,  Thomas  D. 

1 1  March ,  1 863.    Dropped 

Shaw,  Charles  P. 

26  September,  1863.    Graduated. 
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Sherman,  WlUiam  1¥. 

31  July,  1868.    Dropped. 

Simons,  Sidney  A. 

28  September,  1868.    Graduated. 

Singer,  Fredericlc. 

27  July,  1868.    Graduated. 

Sonthworth,  AlTan  S. 

24  July,  1868.    Dismissed. 

Smith,  Alien. 

8  July,  1868.    Resigned. 

Smith,  Dwight  S. 

25  July,  1868.    Resigned. 

Smith,  Hnntingten. 

26  February,  1863.    Graduated. 

Speyers,  Arthur  B. 

24  July,  1863.    Graduated. 

Sprole,  Henry  W. 

2tf  September,  1863.    Resigned. 

Stevens,  Thomas  II. 

1  October,  1863.    Graduated. 

Stewart,  Baniei  I>.  T.  S. 

24  September,  1863.    Graduated. 

Stow,  John  B« 

81  July,  1863.    Dropped. 

Sturdy,  Edward  W. 

25  February,  1868.     Graduated. 

Swill,  Willie. 

25  September,  1868.    Graduated. 

Taflt,  John  M. 

25  February,  1863.    Graduated. 

Talliott,  William  €. 

19  October,  1863.    Dropped. 

Tallman,  Hamilton  M. 

27  February,  1863.    Graduated. 

Tansig,  Edward  D. 

24  J  uly,  1863.    Graduated. 

Taylor,  Nelson. 

81  July,  1868.    Resigned. 


Tilley,  Bei^amin  F. 

23  September,  1868.    Graduated. 

Tinker,  John  T. 

24  February,  1863.     Dismissed. 

Tracy,  Walter  O. 

1  October,  1863.     Dropped. 

Yery,  Edward  W. 

20  February,  1863.     Graduated. 

Tery,  Samnel  W. 

23  February,  1863.    Graduated. 

Wainwright,  Jonathan  HI. 

30  July,  1803.    Graduated. 

Washhnrne,  Gratiot. 

1  October,  1863.    Resigned. 

Wehster,  AHhhnrton. 

28  July,  1863.    Resigned. 

Wehster,  liewis  D. 

26  September,  1863.    Graduated. 

Weidman,  Charles  A. 

23  September,  1863.    Resigned. 

West,  Clifiord  II. 

23  September,  1863.    Graduated. 

West,  Theodore  P. 

25  September,  1863.    Dropped. 

Whittell,  Alfred  H. 

22  September,  1862.    Resigned. 

Williams,  George  M. 

26  September,  1863.    Graduated. 

Williams,  John  S. 

28  July,  1868.    Resigned. 

Wilson,  Charles  R. 

22  J  uly,  1 868.    Resigned. 

Woart,  William. 

29  September,  1868.    Graduated. 

Wood,  £dward  P. 

1  October,  1863.    Graduated. 

WoodrufT,  Thomas  S. 

30  July,  1863.    Resigned. 


1864.— Acting  Midshipmen* 


Abhott,  John  S. 

23  September,  1864.    Graduated. 

Ahcrorombie,  Frank  P. 

3  October,  1864.    Resigned. 

Adams,  George  K. 

1  August,  1864.    Graduated. 

Adams,  James  I>. 

27  September,  1864.    Graduated. 

Agnel,  Francis  W. 

28  September,  1864.    Discharged. 

Ames,  Samnel. 

23  July,  1864.    Graduated. 


Ashmnii,  liCwis. 

25  July,  1864.     Resigned. 

Barnett,  William  J. 

27  July,  1864.    Graduated. 

Bartlett,  Fdward  €• 

28  September,  1863.    Discharged. 

Beehler,  William  II. 

28  July,  1864.     Graduated. 

Belknap,  Charles. 

20  July,  1864.    Graduated. 

Bladen,  W.  £.  £. 

29  September,  1864.    Resigned. 
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BolleH,  Timothy  i>. 

I  October,  1864.    Graduated. 

Bower,  Geoi^e  K. 

26  September,  1864.    Graduated 

iirady,  Hngli. 

23  November,  1864.    Resigned. 

lirown,  Borrndtal. 

2(i  September,  1864.    Resigned. 

Brown,  JBooert  M.  G. 

22  J  uly,  1864.    Graduated. 

liryson,  Gilbert  £• 

25  J  uly,  1864.    Resigned. 

liuckminBter,  William  B. 

I  October,  1864.    Resigned. 

Kiirrall,  Arthur. 

29  July,  1864.    Resigned. 

Carl  in,  James  W. 

23  July,  1864.    Graduated. 

<*arpenter,  Alvin  R« 

28  September,  1864.    Dropped. 

Clarke,  Charles  A. 

21  July,  1864.    Graduated. 

Cofibrth,  Alexander. 

30  July,  1864.    Dropped. 

C  olby,  Edward  P. 

28  July,  1864.    Resigned. 

Cole,  Zaehary  T. 

80  Sept.,  1864.    Appointment  revoked. 

Colvocoresses,  George  P. 

28  September,  1864.    Graduated. 

Conistoek,  Archibald  T. 

22  September,  ]H(;4.     Resigned. 

Cook,  FraneiH  K. 

2«  July,  1804.     Resigned. 

C<»pp,  Charles  A. 

5  November,  1804.     Graduated. 

C<»rnwell,  Charles  C. 

20  September,  1804.     Graduated. 

l>anfbrth,  Henry  W. 

I  October,  1864.     Resigned. 

l>avenporl,  Richard  G. 

27  September,  1804.     Graduated. 

l>elahay,  William  £.  B. 

22  J  uly,  1864.    Graduated. 

l>orl»y,  Richard  C. 

20  September,  1804.     Graduated. 

H>errin|{:er,  Henry. 

80  September,  1864.     Resigned. 

l>oty,  Wehster. 

27  July,  1804.    Graduated. 

Eaton,  JoAeph  H. 

2 1  Sept.,  1804.     Died  28  April.  1865. 

Kllioii,  Alfred. 

•::;  September,  1804.     Graduated. 


Fisher,  Charles  13. 

22  September,  1864.     Resigned. 

Fletcher,  James  R. 

26  September^  1864.    Graduated. 
Fox,  Waiter  H. 

80  September,  1864.    Resigned. 
Fuller,  John  F. 

26.Sept,  1864.    Appointment  reroked. 

Gay,  John  F. 

23  July,  1864.    Dropped. 

GUMldard,  H  illiam  B. 

22  September,  1864.    Resigned. 

Goin,  James  D. 

26  July,  1864.    Resigned. 

Gonndie,  William  T. 

22  July,  1864.    Resigned. 

Green,  Charles  T. 

20  September,  18<(4.     Dismissed. 

Guild,  GustaTUH  J. 

3  October,  1864.    Resigned. 

Handy,  Henry  O. 

26  July,  1864.    Appointment  reroked. 

Harris,  Charles  Hel. 

28  September,  1 864.    Resigned. 

Hiddlehurn,  Hampton. 

22  September,  1864.     Dismissed. 

Hippie,  Edward  H. 

30  July,  1804.    Resigned. 

Hoflman,  Julius  f  •  €• 

22  September,  1804.    Resigned. 

House,  Jerome  B. 

23  J  uly,  1864.    Graduated. 

Howe,  George  N. 

21  September,  1804.     Resigntnl. 

Hubhell,  G<H»rge  £. 

20  September,  1804.     Resigned. 

Hunter,  George  Z. 

21  September,  18(>4.     Resigned. 

Ingersoll,  Royal  R. 

23  July,  18(H.     Graduated. 

Irvine,  John. 

20  September,  1804.    Graduated. 
Jarboe,  Charles  W. 

29  September,  1804.    Graduated. 
Jasper,  Robert  T. 

21  July,  1804.     Graduated. 

Jerome,  Roswell  U. 

21  September,  1804.    Resigned. 

Kelley,  James  H.  J. 

5  October,  1804.     Graduated. 

Kennedy,  Dunoan. 

20  July,  1804.     Graduated. 

Kidder,  Daniel  H. 

24  September,  1864.     Resigned. 
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Kranse,  Francis  A. 

27  Julj,  18Q3.    Resigned. 
Len,  Aretns  M. 

23  Jaly,  1864.    Resigned. 
1.lGlit]'4  Jolin  8. 

1  Ocloljer.  IwU.     Itesigned. 
liongneckcr,  Ihtiir]  <'. 

aOJuly  IHlM.    Gnidimtf.!. 
Macfarlane,  Edward  O. 

3  October,  1804.    Gmdiiatod, 
Harix,  Adolphnn. 

20  September,  IBIS-!.     Graduated. 
Hason,  TheodoruN  B.  H. 

80  September,  1804.    Graduated. 
Mar,  Sidney  II. 

28  July,  1804.     Gra<luate<i. 
M(^illlK<or,  Patrlvk  A. 

G  Niivcmbcr,  1604.    ReeigneU. 
JHr.irlhnr,  Francis  H. 

■j2  Septfiubtr,  1sii4,    Resigned. 
SfcFariand,  Malcolm. 

■JO  July,  lBtl4.     IU-fetgnci1. 
McLean,  Thomas  C. 

21  September,  1804.    Graduated. 
M(lt<-hrll    Richard. 

ajJuly  1864.     Graduated. 
Moore,  Edwin  H. 

1  October,  1804.    Graduated. 
MorKan.  William  Ci. 

'2(}.Iuly,    361.     Rc!,igno(I. 
.noHCr,  J€(rer>«on  ('■ 

20  September,  18(14,    Graduated. 
MoU,  Charles  TH, 

28  July,  1804,     Resigned. 
Hoolton,  Horalln  F. 

•JOSfptenibfr    >fil.     Resigned. 
Mj  cr,  IticUiirti  r.  C. 

BSJiily   180-t      Jfr-igned. 
Myers.  Rlepiien  B. 

August,  18<W.    Ri-Bigned. 
Newell,  CbnrlcN. 

30  September.  IHIH.    Dismiflsed. 
3rewln,  tl'IIUaiii  B. 

27Septenibi.T  1804.    Resigned. 
JVickelH,  John  A.  II. 

S  October  l«ti4.     Graduated. 
Miles,  Kathan  E. 

23  July  1864.    Graduated. 
Noteware,  Albert  C> 

SOSeptcnibcr  IWi.    Resigned. 
Tloycs,  Bonlelle. 

2q  September,    kc,4.    Graduated. 
0»kley    Frederick  B. 

a?  .Inly,  1804.     liifigned. 


Ogle,  Alexander. 

24  September,  1S04.    Resigned. 
Parsons,  Arthur  H. 

27  July,  1804.     Graduated. 
Bawdou,  Frederic  W. 

■y,\  Si|jii'ml"r,  I  bill.     Ilcetgned. 
Blchburg.  John  C 

SOJuly,  1804.     Resigned. 
Boldniiton,  John  B. 

aOJiily.    m;4.     UniduuteJ. 
Rodicen*,  Kaymoud  P. 

Sfl-luly.  |.m;4.     Graduated. 
Roosevell,  Kleliolas  L. 

■-T  Si'|it'?ml]L-r.    «'!4.    graduated, 
RnschenUpretT.  <:harles  W. 

21!  July,  isiil.     Criiduated. 
I  Byont,  Robert  N. 

20  July,  180-I.    Resigned. 
I  Hage,  Oeorice  E. 

I  27  September,  If  114.     Resigned. 

JManford,  FdwardN  N. 

SO^itij-tijiiljir  1804.    Resigned. 
fe(chroc<lcr.  Neaton. 

27  September,  1804.    Graduated. 
fijcoti,  Charles  N. 

13    September  li^i'.4.     Resigned. 
I^lfridge,  Jnines  K. 

21  July,  1804.     Graduated. 
Neymour.  <  Charles. 

28  July,  1801.    Graduated. 
Sharrer,  M'ashlnKlnn  O. 

37Septembcr,  1804.     Graduated. 
Hhepard,  Jesse  C 

2t!  September,  18(14.     Disohai^ed. 
Slie|»ard,  Lorenzo  B. 

7  October,  18*14.     Deserted. 
Shepherd,  Charles  M. 

3  December,  1mi;4.     Resigned. 
Shook,  Lnlher  S. 

30  July     8114.    Dismissed. 
Smith.  Clark. 

'M  September,  1864.     Resigned. 
Smilh   JesAO  B. 

28  July  18C4.    Graduated. 
StIuMon,  Hcrbcrl  C. 

30  September,  iBOi.    Graduated, 
Stone,  Charles  A. 

37  July,  1804.    Graduated. 
StrouK  ~tl'llllam  C 

22  St'[iteiiil)cr     SUJ.     Graduated. 
Talbot.  William  C 

30  July,    8111.     Hesiijued. 
TfO'lor,  Nelson. 

27  July  1804.     Resigned. 
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Thompsou,  Robert  M, 

80  July,  1864.    Graduated. 

Trematn,  Hobart  1a. 

26  September,  1864.    Graduated. 

Tnrnbnll,  IVisbet. 

29  September,  1864.    Resigned. 

Tyler,  Cieorge  W. 

3  October,  1864.    Graduated. 

Vhler,  William  £. 

27  J  uly ,  1 864.    Graduated. 

Uptou,  Frederick  £• 

10  November,  1864.    Graduated. 

Veuable,  Cliarles  H. 

22  September,  1864.    Resigned. 

Wadhams,  Albion  V. 

26  September,  1864.    Graduated. 

Wainwright,  Richard. 

28  September,  1864.    Graduated 


Wallace,  George  €• 

20  July,  1864.    Graduated. 
Wallis,  John  P. 

26  July,  1864.    Graduated. 
Welch,  Charles  P. 

29  September,  1864.  Graduated. 
Welles,  Edward  T. 

23  September,  1864.     Resigned. 
Whc^eler,  James  H. 

23  September,  1«64.    Resigned. 
Wood,  Theodore  T. 

29  September,  1864.  Graduated. 
WyckhoflT,  Ambrose  B. 

29  September,  1864.  Graduated. 
Yeameu,  Caldwell. 

24  September,  1864.    Resigned. 


1805.— Acting  Midshipmen. 


Arthur,  EUiott  J. 

26  September,  1865.    Graduated. 

Barry,  £dward  B. 

20  J  uly,  1 865.    Graduated. 

Bassett,  Fletcher  H. 

20  September,  1865.    Graduated. 

Bates,  Charles  J. 

20  July,  1865.    Resigned. 

Berry,  Albert  G. 

24  July,  1805.     Graduated. 

Berrynian,  William  in. 

21  November,  18G5.     Resigned. 

Berwind,  Edward  J. 

20  July,  1865.     Graduated. 

Birney,  Frank  €• 

24  July,  1865.     Graduated. 

Bixler,  I^ewis  £. 

26  September,  1865.     Graduated. 

Blancliard,  Horace. 

25  July,  18G5.     Graduated. 

Bowman,  Cliarles  G. 

29  July,  1865.     Graduated. 

Bradbury,  Charles  A* 

26  July,  1865.     Graduated. 

Breck,  Bichard  A. 

29  September,  1865.     Graduated. 

Brig^,  John  B. 

28  September,  1865.     Graduated. 

Brown ^  Charles  B. 

22  September,  18G5.     Graduated. 

Brown  lee,  John  D. 

21  Julv,  1865.     Uesifjned. 


Bnckingham,  B.  H. 

21  July,  1865.    Graduated. 
Bnlkley,  William  F. 

25  July,  1865.    Graduated. 

Bnskirk,  Floyd  O. 

22  September,  1865.     Resigned. 
Cist,  William  B. 

22  July,  1865.    Resigned. 

Clason,  William  P. 

30  September,  1865.     Resigned. 
Coffin,  J.  II.  €..  Jr. 

21  July,  1865.    Graduated. 
Colohan,  Charles  £• 

20  July,  1865.     Graduated. 

Comly,  Samuel  P. 

26  July,  1805.     Graduated. 

Conrj',  Francis. 

20  July,  1865.     Resigned. 

Crane,  Ashlej'  A. 

28  July,  1805.     Resigned. 

Curtis,  Clinton  K. 

27  September,  1865.     Graduated. 
iDaniel,  Henry  in. 

27  July,  1865.    Resigned. 

Bay,  William  P. 

25  July,  1865.    Graduated. 

Dillingham,  All>ert  C. 

20  July,  1865.     Graduated. 

Binilok,  Oils  H. 

26  July,  1>50.").     Discharged. 

Driggs,  William  11. 

20  July,  1805.     Graduated. 
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Field,  Edward  A. 

20  July,  1865.    Graduated. 

Fowler,  Alfred  B. 

23  September,  1865.    Resigned. 

Fowler,  Robert  li. 

20  July,  1865.    Resigned. 

Franklin,  James. 

23  September,  1665.    Graduated. 

Fuller,  George  H. 

20  July,  1865.    Resigned. 

Garvin,  John. 

22  July,  1865.    Graduated. 
Gerrish,  Winfleld  S. 

21  September,  1865.    Resigned. 

G^ntsch,  Ferdinand  H. 

21  July,  1865.    Graduated. 

Graydon,  James  W. 

21  July,  1865.    Graduated. 

Hadden,  William  A. 

27  September,  1865.    Graduated. 

Hall,  Joel. 

25  July,  1865.    Died  22  June,  1866. 

Hall,  Martin  E. 

19  September,  1865.    Graduated. 

Handy,  Henry  O. 

25  J  uly,  1 865.    Graduated. 

Hanns,  Gnstavas  €. 

25  July,  1865.    Graduated. 

Harber,  Giles  B. 

22  July,  1865.    Graduated. 

Harmon,  William  £. 

22  July,  1865.    Resigned. 
Harris,  IJriali  R. 

21  July,  1865.    Graduated. 

Hawley,  Henry. 

27  J  uly,  1865.     Resigned. 

Henshaw,  £dward  T. 

25  September,  1865.    Resigned. 

Hobson,  Joseph  B. 

24  July,  1865.    Graduated. 
Houston,  IVelson  T. 

27  July,  1865.    Graduated. 
Howe,  Grin  P. 

28  July,  1865.     Resigned. 

Hull,  Frederick  B. 

28  September,  1865.    Graduated. 

Hyde,  Marens  B. 

23  November,  1865.    Graduated. 

Kelloit^g^,  Germaine  A. 

28  July,  1805.     Resigned. 

Kellogg,  IVainwright. 

27  September,  18C5.     Graduated. 

Kllbnrn,  Willie. 

5  December  1865.     Graduated. 


Kimball,  William  W. 

81  J  uly,  1865.    Graduated. 

King,  Allan  A. 

29  July,  1865.    Discharged. 

Kingr,  William  8. 

21  September,  1865.    Resigned. 

Ijeaeh,  Herbert  €• 

28  July,  1865.    Resigned. 

liOW,  William  F. 

21  July,  1865.    Graduated. 

Mahan,  Bennis  H. 

20  July,  1865.    Graduated. 

Mason,  IVewlon  £. 

22  J  uly,  1 865.    Graduated. 

MeCabe,  George  W. 

29  September,  1865.    Resigned. 

MeEwen,  Charles  A. 

23  September,  1865.    Resigned. 

Meljane,  Alan  E. 

27  September,  1865.    Resigned. 

Miller,  Byron  H. 

23  September,  1865.    Discharged. 

Monahon,  Henry  T. 

25  July,  1865.    Graduated. 

Montgomery,  Thomas  €. 

23  September,  1865.    Resigned. 

Moore*  John  H. 

29  July,  1865.    Graduated. 

Morgan,  Bandal  HV. 

27  September,  1865.    Resigned. 

Mnhlenberg,  Henry  £• 

21  September,  1865.     Resigned. 

UTazro,  Arthnr  P. 

20  July,  1865.    Graduated. 

Negley,  William  €. 

26  July,  1865.    Graduated. 

UTiles,  Kossuth. 

22  September,  1865.    Graduated. 

UTorris,  John  A. 

27  September,  1865.    Graduated. 

UTorton,  Charles  H. 

29  July,  1865.    Resigned. 

IVoteware,  Albert  €. 

20  July,  1805.    Resigned. 

Osborn,  Arthnr  P. 

25  July,  1805.    Graduated. 

Osterhans,  Hngo. 

22  September,  1865.    Graduated. 

Paine,  Sumner  €. 

21  September,  1805.    Graduated. 

Pateh,  Nathaniel  J.  K. 

20  September,  1865.    Graduated. 

Perkins,  Charles  P. 

20  July,  1865.    Graduated. 
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Phelps,  Samnel  H. 

21  July,  1805.     Resigned. 

Phelps,  Thomas  S.,  Jr. 

25  July,  1865.    Graduated. 

Porter,  Theodorle. 

20  September,  1865.    Graduated. 

Potter,  William  P. 

26  September,  18G5.     Graduated. 

Pratt,  John  B. 

27  September,  1865.     Resigned. 

^ninby,  I>eHant  O. 

20  July,  1865.    Resigned. 

Richards,  Henry  M.  M. 

20  July,  1865,    Graduated. 

Riehman,  Clayton  S. 

21  July,  1805.    Graduated. 

Richmond,  €}eorge  H. 

26  September,  1865.    Resigned. 

Rodd,  Thomas* 

20  July,  1865.    Resigned. 

Rohrer,  Karl. 

20  July,  1865.    Graduated. 

Root,  Edward  R. 

25  September,  1865.    Resigned. 

Ross,  Joseph  H. 

31  July,  1865.    Resigned. 

Rndd,  Negley. 

28  September,  1865.    Resigned. 

Rnssell,  Horace  G. 

25  September,  1865.    Resigned. 

Schnnr,  William. 

29  July,  1865.     Resigned. 

Ncolt,  Wisner  O. 

21  July,  1865.     Resigned. 

Stephens,  Alexander. 

25  July,  1865.     Discharged. 

Stockton,  Henry  T. 

20  July,  1865.    Graduated. 

Sweet,  Frederick  R. 

29  July,  1865.     Resigned. 

Taunt,  £mory  H. 

22  July,  1865.     Graduated. 


Taylor,  £dward  O. 

20  September,  1865.     Resigned. 

Thackara,  Alexander  M. 

20  J  nly,  1865.    Graduated. 

Tonvelle,  William  W. 

21  September,  1865.     Resigned. 

Turner,  Edward  P. 

2U  J  ul y,  1865.     Resigned. 

Turner/  nilliaui  H. 

21  July,  1865.    Graduated. 

Utley,  Joseph  H. 

22  September,  1865.     Oradaated. 
Van  de  €arr,  IVilliam  H. 

25  July,  1865.     Graduated. 

Warren,  George. 

28  .luly,  1865.     Resigned. 

Weld,  Kdward  €• 

30  September,  1865.     Resigned. 
Wheeler,  James  J. 

19  September,  1865.     DiflmiBBad. 

Wilc<»x,  Montgomery. 

25  J  uly,  1865.    Resigned. 

Wiley,  £dwin  H. 

27  J  uly,  1 865.    Graduated 

Wilson,  John  C. 

22  J  uly,  1865.    Graduated. 

Wing,  Halsey  H. 

26  July,  1865.    Resigned. 

Winslow,  Franeis. 

20  July,  1865.    Graduated. 

Winslow,  Herbert. 

20  July,  1865.    Graduated. 

Wood,  William  F. 

25  July,  1865.    Discharged. 

Wood,  William  M. 

20  July,  1865.    Graduated. 
Wright,  George  F. 

20  July,  1865.    Graduated. 
York,  John  W.  E. 

24  July,  1865.     Resigned. 

Zabriskie,  George  A. 

28  September,  1865. 


1 800. — ^Midshipmen  • 


Arnold,  Philip. 

1  August,  1866.     Resigned. 

Ashley,  Paoilleus  Ij. 

24  September,  1800.     Resigned. 

Augur,  John  P.  J. 

26  September,  isoo.     Graduated. 

Bac*huH.  Montgomery. 

25  Julv,  !SO(i.  '  iJcsiirned. 


Baker,  Winfleld  S. 

80  July,  1866.    Graduated. 
Barnes,  John  W\ 

28  July,  1866.    Resigned. 

I  Barnette,  Gaspar  €. 

23  July,  1866.     Resigned. 

Bassford,  Warren  Ij. 

31  Julv,  180<i.     HesiL^ned. 
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Belcher,  Willie  H. 

31  July,  isee.    Dropped, 
Brulic.  CliHrles  H. 

yy  .liilj     Sfjii.     Resigned. 
Brenen.  Edward  W 

2B.luly   l^^iu;.     Rc-signeil. 
Brlmit«  Cliiirles. 

.to  ,liilj-     8«e.    OmiJuated. 
Bnll,  Jamef)  H. 

25  July,    Sliij.     Qrnduated. 
Callionn,  Grorge  A. 

Si  July  IBiiil.    Qraduiited. 
Carter,  JameH  I« 

25  July,  18G6.    Resigned. 
Clark,  Oeorft^  B. 

24  Spptcmlie     \ii')l).     DiamiBHC)]. 
C^lattoii,  H'tlliaui  P. 

■27  July,    Sm.     Graduated. 
Col     ni4,  J«lin  B. 

!tOJiily,  ISdft.     Graduated. 
Conwa}.  William  P. 

1  OrtiihLT,  IHUU.     Qraduat«d. 
Crane,  Awliley  A. 

26  July,  1800.    Resigned 
CroKb.i',  IPreemau  H. 

;iii,!iily,    Mill.    Graduated. 
Cnlver,  Edwin  K. 

1  August,  1t»G(S.     Resigned. 
Dancnliowpr.  John  W. 

I'j  Si-jjltmher  1866.     Graduated. 
Barley   Wllliatn  B.  W. 

ST  SeiitumLd-     iHdfi.    Rexigned. 
Bimniock,  IHart  h1  C. 

;n  .Inly.  Iflfiti.     Griidufltiil. 
BenHinaii,liyiidRey  W 

:■'>  July,  1800.    Resigned. 
I>)i-r.  Goorfce  !•• 

J'l  July   IStlO.     Graduated. 
£ller>',  Frank. 

2.J  September,  IHfii'i,     Graduated. 
Emiueriek,  CharlOH  F. 

■2ii  Siiptembtr     WOO.     Graduated. 
EAinond«i,  Zadok  T 

20  July,  1800.     Rcsigntnl. 
Eyele-Mhimer.  CharloM  H. 

I  Oeiiilu'r,  ir^BG,    Resigned, 
Flckbohiii.  Herman  F. 

31  July,  1800.    Graduated. 
Field,  Philip  T. 

1  .Vugust,  I8G0.    Resigned. 
Foster  Charles  A. 

I  Auguat,    ypfl      Graduated. 
FoRler,  ^eorgQ,  Jr. 

31  Julv,  l»»iO,     Resigni-d. 


Fraances,  Jonepb  H. 

36  July,  1800.     Resigned. 
Frazer,  Waller. 

27  July   INCtl,     Rfsigncd. 
Frecinnn,  JnliiiH  C. 

4  Ocli.l.or,  li-iKi.     Graduated. 
French,  Waller  N. 

S7  July   1800.     Orudlmled. 
OHilowny    CbarleM  B. 

aaScpicinber,  IH0(I,     Graduated. 
Gore,  Jamefi  9K. 

25  July  180)1.    Graduated. 
CloHling,  narrliiKloii  L. 

2.")  ficptcmlKr,  l^ii'iii,     Itcaigncd. 
Oraham,  Samnel  L. 

27  July,  1H00.     Graduated. 
Green,  Henry  L. 

31  July,  Ifafili.    Graduated. 
Hancock,  Hiram. 

23JuIy.  Is(iU.     Dropped, 
IlarKontt,  Frnuk   G 

I  .\ugu*t.  I^'iii,     Resigned. 
Harrifi,  Henry. 

August,  1800.    Graduated. 
Hurl,  JAhn  I.. 

^2  Scpltmber  IMIiO.     Dismissed. 
Heiluer,  Iiewit*  C. 

35  July,  1866.     Graduated. 
Heiskell,  Henry  L. 

20  September,  1 HOO.     Dropped. 
Holilday,  Walter  8. 

27  July,  1806.    Graduated. 
Holman,  George  F.  W. 

25  July,  ISGH.     Graduated. 
Hoyt,  George  B. 

;l    .fuly   laO'J.     Resigned, 
Hubbard,  John 

27  July,  1800,     Griifiunted- 
lIORheH,  Edward  M 

20  July,  1806.    Graduated. 
Hnnker,  Jacob  J. 

so  July   1800.     Graduated. 
Jacoby.  Harry  H. 

27July   laaa.     Graduated. 
Jarnaxln,  JallOH  8. 

27  ScptcnilHT.  ISOIJ.    Resigned. 
Jordan   Jacob  W. 

3  Octciber,  ISCfi.     Resigned, 
Jonett,  I,.andon  P. 

31  July   1800.     Graduated. 
HanflTniiin,  FranelH  A. 

SI  -I  Lily   1866.     Resigned. 
Keeler.  John  B. 

23  July,  1806.    Graduated. 
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Keye«,  Cbarleft  E. 

27  September,-  ISGiJ.     Dismissed. 

KIrkpatrick,  Henry  H. 

22  September,  1866.    Resigned. 

l£rou miller,  George. 

8  October,  1866.     Resigned. 

Knnhardt,  Charles  P. 

81  July,  1866.    Graduated. 

I^eaeh,  Boynton. 

80  July,  1866.    Graduated. 

liefaTor,  Frederick  H* 

27  July,  1866.    Graduated. 

Little,  BaTid  S. 

25  September,  1866.     Resigned. 

liOns,  William  St.  €. 

25  July,  1866.    Resigned. 

liUdlow,  Francis  li. 

24  July,  18G6.    Graduated. 

toyman,  Charles  II. 

28  July,  1866.    Graduated. 

liyon,  George. 

25  July,  ie66.    Resigned. 

Masser,  William  U.  E. 

1  October,  1866.    Graduated. 

Mayer,  William  G. 

23  July,  1866.    Graduated. 

McCracken,  Alexander. 

27  J  uly ,  1 866.     Graduated. 

MeCrea,  Henry. 

24  July,  1866.    Graduated. 

McHonald,  Colin. 

24  J  uly,  1866.    Graduated. 

Mentz,  George  W. 

26  September,  1866.    Graduated. 

Merriam,  Greenlief  A. 

24  July,  1866.     Graduated. 

Miller,  Marcellns  G. 

26  J  uly,  1866.     Resigned. 

Milliman,  Anson  B. 

81  July,  1866.    Graduated. 

Milton,  John  B. 

80  J  uly,  1 866.    Graduated. 

Mnrdoeky  Joseph  B. 

26  J  uly,  1866.    Graduated. 

Murphy,  John  A. 

26  September,  1866.    Dismissed. 

Norton,  Edward  R. 

80  J  uly,  1 866.    Resigned. 

Norton,  James  P. 

25  J  uly,  1866.    Resigned. 

Nye,  Hnile  C.  T. 

28  July,  1866.     Graduated. 

Oxley,  William  H. 

31  July,  1806.     Resigned. 


Peek,  Robert  G. 

24  September,  18GG.     Graduated. 
Pennington,  Henry  B. 

1  October,  1866.     Graduated. 

Perkins,  Josepli  W. 

26  September,  1866.     Resigned. 
Piatt,  Howard. 

1  October,  1866.     Kesigned. 

Post,  Joel  A. 

28  July,  1866.    Graduated. 
Ray,  Whitninl  P. 

27  September,  1866.     Graduated. 
Reamoy,  Ijazarns  li. 

25  July,  1866.    Graduated. 

Rees,  Corwin  P. 

81  July,  1866.    Graduated. 

Remsen,  William. 

26  July,  1866.    Graduated. 

Riehardson,  Charles  H. 

80  July,  1866.    Resigned. 

Rittenhonse,  Hawley  O. 

27  July,  1866.    Graduated. 
Sanderson,  George  A* 

26  September,  1866.     Graduated. 
Sargent,  Nathan. 

28  July,  1866.    Graduated. 

Sawyers*  James  H. 

24  September,  1866.     Graduated. 

Sehaefer,  Henry  W. 

28  July,  1866.    Graduated. 

Sehwenk,  Milton  H. 

22  September,  1866.     Graduated. 

Seott,  Frank. 

24  September,  186C.     Resigned. 

Selden,  €leorge  I^. 

27  July,  1866.    Graduated. 

Seymour,  George  N. 

25  July,  1866.    Resigned. 

ShafTer*  £dward  I«. 

27  J  uly,  1866.     Resigned. 
ShaflTner,  Benjamin  M. 

8 1  J  uly,  1 866.     Resigned. 

Sonle,  Charles  £• 

81  July,  1866.     Dismissed. 

Spears,  John  R. 

31  July,  1866.    Resigned. 

Spencer,  Thomas  C. 

24  .]  uly,  1866.    Graduated. 

Stnnip,  George  M. 

27  July,  1866.     Resigned. 

Talboi,  £mory  II. 

26  July,  1866.     Resigned. 

Tillinghast,  Benjamin  C. 

iJl  .July,  1S66.     Reiiignen. 
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Tyler,  Hanson  R. 

27  July,  1866.    Graduated. 

Tan  Horn,  Hick. 

1  October,  1866.    Resigned. 

Teazle,  Francis  B. 

23  July,  1866.    Resigned. 

Tedder,  Albert  F. 

2  August,  1866.    Resigned. 

Treeland,  Charles  £• 

81  July,  1866.     Graduated. 

Warden,  Charles  P. 

27  September,  1866.    Resigned 


WeaTC,  Kingsland. 

26  September,  18C6.     Resigned. 

Whipple,  HaTid. 

25  September,  1866.    Resigned. 

Williams.  Henry  S. 

80  July,  1«G6.     Resign 

Wilson,  Howns  N. 

27  July,  1866.     Graduated. 

Wood,  Thomas  C. 

80  July,  1866.    Graduatea. 

Wright,  Hiers  F. 

'*  October.  186**     Graduated. 


1867.-~Midshipmen. 


Anderton,  Robert  J. 

25  September,  1867.    Resignea. 

Babcock,  William  C. 

24  September,  1867.    Graduated 

Babcock,  Zachary  T. 

27  June,  1867.    Resigned. 

Baker,  Asher  C. 

80  September,  1867.    Graduated. 

Barlier,  Joel  A. 

22  June.  1867.    Graduated. 

Bar  roll,  Henry  H.  - 

28  September,  1867.     Graduated 

Bartlett,  Charles  W. 

21  June,  1867.    Graduated. 

Brown*  Charles  W. 

26  June,  1867.    Resigned. 

Brown,  Jnlian  H. 

27  September,  1867.    Resigned. 

Bonns,  Christopher. 

1  July,  1867.    Graduated. 

Burnett,  Jeremiah  C. 

27  September,  1867.    Graduated. 

Bnsl>ee,  Perrin. 

23  September,  1867.    Graduated. 

Calkins,  Carlos  G. 

24  June,  1867.    Graduated. 

Carnahan,  Thomas  H. 

21  June,  1867.    Resigned. 

Clark,  Frank  li. 

27  June,  1867.    Resigned. 

Cobb,  Alphonso  H. 

28  September,  1867.    Graduated. 

Cory,  George  W. 

22  J  une,  1 867.    Dropped. 

Crandall,  Alliert  A. 

1  July,  1867.    Graduated. 

Crcsnpt  James  C. 

24  Jtioe,  1867.    Graduated. 


Habney,  Albert  J. 

1  October,  1867.    Graduated. 

Benny,  Thomas  C. 

26  June,  1867.    Resignea. 

Downes,  John. 

22  June,  1867.    Graduated. 

Edson,  John  T. 

27  June,  1807.     Graduated. 

£llioti,  William  P. 

26  September,  1867.     Graduated. 

Ford,  Melbourne  H. 

21  June,  1807.     Resigned. 

Fox,  liCTi. 

28  June,  1867.     Resigned, 

Graham,  Boliert  S. 

23  September,  1867.    Resigned. 

Greene,  Francis  E. 

25  September,  1867.    Graduated. 

Greene,  Franklin  li. 

26  June,  1867.    Resigned. 

Gnertin,  Frank. 

1  July,  1867.    Graduated. 
Gwynn,  Winfleld. 

24  September,  1867.     Resigned. 
Harper,  William  M. 

29  September,  1867.    Resigned. 
Heisland,  George  W. 

1  July,  1867.    Resigned. 

Hotchkins,  Frank  S. 

28  June,  1867.    Graduated. 
Hnnsicker,  Joseph  Ij. 

25  June,  lb67.    Graduated. 

Irwin,  William  H. 

29  J  line,  1867,    Graduated. 

Jenkins,  Albert  T. 

21  September,  1867.     Resigned. 

Iii¥insston,  Walter  T. 

26  June,  1867.     Resigned. 
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lijrtle,  Robert  F. 

81  June.  1867,    Resigned. 

Marshall,  William  A. 

27  June,  1867.    Graduated. 

Mcintosh,  Horace  P. 

28  June,  1867.    Graduated. 

Mertz,  Albert. 

27  June,  1867.    Graduated. 

Montgomery,  Joseph  €• 

26  June,  1867.    Resigned. 

Nabor,  Frank  W. 

21  September,  1867.    Graduated. 

O'Reilljr,  William  T.  B. 

22  June,  1867.    Resigned. 

Plunket,  Thomas  S. 

21  June,  1867.    Graduated. 

Pinckney,  IVelson. 

26  June,  1867.    Resigned. 

^naltronich,  £dward  T. 

21  Sei)tember,  1807.     Graduated. 

Roller,  John  E. 

26  June,  1867.    Graduated. 

Sawyer,  Frank  F. 

23  September,  1807.     Resigned. 

Scott,  Benjamin  B. 

1  July,  1807.     Resigned. 

Seabnry,  Samuel. 

26  June,  1867.    Graduated. 

Sewell,  William  E. 

27  September,  1867.    Graduated. 


Slni;cr,  Harry  C 

80  September,  1867.     liesi^oed. 
Siter,  William  A. 

1  July,  1867.    Resigned. 
Slack,  William  II. 

1  October,  1867.     Graduated. 
Staunton,  Sidney  A. 

28  September,  IbHiT.     Graduated. 
StCTcns,  Robert  I>. 

25  June.  1807.     Graduated. 
Terrell,  Charles. 

26  September,  18(57.     Graduated. 
Thomas,  Clarence,  Jr. 

20  September,  1807.     (ini<luate<!. 
Tittman,  Fngene  C. 

27  September,  lyiiT.     lU-signed. 

YanderTOort,  Germain  B. 

80  September,  ls67.    Dropped. 
Van  Horn,  Bobert  C. 

23  September,  1807.     Resigned. 

Vail,  George  A. 

27  September,  1867.     Graduated. 

Ward,  Aaron. 

28  September,  1867.     Graduated. 

Waring,  Howard  S. 

26  June,  1867.    Graduated. 

Wight,  James  M. 

1  July,  1807.    Graduated. 

Worsley,  Bwight  I.. 

26  June,  1867.    Resigned. 


1868.— Midshipmen. 


Baker,  Baniel  E. 

26  June,  1868.    Graduated. 

Baldwin,  William  L.. 

25  September,  1808.     Kesigned. 

Brown,  Abel  B. 

25  September,  1868.     Resiirned. 

Burns,  Joel  H. 

20  September,  1808.     Kesi.-ncd. 

Cot t man,  Vin<*ondou  I^. 

25  September,  1808.     Graduated. 

Crosswait,  Charles  H. 

26  June,  1808.    Dropped. 

Dieterieh,  Jonathan  G. 

30  September,  1808.  Resigned. 
Bixon,  Thomas  F. 

24  September,  1808.  Resigned. 
Boekery,  Alfred  V. 

20  September,  1808.  Resigned. 
L  letoher,  Bobert  H. 

'2o  June,  1808.    Graduated. 


Fox,  Charlefi  E. 

25  June,  1808.     Graduated. 

Freeman,  Albert  T. 

20  September,  1808.     Graduated. 

Fremont,  John  C,  Jr. 

25  June,  1808.    Graduate<i. 

Gait,  Bo^erfi  H. 

23  June,  1808.    Graduated. 

Garrett,  William  H. 

26  September,  1808.     Resigned. 

Heaeoek,  William  C. 

24  September,  1808.     Graduated. 

Hey,  George  W. 

80  September,  1808.     Resigned. 

James,  ]¥athaniel  S. 

80  June,  1808.     Graduated. 

Keolor.  Belniar  R. 

29  June,  18<»H.     Ki  siirnod. 

Kirkland,  4lexander* 

24  September,  1868.     Resigned. 
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liHsher,  Oren  £. 

29  September,  1868.     Graduated. 

TJoyd,  Jbtiward. 

80  September,  1868.     Resigned. 

liowry,  Oswin  W. 

23  June,  1868.    Graduated. 

I.yeth,  Clinlon  II. 

26  June,  1868.    Graduated. 

Manley,  James  H» 

30  September,  1868.     Resigned. 

.Yianii,  Horace  W. 

6  October,  1868.    Resigned. 

iUcCarthy,  Georit^e  D. 

2  May,  1868.    Resigned. 

IUcConnell,  Mnrray  I>. 

1  July,  1868.    Dismissed. 

McLean,  Robert  H. 

20  June,  1868.    Graduated. 

Medary,  Jacob. 

26  June,  1868.    Graduated. 

Miles,  Charles  R. 

29  June,  1868.    Graduated. 

Mttcbell,  Charles  T. 

26  September,  1868.    Resigned. 

.^a^le,  Jacob  K. 

29  June,  18C8.     Resigned. 

Oliver,  John  Y. 

1  October,  1868.     Resigned. 

l*itcher,  William  I.. 

30  June,  1868.    Resigned. 


Poliii.vor,  William. 

26  .J  une,  1868,    Resigned. 

Powers,  Frank  H. 

29  June,  1868.    ][^esigned. 

Rinehart,  Renjamin  F. 

26  September,  1868.    Graduated. 
Roper,  Jesse  M. 

25  June,  1868.    Graduated. 
Roseucrautz,  William  R. 

26  June,  1868.    Resigned. 

Sawyer,  Frank  £• 

25  September,  1868.    Graduated. 
Sloug^h,  William  McI.. 

1  October,  1m;8.     Resigned. 

Smith,  Arthur  C. 

29  June,  18C8.     Resigned. 

Sontherland,  William  H.  H. 

29  June,  1868.    Graduated. 

Thompson,  Charles  A. 

80  September,  1868.    Graduated. 
Tyler,  Frederick  II. 

23  June,  1868.    Graduated. 

Van  Fpps,  I<enitiel. 

29  June,  1868.     Resigned. 
Veeder,  Ton  Fyck  D.  W. 

25  Sfptembcr,  18(58.     Graduated. 
Winlo<  li,  James  II. 

25  JSoptember,  1868.    Graduated. 

Winston,  George  T. 

I  October,  1868.     Resigned. 


1809«— Miiishipmen. 


Anderson,  John  £• 

24  September,  1869.    Resigned. 

Arnold,  George  S. 

30  J  une,  1 869.    Resigned. 

Axon,  Clinton. 

25  June,  1869.    Resigned. 

Kadgcr,  Charles  J. 

24  June,  1869.    Graduated. 

Baker,  Fdward  1a. 

22  September,  1869.    Resigned. 

Bean,  John  W. 

24  June,  1869.    Graduated. 

Blakeley,  James  W. 

29  June,  1869.    Dropped. 

Bremer,  Charles  J. 

22  September,  1869.    Resigned. 

Burns,  Worth. 

24  J  une,  1^69.    Resigned. 

(  aHc,  Angustus  Ij.,  Jr. 

24  June,  1869.    Graduated. 


Conei,  William  N. 

80  June,  1869.    Resigned. 

Connell,  Humberston  S. 

24  September,  1869.    Resigned. 

Cowles,  Walter  C. 

22  Sept^nber,  1869.    Graduated. 
Crais,  William  H. 

80  June,  1869.    Resigned. 

Crocker,  Fben  B. 

23  September,  1 869.    Resigned. 

Cnlp,  Issac  B. 

24  September,  1869.    Resigned. 

Banner,  Frederick  W. 

25  J  une,  1 869.    Graduated. 

BaTids,  liCwis  J. 

24  September,  1869.    Resigned. 

Beering,  Charles  W. 

23  June,  18(59.    Graduated. 

Bexter,  Jenncss  K. 

23  June,  18n<).     Resigned. 
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Diehl.  Samoel  W.  B. 

21  Scptcmlier  1808-     Ondnatod. 

ElllOlt,   IKHHC  B. 

■22  Scptttnbpr.lBM.    Resigned. 
I'ales,  Horndo  C. 

20  Juno.  IBUlt.    Resigned. 
FariiRworlli,  John. 

28  September,  1809.    Otttdnated. 
Fenn,  Prank  A. 

23  June,  16(18.    Dropped. 
FtHluT,  Irvine  B. 

24  Sfptwubtr,  1(m;i>.    Resigned. 
Fltlilan,  Clarence  E. 

sa  September,  IB«8.    Reaigned. 
Fowler,  Ollberl. 

21  JuQc,  laua.    Gradnated. 
firant,  CbarloH  T 

25  September,    HGU,    Resigned. 
Oreenoogbt  Horatio  W> 

25  June,  ltJG8.    Resigned. 
Onndlach,  WllUaui. 

^0  ^September    «Ul).    Rceigncd. 
Ilabersham,  Rli-burtl 

24  Septemljer,  Ibt'AK    Heaigned. 
Halsvy,  William  F. 

23HepI«niber  18li9,     Grodttjlted. 
Hani,  Edwin  F. 

^^ifcpieiiibtT  1«89.    Resigned. 
Holder,  Charles  F. 

39  J  line,  1809.    Resigned. 
Howard,  Thomas  B. 

20  J  line,  lyuu.     Graduated. 
Hfdo,  George  W. 

a*^r:iepteiiiljLi'  iJ^Ul).    Resigned. 
Jacknon   JAn»C«  JH. 

sasc-pieuibiir  iBiiB,    Resigned. 
Jenkins,  Frank  T 

■Si  June,  lbU9.     Dropped. 
JoliiiKon,  John  P. 

2;t  Juuu,  m(J8.    Resigned. 
Jouetl,  J.  Slocki'll. 

23  June,  ItJUU.     Resigned. 
Knight,  Anstin  H. 

ao  June,  laua.    Gruiluutcd. 
Lrfklrii,  Cliarl^. 

2i)  :^epieuibcr,  1869.    Resigned. 
Xcuilej't  Haniuel  C 

30JuDC,  l:?i)l).    Graduated. 
Hnoleff  Jnmes  N. 

25  June,    yiili.     Resigned. 
McCartney,  Charles  H. 

25  September    atiO.    Resigned. 
MeKelTj'    HI  Itam. 

25  September,  1S09.    Resigned. 


MichFlson,  Albert  A. 

29  J  mil!,  ise9.    Graduatod. 
MllltKHn,  Frank  J. 

30  J  uDc,  18G8.    Gradnated. 
9faore,  Charles  B.  T. 

2^  September,  1869.     Oradnated. 
Jtorrell.  Henrj-. 

30  Juno  1869      Gradoated.. 
Hose,  Thomas  £. 

^USeptcDibtr     SaO.     Gradoated. 
Xcgiey,  James  S. 

2(li3cptembcr  1869.     Resigned. 
arichols,  John  B. 

21)  September,  ise9.     T. 'signed. 
Xicliolson,  John  Q. 

24JuQe,  1SG8.    Graduated. 
Vlcbolson,  RcKlnnld  F. 

30  Septmnber,  1»<59.     Graduated. 
North,  Georice  I*. 

25  June,  mm.     Resigned. 
Norltieolt,  Wllliaut  A. 

28  t>L'pti;£iiber,  ]ii*r'il.     Resigned. 
Pea<-oc-k.  niivlti. 

29  September,  1860.     Resigned. 

Pell,  Herbert  C. 

28  June,  1869.     Resigned. 
PlerHon    trank. 

23»cptembf.     SilO,     Resigned, 
Putnam,  Charles  F. 

24  June,  1868.     Graduated. 
Haines,  Engene. 

24  June,  mm.    Resigned. 
Bay,  Fdmaud  O. 

24S,;ptember  )S69,     Resigned. 
Reynolds,  Alfred. 

22  tieptemtier  1869.    Graduated. 
Rolth,  John  F 

2:i(?eptembcr  1869.     Resigned. 
RobliiRoii,  J.  IHuri^hiil 

25  June,  1869.    Oiudimii-.l. 
Rodman,  llerniiin  J 

23  Junu    ^i.il.     1  U>iL;. i«l. 
S<-hnel/.e.  WllllaDi  H. 

'i-i  June,  18fi9.     Graduated. 
Shaw,  nilllHrn  F. 

21  September,  1809.    Resigned. 
Nhnfeldt,  Mason  A. 

21  J  use,  1809.     Graduated. 
»«ml(h,IrrinK 

2UJiiue,    HliU.     Resigned. 
SlronK,  Ronldo  D. 

2  (i  -1 1 1  lit .    SUV     Itesigned. 
Talbot,  W   lllam  A. 

28  September,  1869.    Resigned. 
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Topping,  William  T.  B. 

25  J  line,  1869.     Resigned. 

Tnrnbull,  John  W. 

6  October,  1869.    Resigned. 

Underwood,  Edninnd  B. 

26  June,  1 869.    Graduated. 

IJnderw€M>d,  James  P. 

29  June,  1869.    Graduated. 

Upshnr,  Cnstis  P. 

24  September,  1869.    Resigned. 

Tail,  Edward,  Jr. 

22  September,  1809.     Resigned. 

Tan  Tliet,  Frederick  €• 

28  June,  1869.    Resigned. 


Wallingford,  Charles  A. 

25  September,  1869.    Resigned. 

Way,  George  B. 

29  September,  1869.    Resigned. 

White,  Frank  A. 

24  September,  1869.    Resigned. 

Wilner,  Frank  A. 

80  June,  1869.    Graduated. 

Winder,  William. 

21  September,  1869.    Graduated. 

Young,  liUoien. 

23  June,  1869.    Graduated. 


1870. — ^Midshipmen. 


Alderdiee^  Winslow. 

18  June,  1870.    Graduated. 

Arms,  lijrman. 

26  September,  1870.    Graduated. 

Axon,  Clinton  J. 

28  September,  1870.    Resigned. 

Benas^li,  Benry  C. 

80  September,  1870.    Resigned. 

Bostiek,  Fdward  B. 

26  September,  1870.    Graduated. 

Bonsh,  Clifford  J. 

25  June,  1870.    Dropped. 

Bowyer,  John  M. 

30  September,  1870.    Graduated. 

Braekenridge,  Joseph  G. 

24  June,  1870.    Dropped. 

Brown,  Frederick  S. 

29  September,  1870.    Resigned. 

Brown,  Beriah,  Jr. 

29  September,  1870.    Graduated* 

Bryden,  James. 

1  October,  1870.    Resigned. 

Carrow,  Charles  91. 

22  September,  lb70.    Dropped. 

Carter,  Fidelio  S. 

30  September,  1870.    Graduated. 

Cheek,  John  F. 

29  June,  1870.    Dropped. 

Clark,  W  illiam  G. 

29  June,  1870.    Resigned. 

Coffin^  Frederick  W. 

10  June,  1870.    Graduated. 

Coleman,  William  K 

22  September,  1870.     Resigned. 

Colwell.  John  C 

23  September,  1870.    Graduated. 

54 


Corbin,  Clarence  A. 

27  September,  1870.    Graduated. 

Craig,  Corydon  F. 

8  June,  1870.    Dropped. 

Beeatnr,  Stephen. 

8  June,  1870.    Resigned. 

Born,  Edward  J. 

22  September,  1870.    Graduated. 

Boyle,  Bobert  W. 

30  September,  1870.    Graduated. 

Button,  William  T, 

8  June,  1870.    Dropped. 

Emmons,  George  T. 

8  J  une,  1 870.    Grad  uated. 

Fiske,  Bradley  A. 

24  September,  1870.    Graduated. 

Fletcher,  Frank  F. 

23  September,  1870.    Graduated. 

Flynne,  I^ncien. 

1  October,  1870.    Graduated. 

Fuller,  Edward  C. 

28  September,  1870.    Graduated. 

Gaither,  Edward  II. 

1  October,  1870.     Resigned. 

Gibson,  I^ewis  W. 

22  September,  1870.    Resigned. 

Gillett,  Joseph  A. 

29  September,  1870.    Resigned. 
Hall,  Alfred  I.. 

27  September,  1870.    Resigned. 

Hallowell,  William  B. 

13  October,  1870.    Resigned. 

Bard,  Edwin  F. 

80  September,  1870.    Resigned. 

Harrinicton,  William  G. 

21  June,  1870.    Dropped. 
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Ilartman,  Frederick  JL. 

21  September,  18T0.     Itesigned. 

Ha«kell,  Charles  W. 

25  June,  1870.    Graduated. 

Hodges,  Henry  M. 

80  September,  1870.    Graduated. 

Holmes,  Frank  H. 

80  June,  1870.    Graduated. 

Howe,  Alfred  Ij. 

29  September,  1870.    Graduated. 

Hni^lK^,  Walter  S. 

2(5  September,  1870.    Graduated. 

Hnll,  Charles. 

24  September,  1870.    Resigned. 

Hunt,  Henry  J. 

28  June,  1870.    Graduated. 

Hunt,  Ridgely. 

21  September,  1870.    Graduated. 

Hntehins,  Hauitllou, 

24  June,  1870.    Graduated. 

Hntter,  George  £• 

23  June,  1870.    Graduated. 

Jardine,  Angnstns  £• 

22  September,  1870.    Graduated. 

Jones,  George  H. 

27  September,  1870.    Resigned. 

Jones,  John  K. 

21  September,  1870.    Resigned. 

Kinney,  Robert  P. 

27  September,  1870.    Resigned. 

lialrd,  Charles. 

29  September,  1870.     Graduated. 

liewis,  Harry  R. 

22  September,  1870.     Resigned. 

McCartney,  Charles  M. 

22  September,  1870.    Resigned. 

MeBaid,  Guilford  H. 

30  September,  1870.    Resigned. 

McDowell,  Wilken  C. 

80  June,  1870.     Resigned. 

MeGinnis,  IVilliani  S. 

25  June,  1870.     Dropped. 

McGnnnegle,  George  K. 

22  September,  1870.     Resigned. 

Moorman,  Henry  P. 

21  September,  1870.    Dropped. 

Xegley,  James  S. 

:H0  J  une,  1 870.    Resigned. 

Nichols,  John  C. 

21  September,  1870.    Dropped. 

3roell,  York. 

21  September,  1870.    Graduated. 

Nostrand,  Warner  H. 

24  September,  1870.   .Graduated. 


Osgood,  Hosea  A. 

22  September,  1870.     Resigned. 

Oliver,  William  C. 

21  September,  1870.     Resigned. 

Parker,  John  F. 

80  September,  1870.     Graduated. 

Peacock,  Havid. 

28  September,  1870.     Graduated. 

Peacock,  Samnel  M. 

19  October,  1870.     Resigned. 

Peale,  I^onis  T. 

7  October,  1870.    Resigned. 

Peters,  Georg^e  H. 

24  J  une,  1 870.    Graduated. 

Powers,  Stephen  A. 

29  September,  1870.     Resigned. 

Ras^an,  Otho  H.  W. 

22  June,  1870.    Resigned. 

Ray,  £dmnnd  G. 

22  September,  1870.     Dropped. 

Reich,  Henry  F. 

28  September,  1870.    Graduated. 

Reiiey,  William  T.  W. 

28  September,  1870.    Resigned. 

Reynolds,  I^dwin  !<• 

22  June,  1870.    Graduated. 

Reynolds,  Matthew  G. 

22  September,  1870.    Graduated. 

Rooney,  William  R.  A. 

29  September,  1870.    Graduated. 

Scoti,  Bernard  O. 

30  June,  1870.     Grsiduatcd. 

Sharp,  Alexander,  Jr. 

*J1  .lune,  1»70.     Graduated. 

Stewart,  John  W. 

29  September,  1870.    Graduated. 

Stoney,  George. 

21  September,  1870.    Graduated. 

Strader,  Joseph  S. 

23  September,  1870.    Resigned. 

Tennison,  John  K. 

23  September,  1870.    Resigned. 

Thomas,  John  €. 

23  September,  1870.     Dropped 

Townley,  Richard  H. 

21  June,  1X10.    Gniduated. 

Turner,  James  T. 

21  June,  1870.     Resigned. 

Turner,  William  H. 

29  September,  1870.    Dropped. 

Wanless,  George  J. 

80  June,  1870.     Resigned. 

Ward,  Arthur  J. 

29  September,  1870.    Dropped. 
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Walk  ins,  Samnel  W. 

1  October,  1870.     Resigned. 

Way,  George  B. 

21  September,  1870.     Resigned. 

Weii^niann,  Albert. 

22  September,  1870.     Graduated. 

Wells,  Henry  F. 

29  September,  1870.     Resigned. 

Whipple,  Edward  A. 

23  September,  1870.     Resigned. 


White,  Hunter  €. 

13  June,  1870.     Resigned. 

Whitefleld,  William  £. 

22  June,  1870.     Graduated. 

Whiteliead,  Thomas  €• 

21  September,  1870.     Dropped. 

Wills,  Allen  W. 

22  September,  1870.    Resigned. 

Winslow,  Cameron  M. 

29  September,  1870.    Graduated. 


1871.— Midshipmen. 


Amsden,  Charles  H. 

21  September,  1871.    Graduated. 

Beatty,  Frank  £• 

23  September,  1871.    Graduated. 

Blakesley,  Mendle  P. 

10  June,  1871.    Resigned. 

Bonlt,  Clare. 

22  September,  1871.    Resigned. 

Brawnersrenther,  William. 

26  September,  1871.    Graduated. 

Brent,  Samnel  Q. 

22  September,  1871.    Resigned. 

Campbell,  William. 

10  June,  1871.    Resigned. 

Caperton,  William  B. 

13  June,  1871.    Graduated. 

Chambers,  Washington  I. 

9  June,  1871.    Graduated. 

Cbase,  Henry  G. 

23  September,  1871.    Resigned. 

Collamore,  George  W. 

10  June,  1871.    Dropped. 

Collins,  Frank  8. 

26  September,  1871.    Graduated 

Crittenden,  Albert  B. 

14  October,  1871.    Resigned. 

Cntler,  William  G. 

22  September,  1871.    Graduated. 

Daniels,  HaTid. 

12  June,  1871.    Graduated. 

Bigi^,  Robert  H. 

25  September,  1871.    Resigned. 

Drake,  Charles  C. 

10  June,  1871.    Resigned. 

Dubois,  Henry  O. 

22  September,  1 871 .    Resigned. 

Dyer,  Shnbael  A. 

6  October,  1871.    Resigned. 

£lder,  Enslaee  C. 

28  September,  1871.    Resigned. 


Fwinfc,  Boyd. 

l.'j  June,  1871.    Dropped. 

Ford.  Henry  W. 

9June,  t87l.     Resigned. 

Gillmore,  James  C. 

22  Septt^mber,  1871.    Graduated. 

Glassford.  William  A. 

27  September,  1871.    Resigned. 

^oss,  Fdwin  C. 

21  September,  1871.    Resigned. 

Gove,  Charles  A. 

9  June,  1871.    Graduated. 

Grabo,  Herman  F. 

23  September,  1871.     Resigned. 

Halpine,  IVieholas  J.  I^.  T. 

13  June,  1871.    Graduated. 

Hamerslj',  Thomas  H.  S. 

80  September,  1871 .     Resigned. 

Hayward,  Charles. 

9  June,  1871.    Resigned. 

Helm,  James  M. 

30  September,  1871.    Graduated. 

Hieks,  Edward  W. 

22  September,  1871.    Resigned. 

Hodgson,  Albon  C. 

9  June,  1871.    Graduated. 

Hasley^  Harry  H. 

23  Septem^ber,  1871.    Graduated. 

Huffhes,  SilTen. 

9  June,  1871.     Resigned. 

Hnnt,  Willie  W. 

80  September,  1871.    Resigned. 

Jenkins,  Stephen. 

21  September,  1871.    Graduated. 

Johns,  Frank. 

9  June,  1871.    Resigned. 

Ijathrop,  Frederick  A. 

10  June,  1871.     Resigned. 

lianferty,  Simon  Ij. 

22  September,  1871     Resigned. 
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I^ewis,  Robert  £• 

5  October,  1871.    Resigned. 

Manley,  James  S. 

80  September,  1871.    Resigned. 

McCojr,  Frank  €. 

9  June,  1871.    Resigned. 

McGnnnesle,  George  K. 

26  September,  1871.    Resigned. 

Hears,  Samuel  M, 

9  June,  1871.    Resigned. 

Milliiran,  Richard  T. 

16  June,  1871.    Graduated. 

Osborne,  Eben  1s. 

30  September.  1871.    Resigned. 

Peacock,  Samuel  M. 

21  September,  1871.    Resigned. 

Piepmeyer,  liOUls  W. 

23  September,  1871.    Graduated. 

Poland,  Edward  R. 

22  September,  1871.    Resigned. 

Rofi^an,  Ottao  H.  W. 

10  June,  1871.    Resigned. 

Reed,  George  H. 

9  June,  1871.    Resigned. 

Reed,  Horace  B. 

6  October,  1871.    Resigned. 

Reynolds,  liovell  K. 

9  June,  1871.    Graduated. 

Sears,  James  H. 

22  September,  1871.    Graduated. 


Seybnrn,  Stephen  IT. 

1 0  J  une,  1 87 1 .    Resigned. 

Sherman,  Francis  H« 

21  September,  1871.    Graduated. 

Sherman,  John  A. 

13  June,  1871.    Graduated. 

Slaughter,  Harry  A. 

18  September,  1871.    Resigned. 

Smith,  James  T. 

12  June,  1871.    Graduated. 
Tappan,  Benjamin  S. 

22  September,  1871.    Graduated. 

Thompson,  Cyrus  HE. 

22  September,  1871.    Resigned. 
Usher,  Nathaniel  R. 

22  September,  1871.    Graduated. 
Tarnnm,  William  li. 

9  June,  1871.    Graduated. 

Tinton,  Frederick  R. 

21  September,  1871.    Graduated. 
Wise,  Edward  £• 

8  June,  1871.    Graduated. 
Wood,  Thomas  N. 

10  June,  1871.    Resigned. 
Wood,  Moses  Ij. 

23  September,  1871.    Graduated. 
Worcester,  Georg^e  HE. 

27  September,  1871.    Graduated. 


1872.— Midshipmen. 


Albertson,  Jonathan  W. 

6  June,  1872.    Resigned. 

Alderson,  William  B. 

24  September,  1872.     Resigned. 

Allen,  William  U. 

27  September,  1872.     Graduated. 

Alniy,  Anicnstns  C. 

7  June,  1872.     Drop2)ed. 

Bailey,  Morton  S. 

21  September,  1872.     Resigned. 

Benson,  W  illiam  S. 

23  September,  1872.     Graduated. 

Boult,  Clare. 

8  June,  1872.     Droppod. 

Bonsh,  ClilTord  J. 

6  J  une,  1 872.    Graduated. 

Brown,  Stimpson  J. 

21  September,  1872.    Graduated. 

Bntterfleld,  Harry  X. 

24  September,  1872.    Dropped. 


Cheek,  John  F. 

8  June,  1872.    Dropped. 

Cherbonnier,  Caleb  T. 

8  June,  1872.     Resigned 

<:kipman,  W  illiam  I.. 

1  October,  1872.     Resigned. 

Coli'nian,  De  Witt. 

8  June,  1872.    Graduated. 

Conyers,  James  H. 

24  September,  1872.    Resigned, 

Crn^er,  £n^one. 

1 2  J  une,  1  b72.     Resigned. 

Culver,  Abraham  E. 

0  June,  1872.     Graduated. 

Cnso,  Baniel  R. 

6  June,  1872.    Graduated. 

Digrgs,  Robert  I>. 

15  June,  1872.    Dismissed. 

I>ombansli,  Harry  M. 

8  June,  1872.    Graduated. 
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Ittonnelly,  <leorfC«  D- 

2j  Se|)leinb(.r.   073.     Reaigned 
Jtnor,  Franclfi  H. 

25  September  187'2,    Dropped. 
Kldrldge,  Fo\al1  P. 

25  Septtraber,  Isva.    Redgned. 
Fegan.  <'liarlpM  P 

al  September,  I  STl.    Rwigneii. 
Fisher,  T.lHtner  ST 

aiSeptuinber  ISlZ.    Graduated. 
FlaDlgnn,  Wll    m  S. 

30  Seiili-uibi-r,  l!-72.     Resigned. 
Fletcher,  I.pwIh  1^. 

a«  StpH-'iiilii;     l»73.     Dropped. 
Fonlk,  Ororue  C. 

15  June,  l^TS.    Graduated. 
Frenzel,  Arthur  B. 

8June,  1S72.    Resigned. 
GenrlDK.  Harry  O. 

SJuae,  1372.     Graduated, 
(Jllder,  JoKepli  B. 

23  Septtmbtr,  l«7'i.     Resigned. 
Goodfellow,  GeorffO  E. 

i;l.lune,  1S72.    Dropped. 
Ornbo,  rrerinan  F. 

218ept(.-mber   1873.     Graduated. 
tirar,  Charles  H. 

25  SL'pteuibot,  1M72.     Resigned. 
Grldley    Frederick  D. 

25  bepttmbt-r  IS72.     Resigned. 
Grimti,  Thomas  B. 

23  September,  1873.    Graduateit. 
Hall,  Alfred  I.. 

21  ;^.-|.lriJib,T     872.     Gradiuiti'd. 
Ilall,  William  E.  W. 

llJuiif,  lta72.     HesignrMl. 
JIniiiiiiMii,  WaiUni  G. 

•-1  bi^plHUiber  a»73.     OriiUuiit.-ri. 
HarrlsoH,  Ilaraee  W. 

2ll  beplcmber  1072.     Uraduiited. 
Heap,  Saninel  !» 

iaNovenibi;r  1HT2,    Resigneit. 
Henderson.  It  ehanl. 

29  Sept«mbtr     072.     Gruiluali-cl. 
Henderson   IVllllam  C'. 

23  Si-pieniber,  1072.     Hcsi^jneil. 
Hodges,  Fleleher 

«  June,  11J73.     Ittsijjnt.l. 
Hi^CK,  William  B. 

25  September.  1S73-    Graduated. 
Uorton,  CyruH  W. 

3  June.    "-T'.'      Ri'signt-d. 
Howard,  <iiruHvenor  T. 

S8  BeptemlMit,  1872.     Resigned. 


Johnson,  Henry  A. 

(I  .lune,  1S72.     Graduated. 
Jones.  David  W. 

10  June,    H7.'.     Resigned. 
Jones,  H  or  are  T. 

lO-Iiiiii-,  I.H7'.',    Resigned. 
Hatx,  Ktlnnrd  IH. 

0  Jutif,    >73.     Graduated. 
HiDK,  Geoi^ce  E. 

fi  -luiic,    h7l'.    Resigned. 
I^eneb,  TMward  It. 

lOJiitie,   S72,     RcBigned. 
lioekett,  William. 

5:l  Scptemb.T,  1K72.     Dnipped. 
IHaeonib.  Angnstns  C 

2.^  Septeiubi-r, !  K72.     Ri-signed. 
NHllOt*r,  Stevenson  II 


aju) 


,  l!S' 


.rjuiui 


L'.I, 


IHanadier.  Thomas  B. 

11  June.  1872.    Reaiguetl. 
Mayo,  Henry  T. 

14  June,  1873.    Graduated. 
neLean,  Walter. 

7  Juue,  !S73.    Graduated. 
.Wc-Xiisser,  John  71. 

10.lu.it,  1873.     lt'-ai^,'ncd. 
I  Mesulnger,  1^5-man  B. 
:         27  ^r.|itiiiiber,  1072.    Reaigiied. 
Miiietl,  Henry 

10  June,  1072.    Graduated. 
Mitchell,  Alexander  B. 

8  Jiiin:,l»73.     Ilesigned. 
Mnnn    (hnrlef:!  W. 

2tMci>i«.,  or    872.    Resigned. 
I  Newton.  John  T. 

ID  t)cto!iur,  1872.     Gruduitted. 
Xorris,  CalTln  €.  J. 

27  September,  1872.     Resigned. 
0*Keef^,  John  T. 

25  September,  1872.    Dropped. 
Osterhont,  William  B. 

13  June,  1873.     Resigned. 
Pair,  Alhorf  F 

10  Jiipr,  I--7;.     Resigned. 
1*nrker.  Itenliimin  W. 

2:J>iiiUiubt,T    073.    Resigned. 
Pond,  Charles  F. 

13  June,  1072.     Graduated. 
Polls,  Templlo  IH. 

8  June,  1872.    Graduated. 
Prondflt,  John  91. 

25  SeplemlHT,  1872.     Graduated. 
Ray,  Robert  €. 

3  October,  1873.     Gradnated. 
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Bicker,  Edtvard  P. 

1 8  June,  1 872.    Resigned. 

Rogers,  Charles  €• 

8  June,  1872.    Graduated. 

Bolllns,  Anthony  W. 

1 1  J  une,  1 872.    Graduated. 

Rose,  Wlldemar  D. 

6  J  une,  1872.    Graduated. 

Rowan,  Andrew  S. 

24  September,  1872.    Dropped. 

Rush,  IVIUIam  R. 

10  June,  1872.    Graduated. 

Sheeks,  James  D* 

20  September,  1872.    Resigned. 


Ustiok.  William  F. 

24  tSiptembcr,  1872.     designed. 

Walling,  Burns  T. 

0  June,  1872.    Graduato<l. 

Winch,  Thomas  O. 

21  September,  1872.     Gra<hiatCHl. 

Wlnf^lon,  Charles. 

21  September,  1872.     Ucsijrned. 

Wood  worth,  fliiellm  K. 

1  October,  1872.     Orudiiated. 

Yonng,  William  T. 

23  September,  1^72.     Dropped. 


1873.— Midshipmen. 


Aneona,  John. 

24  September,  1878.    Resigned. 

Atwater,  Charles  N. 

26  September,  1873.    Graduated. 

Blodgett,  Speneer  li. 

30  September,  1873.    Resigned. 

Bostwick,  Frank  HI. 

27  September,  1  ^73.    Graduated. 

Brlce,  Jonathan  K. 

16  June,  1878.    Graduated. 

Bronangh,  William  T. 

7  June,  1878.    Graduated. 

Brnmhy,  Thomas  M. 

29  September,  1873.    Graduated. 

Buckley,  Frank  S. 

27  September,  1873.    Resigned. 

Bnnn,  Ulanrice  O. 

26  September,  1873.    Resigned. 

Bnrdick,  William  li. 

27  September,  1873.    Graduated. 

€anlleld,  William  €. 

25  September,  1873.    Graduated. 

Carrlngton,  Anstln  I>. 

25  September,  1873.    Resigned. 

Case,  Frank  B. 

10  June,  1878.    Graduated. 

Castle,  mark  C. 

30  September,  1878.    Resigned. 

Chase,  John  O* 

24  September,  1873.    Dropped. 

Constant,  Wailter  JH. 

1 0  J  une,  1 873.    Graduated. 

Cook,  Simon. 

10  June,  1873.    Graduated. 

Crenshaw,  Charles  R* 

1  October,  1873.    Resigned. 


Crosby,  William. 

14  June,  1873.     Resigned. 
Bavid,  William  G. 

20  Scptemb«T,  1873.     Graduated. 

Benfleld,  C;(H>rffe  W. 

24  September,  1?:<73.     Graduated. 

Dent,  Balue  €• 

16  June,  1878.    Graduated. 

Dickinson,  Thomas. 

25  September,  1873.     Resigned. 

Dodd,  Arthur  W. 

10  June,  1873.     Graduated. 

Dodge,  Omenzo  G. 

17  June,  1873.    Graduated. 

Donovan,  Rohert  HI* 

16  June,  1873.    Resigned. 

Dnnn,  Herbert  O. 

9  June,  1873.    Graduated. 

Dykeman,  John  H. 

7  June,  1873.     Resigned. 

Endress,  William  F. 

26  September,  1873.    Resigned. 

Fanntleroy,  Robert  P. 

25  September,  1  ^73.     Resigned. 

Feehteler,  Augustus  F. 

9  June,  1873.     Graduated. 

Fletcher,  I^owis  €. 

17  June,  IbTo.     Resigned. 

Fullam,  William  F. 

25  September,  1873.    GraduHtci!. 

Gleanes,  Albert. 

12  June,  1873.    Graduated. 

Gouldiug,  Francis  S. 

11  June,  1873.     Dropped. 

Grant,  Albert  W. 

10  June,  1873.     Graduated. 
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Careen,  Thomas. 

16  June,  1878.    Resigned. 

€(reen,  IVilllam. 

24  September,  1873.     Resigned. 

Oriffltli,  Horace  P. 

20  September,  1878.    Resigned. 

Ifagar,  Walter  €. 

4  October,  1873.    Resigned. 

Hall,  William  £•  W. 

16  June,  1878.    Resigned. 

IlarknefiH,  Thomas  O. 

7  June,  187:5     Resigned. 

Heath,  Frank  R. 

25  September,  1873.    Graduated. 

Hc^ss,  George  H. 

25  September,  1873.    Resigned. 

Hodges,  Benjamin  W. 

25  September,  1873.    Graduated. 

Holmes,  Howard  S. 

10  June,  1873.    Resigned. 

Horton,  Rosroe* 

1  October,  1873.    Resigned. 

Jayne,  Anselm  H* 

24  September,  1873.    Resigned. 

Jeffries,  Alfred. 

10  June,  1873.    Graduated. 

Jones,  Henry  €• 

29  September,  1873.    Resigned. 

Jordan,  John  IV* 

10  June,  1873.    Graduated. 

liansdale,  Philip  T. 

10  June,  1873.    Graduated. 

lie  Bron,  John  F. 

14  June,  1873.    Resigned. 

liee,  Clarence  £• 

24  September,  1873.    Resigned. 

liindley,  Henry  B. 

1 0  J  une,  1 873.     Dropped. 

liOckwood,  John  A* 

27  September,  1873.    Resigned. 

liUll,  Richard  H. 

25  September,  1873.     Resigned. 

Mason,  John  G. 

7  J  une,  1873.    Resigned. 

JUcClennan,  Alonzo  C. 

24  September,  1873.    Resigned. 

Morris,  Frank  €. 

26  September,  1873.    Resigned. 

Nelson,  Valentine  H. 

10  June,  1873.    Graduated. 

OliTcr,  James  H. 

16  June,  1873.     Graduated. 

t^rchard,  John  M. 

12  June,  1873.    Graduated. 


Ormshy,  George  F* 

25  September,  1873.    Graduated. 

Paris,  Rnssell  €• 

25  September,  1873.    Graduated. 

Parker,  Benjamin  W. 

26  September,  1873.    Dropped. 

Parker,  James  P. 

10  June,  1873.     Graduated 

Pnrcell,  John  li. 

30  September,  1873.     Graduated. 

Riorden,  IVilliam  €. 

24  September,  1873.     Dropped. 

Rogers,  Henry  H. 

16  June,  1873.     Graduated. 

Ryan,  Thomas  W. 

1 6  June,  1 873.     G  raduated. 

Sanders,  Fzra  P. 

24  September,  1873.     Resigned. 

Schoolcraft,  Oliver  J. 

7  June,  1873.     Resigned. 

Seucerbox,  IVilliam. 

10  June,  1873.     Resigned. 

Stevens,  William  K. 

30  September,  1873.     Resigned. 

Taylor,  Bush  rod  W. 

24  September,  1873.     Resigned. 

Taylor,  Hiero. 

30  September,  1873.     Graduated. 

Taylor,  Thomas  H. 

1  October,  1873.     Resigned. 

Todd,  Wilson  I.. 

10  June,  1873.    Graduated. 

Topham,  Frank  W. 

24  September,  1873.     Graduated. 

Tracy,  Arthur  B. 

7  June,  1873.     Dismissed. 

Vinson,  Wehster. 

1  October,  1873.     Resigned. 

Tiuton,  Hanrice  A. 

7  June,  1873.     Resigned. 

Wakenshaw,  Harry  €• 

12  June,  1873.    Graduated. 

Walsh,  Charles  H. 

19  June,  1873.    Resigned. 

Werlich,  Percival  J. 

9  June,  1873.    Graduated. 

Williams,  Charles  S. 

16  June,  1873.     Graduated. 

Wilson,  John  C. 

26  September,  1873.     Dismissed. 

Winterhalter,  Alhert  O. 

24  September,  1873.    Graduated. 

Witzell,  Horace  in. 

7  June,  1873.    Graduated. 
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Wood,  Albert  ^. 

25  September,  1878.    Graduated. 

Wristat,  Edward  £• 

24  September,  1878.    Graduated. 


Wright,  Robert  K. 

11  June,  1873.    Graduated* 


1874,— IHIdshipnien. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Almy,  Ansastna  €• 

20  October,  1874.    Graduated. 

Bailey,  Prentice* 

28  September,  1874.    Resigned. 

Baker,  Henry  £• 

24  September,  1874.    Dismissed. 

Barnard,  lionis  H* 

18  June,  1874.    Resigned. 

Bartlett,  Barid. 

24  September,  1874.    Resigned. 

Beale,  Joseph* 

12  October,  1874. 

Bell,  John  A* 

18  June,  1874.    Graduated. 

Belmont,  OliTer  H.  P. 

80  September,  1874.    Resigned. 

Bibb,  Peyton  B. 

12  June,  1874.    Graduated. 

Biddle,  Spencer  F.  B. 

18  June,  1874.    Graduated. 

BiHin,  Howard  €• 

12  June,  1874.    Resigned. 

Boyd.  John  P, 

26  September,  1874.     Resigned. 

Breck,  Charles  B. 

21  October,  1874.     Dismissed. 

Cahoon,  James  B. 

10  June,  1874.    Graduated. 

Clark,  George  B« 

9  June,  1874.    Graduated. 

Conger,  Pliny  O* 

13  June,  1874.    Resigned. 

Cox,  William  H. 

26  September,  1874. 

Cramer,  Ambrose* 

28  September,  1874. 

Craven,  John  £• 

24  September,  1874. 

Crosby,  William. 

25  September,  1874. 

Cnmmings,  liCroy  E« 

24  September,  1874.     Resigned. 

Cunningham,  Andrew  C. 

9  June,  1S74. 


Drowned. 


Graduated. 


Graduated. 


Resigned. 


Dickinson,  Thomaa. 

24  September,  1874.     Dismiased. 
Bongherty,  John  A. 

12  June,  1874.    Graduated. 

Brayton,  Percival  I«. 

10  June,  1874.    Graduated. 

Bner,  Francis  H. 

9  June,  1874.    Resigned. 

Fillmore,  John  H. 

24  September,  1874.    Graduated. 
FitaKgerald,  Edward  B. 

2  October,  1874.    Resigned. 

Garrett,  Charles  W. 

24  September,  1874.    Died  1877. 

Gibson,  John* 

9  June,  1874.    Graduated. 

Glennon,  James  H. 

24  September,  1874.    Graduated. 

Graham,  William  A. 

28*September,*1874.    Resigned. 

Gray,  Alfred  G. 

26  September,  1874. 

Gray,  James. 

24  September,  1874. 

Gninnep,  Arthur  B. 

28  September,  1874.     Resigned 

Uetheriugton,  James  H* 

9  June,  1874.     Graduitted. 

Holcombe,  John  H.  I«« 

27  June,  1874.     Graduated. 

Hood,  John, 

12  June,  1874.    Dismissed. 

Hooke,  Horatio  H. 

26  Sept.,  1874.     Died  2  Jan.,  188K 

Hughes,  Blehard  M. 

25  September  1 1874.    Graduated. 

Huse,  Harry  lit.  P. 

30  September,  1874.    Graduated. 

Juugen,  Charles  W. 

24  September,  1874.     Resigned. 

KImmell,  Harry. 

28  September,  1874.     Graduated 

Knnpp,  Harry  S. 

26  June,  1874.    Graduated. 


Resigned. 
I^csigned. 
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BLnapp,  Jolin  J« 

9  June,  1874.    Graduated. 

Uoyd,  Edward. 

17  June,  1874.    Graduated. 

IfOpez,  Robert  F* 

29  September,  1874.    Giaduated. 

Manry,  Alfred  I. 

28  September,  1874.    Resigned. 

Maxwell,  William  J. 

9  June,  1874. 

Mayer,  Chester  A. 

16  June,  1874.    Dismuaed. 

MeClain,  diaries  S* 

8  November,  1874.    Graduated. 

MeI>oiinell,  John  £• 

80  September,  1874.    Graduated. 

Meares,  Frederick  P. 

25  September,  1874.    Resigned. 

Menefee,  Daniel  P* 

25  September,  1874.    Graduuted. 

Milton,  Ijawson  D. 

25  September,  1874.    Dismissed. 

Morey,  Alfred  O. 

25  September,  1874.    Resigned. 

Paxton,  Alfired  N. 

24  September,  1874.    Resigned. 

Perry,  George  £• 

10  June,  1874.    Dropped. 

Perry,  JolAn  A. 

29  September,  1874.    Resigned. 

Picking,  William  M. 

24  September,  1874.    Resigned. 

Ponndstone,  Homer  V. 

24  September,  1874. 

Preble,  George  H.  R. 

25  September,  1874.    Resigned. 

ilninby,  John  G. 

12  J  une,  1874.    Graduated. 

Bead,  ilfanrice  !«• 

28  September,  1874. 

Bed  fern,  Joseph  !«• 

14  J  uly,  1874.    Resigned. 

Bickardson,  Samnel. 

17  June,  1874.     Resigned. 


Rodgers,  Thomas  S* 

24  September,  1874.    Graduated. 

Rodgers,  William  li. 

11  June,  1874.    Graduated. 

Bogers,  Allen  G* 

12  June,  1874.    Graduated. 

Bowan,  Andrew  S* 

25  September,  1 874.    Resigned . 

Sckwerin,  Bennie  B. 

25  September,  1874.    Gruduated. 

Skipley,  John  H. 

80  September,  1874.    Graduated. 

Skinner,  Frank  €• 

26  September,  1874.    Resigned. 

Smith,  Boy  €• 

8  October,  1874.    Graduated. 

Sparhawk,  George. 

24  September,  1874.    Graduated. 

Spragne,  Frank  J* 

29  September,  1874.    Graduated. 

Stafford,  George  G. 

10  June,  1874.    Graduated. 

StnrdiTant,  Harry  li. 

13  June,  1874. 

Swift,  Franklin. 

9  June,  1874. 

Tillman,  Edwin  H. 

28  September,  1874.    Resigned. 

Tan  Hornc,  George* 

9  June,  lb74.    Dropped. 

Wallace,  Carshena. 

9  June,  1874.    Died  28  Dec.,  1874. 

Webh,  liovell  H. 

28  September,  1874.     Dismissed. 
Webster,  Fdwin  B. 

28  September,  1874.    Resigned. 

Welch,  George  S. 

24  September,  1874. 

White,  William  P. 

80  June,  1874.    Graduated. 

Wilson,  lilowellyn  ¥• 

25  September,  1«74.     Resigned. 

Tonng,  Feramorz  Ij. 

24  September,  1874.    Resigned. 


1875. — JMTidshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  John  P. 

25  June,   1875.     Died  18  Jh'.y,   1876. 

Aldrieh,  Stnart. 

18  September,  1875.     Uesi^rned. 


Bailey,  John  B. 

18  September,  1875.     Resigned. 

Barkley,  Richard  W. 

25  June,  1875.     Dismissed. 
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Bartlett,  BaTld. 

18  September,  1875.    Resigned. 

Berkeley,  Francis  Ij. 

18  September,  1875.    Dropped. 

Bitler,  Reuben  O. 

25  Jmie,  1875. 

Bllsh,  John  B. 

18  September,  18.75.    Graduated. 

Bliss,  Herbert, 

18  September,  1?75.    Resigned. 

Bonflls,  Thomas  Ij. 

24  .1  une,  1 875.    Dropped. 

Booth,  Henry  B. 

18  September,  1875.    Resigned. 

Bowden,  Frank  W* 

18  September,  1875. 

Breekenridge,  Robert  J. 

18  September,  1875.    Resigned. 

Bridges,  Hark. 

24  June,  1875.    Died  9  July,  1875. 

Brown,  Gny  W. 

24  June,  1875. 

Brown,  James  S. 

18  September,  1875. 

Buchanan,  Wilson  W. 

24  June,  1875. 

BnlHngton,  Anson  W* 

18  September,  1875.    Resigned. 

Bullitt,  Howard  H. 

18  September,  1875. 

Chase,  Henry  S. 

24  June,  1875.    Graduated. 

Clements,  Abiier  B. 

24  June,  isTo.    Graduated. 

Coekle,  Riidolphns  R. 

24  June,  1875. 

Condict,  Edward  C 

25  June,  1875.    Resigned. 

Cooke,  Panl  B. 

18  {September,  1875.     Resigned. 

Cooper,  Robert  J. 

18  September,  1875.     Resigned. 

Bewcy,  Theodore  G. 

25  June,  1875. 

Brake,  James  C* 

24  June,  1875. 

Fillebrown,  Horatio  li. 

25  June,  1875. 

Finley,  Henry  JMT. 

25  June,  1875. 

Franklin,  Thomas  B. 

1 8  September.  1 875.    Resigned. 

Freneh,  George  R. 

24  June,  1875. 


Garrett,  lieijch  O. 

18  September,  1875.     Grftdoated. 
Garrett,  I^e  Vioy  in. 

18  September,  1875.    Graduated. 

Gibbons,  John  H. 

18  September.  1875.    Graduated. 

Gill,  William  A. 

24  J  une,  1 875.    G  radnated . 

Gilmore,  Alexander  C\ 

1 8  September,  1 875.     Resi^ncyl. 

Godfrey,  Frank  I.. 

25  J  une,  1875.    Resigned. 

GorK^as,  Miles  C. 

18  September,  1875. 

Gresham,  H'illiam  A. 

25  June,  1875. 

Haines,  Henry  C. 

8  July,  1875. 

Harlow,  Charles  H. 

18  September,  1875.    Graduated. 

HLarrison,  George  £• 

24  Jmie,  1875.    Resigned. 

Hanson,  Alexander  R. 

24  June,  1875. 

Hayden,  Edward  E. 

24  June,  1875.    Graduated. 

Raymond,  Edgar  B.  W. 

18  September,  1875.    Reeigned. 

Hill,  Charles  H. 

18  September,  1875. 

Hood,  John. 

18  September,  1875.     Graduated. 

Hnntoon,  Fitz  Aubert. 

18  September,  1875. 

Irving,  Washington. 

18  September,  1875.     Dropped. 

Jaekson,  Samnel  !«. 

18  September,  1875.     Resigned. 

Johnston,  Campbell  H. 

18  September,  1875.     Resigned. 

Jones,  Biehard,  Jr. 

25  .1  une,  1875.     Resigned. 

Kellogg.  Frank  W. 

24  J  une,  1 875.    Graduated. 

Kimball,  Edward  F. 

25  June,  1875.     Resigned. 

King,  WiMiam  N. 

25  June,  1 875.     Resigned.     Bertorad 
by  Act  of  Congress. 

liOiper,  Edward  F. 

25  June,  1875. 

IjOTisee,  I«eonidas. 

25  June,  1875.    Resigned. 
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I  -  ItfUby,  Jolui  F« 

24  Jane,  1875. 

I    Marsh,  Charles  €• 

18  September,  1875.    Graduated.   * 

,   Vanry,  W«  0«  NT.  P. 

18  September,  1875.    Resigned. 

Mincer,  Randolph  H. 

24  June,  1875.    Graduated. 

Moore,  John  McC. 

24  June,  1875.    Died  16  Nov.,  1879. 

Morse,  William* 

18  September,  1875.    Resigned. 

■add,  John  A. 

18  September,  1875.    Graduated. 

Iforrls,  CalTln  €•  J. 

18  September,  1875.    Resigned. 

^I'Connell,  James. 

18  September,  1875.    Resigned. 

Offley,  Edward  H. 

25  June,  1875.    Resigned. 

Ord,  Edward  O.  €• 

18  September,  1875.    Resigned. 

Parsons,  Frank  B. 

18  September,  1875.    Dismissed. 

Perkins,  Conell* 

18  September,  1875. 

Porter,  John  P« 

1 8  Septem  ber ,  1 875.    Resigned. 

Mipley,  Charles  S. 

25  June,  1875.    Graduated. 

Bohlnson,  H erhert  J. 

18  September,  1875.    Graduated. 


Rodman,  Hash. 

18  September,  1875. 

Russell,  WlUlam  W. 

18  September,  1875.    Dropped. 

Sannders,  Nat. 

3  July,  1875.    Resigned. 

Sehrum,  James  A. 

18  September,  1875.    Resigned. 

Seott,  Georice  A. 

24  June,  1875.    Resigned. 

Sears,  WaSter  J. 

24  June,  1875. 

Sloan,  Robert  S. 

24  June,  1 875.    Graduated. 

Snowden,  Thomas. 

25  June,  1875.    Graduated. 

Starkloff,  Emlle  A.  \^on. 

18  September,  1875.    Resigned. 

Thorn,  Will  Sam  A. 

24  June,  1875.    Graduated. 

Thompson,  Edward  C. 

18  September,  1875.     Resigned. 

Tillman,  Edwin  H. 

18  September,  1875.    Graduated. 

WIke,  Ilarrey. 

18  Sept,  1875.  Died  26  Feb.,  1880. 

Wilkinson,  Ernest. 

24  June,  1875. 

Winchester,  William  S. 

18  September,  1875.     Resigned. 

Woodworth,  FrcKlerIek  A. 

24  Juno,  1875.    Dismissed. 


1876.~Mldshlpmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Aekerman,  Albert  A. 

24  June,  1876. 

Algers,  Philip  R. 

22  September,  1876. 

Andrews,  Horace  B. 

24  June,  1876. 

Ashmore,  Harry  B. 

9  October,  1876. 

Babeoek,  William  F. 

25  September,  1876.    Resigned. 

Bellinger,  Oscar  H. 

24  June,  1876.    Resigned. 

Bemadon,  John  B. 

22  September,  1876. 

Best,  Wesley  E. 

22  September,  1876.    Resigned. 


Bishop,  JLot  €. 

24  June,  1876.    Resigned. 

Blow,  George  P. 

22  September,  187C. 

Bralnard,  Frederick  B. 

24  June,  1876. 

Brinley,  Edward. 

22  September,  1 870. 

Bronner,  Edmnnd  I>. 

22  September,  1870.     Resigned. 

Bryan,  Saiiinel. 

24  June,  1876. 

Cabaniss,  Charles. 

24  June,  1876. 

Clark,  licwls  J. 

22  September,  1876. 
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donness,  BaTid  €•  B. 

22  September,  1876.    Resigned. 

Cooke,  Abbot  S* 

22  September,  1876.    Resigned. 

Craig,  Benjamin  If  • 

24  June,  1876. 

Craven,  Macdonoiisb. 

24  June,  187^ 

Beal,  £dward  T« 

26  June,  1876.    Resigned. 

Bent,  Sidney  H. 

22  September,  1876.    Resigned. 

Blekson,  Josepb  M. 

24  June,  1876. 

Blllman,  George  1a. 

24  June,  1876. 

Boyen,  Charles  A* 

24  June,  1876. 

Bre«el,  Ilernian  Gt 

22  September,  1876. 

Bnncan,  I^onls. 

22  September,  1876. 

£ldredge,  Houston. 

9  October,  1876. 

£nierson,  William  S» 

12  October,  1876. 

Emmet,  William  I<« 

5  July,  1876. 

Eyre,  Manning  K. 

22  September,  1876. 

Firestone,  Allison  B. 

24  June,  1876.     liesigned. 

Forsliow,  Robert  P. 

24  June,  1876. 

Foster,  Edward  W« 

24  June,  1876.     Resigned. 

Garland,  John  8. 

24  June,  1870.    Resigned. 

Georice,  Charles  P. 

6  July,  1876. 

Gilliam,  Bonnell. 

24  J  uuc,  1876.    Resigned. 

Gray,  James* 

22  September,  1876. 

Haessler,  Francis  J* 

22  September,  1876. 

Hainos,  Robert  P. 

22  September,  1876. 

Haskell,  Porter  B. 

22  September,  1876. 

Ilajmond,  Ed^ar  B.  W. 

22  September,  1 876.    Resigned. 

Honri^an,  Patrick  W« 

24  June,  1876. 


Honze,  Arttanr  B. 

24  June,  1876. 

Jones,  Harry  O. 

•24  June,  1876.    Dropped. 
IJndsey  John  H. 

24  J  une,  1 876.    Resigned. 

Mataoney,  James  £• 

22  September,  1876. 

Matthews,  Thomas  BL 

22  September,  1876. 

Mayer,  Angnstus  N. 

24  June,  1876. 

MeCrea,  Alexander  S« 

9  October,  1876. 

Miner,  John  K. 

24  June,  1876.    Resigned. 

Morgan,  Stokely. 

24  June,  1876. 

Mnir,  William  C.  P. 

24  June,  1876. 

Murray,  Jamea  B. 

22  Sept,  187(J.     Died  1 1  Aug^  1878. 
!Vash,  Edwin  W\ 

22  September,  1»76. 
Nibiaeic,  Albert  B. 

22  September,  1876. 

Norton,  I«nman  S* 

22  September,  1876. 

Orlopp,  Max  A. 

24  June,  1876. 

Parke,  Thomas  A. 

24  June,  1876. 

Parker,  Felton. 

9  November,  lb76. 

Parsons,  Arthur  C* 

24  June,  1870. 

PaMerson,  Samuel  A.  W. 

26  June,  1870. 

Perry,  George  E. 

22  September,  1876. 

Perry,  John  A. 

22  September,  1876.     Resigned. 

Phelps,  Harry. 

22  September,  1876. 

Beamor,  Mark  M. 

24  J  une,  1876.     Dropped. 

Biehardson,  Walter  Q. 

22  September,  hs7G. 

Bobinson,  William  M. 

24  June,  1876. 

Bodgers,  Gny  G. 

26  September,  1876. 

Bohrbaeher,  Joseph  B. 

24  June,  1876. 
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Snraell,  WUllam  W. 

22  September,  1876.    Dropped. 

Safibrd,  William  £• 

22  September,  1870. 

Scott,  Richard  H. 

24  June,  1876.    Resigned. 

iSimpeon,  Edward. 

26  June,  1876> 

Sims,  William  S. 

24  June,  1876. 

Taylor,  John. 

24  June,  1876.    Resigned. 

Tbatctacr,  Herbert  W. 

22  September,  1876.    Resignea 

Tmxtnn,  William. 

24  June,  1876. 

Tance,  Zebnlon  B. 

24  June,  1876. 

T'an  I>nzcii,  liCwis  fiL 

22  September,  1876. 

Wall,  Francis  B. 

5  July,  1876. 

W^allace,  John  T.' 

24  June,  1876.    Dropped. 


Watters,  John  8. 

24  June,  1876. 

West,  George  E. 

22  September,  1876. 

Whitewell,  Samnel  £. 

24  J  une,  1 876.    Resigned. . 

WfaitHeld,  Jeme  G. 

22  September,  1876.    Resigned. 

Will*  James  F. 

22  September,  1876.    Resigned. 

Williamson,  Benjamin  H. 

22  September,  1876.    Dropped. 

Williamson,  Samuel  II. 

22  September,  1876. 

Wilson,  nefarj  B. 

22  September,  1876. 

Wolfersberser,  William  H. 

22  September,  1876. 

Wood,  James  £. 

22  September,  1876.    Resigned. 

Worthington,  Thomas. 

24  June,  1876. 

Wright,  Silas  H. 

22  September,  1876b 


1877.r-]iridshipmen. 

In  service  as  Cadet  Midshipman,  except  otberwise  stated. 


Arnold,  John  T. 

29  September,  1877. 

Ballentine,  Henry  S* 

27  June,  1877. 

Harnett,  George. 

27  June,  1877. 

Bell,  Everett  N. 

22  September,  1877. 

Bennett,  lionis  S. 

22  September,  1877. 

Blake,  Bobert  B. 

22  September,  1877.    Resigned. 

Bnck,  Gny  HI. 

23  September,  1877. 

Bnnts,  Frank  E. 

27  June,  1877. 

Capehart,  Edward  £• 

27  June,  1877. 

Carroll,  Eugene. 

27  June,  1877. 

Clark,  George. 

27  June,  1877. 

Cohen,  Harry  B» 

27  Jime,  1877. 


Colwell,  James  II. 

27  June,  1877. 

Conway,  John  J. 

22  September,  1877. 

Cooke,  Abbot  S. 

22  September,  1877.    Resigned. 

Crenshaw,  James  B. 

22  September,  1877. 

Bashiell,  Bobert  B. 

27  June,  1877. 

Bonnelly,  Aliehael  J. 

27  June,  1877. 

Boyle,  James  Q. 

27  June,  1877. 

Bresser,  James  W. 

27  June,  1877. 

Dndley,  Charles  J. 

22  September,  1877. 

Fletcher,  WiUiam  B. 

22  September,  1877. 

Flonrnoy,  William  F« 

27  June,  1877. 

Ford,  William  6. 

22  September,  1877. 
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Forrest,  Bnttaerford  W. 

22  September,  1877.    Resigned. 

Grambs,  Willlnm  J. 

22  September,  1877. 

Greeley,  Revere  R. 

22  September,  1877.   J)roppecL 

Harman,  Engene  HI. 

27  Juue,  1877. 

Sarrison,  Edward  II. 

27  June,  1877. 

Hajden,  Thomas  W. 

22  September,  1877. 

Hoke,  William  P. 

23  September,  1877.    Dropped. 

Soogewerir,  John  A. 

27  June,  1877. 

Reward,  William  I^. 

22  September,  1877. 

Hubbard,  Nathaniel  H* 

22  September,  1877. 

Hnnicke,  Felix  H. 

22  September,  1877. 

Jaekson,  Halcolm. 

22  September,  1877.    Resigned. 

Jones,  Alexander  J. 

22  September,  1«77.    Resigned. 

Karmany,  liineoln* 

22  September,  1877. 

Kase,  Speneer  HI. 

22  September,  1877. 

Kennett,  Perey. 

22  September,  1877.    Resigned. 

Kent,  George. 

27  June,  1877. 

Key,  Albert  !«• 

27  June,  1877. 

Kimball,  John  A. 

22  September,  1877. 

liamkin,  John  A, 

27  June,  1877.    Dropped. 

lianehheimer,  Charles  H. 

22  September,  1877. 

liinnard,  Joseph  H. 

27  June,  1877. 

HeGifflii,  Philo  N. 

22  September,  1877. 

HeJnnkin,  Ira« 

27  June,  1877. 

HeKee,  lilewelyn  T* 

27  June,  1877. 

HeNntt,  Finley  A. 

22  September,  1877. 

IHeWhorter,  Jaeob  G« 

22  September,  1877. 


morgan,  Daniel. 

22  September,  1«77. 

Horris,  W^alter  £• 

27  June,  1877.     Resigned. 

Hoses,  Franklin  J. 

22  September,  1877. 

Norton,  OliTer  H. 

22  September,  1877.    Resigned 

Oliphant,  Alexander  €• 

22  September,  1877. 

Paine,  Walter  T. 

22  September,  1877. 

Plythian,  Charles  T. 

27  June,  1877. 

Pieree,  Ryron  C. 

7  June,  1877. 

Pleasants,  Charles. 

22  September,  1877.    Resigned. 

Poyer,  John  H. 

27  June,  1877. 

Printnp,  BaTid  !< 

27  June,  1877. 

Rees,  John  !«• 

27  June,  1877. 

Rider,  Frederiek  C* 

22  September,  1871. 

Sehoek,  John  !«• 

27  June,  1877. 

Semple,  liorenzo* 

22  September,  1877. 

81aek,  William  T. 

27  June,  1877.    Resigned. 

Sniies,  Frederiek  W. 

27  June,  1877. 

Smyth,  James  W. 

27  June,  1877.    Resigned. 

Stable,  Frederiek  H. 

22  September,  1877. 

Stayton,  William  H. 

27  June,  1877. 

Stewart,  Charles  W. 

27  June,.  1877. 

Sntton,  Franeis  £• 

27  June,  1877. 

Weeks,  John  W. 

27  June,  1877. 

Weller,  OTington  £ 

22  September,  1877. 

White,  Harry  K. 

22  September,  1877. 

Whittlesey,  William  B. 

22  September,  1^77.    Resigned 

Wickes,  Joseph  I«. 

22  September,  1877.    Resigned. 
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WUkes,  Gilbert. 

22  September,  1877. 


Woodward,  Joseph  J* 

27  June,  1877. 


1878.— MidBtaipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Anderson,  £dwin  A.,  Jr. 

28tJune,  1878. 

Ashby,  Stephen. 

28  June,  1878.    Dismissed. 

Barnard,  John  H. 

80  September,  1878. 

Belford,  Samnel  £. 

80  September,  1878.    Resigned. 

Blandin,  John  J. 

28  Jane,  1878. 

Carpenter,  James  F. 

30  September,  1878. 
Balrymple,  Elton  W. 

28  June,  1878. 

BoTale,  Arthur. 

80  September,  1878. 

Bnnoan,  William  B. 

7  November,  1878. 

£anies,  Harold  H. 

28  June,  1878. 

Fields,  Wiley  M. 

28  June,  1878. 

Fowler,  Hammond. 

80  September,  1878. 

Gisnilliat,  Thomas  H. 

30  September,  1878. 

Gray,  Willie  T. 

28  June,  1878. 

Gwyn,  liawrence  S. 

28  June,  1878. 

Hepp,  Charles. 

28  June,  1878. 

Horst,  Henry  A. 

28  June,  1878. 

Jayne,  Joseph  Ij. 

28  June,  1878. 

Johnston,  91  arberry. 

30  September,  1878. 

Kenkel,  Herman  H. 

28  June,  1878. 

I«esare,  Alexander  B« 

28  Jane,  1878. 


liOdeman,  Frank  F.  F. 

28  June,  1878.    Dismissed. 

Martin,  Clarenee. 

28  June,  1878. 

IHitehell,  Sidney  Z. 

80  September,  1878. 

Morris,  John  H. 

80  September,  1 878.     Resigned. 

]Vixon,  I«ewis. 

28  June,  1878. 

Phil  bin,  PatHek  H. 

28  June,  1878. 

Prinee,  Thomas  C. 

28  June,  1878. 

Rankin,  Harry. 

28  June,  1878.    Dropped. 

Reynolds,  Charles  R. 

28  June,  1878. 

Bieketts,  William  A. 

80  September,  1878. 

Salisbury,  Smith. 

30  September,  1878.    Dismissed. 

SaTai^e,  I«edru  R. 

30  September,  1878. 

Sehrader,  George  HI.  Ton. 

8  October,  1878. 

Solomon,  Fdward  E. 

30  September,  1878.     Resigned. 

Smith,  Thomas  B. 

28  June,  1878. 

Sntphen,  Edson  W. 

28  June,  187a 

Weeks,  Edwin  B. 

30  September,  1878. 

Whittlesey,  William  B. 

28  Jane,  1878. 

Wood,  Speneer  S. 

28  June,  1878. 

Woods,  Robert  H. 

80  September,  1878. 
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1868.— Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Agee,  Alfred  P. 

10  September,  1879. 

Alexander,  Robert  €• 

29  September,  1879. 

Batttais,  Ilarry  H« 

16  June,  1879. 

Bowman,  William  £• 

26  September,  1879. 

Brady,  Cyrns  T. 

26  September,  1879. 

CasBiday,  Edward  R* 

29  September,  1879. 

Chapin,  Frederick  !<• 

29  September,  1879. 

ColTin,  Frank  R. 

26  September,  1879. 

Cooper,  James  J.  G. 

26  September,  1879. 

Frazier,  Robert  T. 

26  September,  1879. 

€}eor|ce,  Ilarr^'. 

16  Jane,  1879. 

Greene,  8amnel  !>• 

16  June,  1879. 

Jackson,  John  A. 

26  September,  1879. 

Jackson,  John  B. 

26  September,  1879. 

Jastremski,  JLeon  H* 

29  September,  1879. 

Keith,  Albion  8. 

26  September,  1879. 

Hiefer,  Fdmnnd  £• 

16  June,  1879. 

King:,  William  H. 

30  June,  1879. 

Ledbetter,  William  H. 

26  June,  1879. 

XiCnnon,  Ulichael  £• 

29  September,  1879. 

liCreh,  Robert  Ij. 

29  September,  1879. 

IiOTCnskiold,  A.  liCe* 

26  September,  1879.    Dropped. 


McCook,  John  A. 

29  September,  1879.    Dropped. 

UlcCreary,  Wirt. 

16  June,  1879. 

Melntire,  Alonzo  £• 

26  September,  1879. 

mcKean,  Josiah  S« 

29  September,  1879. 

Uleicrath,  William  A. 

29  September,  1879. 

Mitchell,  Charles  R. 

29  September,  1 879.     Resigned. 

O'liCary,  Timothy  S. 

29  September,  1879. 

Parker,  Foxhall  A. 

26  September,  1879.     Resigned. 

PelHey,  Harlen. 

26  September,  1879.    Resigned. 

Pet  tit,  Harry  C. 

29  September,  1879. 

Plnnkett,  Charles  P. 

8  October,  1879. 

Sparling,  Frederick  H. 

29  December,  1879. 

StcTcns,  Raymond  R.  W*  B. 

22  November,  1879. 

Stont,  George  C. 

29  September,  1879. 

8tr€K^t,  George  W. 

29  September,  1879. 

Sweeting,  Cliarles  £• 

26  September,  1879. 

Temple,  Fdwin  G. 

29  September,  1879. 

Thnrston,  Benjamin  £• 

29  September,  1879. 

Toney,  Tremlet  V. 

16  June,  1879. 

Wentworth,  lionis  HI. 

26  September,  1879.     Resided. 

Wilson,  William  J. 

29  September,  1879. 

Witherspoon,  Thomas  A. 

16  Jane,  1879. 
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1880.— Midshipmen. 

In  seryice  as  Cadet  Midshipman,  except  otherwise  stated. 


Atwood,  John  €• 

16  June,  1880. 

Barker,  William  A. 

25  September,  1880. 

Barkley,  Rlehard  W. 

16  June,  1880. 

Beeher,  Albert  HI. 

14  June,  1880. 

Blake,  Henry  D. 

25  September,  1880. 

Basil,  William  W. 

25  September,  1880. 

Carter,  Tanlx. 

25  September,  1880. 

C<Nik,  William  £. 

2  October,  1880. 

Curtis,  Frederick  B* 

25  September,  1880. 

Davis,  James  S. 

16  June,  1880. 

Friedlander,  Harry. 

25  September,  1880. 

Gilmer,  William  W« 

16  June,  1880. 

Gonong,  William  G« 

14  June,  1880. 

HarrelU  John  R. 

25  September,  1880. 

*  Hayes,  Charles  H. 

25  September,  1880. 

Hazel  tine,  Charles  W. 

14  June,  1880. 

HoKgatt,  Wilford. 

14  June,  1880. 

Johnston,  William. 

14  June,  1880. 

Jones,  Hilory  P.,  Jr« 

25  September,  1880. 

I«aniison,  Jason  G* 

16  June,  1880. 

Leary,  Thomas  H. 

25  September,  18.08 

LoTonskiold,  A.  liOe. 

7  October,  1880. 


Haepherson,  Victor. 

25  September,  1880. 

Malley,  William  A. 

25  September,  1880. 

Maxey,  John  W. 

16  June,  1880. 

HcCook,  John  A. 

1  October,  1880. 

McCord,  Henry  H» 

16  June,  1880. 

McDonald,  John  D. 

9  October,  1880. 

AfcMnlta,  Hnrhert. 

14  June,  1880. 

Hoeeley,  ]%^athaniel  H» 

4  June,  1880. 

Baiehle,  Frank  G. 

16  June,  1880. 

:  Sargent,  Frederic  H. 

16  June,  1880. 

Seymonr,  Isaac  R* 

25  September,  1880. 

Shoemaker,  William  : 

14  June,  1880. 

Sloan,  Alhert  B. 

25  September,  1880. 

Smith,  Sidney  F. 

25  September,  1880. 

Terrell,  Douglass  F« 

25  September,  1880. 

Tenable,  Charles. 

25  September,  1880. 

Wells,  Roger. 

25  September,  1880. 

Williams,  Clarence  S. 

25  September,  1880. 

Williams,  William  P« 

14  June,  1880. 

Wirt,  William  E. 

25  September,  1880. 
Wood,  John  W. 

25  September,  1880. 
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1866. 


McCarty,  €^eorge  D* 

8  October,  1866.    Transferred  to  be  a 
Midshipman. 


Wilson,  James  P. 

5  October,  1868.    Resigned. 


1867. 


Bowell,  Charles  P. 

7  October,  1867.    Graduated. 


Steely  James. 

28  Sept,  1867.    Died  16  Aug.,  I860: 


1871.— October  1. 

Except  otherwise  stated. 


Barton,  John  K» 

Graduated. 

Boicgs,  William  B. 

Graduated. 

Clearer,  Henry  T. 

Graduated. 

Cnmmlng.  John  A* 

Resigned. 

Denig,  Robert  Q. 

Graduated. 

Edwards,  John  B* 

Graduated, 

Kleckner,  Charles* 

Graduated. 

I«eltch,  Robert  B. 

Graduated. 

Potts,  Stacy. 

Graduated. 


Ransom,  George  B* 

Graduated. 

Rniz,  Alberto  de. 

Resigned. 

Schneider,  William  E. 

Resigned. 

Tiffany,  William  R. 

Dropped  24  October,  1872. 

Warren,  Benjamin  H. 

Graduated. 

Willetts,  Albert  B. 

Graduated. 

Wooster,  liUeius  W* 

Graduated. 

Zane,  Abraham  ¥• 

Graduated. 


1872.--October  1. 

Except  otherwise  stated. 


Canaga,  Alfred  B. 

Graduated. 

Dronillard,  George  li. 

Resigned. 


Eaton,  William  C. 

Graduated. 

Eldridge,  Frank  H. 

i         Graduated. 
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Frisell,  Charles  II. 

Itt-sigDed. 
Iloirman,  Frank  J. 

Uraduatcd, 
J4>irrp}'    William  C. 

IB  Hovomlier,  1*72.    Beaigned. 
Kill  R.  William  B. 

Uruduutcd. 
MMie,  WllUam  A. 

GruduatctL 
l.aoinlHt  Edmnnd  N. 

Graduated. 
Hattice,  Ana. 

Graduated. 
JHeredllta.  Bdward  D. 

Reaigacd. 


3for{CMii.  Lee. 

Resigned. 
Reld.  Rolicrt  J. 

Orii.lmittd 
KiH-lil  1IR.  Edmand. 

KiiU.  \lbfrlu  de. 

HeHiyned. 
KcLivmicrliorn.  William  E. 

liesigm.! 
fltoriiliftrKor.  Edwin  C. 


187S.— October    1. 


Babbitt,  Oeo.  Henrr  Thomas. 

Graduated. 
Bailey,  Franit  Hnghes. 

Gruduated. 
BurRdorlf,  Theodore  Fred*k. 

Graduated. 
Carter,  Thomas  F. 

Graduated. 
Vnlbcart,  William  Itedyard. 

Graduatud. 
Clandc,  tiordon  H. 


Eastman,  Harry > 


Freeman,  Edward  BoBsell. 

Graduated. 
Johnson,  Charles  S. 

ICesigned. 
Kollcy.  B.  F. 

Olnistvad.  Lorlng. 

Itesigijfd. 
Ruiz.  Alberlo  de. 

Oruduuled. 
Stivers,  Henry  Hicks. 

Graduati-d. 
White.  John  MC. 

acsignod. 
WIlledH.  dcorKc  Sidney. 

Gradiiat.d. 


1S74.— October    1. 


Bartlett,  Frank  W. 

Gnkduatcd. 
Bennett,  Frank  IH. 

Graduated. 
Bl4«,  Frederick  Charles. 

Graduated. 
Ball,  Cieorge  Hoyt. 

Graduated. 


Clande,  Gordon  Handy. 

UUmi&sed. 
Clooley,  Mortlmor  Elwyn. 

Graduated. 


Dnngiui    lIorHLX'  Greeley. 

Resigned 
Elscller.  Harry  Smith. 

Gruduuted, 
Gage,  Howard. 

Graduated. 
Gow,  John  London. 

Graduated. 
tirlHln    Robert  Ntanislans. 

Gnuhiated. 
HarrlHon,  Henry  Fillmore. 

Resigned. 
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Ilogan,  ThoinaH  Joseph. 

Graduated. 

Hollis,  Ira  Nelson. 

Graduated. 

iTers,  Henry  King. 

Graduated. 

MeElroy,  Geori^  Wightuian. 

Graduated.  * 

!¥orton,  Harold  PerelTal. 

Graduated. 

O^Connor,  Henry. 

Dropped.    Resigned. 

Plekrell,  Joseph  MeCall. 

Graduated. 


MaliHbnry,  George  RoberC 

Graduate. 

Sehell,  Franklin  JTaeol^ 

Graduated. 

Seribner,  Edward  Herschell. 

Graduated. 

Spanfi^ler,  Harry  Wilson. 

Graduated. 

Wright,  Charles  I^ealle. 

Graduated. 

Wilmer,  Joseph  Ringgold. 

Graduated. 


1875.->8epteuiber   15. 

Except  otherwise  stated. 


Aeker,  JEdward  O'Connor. 

Graduated. 

Annan,  John  Wesley. 

Graduated. 

Baker,  John  Howard. 

Graduated. 

Bowers,  Frederick  C. 

Graduated. 

Bartholow,  Frank  la  MoUe. 

Dropped. 

Bevin^ton,  Martin. 

Graduated. 

Bowles,  Francis  Tiffany 

Graduated. 

Bryan,  Benjamin  Chauihers. 

Graduated. 

Carr,  Clarence  Alfred 

Graduated. 

Gatewood,  Richard. 

Graduated. 

Hnut,  Andrew  Mnrray. 

Graduated. 


Isbester,  Richard  Tliorntoa« 

Graduated. 

Iinbl>e,  Charles  Betliel. 

Graduated. 

McFarland,  Walter  Martin. 

Graduated. 

Miller,  Clarence  A. 

l)ro})ped. 

Mercier,  Ba¥id  Isaiah. 

Resigned. 

IVoeli,  Michael  Daniel. 

Died  1  January,  1878. 

Smith,  William  Strother. 

Graduated. 

Talcott,  Charles  Gratiot. 

Graduated. 

Temple,  Arthur  Wallace. 

Resigned. 

Tarnull,  John  Hepburn. 

Resigned. 


1876.— September    14. 


AUderdice,  William  Hillary. 

Graduated. 

Arnold,  Solon. 

Graduated. 

Bailey,  Horace  Jnstus. 

Resigned. 

Belden,  Charles  Fmory. 

Giaduated. 

Byrne,  James  Fdwin. 

Graduated. 


Bnrand,  William  Frederick. 

Graduated. 

Fckel,  Herman. 

Dismissed. 

Hall,  Harry. 

Graduated. 

Hasson,  Wm.  Fred'k 

Graduated. 

King,  Charles  Alfred. 

Graduated. 
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Kinkaid,  Thomas  Wrigbti 

Graduated. 

liang,  William. 

Died  15  November,  1880. 

liiilebridge*  Frederick  Hay. 

Resigned. 

Manning,  Charles  Edward. 

Graduated. 

Mathewd,  Clarence  Herbert. 

Graduated. 

Miner,  I^eo  Dwight. 

Graduated. 

NicholH,  Arthur. 

Resigned. 

Sample,  Winfield  Scott. 

Graduated. 


Smith,  Albert  Kdward. 

Graduated.  * 

Stahl,  Albert  Milliam. 

Graduated. 

Weaver,  William  Bixon. 

Graduated. 

Wood,  Joseph  TiCarned. 

Graduated. 

Woods,  Arthur  Tannatt. 

Graduated. 

Worthington,  John  liCeds. 

Graduated. 

Toung,  Albert  Osborn. 

Graduated. 


1877.-«epteniber  13. 

At  Naval  Academy,  exce2>t  otherwise  stated. 


Anderson,  Martin  Angnstns. 

Graduated. 

Arnold,  Solon. 

Graduated. 

Bankson,  Uoyd. 

Graduated. 

Beach,  Robert  James. 

Bnsh,  Arthur  Richmond. 

Graduated. 

Bay,  Willis  Bruner 

Bowi4t,  Frank  Butland. 

Graduated. 

Garttey,  William  Henry. 
Gladstone,  Baniel  Bemarest. 

Kaemmerling,  GustaTC. 

Graduated. 

McAllister,  Andrew. 

McAlpine,  Kennett. 

Graduated. 

McCreary,  Harry  Raynor. 

Resigned. 

Moritz,  Albert. 

]f Ichols,  Arthur. 

Resigned. 


ParKoiiH,  Isaac  Brown. 

Graduated. 

PerkiuH,  Toyman  Burnham. 

Gniduated.J 

Prevear,  Herbert  Banker. 

Resigned. 

Redgrave.  Be  Witt  Clinton. 

Graduated. 

Sampson,  Bias  Clay. 

Graduated. 

Shallenberger,    OliTcr    Black* 
burn.    Graduated. 

Smith,  William  Stuart, 

Graduated 

Stewart,  Robert,  Jr. 

Graduated. 

Webster,  William  Townsend. 

Graduated. 

WhiK^  William  Wilmot. 

Graduated. 

Whitham,  Jay  Manuel. 

Graduated. 

Whittle,  lilewellyn  Fairlhx. 

Died  23  July,  1880,  Naval  Hospital, 
Philadelphia. 


1878.— October  1. 

At  Naval  Academy,  except  otherwise  stated. 
Addiokfi,  Walter  Robert.  Clarke.  Arthur  Henry. 


Chambers,  William  Henry.        |C^ley,  Frederick  £dward« 
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Conant,  Frank  Henry. 
Creighton,  Wm.  Henry  Paul. 
Fitts,  James  Henry. 
Ferguson,  George  Robert. 
Gatewood,   Robert    Woodland. 
Grantner,  Otto  Charles. 
Hawtbome,  Harry  I^ee  Roy. 
Higglns,  Robert  Bernard. 
Rowland,  Charles  Henry. 
liOonard,  Jobn  Calvin. 
Miller,  Peter. 
Pendleton,  Joseph  Henry* 


Qninby,  Isaac  Henry. 
RommeiU  CiiarlcMS  Kdward 
Simpson,  Henry  I^akin. 

Resigned. 

Shock,  Thos.  Alexander  W 
ton. 

Taylor,  Kdward  Kenyon. 

Theiss,  JBmil. 

Willis,  Clarence  Calhonn. 

Winchell,  M'ard  Philo. 

Yonchi,  Sadanori. 


AldHch,  William  S. 
Armistead,  Samnel  W« 
Barnes,  Charles  JE. 
Baxter,  William  J. 
Carswell,  William  B. 
Darrah,  William  F. 
Hnvall,  Blarins,  Jr. 
Byson,  Charles  W* 
JEaton,  Charles  P* 
Ellinger,  Jnlins. 
£11icott.  John  H 


1879.— October  1. 

At  Naval  Academy,  except  otherwise  stated. 


i^iiimger,  jniii 
Fllicott,  John  H. 
Field,  Harry  A. 
Gillis,  Harry  A. 


Glassc^ock,  Fnstace. 
Gross,  Charl<^M  J. 
Halstead,  Alexantler  X 
Herbert,  William  V. 
Ijawrenee,  Williaui  H. 
liittlehales,  George  W* 
Palmer,  James  £. 
Pattison,  Thomas  P. 
Ryan,  Philip  J. 
Webster,  Charles  F. 
Woodrnff,  Charles  E. 
Zinnell,  George  F* 


1880.— October  1. 

At  Naval  Academy,  except  otherwise  stated. 


Barron,  Charles  C. 
Biddle,  Andrew  P. 
Capps,  Washington  IL» 
Crisp,  Richard  O. 
Bargan,  Milton. 
Bavis,  Fdward. 
Fahs,  Charles  H. 
Field,  Horace  A. 
Hcwes,  Charles  H« 
Hill,  Frank  K. 
Hnglies,  Arthur  Ii. 
Hnlmc,  Walter  O. 
Jones,  Horace  W« 


Hcliholtz,  Pierr  O. 
Kreppcr,  Chester  II* 
liOomis,  Frederick  Jl« 
McCay,  Henry  H. 
Mathews,  Albert  C. 
Orr,  Robert  H. 
Parmenter,  Henry  £. 
Pattison,  Thomas  P. 
RichardscMi,  Thornton  R. 
Starr,  John  B. 
Wedderburn,  liawrence  A. 
Wentz,  Robert  I^. 
Whittlesey,  Hnme  H. 
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OFFICERS  OF  THE  MARINE  CORPS. 


From  1798  to  the  Present  Time. 


COMMANDANTS. 

BnrrowB,  William  W. 

Major  Commandant,  12  July,  1798.  Lieutenant-Colonel  Commandant,  1  May,  1800. 
Resigned  6  March,  1804. 

Whorton,  Franklin. 

Captain,  3  August,  1798.  Lieutenant-Colonel  Commandant,  7  March,  1804.  Died 
1  September,  1818. 

€i>ale9  Anthony* 

Second  Lieutenant,  2  September,  1798.  First  Lieutenant,  2  March,  1799.  Captain, 
24  April,  1804.  Lieutenant-Colonel  Commandant,  3  March,  1819.  Brevet  Major, 
24  April,  1814.    Cashiered  18  October,  1820. 

Henderson,  Archibald. 

Second  Lieutenant,  4  June,  1800.  First  Lieutenant,  6  March,  1807.  Captain, 
1  April,  1811.  Lieutenant-Colonel  Commandant,  17  October,  1820.  Colonel 
Commandant,  1  July,  1834.  Brevet  Lieutenant-Colonel,  17  October,  1820. 
Brevet  Brigadier  General,  27  January,  1837.  Brevet  Major,  1814.  Died  6  Jan- 
uary, 1859. 

Harris,  John. 

Second  Lieutenant,  23  April,  1814.  First  Lieutenant,  18  June,  1814.  Captain, 
13  June,  1880.  Major,  6  October,  1841.  Colonel  Commandant,  7.January,  1859. 
Brevet  Captain,  3  March,  1825.    Brevet  Major,  27  January,  1887.    Died  12  May, 

Zeilin,  Jacob. 

Second  Lieutenant,  1  October,  1831.  First  Lieutenant,  12  September,  1886.  Cap- 
tain, 14  September,  1847.  Major,  20  July,  1861.  Colonel  Commandant,  10  June, 
1864.  Brigadier  General  Commandant,  2  March,  1867.  Brevet  M^jor,  9  Janu- 
ary, 1847.    Retired  1  November,  1876.    Died  18  November,  1880. 

OFFICERS. 

Adams,  George. 

Second  Lieutenant,  19  March,  1846.  Brevet  First  Lieutenant,  12  August,  1847. 
Died  21  October,  1856. 

Adams,  Sauinel  €. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  4  November,  1863. 
Drowned  1  AprU,  1864,  Carlo,  Illinois. 
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Alexander,  Philip* 

Second  Lieutenant,  7  November,  1800.  First  Lieutenant,  1  August,  1803.  Re. 
signed  31  March,  1808. 

Allen,  Austin  M¥. 

Second  Lieutenant,  10  February,  1888.  Transferred  to  the  Army,  28  November 
1838. 

Allen,  Hi^afhaniel. 

Second  Lieutenant,  8  April,  1810.    Resigned  24  July,  1810. 

Allen,  Samnel  K. 

Second  Lieutenant,  12  March,  1868.  '  Retired  11  May,  1880. 

Amory,  William. 

Second  Lieutenant,  25  July,  1798.  First  Lieutenant,  10  November,  1799.  Re- 
signed, date  unknown. 

Anderson,  Jeremiah. 

Second  Lieutenant,  11  June,  1811.    Dismissed  in  September,  1811. 
Anderson,  William. 

Second  Lieutenant,  17  February,  1807.  First  Lieutenant,  23  June,  1809.  Captain, 
18  June,  1814.  Brevet  Major,  18  June,  1824.  Brevet  Lieutenant-Colonel,  24 
May,  1828.    Died  13  June,  1830. 

Armistead,  F.  3f. 

Second  Lieutenant,  13  November,  1830.  First  Lieutenant,  1  July,  1884.  Died 
14  April,  1841. 

Arrowsmitli,  Thomas. 

Second  Lieutenant,  11)  April,  1812.    Resigned  in  October,  1812. 

Astaton,  Richard  W. 

Second  Lieutenant,  28  January,  1817.    Resigned  22  January,  1821. 

Anehmuty,  Richard. 

Second  Lieutenant,  28  February,  1815.  First  Lieutenant,  18  April,  1817.  Brevet 
Captain,  18  April,  1827.    Resigned  1  April,  1830. 

Racon,  Samuel. 

Second  Lieutenant,  14  April,  1812.  First  Lieutenant,  8  July,  1812.  Captain, 
18  June,  1814.     Resigned  in  November,  1815. 

Bacote,  Thomas  W. 

Second  Lieutenant,  24  June,  1813.  First  Lieutenant,  18  June,  1812.  Resigned 
4  June,  1815. 

Bainhridge,  Theodore- 
Second  Lieutenant,  24  May,  1828.     Resigned  18  January,  1832. 

Baker,  Adam  N. 

Second  Lieutenant,  12  September,  1853.     First  Lieutenant,  1  August,  1860     Dis- 
missed 23  May,  18C1. 
Raker,  B.  B. 

Second  Lieutenant,  20  October,  1832.  First  Lieutenant,'30  December,  1887.  Cap- 
tain, 28  September,  1847.  Brevet  Captain,  13  September,  1847.  Died  81  August, 
1853. 

Raker,  Joseph  F. 

Second  Lieutenant,  5  June.  1861.  First  Lieutenant,  1  September,  1861.  Captain, 
22  June,  1864.     Died  2  October,  1876. 

Raldwin,  Samuel- 
Second  Lieutenant,  2  January,  1800.     First  Lieutenant,  10  December,  1801.    Last 
appearance  in  Register  of  1806. 

Ranning,  Edmnnd  P. 

Second  Lieutenant,  2  July,  1864.     Resigned  13  April,  1870. 

Rarelay,  Thomas. 

Second  Lieutenant,  18  August,  1799.    First  Lieutenant,  21   October,  1801.    Re- 
signed 31  May,  1802. 
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Bartlett,  Henry  A. 

Second  Lieutenant,  26  November,  1861.    First  Lieutenant,  20  Noveniber,  18(J1. 
Captain,  29  November,  1867.    Li  service. 

Barton,  Thomas  B. 

Second  Lieutenant,  10  June,  1817.    First  Lieutenant,  17  October,  1820.    Resigned 
18  March,  1839. 

Bates,  Geor^-e  T. 

Second  Lieutenant,  19  February,  1873.    First  Lieutenant,  12  May,  1880.    In  service. 

Bayly,  Robert  P. 

Second  Lieutenant,  1  July,  1809.    Died  26  August,  1809. 

Bell,  Daniel. 

Second  Lieutenant,  8  November,  1800.    Resigned  14  February,  1801. 

Belivne,  F.  B.  de. 

Second  Lieutenant,  24  April,  1812.    First  Lieutenant,  18  June,  1814.    Captain,. 
8  March,  1819,    Resigned  6  March,  1824. 

Benson,  O.  Robert. 

Second  Lieutenant,  17  December,  1873.    First  Lieutenant,  5  June,  1880.    In  service. 

Berrett^  John  J. 

Second  Lieutenant,  19  November,  1840.    Resigned  5  April,  1848. 

Berryman,  O.  C 

Second  Lieutenant,  24  January,  1870.     First  Lieutenant,  16  November,  1877. 
In  service. 

Betts,  Charles. 

Second  Lieutenant,  28  March,  1820.    Died  7  January,  1822. 

Biglow,  Horatio  R. 

Second  Lieutenant,  6  February,  1865.    Resigned  28  February,  1870. 

Bishop,  Henry  J. 

Second  Lieutenant,  25  November,  1861.    First  Lieutenant,  1  April,  1864.    Cap- 
tain, 12  January,  1870.    In  service. 

Bloodgood,  W.  A. 

Second  Lieutenant,  3  March,  1821.    Appointed  Purser  2  May,  1834. 

Bond,  Franeis  A. 

Second  Lieutenant,  1  March,  1815.    Resigned  in  November,  1816. 

Boon,  lieonard  J. 

Second  Lieutenant,  7  July,  1812.    First  Lieutenant,  18  June,  1814.    Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 

Borrongh,  Jehu  A. 

Second  Lieutenant,  5  June,  1861.    First  Lieutenant,  1  September,  1861.    Captain, 
1  September,  1864.    Died  28  November,  1867,  West  Indies. 

BcMiqne,  Joseph. 

Second  Lieutenant,  28  February,  1815.    Died  at  New  Orleans,  1815. 

Bourne,  William  T. 

*  Second  Lieutenant,  5  August,  1824.    Died  4  March,  1826. 

Bojd,  William  8. 

Second  Lieutenant,  12  January,  1848.      First  Lieutenant,  13   December,  1857. 
Captain,  26  July,  1861.    Resigned  31  July,  1865. 

Boyle,  James  H. 

Second  Lieutenant,  25  June,  1809.     First  Lieutenant,  27  April,  1810.     Resii^ned 
in  1812. 

Boyd,  William  T^. 

Second  Lieutenant,  17  September,  1813.    First  Lieutenant,  18  June,  1814.     Re- 
signed 26  July,  1814. 

Bradford,  €.  H. 

Second  Lieutenant,  25  November,  1861.    First  Lieutenant,  26  November,  186K 
Died  18  February,  1864,  from  wounds  received  in  battle. 
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Bradford,  £.  T. 

Second  Lieutenant,  18  December.  1868.  Firat  Lieutenant,  30  Anf^iut,  1874 
Resigned  15  November,  1877. 

Brady,  Thomas  A. 

Second  Lieutenant,  8  February,  1887.  First  Lieutenant,  3  ^larch,  1847.  Died 
7  November,  1847. 

Breckenridge,  H.  B« 

Second  Lieutenant,  15  April,  1812.  First  Lieutenant-,  18  June,  1814.  Captain, 
10  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment  Act 
Breese,  Juines  B* 

Second  Lieutenant,  18  March,  1864.  First  Lieutenent,  1  May.  Ib08.  Resigned 
5  December,  1879. 

BreToort,  A.  N* 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant.  2G  September,  1829.  Cap- 
tain, 6  March,  1888.  Brevet  Captain,  26  September,  1888.  Died  26  Novembei; 
1866. 

Brewerton,  G.  B. 

Second  Lieutenant,  8  March,  1819.    First  Lieutenant,  17  September,  1821. 
31  January,  1827. 

Brewster.  W.  H. 

Second  Lieutenant,  24  January,  1888.    Resigneil  1  February,  1889. 

Britton,  Abraham* 

Second  Lieutenant,  9  September,  1818.    Resigned  in  1818. 

Broadhead^  J.  T. 

Second  Lieutenant,  12  April,  1872.    In  service. 

Brodhead,  JTol&ii  T. 

Second  Lieutenant,  12  April,  1872.    Resigned  14  November,  1879. 

Brooke,  B.  £• 

Second  Lieutenant,  8  July,  1838.    First  Lieutenant,  7  February,  1889.    Died 
November,  1858. 

Brooke,  Edmund. 

Second  Lieutenant,  15  April,  1814.  First  Lieutenant,  18  June,  1814.  Resisned 
13  February,  1817.  f^ 

Brook»9  John,  Jr. 

Second  Lieutenant,  1  October,  1807.  First  Lieutenant,  80  January,  1809.  Killed 
in  action,  10  September,  1813. 

Broom,  Charles  B. 

Second  Lieutenant,  27  July,  1813.  First  Lieutenant,  18  June,  1814.  Paymaster 
and  Captain.  Captain,  7  March,  1824.  M^jor,  12  September,  1886.  Brevet 
Lieutenant-Colonel,  7  March,  1834.    Died  14  November,  1840. 

Broom,  James. 

Second  Lieutenant,  21  April,  1810.  First  Lieutenant,  14  April,  1813.  Killed  in 
action,  1  Jime,  1813. 

Broom,  James. 

Second  Lieutenant,  28  December,  1836.    Cashiered  6  July,  1838. 

Broome,  John  Ij. 

Second  Lieutenant,  12  January,  1848.  First  Lieutenant,  28  September.  1357. 
Captain,  26  July,  1861.  Major,  8  December,  1864.  Lieutenant-Colonel.  16 
March,  1879.  Brevet  Major,  24  April,  1862,  for  gallant  and  meritorious  services. 
Brevet  Lieutenant-Colonel,  14  March,  1863,  for  gallant  and  meritorious  services 
at  the  second  Buttle  of  Vicksburg,  15  July,  1863. 

Brown,  Perefl^rine. 

First  Lieutenant,  25  June,  1776.    Disbanded  with  the  Navy  of  the  RevolutioiL 

Brown,  IVilliam. 

Second  Lieutenant,  16  January,  1817.    Died  19  June,  1818 
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Arown,  W.  tt. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  18  August,  1862. 
Captain,  18  May,  1871.    In  service. 

Browning,  R.  Ij. 

Second  Lieutenant,  24  November,  1852.    First  Lieutenant,  20  November,  1868 
Lost  in  the  **  Levant^ 

Brownlow,  W*  Ij. 

Second  Lieutenant,  6  July,  1812.    First  Lieutenant,  18  .Tunc,   1814.    Captain, 
17  October,  1820.    Died  17  July,  1821. 

Buchanan^  J.  A. 

Second  Lieutenant,  3  March,  1847.     Last  uppeanmce  in  Rej^ister  for  1850. 

Bnrko,  Thomas  P. 

Second  Lieutenant,  20  November,  18«0.     CaHhiered  3  October,  1881. 

Born  ham  9  James  D. 

Second  Lieutenant,  1  July,  1825.    Transferred  to  the  Army,  30  June,  1826. 

Bosh,  William  S. 

Second  Lieutenant,  3  July,  1809.  First  Lieutenant,  4  March,  1811.  Killed  in 
action,  19  August,  1812. 

Butler^  Oeorge. 

Second  Lieutenant,  11  February,  1859.  First  Lieutenant,  9  July,  1861.  Captain, 
4  November,  1862.  Major,  16  March,  1879.  Brevet  Major,  14  January,  1865. 
for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher,  18, 14  and 
15  January,  1865. 

Bntterfield,  William. 

Second  Lieutenant,  8  March,  1847.    Resigned  1  May,  18S8. 

Caldwell,  Henry. 

Second  Lieutenant,  2  September,  1798.  First  Lieutenant,  2  March*  1799.  Cap- 
tain, 23  Jannary,  1809.    Died  12  March,  1812. 

Caldwell,  R   C. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  3  March,  1846.  Died 
13  November,  1852. 

Cammack,  William. 

First  Lieutenant,  1  September,  1798.    Resigned  81  December,  1800. 

Campbell,  G.  W. 

Second  Lieutenant,  14  October,  1852.    Died  23  March,  1855. 

Carmiek,  Daniel. 

Captain,  3  August,  1798.    Major,  7  March,  1809.    Died  in  1816. 

Carter,  liandon  'S. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  7  April,  1832.  Captain, 
8  March,  1847.    Died  26  September,  1847 

Cartter,  W.  H. 

Second  Lieutenant,  1  March,  1861.  First  Lieutenant,  1  September,  1861.  Cap- 
tain, 10  June,  1864.    Dismissed  12  August,  1865. 

Cash,  Xohn  C. 

Second  Lieutenant,  16  March,  1845.  Firet  Lieutenant,  21  September,  1852.  Pay- 
master with  the  rank  of  Major,  1861.  Maior,  20  November,  1862.    Died  8  March, 

1877. 

Chnreh^  F.  li. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  13  August,  1865.  Resigned 
8  August,  1868. 

Chnreta.  Jonathan. 

First  Lieutenant,  5  September,  1798.    Resigned  26  October,  1801. 

Clark,  liemnel 

Captain,  8  August,  1798.    Resigned  30  November,  1801. 
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Clark,  jy.  S. 

Second  Lieutenant,  20  April,  1812.    Resigned  1812. 

fjlaypole,  Jol&ii. 

Second  Lieutenant,  80  March,  1709.    Resigned  23  December,  1800. 

Clements,  James  H. 

Second  Lieutenant,  28  January,  1817.    First  Lieutenant,  28  March,  1820.    Died 

27  May,  1822. 

Clinch,  B. 

First  Lieutenant,  5  September,  1798.    Resigned  30  June,  1803. 
Ciielirane,  Henry  C. 

Second  Lieutenant,  7  September,  1861.  First  Lieutenant,  20  August,  1865.  Cap- 
tain, 16  March,  1879.    In  service. 

Coejman,  S.  8. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  8  March,  1824.  Died  24 
December,  1825. 

Coffin,  H.  G. 

Second  Lieutenant,  4  May,  1866.    Dismissed  17  February,  1873. 

Cohen,  D.  JH. 

Second  Lieutenant,  19  August,  1855.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.    Mnjor,  5  December,  1867.    In  service.    Retired  12  October,  1869. 

Collier,  George  W. 

Second  Lieutenant,  5  September,  1860.  First  Lieutenant.  1  September,  1861. 
Captain,  20  November,  1862.    Major,  18  April,  1880.    In  service. 

CoUum,  Rietaard  S. 

Second  Lieuetenant,  25  November,  1861.  First  Lieutenant,  80  December,  1861 
Captain,  13  March,  1872.     In  service. 

Colton^  Diamond. 

First  Lieutenant,  5  September,  1798.    Resigned  24  June,  1799. 

Contee,  John. 

Second  Lieutenant,  17  April,  1812.  First  Lieutenant,  24  July,  1812.  Resigned 
15  September,  1813. 

Cooper,  Georfl^e. 

Second  Lieutenant,  28  March,  1820.     Died  2.1  September,  1823. 

C^orrie,  F.  H. 

Second  Lieutenant,  25  November,  1801.  First  Lieutenant,  26  November,  1861. 
Captain,  12  February,  1870.  Brevet  Captain,  14  .lanuary,  1865,  for  gallant 
and  meritorious  services  at  the  attack  upon  Fort  Fisber,  18,  14  and  15  Januaiy. 
1865. 

Coston,  H.  H. 

Second  Lieutenant,  9  March,  1865.    First  Lieutenant,  18  May,  1^71.     In  senriea 

Cowan,  William. 

Second  Lieutenant,  16  April,  1812.  First  Lieutenant,  20  August,  1812.  Retiigned 
22  November,  1812. 

Coxe,  Charles  I>. 

Second  Lieutenant,  18  November,  1805.  First  Lieutenant,  4  March,  1807.  Resigned 
18  September,  1809. 

Crabb,  John. 

Second  Lieutenant,  31  January,  1809.  First  Lieutenant,  28  .June,  1^09.  Captain* 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act 

Crabb,  Horatio  N* 

Second  Lieutenant,  7  May,  1822.  First  Lieutenant,  23  February,  1830.  Resigned 
30  December,  1837. 

Crane,  Ichabod  B. 

Second  Lieutenant,  26  January,  1809.    First  Lieutenant,  28  June,  1809.    Resi^'i-^f 

28  April,  1812. 
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Cruise,  liBwrence. 

Second  Lieutenant,  29  July.  1806.    Last  appearance  in  Register  of  180G. 

Cuininins,  F*  D. 

Second  Lieutenant,  14  April,  1810.  First  Lieutenant,  1  April,  1811.  Resigned 
21  January,  1812. 

Curtis,  Josepii  W. 

Second  Lieutenant,  4  May,  1840.  First  Lieutenant,  16  March,  1847.  Dismissed 
26  August,  1852. 

0 

BaTis,  Kent  D. 

Second  Lieutenant,  2  July,  1864.    Died  11  January,  1865. 

Dallas,  A.  H. 

Second  Lieutenant,  31  October,  1854.    Resigned  24  September,  1855. 

Daniels,  C.  li. 

Second  Lieutenant,  12  July,  1862.    First  Lieutenant,  13  February,  1865.    Resigned 

20  July,  1868. 

Darley,  John. 

Second  Lieutenant,  8  November,  1798.  First  Lieutenant,  10  April,  1800.  Re- 
signed 31  October,  1800. 

Dawson,  Ij*  Ij. 

Second  Lieutenant,  13  January,  1859.  First  Lieutenant,  1861.  Captain,  28  No- 
vember, 1861.  Major,  16  May,  1878.  Brevet  Major,  14  January,  1865.  Brevet 
Major,  for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher, 
13,  14  and  15  January,  1865.    Resigned  20  December,  1880. 

Deane,  Benjamin. 

Captain,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Denny,  Frank  Ij. 

Second  Lieutenant,  22  June,  1880. 

De  Granpre,  P.  B. 

Second  Lieutenant,  26  April,  1812.  First  Lieutenant,  18  June,  1814.  Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 

Deslia,  Robert  ]N[* 

Second  Lieutenant,  28  February,  1816.    First  Lieutenant,  12  April,  1817.    Died 

6  November,  1862. 

Deverenx,  A. 

Second  Lieutenant,  25  November,  1861.    Retired  81  Marcli,  1864. 

Devlin,  John  8. 

Second  Lieutenant,  21  February,  1839.  First  Lieutenant,  8  March,  1847.  Gash- 
iered  20  September,  1852, 

Diekiiis,  Randolph* 

Second  Lieutenant,  19  May,  1876. 

Diet<*rioh,  J.  P. 

Second  Lieutentant,  17  October,  1834.    Cashiered  27  April,  1888. 

Dix,  Henry  £• 

Second  Lieutenant,  13  March,  1816.     First  Lieutenant,  18  April,  1817.    Died 

21  January,  1822. 

Doughty,  Isaac  T. 

Second  Lieutenant,  26  September,  1837.  First  Lieutenant,  8  March,  1847.  Cap- 
tain, 14  March,  1850.     Major,  23  November,  1861.    Retired  6  June,  1864. 

Douglass,  Richard. 

Second  Lieutenant,  7  Mav,  1822.     Second  Lieutenant,  26  April,  1825.    Captain, 

7  March,  1839.    Died  20  April,  1851. 

Dulany,  William. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  19  June.  1819.  Captain, 
1  July,  1884.    Migor,  17  November,  1847.    Colonel,  26  July,  1861.    Brevet  Cap- 
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tain,  19  June,  1820.    Brevet  Major.  »  March,  1843.    Brevet  Lieateoant-Ookxie!, 
18  September,  1847.    Died  4  July,  18G8. 

DancRD,  John  U. 

Second  Lieutenant,  16  January,  1817.     Itesigned  11  August,  1817. 

Duval,  Singletou. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  October,  1816. 

£delin,  Jameii. 

Second  Lieutenant,!  March,  1815.  First  Lieutenant,  18  April,  1817.  Captain, 
1  July,  1884.  Major,  14  September,  1847.  Lieutenant-Colonel,  7  January, 
1859.    Brevet  Captain,  18  April,  1827.    Died  13  July,  1869. 

Edson,  AlTin* 

Second  Lieutenant,  7  May,  1822.    First  Lieutenant,  14  March,  1829.    Captain, 
.    6  October,  1841.    Died  15  July,  1847. 

£dwards9  JTames  Ij. 

Second  Lieutenant,  18  June,  1811.    Resigned  in  February,  1818. 

Edwards,  Philip. 

First  Lieutenant,  8  August,  179&    Killed  in  a  duel  26  October,  1800. 

Ela,  F.  P. 

Second  Lieutenant,  24  January,  1870.    Drowned  .in  the  East  Indies,  19  Febnmy, 

1874. 

Elliot,  George  F. 

Second  Lieutenant,  12  October,  1870.  First  Lieutenant,  80  March,  1878.  In 
service. 

Ellsworth,  H.  G. 

Second  Lieutenant,  4  April,  1870.  First  Lieutenant,  19  November,  1877.  In 
service. 

English,  George  B. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  1817. 

English,  Thomas  H. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  11  August,  1819.  Captain, 
1  June,  1884.  Major,  18  February,  1853.  Brevet  Captam,  11  August,  1839. 
Died  26  March,  1871 

Fagan,  lionis  E. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  8  December,  1864.  Captain, 
16  May,  1878.  Brevet  First  Lieutenant,  8  September,  1868,  for  gallant  and  meri- 
torious services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1868.  Bre- 
vet Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the  attack 
upon  Fort  Fisher,  13, 14  and  15  January,  1865.    In  service. 

Fendall,  P.  R.,  Jr. 

Second  Lieutenant,  17  October,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Major,  1  November,  1870.  Brevet  Major,  17  June,  1870,  for  gallant  and 
meritorious  conduct  at  the  Battles  of  Hatteras  Inlet,  Port  Royal,  SewelPs  Point, 
Ocrakoko  Inlet,  Savannah  and  James  Rivers,  to  date  from  7  June,  1870.  Re- 
tired 15  May,  1878.     Died  21  March,  1879. 

Fenwiok,  John  R. 

Second  Lieutenant,  10  November,  1799.  First  Lieutenant,  1  December,  1801.  Cap- 
tain, 13  August,  1809.     Resigned  1  April,  1811. 

Field,  ThoniiiH  Y. 

Second  Lieutenant,  3  March,  1847.  First  Lieutenant,  15  October,  1854,  Captain, 
80  May,  18G1.  Major,  10  June,  1«G4.  Lieutenant-Colohel,  1  November,  1876. 
Colonel,  18  April,  1880.  Brevet  Firtft  Lieutenant,  18  September,  1847.  In 
service. 

Filet te,  T.  G. 

Second  Lieutenant,  22  June,  1880. 
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Flflher,  H.  €• 

Second  Lieutenant,  7  September,  1871.  First  Lieutenant,  27  September,  1879* 
In  service. 

Flint,  Kingman. 

Second  Lieutenant,  1863.    Died  15  October,  1868. 

Floyd,  €•  €. 

Second  Lieutenant,  9  September,  1818.  First  Lieutenant,  24  March,  1821.  Re- 
signed 1  December,  1824. 

Fontane,  P.  H.  W. 

Second  Lieutenant,  22  February,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.    Resigned  19  May,  1864. 

Ford,  Christopher. 

Second  Lieutenant,  1  March,  1815.  First  Lieutenant,  18  April,  1817.  Resigned 
13  June,  1819. 

Ford,  R.  0'!ireill. 

Second   Lieutenant,  25   November,   1861.      First   I-.ieutenuut,  6  February,  1864 
Resigned  30  April,  1868. 
Forde,  Henry  fl. 

Second  Lieutenant,  1  February,  1809.  First  Lieutenant,  14  April,  1810.  Captain, 
18  June,  1814.    Cashiered  in  1816. 

Forney,  James. 

Second  Lieutenant,  1  March,  1861.  First  Lieutenant,  1  September,  18G1.  Captain, 
28  April,  1864.  Brevet  Captain,  24  April,  1862,  lor  gallant  and  meritorious 
services  at  the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1862.  Brevet 
Major,  15  April,  1869,  for  meritorious  services  in  defeating  a  rebel  raid  at  Gun- 
powder Bridge,  in  July,  1864.  Brevet  Lieutenant-Colonel,  15  March,  1870,  for 
gallant  and  meritorious  services  in  the  action  with  the  savages  at  Formosa, 

13  June,  1867.    In  service. 

'       < 

Foster,  Joseph. 

Second  Lieutenant,  29  June,  1809.  First  Lieutenant,  27  April,  1810.  Last  appear- 
ance in  Register  of  1810. 

Fowler,  H.  W. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  2  May,  1834.  Resigned 
8  June,  1836. 

Freeman,  IV.  II. 

Second  Lieutenant  17  August,  1812.    First  Lieutenant,  18  June,  1814.    Captain, 

17  July,  1S21.    Major,  1  July,  1834.    Brevet  Lieutenant-Colonel,  20  February, 
1832.     T3ied  11  March,  1843. 

.French,  Ja.  P. 

Second  I/uMitenant,  14  June,  1862.  First  Lieutenant,  23  April,  1864.  Resigned 
80  December,  1878. 

Gabandan^  K.  €. 

Second  Lieutenant,  18  Maich,  1864.     Died  25  March,  1868. 

Gamble,  John  M. 

Second  Lieutenant,  16  Januury,  1809.    First  Lieutenant,  5  March,  1811.     Captain, 

18  June,  1814.    Major,  1  July,  1834.     Brevet  Major,  19  April,  1816.     Brevet 
Lieutenant-Colonel,  3  March,  1827.    Died  1 1  September,  1836. 

Gardner,  Henry  W. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  8  October,  1819.  Died 
26  April,  1825. 

Gardner,  Robert. 

Sect)nd  Lieutenant,  3  February,  1809.     Died,  date  not  known. 

Garlan<l.  Addison. 

Second  Lientcnant,  17  October,  1834.  First  Lieutenant,  15  November,  1840.  Cap- 
tain, 15  October,  1854.  Major,  26  July,  1861.  Brevet  Captain,  10  March,  1847. 
Died  20  Juue,  1864. 
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Garrard,  W*  €• 

Second  Lieutenant,  1815.    Resigned  31  May,  1815. 

Gassaway,  Jobn. 

Second  Lieutenant,  18  June,  1810.     Resigned  29  December,  1810 

Geddis,  S.  W. 

First  Lieutenant,  26  July,  1798.     Resigned  9  April,  1801. 

GIbHoii,  H.  H. 

Second  Lieutenant,  5  October,  1869.  First  Lieutenant,  3  October,  1878.  In 
service. 

Gtllespie,  A.  H. 

Second  Lieutenant,  80  October,  1832.  First  Lieutenant,  18  January,  1888.  Cap- 
tain, November,  1847.  Brevet  Major,  6  December,  1846.  Resigned  14  October. 
1854. 

Gilinan,  Howard  K. 

Second  Lieutenant,  24  June,  1880. 

Gilinore,  William. 

Second  Lieutenant,  25  June,  1776.    Disbanded  v^ith  the  Navy  of  the  ReTolotkn. 

GllBBon,  H.  T. 

Second  Lieutenant,  27  February,  1866.    Died  13  August,  1867. 

Goldsborougb,  !<•  M. 

Second  Lieutenant,  1  March,  1861.  First  Lieutenant,  1  September,  1861.  Died 
15  October,  1868. 

Goodloe,  G.  €• 

Second  Lieutenant,  21  April,  1869.    Major,  17  March,  1877.    In  service. 

CkNMlrell,  Maneil  €• 

Second  Lieutenant,  9  March,  1865.  First  Lieutenant,  16  April,  1870.  In 
service. 

Graham,  Georfi^e  R. 

Second  Lieutenant,  27  July,  1847.  First  Lieutenant,  22  October,  1856.  Captain, 
26  July,  1861.    Major,  21  June,  1864.    Retired  1  January,  1876. 

Grant,  OsM^ir  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Resigned  23  April,  1862. 

Grayson,  Alfred. 

Second  Lieutenant,  26  July,  1810.  First  Lieutenant,  14  April,  1812.  Brevet  Cap- 
tain, 18  June,  1814.    Died  28  June,  1823. 

Grayson,  Jobn  €• 

Second  Lieutenant,  4  May,  1840.  First  Lieutenant,  16  March,  1847.  Captain, 
7  January,  1859.    Retired  22  April,  1864. 

Green,  Farnifold. 

Second  Lieutenant,  23  February,  1830.  First  Lieutenant:  19  July,  1855.  Resigned 
6  June,  1831. 

Green*  Israel. 

Second  Lieutenant,  8  March,  1847.     Dismissed  18  May,  1861. 

Greenleaf,  Robert. 

Second  Lieutenant,  16  March,  1801.  First  Lieutenant,  4  April,  1805.  Captain, 
19  January,  1811.     Died  in  1815. 

Green,  Richard  D. 

Second  Lieutenant,  1  March,  1815.    Resigned  1  April,  1823. 

Grimes,  John  H. 

Second  Lieutenant,  5  Jime,  18C1.  First  Lieutenant,  1  September,  1861.  Captain. 
13  August,  1865.    Dismissed  11  February,  1870. 

Grymes,  Cbarles. 

Second  Lieutenant,  8  March,  1819.  First  Lieutenant,  17  July,  1821.  Brevet  Cap- 
tain, 20  July,  1831.    Died  25  July,  1834. 
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Gnlick,  Ijonis  J. 

Second  Lieutenant,  22  June,  1874.  First  Lieutenant,  21  December,  1880.  In 
service. 

Guiin,  €•  €• 

Second  Lieutenant,  12  September,  1812.    Resigned  in  1812. 

Bale^  IV.  II. 

Second  Lieutenant,  5  June,  1861.  First  Lieutenant,  1  September,  1861.  Captain, 
8  December,  1864.    Died  28  August,  1807. 

Hall,  Edward. 

Second  Lieutenant,  15  April,  1799.  Captain,  23  January,  1809.  Resigned  13 
August,  1809. 

Hall,  Francis  €. 

Second  Lieutenant,  5  July,  1825.  First  Lieutenant,  1  July,  1884.  Captain,  16 
March,  1847.    Died  13  July,  1853. 

Ball,  Joseph  €. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  8  March,  1819.  Brevet  C  ^* 
tain,  8  March,  1829.    Died  17  May,  1833. 

Hall,  John. 

First  Lieutenant,  2  August,  1798.  Captain,  1  December,  1801.  Major,  8  June, 
1814.    Disbanded  18  April,  1817,  under  Peace  Establishment  Act 

Ball,  Williaiii. 

Second  Lieutenant,  18  April,  1812.  First  Lieutenant,  24  September,  1818.  Cap- 
tain, 18  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act 

Baminersly,  Ij.  R. 

Second  Lieutenant,  28  July,  1866.    Resigned  21  September,  1869. 

Banna,  Charles  S. 

Second  Lieutenant,  23  April,  1810.  First  Lieutenant,  14  April,  1812.  Captain, 
18  June,  1814.    Disbanded  18  April,  1817,  under  Peace  Establishment  Act 

Bardy,  J.  Ij.  €• 

Second  Lieutenant,  8  March,  1823.  First  Lieutenant,  13  June,  1830.  Captain, 
8  March,  1847.    Died  26  November,  1853. 

Bardy,  Joseph. 

Captain,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Barwood,  Richard. 

First  Lieutenant,  10  July,  1798.    Resigned  10  November,  1799. 

Barrlng^ton,  F.  M. 

Second  Lieutenant,  8  December,  1864.  First  Lieutenant,  18  October,  1869.  In 
service. 

Barris,  lAojd  G. 

Second  Lieutenant,  9  March,  1865.    Resigned  25  April,  1868. 

Barris,  John  €• 

Second  Lieutenant,  25  November,  1861.    First  Lieutenant,  16  February,  1864. 
Brevet  First  Lieutenant,  24  April,  1862,  for  (gallant  and  meritorious  services  at. 
the  attack  upon  Forts  Jackson  and  St  Philip,  24  April,  1862.    Resigned  81 
July,  1869. 

Barrlson,  Richard. 

Second  Lieutenant,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Basil,  Andrew. 

Second  Lieutenant,  1808.    First  Lieutenant,  23  January,  1809.    Resigned  2  August, 
1809. 
BtoTerstiek,  John  W. 

Second  Lieutenant,  18  March,  1864.    Resigned  27  September,  1869. 

Bayeoek,  C^eorge  B. 

Second  Lieutenant,  10  March,  1868.  First  Lieutenant,  20  June,  1866.  Captain, 
56 
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18  April,  1880.    Brevet  Captain,  7  June,  1870,  for  gallant  and  meritorioas  aer- 
yices  at  Gunpowder  Bridge,  in  July,  1864,  to  date  from  7  June,  1870.    In  senriccL 

Haysy  A.  J. 

Second  Lieutenant,  4  December,  1847.    First  Lieutenant,  17  July,  1857.    Resigned 
1  March,  1861, 

Seatb,  John. 

Second  Lieutenant,  18  April,  1811.     First  Lieutenant,  81  May,  1812.    Captain. 
18  June,  1814.    Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Bebb,  €•  B. 

Second  Lieutenamt,  14  March,  1856.    First  Lieutenant,  1861.    Captain,  26  Julj. 
1861.    Major,  12  January,  1870.    Lieutenant-Colonel,  18  April,  1880.    In  aenricc 

Belsler^  George^ 

Second  Lieutenant,  25  November,  1861.    Died  12  July,  1862. 

Henderson,  €•  A. 

Second  Lieutenant,  16  March,  1847.  First  Lieutenant,  10  December,  1855.  Breret 
First  Lieutenant,  18  September,  1847.    Dismissed  22  July,  1863. 

Henderson,  Daniel. 

First  Lieutenant,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

HerTilly,  D',  James. 

Second  Lieutenant,  5  March,  1872.    Resigned  1  May,  1880. 

Heywood,  Cbarles. 

Second  Lieutenant,  5  April,  1858.  First  Lieutenant,  186^.  Captain,  23  November. 
1861.  Major,  1  November,  1876.  Brevet  Major,  8  March,  1862,  for  distinguisbed 
gallantry  in  the  presence  of  the  ememy,  8  March,  1862.  Brevet  Lieutenant- 
Colonel,  5  August,  1804,  for  gallant  and  meritorious  services  at  the  Battle  of 
Mobile  Bay,  to  date  from  5  August,  1804.    In  service. 

Higbee,  John  H. 

Second  Lieutenant,  9  March,  1861.  First  Lieutenant,  1  September,  1861.  Cap- 
tain, 10  June,  1864.  Brevet  Captain,  25  May,  1863,  for  gallant  and  meritoriciu 
services  at  Port  Hudson  and  Grand  Gulf,  25  May,  1868.    In  service. 

Hitchcock,  Robert  JE. 

Second  Lieutenant,  5  June,  1861.    Killed  in  action,  21  July,  1861,  Bull  Hun. 

Hoff,  II.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Died  17  August,  1862. 

Hoist,  Thomas. 

Second  Lieutenant,  14  January,  1799.     Last  appearance  in  Register  of  1709. 

Holmes,  George. 

Second  Lieutenant,  8  March,  1849.    Hesigned  28  February,  1861. 

Hopicins,  Hm  G. 

Second  Lieutenant,  28  April,  1810.    Last  appearance  in  Register  of  1810. 

HfNiper,  Thomas  W. 

Second  Lieutenant,  19  February,  1801.  First  Lieutenant,  1  September,  1802. 
Resigned  10  March,  1807. 

Honstoii,  George  P. 

Second  Lieutenant,  23  October,  1860.  First  Lieutenant,  1  September,  1861.  Cap- 
tain, 6  February,  1864.  Major,  21  December,  1880.  Brevet  Major,  5  August, 
1864,  for  gallant  and  meritorious  services  at  the  Battle  of  Mobile  Bay,  to  d*te 
5  August,  1864.    In  service. 

Howard,  John. 

Second  Lieutenant,  4  June,  1799.      First  Lieutenant,  1  July,  1801.      Resigned 
16  February,  1807. 

Howell,  Beeket  J. 

Second  Lieutenant,  1  August,  1860.     Resigned  1  March,  1861. 

Howie,  Parke  G. 

Second  Lieutenant,  1  March,  1815.    First  Lieutenant,  18  April,  1817.    Bnnt 
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Captain,  Adjutant  and  Inspector  with  rank  of  Major.    Captain,  1  July,  1834. 
Brevet  Captain,  18  April,  1827.    Died  16  July,  1857. 

Hoyi,  Samael. 

Second  Lieutenant,  5  June,  1809.    Resigned  14  March,  1810. 

Hager,  Jacob  II. 

Second  Lieutenant,  1  May,  1799.    Died  8  November,  1799. 

Hamplirey,  C.  H. 

Second  Lieutenant,  10  March,  1863.    Resigned  in  1864. 

Hanttng^lon,  R.  W. 

Second  Lieutenant,  5  June,  1861.  First  Lieutenant,  1  September,  1861.  Captain, 
21  June,  1864.    Li  service. 

Hyde,  Benjamin. 

Second  Lieutenant,  2  July,  1812.  First  Lieujtenant,  1818.  Died  10  February, 
1815. 

Second  Lieutenant,  16  July,  1858.    Resigned  8  March,  1861. 

Irving,  £dgar. 

Second  Lieutenant,  1  October,  1833.    Resigned  27  February,  1885. 

Jaekson,  Samnel  8. 

Second  Lieutenant,  22  June,  1880. 

James,  James. 

First  Lieutenant,  9  August,  1798.    Resigned  20  May,  1799. 

Jolinson,  Jolin. 

Second  Lieutenant,  28  May,  1800.  First  Lieutenant,  1  June,  1802.  Resigned  in 
1809. 

Johnson,  Samuel  B. 

Second  Lieutenant,  April,  1814.  First  Lieutenant,  16  July,  1814.  Died  19  May, 
1820. 

Jones,  Edward. 

Second  Lieutenant,  7  January,  1859.    Resigned  22  October,  1860. 

Jones,  James  B. 

Second  Lieutenant,  8  March,  1847.  First  Lieutenant,  1  September,  1853.  Captain, 
7  May,  1861.  Lieutenant-Colonel,  10  June,  1864.  Colonel,  16  March,  1879. 
Died  17  April,  1880. 

Jones,  Boger. 

Second  Lieutenant,  26  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 
7  July,  1812. 

Keene,  JVewton. 

Second  Lieutenant,  22  December,  1798.  First  Lieutenant,  1  November,  1800. 
Resigned  1  November,  1805. 

Kellogg,  lijrman. 

Second  Lieuteuant,  3  July,  1812.  First  Lieutenant,  18  June,  I8I4.  Captain. 
3  March,  1819.    Resigned  9  February,  1820. 

ILelton,  Allan  C 

Second  Lieutenant,  31  March,  1869.  First  Lieutenant,  1  April,  1875.  In  ser- 
vice. 

Kennedy,  H.  W. 

Second  Lieutenant,  1  March,  1815.    Resigned  9  November,  1816. 

Kennedy,  Pliilip  C 

Second  Lieutenant,  14  February,  1861.  First  Lieutenant,  :\  September,  1861. 
Captain,  1864.    Died  31  August,  1864. 
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Kidd,  Robert. 

Second  Lieutenant,  Hr}  November,  18(51.  First  Lieutenant,  26  November,  1861. 
Dismissed  29  December,  1862. 

Hlutzlus,  II.  R. 

Second  Lieutenant,  8  September,  1841.  First  Lieutenant,  16  Karcb,  1847.  C^ 
tain,  1  August,  1860.  Lieutenant-Colonel,  10  June,  1864.  Colonel,  5  December. 
1 867.    Retired  1 5  March ,  1 879. 

Kirkland,  W.  W. 

Second  Lieutenant,  26  June,  1855.    Resigned  28  August,  1860. 
Hahu,  Jofiepli  Ii. 

Second  Lieutenant,  27  July,  1818.  /irst  Lieutenant,  18  June,  1814.  Captain, 
25  June,  1828.    Dismissed  7  April,  1882. 

liane,  Enoeli  H. 

Second  Lieutenant,  27  February,  1801.    Died  16  July,  1804. 

JLang,  Wltllam. 

Second  Lieutenant,  80  September,  1831.  First  Lieutenant,  21  June,  1836.  Ca|>- 
tain,  16  January,  1847.    Died  6  May,  1850. 

JLee9  Thomas. 

Second  Lieutenant,  4  November,  1826.    Resigned  80  September,  1881. 

J^egge^  Thomas  J¥m 

Second  Lieutenant,  16  August,  1812.    First  Lieutenant,  1814.    Resigned  in  1816. 

liOwis,  James. 

Second  Lieutenant,  25  September,  1855.  First  Lieutenant,  1861.  Captain,  ^ 
July,  1861.    Major,  18  October,  1869.    In  service. 

liOwts,  John  I«. 

Second  Lieutenant,  9  August,  1798.  First  Lieutenant,  24  June,  1799.  Resigned 
28  June,  1801. 

lillly,  Reaben. 

First  Lieutenant,  9  September,  1798.    Died  9  April,  1800. 

litndsay^  G.  F. 

Second  Lieutenant,  1  April,  1828.  First  Lieutenant,  28  September,  1831.  Cap- 
tain, 8  March,  1847.    Died  27  September,  1857. 

lilndsay,  G.  F.,  Jr. 

Second  Lieutenant,  16  March,  1847.    Resigned  31  December,  1852. 

liinton,  Thomas  A. 

Second  Lieutenant,  28  February,  1815.    First  Lieutenant,  18  April,  1817.    Captain, 
7  April,  1872.    Major,  12  March,  1845.     Brevet  Captain,  18  April,  1827.    Died 
17  February,  1853. 

lilt  tie,  M.  M. 

Second  Lieutenant,  17  May,  1822.    Resigned  25  February,  1825. 

Uewellln,  Samuel. 

Second  Lieutenant,  12  January,  1799.  First  Lieutenant,  1  October,  1801.  Re- 
signed 1  August,  1805. 

liOgan,  Samael  !<. 

Second  Lieuteuant,  26  April,  1875. 

JLoomis,  £rastas. 

Second  Lieutenant,  28  February,  1816.    Resigned  15  July,  1816. 

I«ord)  Charles. 

Second  Lieutenant,  27  September,  1813.  First  Lieutenant,  18  Jane,  1814.  Died 
30  October,  1821. 

liOTe,  Marshall. 

Second  Lieutenant,  8  April,  1880.    Died  28  July,  1882. 

liOTe,  John  €. 

Seccnd  Lieutenant,  20  July,  1804.    First  Lieutenant,  4  July,  1805.    Died  IS  May, 
1807. 
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I«owe,  David. 

First  Lieutenant,  25  June,  177G.    Disbanded  with  the  Navy  of  tlie  Revolution. 

Iiowrjr,  H.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Assistant  Quartermaster,  with  rank  of  Captain.  Captain,  16  October,  1869. 
Brevet  Captain,  8  September,  1868,  for  gallant  and  meritorious  services  at  the 
night  attack  upon  Fort  Sumter,  8  September,  1868.    In  service. 

Iiowrjr,  John. 

Second  Lieutenant,  7  May,  1822.    Resigned  80  June,  1825. 

I«aeket,  Iiloyd. 

Second  Lieutenant,  5  July,  1812.    Last  appearance  in  Register  of  1812. 

I«aeket,  Xelson. 

Second  Lieutenant,  1807.  First  Lieutenant,  26  January,  1809.  Resigned  in 
1812. 


Maeomber,  Benjamin. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  2  April,  1823.  Captain, 
8  January,  1838.  Major.  7  January,  1859.  Brevet  Captain,  2  April,  18:J8.  Died 
in  1861. 

Maddox,  W.  A.  T. 

Second  Lieutenant,  14  October,  1837.  First  Lieutenant,  3  March,  1847.  Assistant 
Quartenuaster  with  rank  of  Captain.  Major,  26  October,  1857.  Brevet  Captain, 
8  January,  1847.    Retired  3  January,  1880. 

Madison,  A.  Ii.  B. 

Second  Lieut<,'nant,  80  June,  1809.  First  Lieutenant,  16  November.  1810.  Re- 
signed 10  April,  1812. 

Madison,  Ambrose. 

Second  Lieutenant,  1817.    Resigned  21  July,  1818. 

Ma^nire,  James. 

Second  Lieutenant,  28  February,  1839.     Resigned  25  January,  1842. 

Maine,  John. 

Second  Lieutenant,  12  August,  1798.    Resigned  14  May,  1799. 

Mannix,  I>.  P. 

Second  Lieutenant,  30  December,  18<i2.  First  Lieutenant,  12  February,  1870. 
In  service. 

Marston,  Ward. 

Second  Lieutenant,  3  March,  1819.  First  Licuteneat,  30  October,  1821.  Captain, 
1  July,  1834.  Major,  10  December,  1855.  Lieutenant-Colonel,  26  July,  1861. 
Brevet  M^jor,  2  January,  1847.  Brevet  Captain,  80  October,  1881.  Retired 
1  June,  1864. 

Martin,  Nicholas. 

Second  Lieutenant,  26  April,  1810.     Last  appearance  in  Register  of  1810. 

Massey,  I^ee. 

Second  Lieutenant,  1807.  First  Lieutenant,  28  January,  1809.  Drowned  7  Feb- 
ruary, 1812. 

Mat  hows,  H.  H. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Dismissed  1  July,  1863. 

Mayson,  F.  G. 

Second  Lieutenant,  14  November,  1845.     Resigned  26  January,  1850. 

McArdle,  J¥.  M. 

Second  Lieuteliant,  3  March,  1835.     Resigned  31  Januar}',  1837. 

McCawley,  €•  G. 

Second  Lieutenant,  3  March.1847.  First  Lieutenant,  2  January,  1855.  Captain 
26  July,  1861.    ^Major,  10  June,  1H64.     Lieutenant-Colonel,  5  December,  1867. 
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Colonel,  1  November,  1876.    Brevet  First  Lieuteuant,  13  September,  1847* 

vet  Major,  8  September,  18G8,  for  gallant  and  meritorious  services  at  tbe  id^tt^ 

attack  upon  Fort  Sumter,  to  date  from  8  September,  1863. 

McCawley,  Edward. 

Second  Lieutenant,  17  .Tune,  1870.    Resigned  1  April,  1878. 

MeCawley,  James. 

Second  Lieutenant,  28  March,  1820.    First  Lieutenant,  6  October,  1822.     Captain, 

12  September,  1886.     Brevet  Captain,  6  October,  1832.      Died  22  Febmazy. 
1839. 

M<^leau,  Jantes. 

Second  Lieutenant,  28  March,  1813.    Resigned  20  August,  1818. 

McCleary,  W. 

Second  Lieutenant,  16  December,  1799.    Died  31  December,  1800. 

McCllne,  John. 

Second  Lieutenant,  9  September,  1818.     Last  appearance  in  Register  of  1818. 

McClare,  Jantes. 

Second    Lieutenant,  25   June,  1776.     Disbanded  with   the  Navy  of  the  Revo* 
lution. 

McDowell,  J.  £• 

Second  Lieutenant,  8  July,  1811.    Resigned  25  March,  1812. 

MeKinnon,  N.  A. 

Second  Lieutenant,  21  April,  1812.     Last  appearance  in  Register  of  1812. 

McHnigiit,  James. 

First  Lieutenant,  8  August,  1798.    Captain,  1  September,  1798.     Killed  in  a  dael« 
14  October,  1802. 

McDonald,  J¥.  J.,  Jr. 

Second  Lieutenant,  21  May,  1868.    Resigned  1  September,  1879. 

McHlratli,  Thomas.  I«. 

Second  Lieutenant,  25  November,  1861.    First  Lieutenant,  26  November,  186L 
Resigned  19  June,  1866. 

McKean,  J¥.  B. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Captain,  13  October,  1869.     Retired  16  April,  1870.    Died  80  August,  1879. 

Mcl^ean,  Alexander  €. 

Second  Lieutenant,  11  March,  1829.    Resigned  8  May,  1888. 

McIiCan,  G.  J¥. 

Second  Lieutenant,  8  May,  1888.  First  Lieutenant,  6  March,  1838.  Rceigneii 
7  February,  1889. 

McIVelll,  F.  B. 

Second  Lieutenant,  17  October,  1884.    Fir^  Lieutenant,  15  April,  1841.     Died 

13  March,  1856. 

MeSherry,  J¥.  K. 

Second  Lieutenant,  81  March,  1869.    Died  18  October,  1872 

Meade,  Robert  Ii. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  2  April,  1864.  Capuio, 
22  January,  1876.  Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  Bepteml»rr, 
1863. 

Meade,  Stephen. 

First  Lieutenant,  22  July,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Meeker,  £.  P. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  17  November,  1864.  Cap- 
tain, 19  November,  1877.  Brevet  Captain,  14  January,  1865,  for  gallant  and 
meritorious  services  at  the  attack  upon  Fort  Fisher,  13, 14  and  15  January.  Whi, 
In  service. 
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ISIeiere,  Jalins  £• 

Second  Lieutenant,  16  April,  1855.  First  Lieutenant,  1861.  DiBmissed  6  May, 
1861. 

Memininger,  C^eorg^e. 

Captain,  8  Aagust,  1708.    Died  81  Angnst,  1798. 

Mercer,  Carroll. 

Second  Lieutenant,  22  June,  1880. 

Mercer,  Samnel. 

Second  Lieutenant,  12  March,  1866.  First 'Lieutenant,  1  January,  1874.  In 
8er\*ice. 

Miller,  £.  A. 

Second  Lieutenant,  6  February,  1805.    Retired  12  October,  1809. 

Miller,  Namjnel. 

Second  Lieutenant,  1  June,  1808.  First  Lieutenant,  7  March,  1809.  Captain, 
18  June,  1814.  Major,  1  July,  1884.  Lieutenant-Colonel,  «  October,  1841. 
Brevet  Major,  24  August,  1814.  Brevet  Lieutenant-Colonel,  ii  March,  1827. 
Died  9  December,  1855. 

Mills,  James  J. 

Second  Lieutenant,  1  March,  1815.  First  Lieutenant,  18  April,  1817.  .""iesigned 
12  September,  1817. 

Monteicat,  T.  R. 

Second  Lieutenant,  15  April,  1812.  First  Lieutenant,  18  June,  1814.  Last  uppear- 
ance  in  Register  of  1810. 

Montgomery,  Hagli. 

Second  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolu 
tion. 

Morgan,  Abel. 

Second  Lieutenant,  25  June,  |1776.  Disbanded  with  the  Navy  of  the  Revolu- 
tion. 

Morgan,  John  V. 

Second  Lieutenant,  10  March.  1865.  First  Lieutenant,  2  July,  1371.  In  ser- 
vice. 

Morris,  GoTernenr. 

Second  Lieutenant,  2  July,  1864.    Died  25  December,  1865. 

Mofiby,  Robert. 

Second  Lieutenant,  1810.  First  Lieutenant,  14  April,  1812.  Resigned  80  April, 
1814. 

,  Jofiepli. 

Second  Lieutenant,  20  April,  1810.*    Resigned  80  April,  1814. 

J,  Frank  A. 

Second  Lieutenant,  23  Julv,  1866.  First  Lieutenant,  21  June,  1872.  Resigned 
11  May,  1880. 

Mullen,  Robert. 

Captain,  25  June,  1876.    Disbanded  with  the  Navy  of  the  Revolution. 

Mnnroe,  Frank. 

Second  Lieutenant,  5  June,  1861.  First  Lieutenant,  1  September,  1861.  Captain, 
10  June,  1864.    Died  18  November,  1877 

Mnrphy,  P.  St.  C. 

Second  Lieutenant,  19  February,  1873.  First  Lieutenant,  18  April,  1880.  In 
service. 

Murray,  J¥.  B. 

Second  Lieutenant,  2  July,  1864.  First  Lieutenant,  2  August,  1860.  Dismisse<l 
17  May,  1871. 

Mnse,  W.  H. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  27  April,  1867.  Captain, 
21  December,  1880.    In  service. 
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Heale,  Joseph. 

Second  Lieutenant,  8  May,  1790.    Died  22  September,  1800. 

HetU,  n.  R. 

Second  Lieutenant,  6  February,  1865.    First  Lieutenant,  16     ctober,  1869.    Re- 
signed 2  June,  1873. 

Meville,  Francis  S. 

Second  Lieutenant,  22  May,  1826.    Struck  ofif,  3  April,  1840. 

Ifeville,  Francis  S. 

Second  Lieutenant,  80  October,  1830.    Resigned  15  July,  1883. 

Hewton,  £dwln  B. 

Second  Lieutenant,  10  January,  1817.    Resigned  1  January,  1819. 

Iflcliols,  Robert  H. 

Second  Lteutenant,  27  February,  1801.    Resigned  5  April,  1801. 

BTIcliols,  Samnel. 

Major,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Nieliolson,  A.  A. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  27  May,  1823.  Captain,  85 
July,  1884.  Quartermaster  with  the  rank  of  Major.  Brevet  Captain,  27  May, 
1882.    Died  18  July,  1865. 

Nieliolson,  A.  8. 

Second  Lieutenant,  16  March,  1847.  First  Lieutenant,  14  March,  1856.  Adjutant 
and  Inspector  with  the  rank  of  Major.  Major,  6  May,  1861.  Brevet  First  Lieu- 
tenant, 13  September,  1847.    In  service^ 

If  teliolson,  Joseph. 

becond  Lieutenant,  7  June,  1878.  First  Lieutenant,  29  November,  1874.  In 
service 

If  leliolson^  Joseph  S. 

Second  Lieutenant,  16  March,  1847.  Brevet  First  Lieutenant,  13  September,  18C7.. 
Resigned  5  September,  1850. 

Nicholson,  Jesup. 

Second  Lieutenant,  13  March,  1816.    Resigned  10  July,  1817. 

IVIcholson^  William. 

Captain,  6  September,  1776.     Disbanded  with  Ihe  Navy  of  the  Revolution. 

JVIcoIl,  Wllllaui. 

Second  Lieutenant,  24  December,  1813.  First  Lieutenant,  18  June,  1814.  Died 
24  March  1821. 

JlOKeSf    IW*     MJm 

Second  Lieutenant,  25  November,  1801.  First  Lieutenant,  80  June,  1863.  Cap- 
tain, 20  March,  1872.     In  service. 

IVoi^rell,  Freeman. 

Second  Lieutenant,  3  Marcli,  1847.  Brevet  First  Lieutenant,  13  September,  1847. 
Dismissed  2.  June,  1855. 

Nowell,  Ed.  H. 

Second  Lieutenant,  9  May,  1815.     Died  7  July,  1817. 

If  ye,  €.  n. 

Second  Lieutenant,  25  November,.  1801.  First  Lieutenant,  20  November,  1S61. 
Dropped  10  November,  1864. 

O'Bannon,  P.  N. 

Second  Lieutenant,  18  January,  1801.  First  Lieutenant,  15  October,  1802.  Re- 
signed (i  March,  1807. 

O^Brlen.  A.  II. 

Second  Lieutenant,  10  March,  1869.  First  Lieutenant,  29  November,  1874.  Re- 
signed 80  March,  1875. 
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Olcott,  Henry. 

Second  Lieutenant,  19  October,  1812.  First  Lieutenant,  18  June,  1814.  Died 
17  September,  1821. 

Osborn,  Geors^e. 

Captain,  22  July,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Osborn,  W.  8. 

Second  Lieutenant,  9  October,  1800.  First  Lieutenant,  1  July,  1802.  Beaigned 
26  April,  1806. 

Page,  John  8. 

Second  Lieutenant,  13  March,  1816.    Cashiered  12  June,  1817. 

Palmer,  Anilck. 

Second  Lieutenant,  12  March,  1866.  First  Lieutenant,  18  March,  1872.  Resigned 
26  September,  1879. 

Palmer,  Richard. 

Captain,  22  July,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 
Parker,  Henry  ill* 

Second  Lieutenant,  28  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 
28  February,  1812. 

Parker,  W.  H. 

Second  Lieutenant,  5  June,  1861.  First  Lieutenant,  1  September,  1861.  Captain^ 
8  December,  1864.  Brevet  Major,  15  January,  1864,  for  gallant  and  meritorioua 
services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  Januarv,  1865. 

Payne,  John  O. 

Second  Lieutenant.  2  December,  1853.    Dismissed  25  October,  1858. 

Peel,  F.  T.,  Jr. 

8econd  Lieutenant,  14  June  1862.  First  Lieutenant,  1  September,  1864.  Resigned 
28  August,  1 869. 

Perry,  William  F. 

Second  Lieutenant,  3  March,  1847.    Resigned  15  November,  1848. 

Pile,  Jones. 

Second  Lieutenant,  12  July,  1862.    Killed  in  action,  24  December,  1864. 

Prime,  Joshua. 

Second  Lieutenant,  27  April,  1812.    Died  7  February,  1818. 

Pinekney,  Thomas  H. 

Second  Lieutenant,  1807.  First  Lieutenant,  28  January,  1809.  Resigned  31 
August,  1811. 

Pope,  P.  C. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  186K 
Captain,  14  April,  1870.  Brevet  Captain,  8  September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863. 
In  service. 

Porter,  Andrew. 

Captain,  25  June,  1776.     Disbanded  with  the  Na>'y  of  the  Revolution. 

Porter,  Charles  H. 

Second  Lieutenant,  1817.  First  Lieutenant,  3  March,  1819.  Resigned  12  August, 
1819. 

Porter,  Carlisle  P. 

Second  Lieutenant,  20  December,  1866.  First  Lieutenant,  1  February,  1873.  lu 
service. 

Powers,  I>arlns  €• 

Second  Lieutenant,  b^  June,  183(».    Dismissed  10  July,  1837. 

Porter,  James. 

Second  Lieutenant,  6  December,  1799.    Resigned  30  June,  1801. 
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Pownal,  ^Thomas. 

First  Lieutenant,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Rerolntion. 

Powell,  H.  J¥m 

Second  Lieutenant,  25  NoTember,  1861.  First  Lieutenant,  20  November,  1B9L 
Resigned  12  February,  1865. 

^aackinbnsh,  H.  W. 

Second  Lieutenant,  4  December,  1869.  First  Lieutenant,  8  September,  1877.  In 
service. 

Qaeen,  Henry  W. 

Second  Lieutenant,  14  March,  1842.  First  Lieutenant,  28  September,  1847.  Died 
at  sea,  4  April,  1858. 

lEtandolph,  W.  A. 

Second  Lieutenant,  80  July,  1828.    Dismissed  21  October,  1826. 

Ra^land,  James. 

Second  Lieutenant,  2  February,  1809.    Resigned  17  May,  1809. 

Ramsay 9  Alan. 

Second  Lieutenant,  1  March,  1857.  First  Lieutenant,  1861.  Captain,  26  Jiily« 
1861.    Died  15  February,  1864. 

Rankin,  Robert. 

Second  Lieutenant,  2  September,  1798.  First  Lieutenant,  2  March,  1799.  Cap- 
tain, 16  January,  1808.    Resigned  1  January,  1809. 

Rathborne,  J*  H* 

Second  Lieutenant,  25  October,  1858.    Resigned  16  January,  1862. 

Read,  Franklin. 

First  Lieutenant,  25  June,  1776.    Dismissed  with  the  Navy  of  the  Revolution. 
Read,  Jacob. 

Second  Lieutenant,  8  March,  1847.  First  Lieutenant,  19  August,  1855.  Resigiied 
28  February,  1861. 

Reber,  John  M. 

Second  Lieutenant,  14  June,  1862.    Dismissed  20  June,  1868. 

Reddiek,  Josiah. 

Second  Lieutenant,  5  September,  1798.  First  Lieutenant,  25  May,  1799.  Re- 
signed 30  June,  1802. 

Reid,  George  €. 

Second  Lieutenant,  2  July,  1864.    First  Lieutenant,  29  August,  1869.     In  service. 

Remey,  W.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  17  February,  1864. 
Captain,  21  June,  1872.  Appointed  Acting  Judge  Advocate  Generalof  the 
Navy,  2  July,  1878.  Appointed  Judge  Advocate  General  of  the  Navy  with  the 
rank  of  Colonel,  from  9  June,  1880. 

Reynolds,  £•  llel>. 

Second  Lieutenant,  3  March,  1847.  First  Lieutenant,  27  November,  1853.  Cap- 
tain, 24  May,  1861.  Brevet  First  Lieutenant,  13  September,  1847.  Dismined 
7  December,  1864. 

^ernoldft,  Michael. 

Second  Lieutenant,  1  May,  1799.  First  Lieutenant,  9  April,  1801.  Captain, 
23  January,  1809.     Resigned  30  January,  1811. 

Reynolds,  John  G. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  17  May,  1883.  Captaio, 
3  March,  1847.  Major,  1861.  Lieutenant-Colonel,  26  July,  186L  Brevet  Major' 
13  September,  1847.     Died  2  November,  1865. 

Rich,  JaboK  €• 

Second  Lieutenant,  21  June,  1834.     First  Lieutenant,  24  February,  1889.    C^J^ 
tain,  27  November,  1853.     Dismissed  22  May,  1861. 
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RteliardBon,  Benjamin. 

Second  Lieutenant,  5  June,  1813.  First  Lieutenant,  18  June,  1814.  Resigned 
1  October,  1824. 

Riddle,  Robert  B. 

Second  Lieutenant,  24  April,  1810.    Died  in  September,  1H1 1. 

RtS8i^9  Myron  €• 

Second  Lieutenant,  18  August,  1857.    Resigned  fl  January.  1858. 

RoblnH,  G.  W. 

Second  Lieutenant,  26  April,  1882.  First  Lieutenant,  11  December,  1886.  Died 
1  March,  1845. 

Robinson,  E.  R. 

Second  Lieutenant,  2  July,  1864.  First  Lieutenant,  28  September,  1869.  In 
service. 

Ronmfort,  A.  li. 

Second  Lieutenant,  July,  1817.    Died  in  1818. 

Roirerfi,  N.  W. 

Second  Lieutenant,  8  MaTch,  1821.    Died  27  September,  1823. 

R08S9  Andrew. 

Second  Lieutenant,  8  March,  1821.  First  Lieutenant,  1  October,  1824.  Died  11 
December,  1886,  of  wounds  received  in  action. 

Rnmell,  R.  R. 

Second  Lieutenant,  16  October,  1 869.  First  Lieutenant,!  November,  1876.  In 
service. 

Rnssell,  W.  W. 

Second  Lieutenant,  5  April,  1848.  First  Lieutenant,  18  November,  1847.  Pay- 
master with  the  rank  of  Major.  Brevet  Captain,  10  December,  1847.  Died  81 
October,  1862. 

Saltmarsh,  £.  G. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864.  Resigned 
1  July,  1871. 

Sayre,  Calvin  Ii. 

Second  Lieutenant,  8  June,  1853.    Resigned  14  February,  1861. 

Scott,  Frank. 

Second  Lieutenant,  9  December,  1870.  First  Lieutenant,  16  May,  1878.  In 
service. 

Seott,  W.  R. 

Second  Lieutenant,  4  July,  1809.    Resigned  13  March,  1810. 

Schanmbnrgta,  J.  W. 

Second  Lieutenant,  14  March,  1829.    Cashiered  20  October,  1832. 

Schermerhorn,  J. 

Second  Lieutenant,  10  January,  185^.  First  Lieutenant,  16  November,  1861. 
Captain,  16  November,  1861.    Retired  17  May,  1871.    Died  16  January,  1876. 

Schenck,  W.  8. 

Second  Lieutenant,  5  July,  1871.  First  Lieutenant,  2  September,  1879.  Assis- 
tant Quartermaster  with  the  rank  of  Captain,  4  January,  1880. 

Sears,  Charles. 

Second  Lieutenant,  28  March,  1820.    Died  29  May,  l»2i. 

Searcy,  I^afayette* 

Second  Lieutenant,  30  October,  1831.     Ilcsigned  31  Oeroniber,  1841. 

Sells,  Bavid  HI. 

Second  Lieutenant,  25  November,  1801.    Resigned  17  July,  1803. 

Sevier,  Alexander. 

Second  Lieutenant,  27  April,  1810.  First  Lieutenant,  17  April,  1812.  Captain, 
18  June,  1814.    Brevet  Major,  1814.    Resigned  3  April,  1816. 
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(Thaller,  Julius  €. 

Second  Lieutenant,  21  March,  1870.    Resigned  15  June,  1877. 

Shaw,  Samuel. 

Captain,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolixtiosi. 

Sherburne,  John  H. 

Second  Lieutenant,  12  March,  186G.  First  Lieutenant,  20  March,  1872^  Is 
service. 

Sherburne,  W.  W. 

Second  Lieutenant,  28  September,  1811.    Resigned  1811. 

Sheredlue,  II.  R. 

Second  Lieutenant,  26  March,  1799.    Resigned  31  July,  1802. 

Sherman,  C  Ii. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  9  December,  1864.  Brevet 
First  Lieutf^nant,  5  August,  1864,  for  gallant  and  meritorious  services  at  the 
Battle  of  Mobile  Bay,  5  August,  1864.    Re9igned  7  September,  1877. 

Shuttleworth,  J¥.  I<. 

Second  Lieutenant,  28  February,  1839.  First  Lieutenant,  16  March,  1847.  Captain, 
28  September,  1857.  Colonel,  10  June,  1864.  Brevet  Captain,  10  March,  1847. 
Died  27  September,  1871. 

Simms,  John  I>. 

Second  Lieutenant,  7  October,  1841.  First  Lieutenant,  27  September,  1847.  Cap- 
tain, 1861.    Brevet  Captain,  13  September,  1847.    Dismissed  8  July,  1861. 

Singletary,  J.  G. 

Second  Lieutenant,  1  March,  1815.    Last  appearance  in  Register  of  1815. 

Slaek,  W.  B. 

Second  Lieutenant,  28  January,  1839.    First  Lieutenant,  3  March,  1847.    Captain, 

22  February,  1857.    Quartermaster  with  the  rank  of  Major.    Major,  18  August, 
1860.    Brevet  Captain,  10  March,  1847.    In  service 

Slaek,  W.  B.,  Jr. 

Second  Lieutenant,  12  May,  1869.    Died  27  September,  1874. 

Sloan,  Thomas  T. 

Second  Lieutenant,  17  October,  1884.  First  Lieutenant,  81  October,  1840.  Died 
10  February,  1850. 

Smalley,  E.  A. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  20  Novembi»r,  1861. 
Resigned  25  July,  1866. 

Smith,  Constantlne. 

Second  Lieutenant,  27  August,  1825.  Transferred  Ui  the  Army,  20  Xovember 
1830. 

Smith,  Jacob  G. 

Second  Lieutenant,  1  September,  1802.     Resigned  29  March,  1804. 

Smith,  Richard. 

Second  Lieutenant,  20  July,  1800.  First  Lieutenant,  8  March,  1807.  Captain, 
13  March,  1812.  Brevet  Major,  18  June,  1814.  Brevet  Lieutenant-Colonel, 
18  June,  1824.     Cashiered  23  February,  1880. 

Smith,  Richard  I<. 

Second  Lieutenant,  26  April,  1812.     Resigned  8  July,  1812. 

SmyHcr,  John  I>. 

Second  Lieutenant,  21  March,  1870.     Retired  3  May,  1878. 

Snowden,  Charles. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  in  Register  of  1815. 
Sparks,  Alexander  I>. 

Second  Lieutenant,  10  December,  1855.     Resigned  in  1855. 

Spearing,  Charles  F. 

Second  Lieutenant,  7  May,  1822.     First  Lieutenant,  31  January,  1827.    Cashiemi 

23  September,  1841. 
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8plcer,  W.  Fm  Jr. 

Second  Lieutenaot,  18  March,  1S72.  First  Lieutenant,  4  January,  1880.  la 
service. 

Spras^ne,  Jobn  T* 

Second  Lieutenant,  17  October,  1884.    Resigned  8  July,  188' 

Stark,  Alexander  W. 

Second  Lieutenant,  19  July,  1855.  First  Lieutenant,  28  February,  1861.  Dis- 
missed 9  January,  1862. 

Stark,  William  B. 

Second  Lieutenant,  1  July,  1881.  First  Lieutenant,  1  July,  1884.  Captain,  1|S 
March,  1847.    Died  18  August,  1855. 

Stephen,  Henry. 

Second  Lieutenant,  28  February,  1815.    Resigned  20  March,  1816. 

Sterne,  Francis  W. 

Second  Lieutenant,  22  April,  1812.  First  Lieutenant,  24  July,  1818.  Captain, 
10  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act 

SteTenson,  Andrew. 

Second  Lieutenant,  26  February,  1875.    Resigned  25  April,  1879. 

Stewart,  €.  G. 

Second  Lieutenant,  1808.  First  Lieutenant,  1809.  Last  appearance  in  Register 
of  1809. 

tStewart,  Richard. 

Second  Lieutenant,  28  April,  1812.    Last  appearance  in  Register  of  1812. 

Stickney,  David. 

Second  Lieutenant,  23  October,  1798.    Resigned  80  September,  1801. 

Stillman,  €.  H. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  5  December,  lb67.    Retired  12  March,  1872. 

4Staddard,  George  €. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864,  for  gallant 
and  meritorious  services  at  the  Battle  of  Boyd's  Neck,  and  at  the  Battle  of  Tuli- 
finny  Cross  Roads,  to  date  from  6  December,  1864.    Died  20  April,  1867. 

Strong,  William. 

Second  Lieutenant,  1  March,  1811.  First  Lieutenant,  16  April,  1812.  Captain,  18 
June,  1814.    Resigned  28  October,  1818. 

Strottaer,  Benjamin. 

First  Lieutenant,  31  October,  1798.    Resigned  81  October,  1800. 

Squires,  W.  I. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  24  August,  1867.    Resigned  12  January,  1870. 

Stuart,  Alexander. 

Second  Lieutenant,  1  June,  1806.    Resigned  6  August,  1806. 

Stnart,  Jobn. 

Captain,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Sturgeon,  E.  B. 

Second  Lieutenant,  25  November,  1861.    Dismissed  1  July,  1868. 

Sntiierland,  D.  J. 

Second  Lieutenant,  29  March,  1842.  First  Lieutenant,  1847.  Quartermaster  with 
rank  of  Major.  Brevet  Captain,  14  September,  1847.  Dismissed  23  July, 
1860. 

Swift,  Thomas  R. 

Second  Lieutenant,  1807.  First  Lieutenant,  27  January,  1809.  Captain,  18  June, 
1814.    Disbanded  18  April,  1817,  under  Peace  Kstablisnment  Act  . 
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Swift,  Wtlllam  F. 

Second  Lieutenant,  1  March,  1815.    Last  appearance  in  Register  of  1815. 

Tallniau,  Jantes^ 

First  Lieutenant,  5  September,  1798.    Dismissed  2  January,  1799. 

Tanslll,  Robert. 

Second  Lieutenant,  3  November,  1840.  First  Lientenant,  16  March,  1847.  Cap- 
tain, 29  November,  1858.  Brevet  Captain,  17  November,  1847.  Dismissed 
24  August,  1861. 

Taitnall,  J*  R.  F. 

Second  Lieutenant,  8  November,  1847.  First  Lieutenant,  22  February,  1857.  Dis- 
missed 22  November,  1861. 

Taylor,  Algernon  8. 

Second  Lieutenant,  21  February,  1889.  First  Lieutenant,  8  March,  1847.  Cap- 
tain, 17  July,  1857.    Brevet  Captain,  27  March,  1847.    Dismissed  6  May,  1861. 

Taylor,  A.  H. 

Second  Lieutenant,  2  July,  1864.    First  Lieutenant,  80  July,  1868.     In  BerviceL 

Taylor,  Robert  B. 

Second  Lieutenant,  2  March,  1889.    Died  18  November,  1845. 

Terrett,  George  H. 

Second  Lieutenant,  1  April,  1880.  First  Lieutenant,  1  July,  1834.  Captain.  16 
March,  1847.    Brevet  Major,  18  September,  1847.    Dismissed  6  May,  1861. 

Thayer,  Cotton. 

Second  Lieutenant,  25  June,  1799.    Resigned  15  July,  1801. 

Thomas,  Frederick. 

Second  Lieutenant,  1  July,  1825.    Transferred  to  the  Army,  14  July,  1826. 

Thompson,  Benjamin. 

Second  Lieutenant,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revela- 
tion. 

Thompson,  George  H. 

Second  Lieutenant,  11  March,  1865.    Died  at  Sea,  2  May,  1868. 

Thompson,  Olllles. 

Second  Lieutenant,  12  April,  1815.    Resigned  12  December,  1815. 

Thompson,  James. 

Second  Lieutenant,  2  May,  1799.  First  Lieutenant,  1  July,  1800.  Captain,  23 
January,  1809.    Resigned  12  January,  1810. 

Thornton,  Francis. 

Second  Lieutenant,  25  April,  1810.  First  Lieutenant,  8  April,  1811.  Resigned 
in  1847. 

Thwing,  ]¥atlianlel. 

Second  Lieutenant,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Tllton,  Mcliane. 

Second  Lieutenant,  2  March,  1861.  First  Lieutenant,  1  September,  1861.  Cap- 
tain, 10  June,  1864.     In  service. 

Towns,  Thomas. 

Second  Lieutenant,  80  August,  1805.     Resigned  31  March,  1806. 

Tnpper,  Charles  C 

Second  Lieutenant,  3  March,  1819.  First  Lieutenant,  21  January,  1822.  Captain, 
1  July,  1884.    Brevet  Captain,  21  January,  1832.     Died  18  January,  1888. 

Turner,  Oeorge  P. 

Second  Lieutenant,  27  September,  1856.    Dismissed  25  June,  1861. 

Turner,  James  A. 

Second  Lieutenant,  22  June,  1880. 

Turner,  William  C. 

Second  Lieutenant,  12  March,  1875. 
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Twlgf|^t»,  Levi. 

Second  Lieutenant,  10  November,  1818.  First  Lieutenant,  18  June,  1814.  Cap- 
tnin,  23  February,  1880.  Major,  15  November,  1840.  Brevet  Captain,  8  March, 
1»25.    Killed  in  battle,  18  September,  1847. 

Tyler,  H.  B. 

Second  Lieutenant,  8  March,  1828.  First  Lieutenant,  1  April,  1880.  Captain, 
12  March,  1845.  Adjutant  and  Inspector  with  rank  of  Major.  Dismissed  4  May, 
1861. 

Tyler,  H.  B.,  Jr. 

Second  Lieutenant,  2  January,  1855.    Dismissed  21  June,  1861. 

Vrqaehart,  Jolin. 

Second  Lieutenant,  5  March,  1811.  First  Lieutenant,  80  April,  1812.  Resigned 
in  1812. 

Talette,  locals  de  la. 

First  Lieutenant,  24  August,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Tan  Byke,  Abraham. 

First  Lieutenant,  22  July,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Wait,  Marmadnke. 

Second  Lieutenant,  16  January,  1801.    Last  appearance  in  Register  of  1801. 

Wallace,  William. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  iO  June,  1864.  Captain^ 
8  October,  1876.  Brevet  First  Lieutenant,  8  September,  1868,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1868. 
Brevet  Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the 
attack  upon  Fort  Fisher,  18, 14  and  15  January,  1865.    In  service. 

Wallach,  Richard. 

Second  Lieutenant,  24  April,  1869.  First  Lieutenant,  22  January,  1870.  In 
service. 

Waller,  Iiittleton  W.  T. 

Second  Lieutenant,  26  June,  1880. 

Wales,  Samael. 

Second  Lieutenant,  10  November,  1800.    Resigned  20  February,  1801. 

Waldron,  Ti.  8. 

Second  Lieutenant,  18  September,  1881.  First  Lieutenant,  25  July,  1884.  Captain, 
16  March,  1847.    Brevet  M^or,  22  July,  1848.    Died  21  February,  1857. 

Walker,  George  W. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  8  March,  1821.  Brevet  Cap- 
tain and  Qnartermaster.  Captain,  1  July,  1834.  Brevet  Captain,  8  March,  1831. 
Died  29  August,  1851. 

Wainwrlgtat,  R.  B. 

Second  Lieutenant,  15  February,  1807.  First  Lieutenant,  23  January,  1809.  Cup- 
tain,  29  September,  1812.  Lieutenant-Colonel,  l»July,  1834.  Brevet  Major, 
8  March,  1823.  Brevet  Lieutenant-Colonel,  3  March,  1827.  Died  5  October, 
1841. 

Wainwrlght,  R.  B. 

Second  Lieutenant,  4  December,  1869.  First  J.ieutenant,  17  March,  1877.  In 
service. 

Ward,  A.  W. 

Second  Lieutenant,  14  June,  1862.    Died  17  March,  1867. 

Washbarn,  I.  H. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  29  August,  1867.  In 
service. 
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Watklns,  T.  I<.  €• 

Second  Lieutenant,  22  May,  1826.  First  Lieutenant,  1  July,  1884.  Died  81  Octo- 
ber, 1840. 

Watoon,  Artbar  I«. 

Second  Lieutenant,  9  March,  1865.  First  Lieutenant,  18  May,  1871.  Retired 
29  March,  1878. 

Watson,  Henry  B. 

Second  Lieutenant,  5  October,  1886.  First  Lieutenant,  3  March,  1847.  Breret 
Captain,  20  November,  1847.    Resigned  1  January,  1855. 

Watson,  Joslah. 

Second  Lieutenant,  21  June,  1885.  First  Lieutenant,  8  March,  1847.  Captain, 
10  December,  1855.    Major,  16  November,  1861.    Died  5  February,  1864. 

Watson,  Samnel  £• 

Second  Lieutenant,  4  July,  1812.  First  Lieutenant,  18  June,  1814.  Captain,  28 
March,  1820.  Major,  1  July,  1834.  Brevet  Lieutenant-Colonel,  28  March,  183a 
Died  17  November,  1847. 

Weaver,  James. 

First  Lieutenant,  27  September,  1798.    Resigned  81  August,  1808. 

Webster,  F.  B. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  5  DeceDOLber,  1867.  In 
service. 

Webster,  lie  Roy  €• 

Second  Lieutenant,  1  July,  1874.    In  service. 

Weed,  Elijali  J. 

Second  Lieutenant,  16  January,  1817.  First  Lieutenant,  8  March,  1819.  Captain, 
1  July,  1834.  Quartermaster  with  rank  of  Major.  Brevet  Captain,  7  NoTember, 
1828.    Died  5  March,  1838. 

Weleh,  Henry. 

Second  Lieutenant,  8  March,  1847.    Died  27  August,  1847. 

Welles,  Geors^e  M. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  11  January,  1865.  Retired 
29  November,  1874. 

West,  £dward  I^. 

Second  Lieutenant,  17  October,  1884.  First  Lieutenant,  6  October,  1841.  Died 
80  March,  1«51. 

Wharton,  Thomas. 

Second  Lieutenant,  28  January,  1799.  First  Lieutenant,  17  October,  1800.  Died 
in  1801. 

Whetcroft,  W.  W. 

Second  Lieutenant,  19  February,  1817.    Resigned  3  August,  1820. 

Whipple,  BaTid. 

Second  Lieutenant,  29  May,  1871.  First  Lieutenant,  16  March,  1879.  In  ser- 
vice. 

White,  Francis  B. 

Second  Lieutenant,  24  September,  1813.  First  Lieutenant,  18  June,  1814.  Killed 
in  a  duel,  25  September,  1819. 

Whltlns,  Henry. 

Second  Lieutenant,  1  July,  1874.    In  service. 

Whitney,  Ii.  F. 

Second  Lieutenant,  17  October,  1834.    Cashiered  14  March,  1840. 

Whittler,  Rnfns  A. 

*  Second  Lieutenant,  22  October,  185G.    Dismissed  30  June,  1858. 

Wiley,  James. 

Second  Lieutenant,  9  January,  1847.  First  Lieutenant,  27  September,  ISHd 
Assistant  Quartermaster  with  the  rank  of  Captain.  Captain,  26  July,  1861.  lie- 
tired  20  June,  1872. 


GENERAL  NAVY  REGISTER— MARINE  CORPS.  897 

TFilliaius,  Charles  F. 

Second  Lieutenant,  14  June,  1862.  First  liieutcnant,  10  June,  1864.  Captain, 
1  November,  1876.  Brevet  Captain,  14  January,  1865,  for  gallant  and  merito- 
rious services  at  the  attack  upon  Fort  Fisher,  13, 14  and  15  January,  1866.  In 
service. 

Williams,  H.  A. 

Second  Lieutenant,  28  September,  1798.    Died  1  July,  1800. 

Willlains,  John. 

Second  Lieutenant,  20  August,  1805.  First  Lieutenant,  2  March,  1807.  Captain, 
81  January,  1811.    Died  of  wounds  received  in  action,  August,  1812. 

Williams,  Joh  G. 

Second  Lieutenant,  7  May,  1822,  First  Lieutenant,  27  December,  1825.  Captain, 
15  November,  1840.    Died  26  September,  1866. 

WrUmer,  £.  P. 

Second  Lieutenant,  28  January,  1809.    Resigned  19  June,  1809. 

Wilson,  Isaac  R. 

Seccmd  Lteutenant,  10  May,  1888.     Resigned  29  May,  1841. 

Wilson,  Thomas  8. 

Second  Lieutenant,  18  December,  1857.    Dismissed  24  August,  1861. 

Wilson,  W.  I>. 

Second  Lieutenant.  28  January,  1809.  First  Lieutenant,  28  June,  1809.  I^esigned 
14  September,  1809. 

Winthrop,  P.  W. 

Second  Lieutenant,  1808.    First  Lieutenant,  18  February,  1809.    Resigned  6  Mav, 

1811. 

Wood,  Thomas  N. 

Second  Lieutenant,  1  July,  1776. 

Woodson,  Joseph. 

Second  Lieutenant,  22  April,  1810.  First  Lieutenant,  2  April,  1811.  Resigned 
17  June,  1814. 

Wormeley,  W.  W. 

Second  Lieutenant,  15  August,  1805.    Resigned  17  June,  1806. 

Wright,  William. 

Second  Lieutenant,  1817.    Resigned  8  May,  1818. 

Wynkoop,  I>.  H. 

First  Lieutenant,  16  November,  1798.    Lost  in  the  ^^IruurffenL^ 


Tates,  Thomas  T. 

Second  Lieutenant,  1817.    Dismissed  17  August,  1817. 

Tonng,  Alhert  B. 

Secotd  Lieutenant,  18  March,  1864.    First  Lieutenant,  29  November,  1867.    Re- 
signed 31  January,  1878. 

Tonng,  James  B. 

Second  Lieutenant,  14  June,  1862.    First  Lieutenant,  22  June,  1864.    Resigned 
20  January,  1865. 

Tonng,  John  F. 

Second  Lieutenant,  4  April,  1888.    Died  0  February,  1889. 

Tonng,  J.  in.  T. 

Second  Lieutenant,  2  July,  1864.     First  Lieutenant,  9  August,  1868.     In  ser- 
vice. 

Tonngr^  T.  M .  W. 

Second  Lieutenant,  20  February,  1822.    Died  7  July,  1825. 
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Second  Lieutenant,  23  February,  1835.     First  Lieutenant,  12  March,  1845.     BreveL 
Captain,  13  September,  1847.    Died  12  December,  1857. 

Tonngblood,  £•  H • 

Second  Lieutenant,  27  March,  1856.    Resigned  28  February,  1857. 

Zeilin,  W.  F. 

Second  Lieutenant,  19  December,  1871.     First  Lieutenant,   6  December,  1879. 
Died  4  June,  1880. 
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Jl    list 


OP  THB 


VESSELS  OF  WAR  OF  THE  UNITED  STATES  NA^. 


1797-1881. 


SAII.11^0    VHSSHI.S. 


Name.  Tons 

Active 122 

Adams 530 

Adolph  Hugel 269 

A.Houghton 326 

Alabtima,  re-named 

New  Hampshire 2600 

Albany '. 1064 

Albemarle 200 

Alert 800 

Alligator 40 

Alligator,  2nd 

Alligator,  Srd 198 

Amanda 368 

America — Yacht 

Annie 27 

Argus 298 

Argns,  2nd 509 

Ariel 19 

Ariel,  2nd 

Arietta 199 

Arthur 554 

Asp 56 

Asp,  2nd 57 

Asp.  3rd 56 

Augusta 

Bainbridge 259 

Baltimore 422 

Beagh* 52 

Beauregard 101 

Ben  Morgan 

Bohio 196 

Bonita 76 

Boston,  8rd 700 

Boston,  4th 700 


Guns.  Remarks. 

2  Purchased  1837. 

28    Built  1799.     Burned  at  Hampden,  Me.,  1814. 

3  Purchased  1863.    Mortar  Schooner. 
2    Purchased  1862.     Sold. 


15 
20 

•  • 

20 
4 
1 

12 
6 

•  • 

1 

16 
18 
1 
4 
1 
3 
6 
3 
2 
3 
14 


Built  1818.    Receiving  Ship  at  Norfolk,  1874. 

Built  1843.     Foundered  at  Sea,  1854. 

Built  1865.     Sold. 

Captured  1812.    Broken  up,  1829. 

Built  1813.    Originally  Gunboat  166.    Sunk  1814. 

Purchased  1813.     Captured  at  New  Orleans,  1814. 

Built  1821.    Lost  at  Carysfort  Reef,  1823. 

Purchased  1 862.     Sold. 

Purchased  1H62.     Soid. 

Built  1864.     Wrecked  on  Coast  of  Florida,  1865. 

Built  1803.    Captured  in  British  Channel,  1818. 

Built  1814.    Burned  at  Washington,  1814. 

Purchased  1S(I3.    Sold. 


Purchased  is  1*2. 
Purchased  lb31. 
Purchased  1^62. 
Purchased  1802. 
Purchased  1813. 
Purchased  1813. 
Purchased  1813. 
Purchased  1799. 


Sold  1815. 
Sold  1833. 
Mortar  Schooner. 
Sold. 

Sold  1824. 
Sold  1815. 
Sold  1824. 
Sold  1801. 


10     Built   1842.    Foundered 

August,  1863. 

20    Purchased  1798. 

3     Purchased  1822. 

1     Captured  1862. 

. .      Purchased  1862. 

Purchased  1862. 

Purchased  1846. 


on   Atiantic  Coast,  21 


Sold  1801. 
Sold  1825. 
Sold. 
Sold. 
Sold. 
Sold  1840. 


2 

1 

28    Built  1799.    Burned  at  Washington,  1814. 
18    Built  1825.    Lost  at  Eleuthera,  West  Indies,  1846. 
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Name,  Torn, 

Boxer 870 

Boxer,  2nd 194 

BraDdywine 1726 

Brazilieras 540 

BLffalo 

Bull  Dog 

Caledonia 

Camel 

Carniita 61 

Carolina 280 

Charles  Phelps 862 

Charlotte 70 

Chippewa 890 

Chippewa,  2nd 

Chesapeake 1244 

Chotauk 68 

Columbia. / 1508 

Columbia,  2nd 1726 

Columbus 2480 

Concord 700 

Congress 1268 

Congress,  4th 1867 

Connecticut,  2nd 492 

Conquest 82 

Consort 230 

Constellation 1236 

Constitution 1835 

C.P.Williams 210 

Corporation 

Corypheus — Yacht 

Courier , . . .   554 

Crescent 

Cumberland 1726 

Cyane 

Cyane,  2nd 695 

Dale 820 

Dun  Smith 149 

Dart 94 

Decatur 566 

Decoy 

Delaware,  2nd 821 

Delaware,  2nd 2633 

Detroit 400 

Dispatch 50 

Dolphin,  2nd 198 

Doli>hin,  3rd. 224 

Eagle 

Eagle,  8rd 

Eagle,  8rd 

Electra 248 

Elizabeth 


Ouns,  RemarhM. 

14  Built  1815.     Lost  off  Baiize,  1817. 

10  Built  1831.     Sold  1848. 

44  Built  1821.     Launched  1825.     DestroTed  br  fire 
at  Norfolk,  Va.,  1864. 

6  Purchased  1862.     Sold. 

5  Purchased  1814.     Sold  1820. 

2  Purchased  1814.     Sold  1821. 

8  Captured  1812.     Sold. 

5  Purchased  1814.     Sold  1820. 

. .  Built  1865.    Condemned  at  Key  West,  1865. 

14  Blew  up  at  New  Orleans,  1814. 

1  Purchased  1862.    Sold. 

2  Purchased  1863.    Sold. 

14  Built  1815.    Lost.    Caycos,  W.  L 

44  Built  1815.    Broken  up  or  sold  between  1815  and 

1824. 

86  Captured  June  1,  1813. 

1  Purchased  1862.    Sold  I860. 

44  Built  1814.    Burned  on  stocksat  Washington,  1814. 

44  Built  1825.    Launched  1886.    Destroyed  at  Nor- 
folk, Va.,  1861. 

74  Built  1816. 

18  Built  1828.    Lost  on  East  coast  of  Africa,  1843. 

86  Built  1799.     Broken  up  1836. 

44  Built  1839.    Destroyed  at  Hampton  Koads,  1862. 

24  Sold  1801. 

3  Purchased  1818.    Sold  1815. 

6  Built  1886.     Sold  1844. 
10  Rebuilt  1854. 

6  Built  1797.    In  service.    Repaired  at  Philadelphia 

Navy  Yard,  1874.     Laid  up  at  New  York. 

3  Purchased  1863.     Mortar  Schooner. 

2  Purchased  1814.     Sold  1820. 
..  Purchased  1H()2.     Sold. 

3  Purchased  1862.     Wrecked  4  June,  1864. 
36  Presented  to  the  Dcy  ol*  Algiers. 

44  Built  1825.     Launclied  1842.     Razeed.     Sunk  in 

Hampton  Roads  by  the  Merrimac. 

34  Captured  1815.    Broken  up  1836. 

2  Built  1837.     At  Mare  Island  Navy  Yard,  1874. 

8  Built  1838.     At  Naval  Academy,  Annapolis,  1874. 

8  Purchased  1862.    Mortar  Schooner. 

1  Purchased  1862.     Sold. 
16  Built  1838.     Sold. 

6  Purchased  1822.     Sold  1826. 

20  Purchased  1798.     Sold  1801. 

74  Built  1817.     Destroyed  at  Norfolk,  Va.,  1861. 

18  Captured  1813. 

2  Purchased  1814.     Sold  1820. 

12  Built  1821.     Sold  in  the  Pacific,  1835. 

10  Built  1836.    Destroyed  at  Norfolk,  1861. 

2  Purchased  1812.     Captured  3  June,  1818. 

20  Built  1814.     Sold  1824. 

12  Built  1814.     Sold  1820. 

2  Purchased  1846.     Sold. 

2  Purchased  1812.    Broken  up  15  May,  1815. 


GENERAL  NAVY  REGISTER. 


903 


Name,                    Tons.  Ouns.                                 Rema/rk; 

Enterprise,  2nd 185  12  Built  1790.    Enlarged  to  165  Tons  in  1811.    Lost 

at  Little  Curacoa.     1823. 

Enterprise,  3rd 194  10  Built  1831.    Sold  1846. 

Epervier 477  18  Captured  1814.     Lost  at  sea,  1816. 

Krie nci)  18  Bui'.t  1818.     Broken  up  1841. 

Krie,2nd (ill  4  Built  1842.     Storeship.     Sold. 

Kssex 860  32  Built  1 790.     Captured  1814. 

Kssex,Sr 355  16  Built  1813.     Sold  1815. 

Kthau  Allen 556  7  Purchased  1862.     Sold. 

Ktna 139  . .  Bomb-Ketch.     Built  1806.     Lost  at  New  Oi  leans, 

1812. 

Etna,  2nd 220  11  Purchased  1818.  Condemned  at  New  Orleane,  1817. 

Etna.  3rd 182  . .  Bomb  Barge.    Purchased  1846.     Sold. 

Kutrenia — Schooner Purchased  1862.    Sold  1864. 

Experiment 135  12  Built  1800.     Sold  1801. 

KxpiTiment,  2nd 104  10  Built  1831.     Sold  1848. 

Fair  America 2  Purchased  1812.     Sold  1815. 

Fairfield 700  18  Built  1826.     Sold  and  broken  up. 

Falcon 80  1  Captured  1848.     Sold  1840. 

Falmouth 705  18  Built  1 826.     Sold  at  Aspinwall,  1863. 

Farralones 382  . .  Built  1 868.     Steamer  Massachusetts  altered  to  sail- 
ing— Bark.    Sold. 

Fear  Not 1012  6  Purchased  1862.    Sold  1866. 

Fennimore  Cooper. 06  1  Purchased  1852.    Sold  1856. 

Femandina 297  6  Purchased  1862.    Sold. 

Ferrety  2nd 8  Purchased  1812.    Lost  off  Stony  Inlet,  1814. 

Ferret,  2nd 51  3  Purchased  1822.    Lost  in  West  Indies,  1825. 

Firebrand 12  Purchased  1 815.  Condemned  at  New  Orleans,  1819. 

Firefly 333  14  Pnrchased  1814.    Sold  1816. 

Flambeau 300  14  Purchased  1814.     Sold  1816. 

Flying  Fish 90  2  Purchased  1888.     Sold  1842. 

Flirt 150  2  Built  1839.     Sold. 

Fox 130  4  Built  1817.     Condemned  182L 

Fox 80  2  Built  1864.    Sold. 

Fox,  2nd 51  3  Purchased  1822.     Condemned  1838. 

Franklin 2257  74  Built  1815.     Broken  up  1852-1858. 

Fredonia tifOO  4  Purchased  1845.    Destroyed  by  earthquake,  1869. 

Frolic 500  18  Built  1813.    Captured  off  Havana,  1814. 

Fulton— Steamship 2000  30  Built  1814.     Blew  up  at  Brooklyn,  1820. 

Ganges 504  24  Purchased  1708.     Sold  1801 

Gemsbok 622  7  Built  1«62.     Sold. 

Gem  of  the  Sea 371  4  Purchased  1862.    Sold. 

General  Greene 645  28  Built  1 700.    Burned  at  Washington,  1814 

General  Pike 875  24  Built  1813.     Sold. 

George  Maughan 274  3  Purchased  1862.    Mortar  Schooner. 

George  Washington 624  24  Purchased  1708.     Sold  1803. 

Georgiana 280  16  Captured  1813.    Recaptured  off  coast,  1814. 

Germantown 080  20  Built  1848.    Destroyed  at  Norfolk,  1861. 

Ghent 1  Built  1815.    Sold. 

G.  L.  Brockenborough Built  1 863.    Lost  1863. 

Governor  Tompkins 06  tf  Purchased  1812.     Captured  12  August,  1814. 

Grampus 184  12  Builtl821.     Foundered  off  Charleston,  S.  C,  1843. 

Granite 1  Purchased  1862.     Returned  to  Lighthouse  Board, 

1865. 

Greenwich 338  16  Captured  1813.   Burned  at  Marquesas  Island,  1814. 

<Jr    hound 65  3  Purchased  1822.     Sold  1824. 

-Growler 53  2  Purchased  1812. 
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Name,  Tom,     Chins.  Ilemarhs. 

Gnard 025        8    Bought  1861.     Originally  National  Guard.     Laid 

up  at  New  York,  1874. 

Guerriere 1508      44    Captured  1814.     Broken  up  1841 . 

G.  W.  Blunt 121         1     Purchased  1802.    Sold. 

Hamilton 9  Purchased  1812.    Capsized  10  August,  1813. 

Hecla 194  . .  Bomb  Barge.    Purchased  184r».     Sold. 

Helen 4  Purchased  1818.     Lost  in  Delaware  Bay«  1815. 

Henry  Janes 201  8  Purchased  1862.    Mortar  Schooncsr.     Sold. 

Herald 279  18  Purchased  1798.    Sold  1801. 

Hope 134  1  Purchased  1862.    Sold. 

Horace  Beals 296  8  Purchased  1862.    Sold. 

Hornet,  2nd 10  Purchased  1804.    Sold  1806. 

Hornet,  8rd 440  18  Built  1 805.     Lost  off  Tampico,  1829. 

Hudson 1728  44  Purchased  1826.     Sold  1844. 

Idaho 1887        7    Built  1866.    Screw  steamer,  converted  into  sailing 

ship.    Sold  1874. 
Independence 1891      22    Built  1814.    Razeed  to  a  54.    Receiving  8hip  at 

Mare  Island  Navy  Yard,  Cal.,  1874. 

Ino 895        9    Purchased  1862.    Sold  1867. 

Insurgent 86    Captured  1799.    Lost  at  sea,  July,  1800. 

Intrepid 4    Captured  1803.    Blew  up  off  Tripoli,  1804. 

Ironsides,  Jr. 200      . .     Built  1864.    Sold. 

Jackal 47        8  Purchased  1822.    Sold  1824. 

James  L.  Davis 461        4  Purchased  1862.    Sold. 

James  S.  Chambers 401        5  Purchased  18(»2.    Sold. 

Jamestown 888      20  Built  1848.    "Sitka,  Alaska. 

Java 1508      44  Built  1814.    Broken  up  1842. 

J.  C.  Kuhn 888        5  Purchased  1862.    Sold. 

Jefferson 18  Built  1814.      Sold  1821,  or  broken  up,  or  unfit  fiar 

repairs. 

John  Adams. 544      28  Built  1799.     Broken  np  1829. 

John  Adams,  2nd 700       18  Built  1830.     Sold  at  Boston,  1865. 

John  Griffith 246        3  Purchased  1802.    Mortar  Schooner. 

John  P.  Kennedy 350        3  Purchased  1853.     Sold  1856. 

Jones 18  Built  1814.    Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Julia. 53        2  Purchased  1812.     Captured  10  August,  1813. 

Julia Built  1864.    Sold. 

Kingfisher 450        5    Purchased  1802.    Wrecked  on  St.  Helena  Island, 

28  March,  1N(;J. 
Kittatinney, 421        4     Purchased  1862.        )!d. 

Lady  of  the  Lake 89  3  Purchased  1813.     Sold  1815. 

Lawrence 450  20  Built  1813. 

Lawrence,  2nd 364  10  Built  1843.    Sold  1846. 

Levaut,  2nd 792  18  Built  1837.    Lost  in  Pacific  Ocean,  I860. 

Lexington,  2nd 691  18  Built  1825.    Sold. 

Lightning Built  1805.     Sold. 

Louisiana 341  16  Purchased  1812.    Broken  up  1821. 

Lynx 150  6  Built  1814.     Lost  at  sea,  1820. 

Macedonian 1325      38    Captured  1812.     Broken  up  1835. 

Macedonian,  8rd 1140       ..     Built  1832.     Launched  1836.     Razeed  1853.    In 

ordinary  at  Norfolk,  Va.,  1874.    Sold  Dec.,  1875. 
Madison. .  598      20    Built  1812. 
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Name.                     Tons.  Guns.                                   Remarics, 

Mahonese 100  I  Captured  184G.     Sold  1849. 

Malek  AMliel 250  10  Captured  1846.     Sold  1849. 

Maria  A.  Wood 844  2  Purchased  1863.    Mortar  Schooner.    Sold  1866. 

Marion 566  16  Built  1838.    Broken  up.    Rebuilt  as  Steamer.  1874. 

Maryland 880  20  Purchased  1799.     Sold  1801. 

Matthew  Vassar. 182  8  Purchased  1863.    Mortar  Schooner. 

Matthew  Vassar. 182  3  Purchased  1864.    Mortar  Schooner. 

Merrimac 530  24  Purchased  1798.     Sold  1801. 

Midnight 386  5  Purchased  1862.     Sold. 

Mohawk 32  Built  1814.    Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Montezuma 347  20  Purchased  1798.     Sold  1801. 

Montgomery 6  Purchased  1813.     Sold  1815. 

Morning  Light 937  8  Purchased  1862.    Captured  oflf  Coast  of  Texas^ 

21  January,  1863. 

Natchez 700  18  Built  1827.     Broken  up  1840. 

National  Guard 1046  4  Purchased  1862.     Name  changed  to  Guard,  1865. 

Nautilus 185  12  Purchased  1808.    Captured  off  New  York,  1812. 

New  Orleans 2805  60  Built  1815.    On  the  stocks,  Sackett's  Harbor,  1874. 

New  York 2688  74  Built  1818.    Destroyed  at  Norfolk,  1861. 

New  York,  2nd 1180  36  Built  1799.     Burned  at  Washington,  1814. 

Norfolk 200  18  Purchased  1798.     Sold  1801. 

Norfolk— Packet 349  3  Purchased  1862.    Mortar  Schooner. 

Niagara 450  20  Built  1813. 

Niirhtingale 1000  1  Purchased  1862.     Sold  11  February,  1865. 

Nonsuch 148  14  Purchased  1812.     Dropped  from  Navy  List,  1826. 

North  Carolina 2633  74  Built  1818.    Broken  up.     Sold  1867. 

Ohio 3  Built  1813.     Captured  12  August,  1814. 

Ohio,  2nd 2700  5  Built   1820.      Launched   1820.      Receiving  Ship, 

Boston,  1874.     Laid  up  at  Boston. 

O.  H.  Lee 199  3  Purchased  1864.     Sold. 

Oliver  H.  Lee 199  3  Purchased  1863.    Mortar  Schooner. 

Oneida 243  14  Built  1809.     Sold. 

On-ka-hy-e 250  2  Purchased  1843.    Lost  on  Caycos  Reef,  W.  I.,  1848. 

Ontario 509  IS  Built  1813.     Sold  1819. 

Ontario,  2nd 81  3  Purchased  1813.     Sold  1815. 

Onward 704  3  Purchased  1860.     Storeship  at  Callao,  Peru,  1874. 

Oregon 250  2  Purchased  1 841.     Sold  1845. 

Orvetta 171  3  Purchas(;<l  1861.     Mortar  Schooner. 

Otsego 2  Built  1840.  Transferred  from  the  War  Depart- 
ment, and  returned  to  it,  1844-1845. 

Pampero 1875  4  Purchased  1860.     Sold  1807. 

Para 1 90  3  Purchased  1 860.     Mortar  Schooner. 

Patapsco 380  20  Purchased  1799.     Sold  1801. 

Peacock 509  18  Built  1813.     Broken  up  1828. 

Peacock,  2nd 559  18  Built  1828.     Lost  at  Columbia  River,  1841. 

Pennsylvania 3241  120  Built  1822.  Launched  1837.  Destroyed  at  Nor- 
folk, Va.,  1861. 

Perry 280  10  Built  1843.     Sold  1865. 

Pert 3  Purchased  1813.     Sold  1815. 

Petrel 7(i  1  Purchased  184(>.  Transferred  to  Coast  Survcv,  1850. 

Phenix 90  2  Purchased  1841.     Sold. 

Philadelphia 1240  36  Built  1791).     Wrecked  off  Tripoli,  1803. 

Pilot 120  2  Built  183r..     Sold  1838. 

Pinckney 195  18  Built  179S.     Sold  1801. 

Pioneer 230  6  Built  1836.     Sold  1844. 

Plattsburff 44  Built  1815.     Broken  up  or  sold  between  1815  and 

1824. 
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Name.  Tons.     Ouns. 

Plymouth 989 

Poinsett — Steamer 250 

Porcupine 

Porpoise 198 

Porpoise,  2nd 224 

Portsmouth 593 

Portsmouth,  2n(l 846 

Potomac 1457 

Preble 

Preble.  2nd 560 

President 1576 

President,  2nd 

Prometheus 290 

Pursuit 603 

Queen  Charlotte 800 

Racer 252 

Rachel  Seaman 808 

Ranger. 

Ranger,  8rd 

Raritan 1726 

Rattlesnake 278 

Raven — Transport 50 

Reefer 76 

Release 827 

Relief 468 

Renshaw 80 

Restless 265 

Retaliation 107 

Revenge,  3rd 

Richmond 200 

Roanoke 

Roebuck 455 

Roman 850 

Rosalie 28 

Sabine 1457 

fiaint  Lawrence 1720 

Saint  Louis 431  18 

Saint  Mary's 766  20 

Sam  Houston 66  1 

Samuel  Kotan 212  2 

Santee 1475  48 

Sarah  Brucn 233  3 

Saranac 360  14 

Saratoga 757  4 

Saratoga,  2nd 26 


Jiemark$. 

20  Built  1843.  Destroyed  at  Norfolk,  Va.,  1861. 

2  Built  1840.  Transferred  from  the  War  Department 
and  returned  to  it,  1844. 

1  Built  14^1 3. 
12  Built  1820.  Lost  in  West  Indies,  1833. 
10  Built  1836. 
24  Built  1798.  Sold  1801. 
14  Built  1843.  North  Pacific  Squadron,  1874.    Train 

ing  Ship. 
20    Built   1819.     Launched    1821.      Receiving   Ship, 

Philadelphia,  1874.     Sold  May,  1877. 
7    Purchased  1813.    Sold  1815. 

16    Built  1838.    Burned  at  Pensacola,  27  April,  1863. 
44     Built  1800.    Captured  off  New  York,  1815. 

2  Purchased  1812.     Sold  1815. 
12    Purchased  1814.     Sold  1819. 

6     Purchased  1860.     Sold. 

14     Captured  1813. 


1 
1 
2 
2 


4 

14 

12 
IS 

7 

4 
1 
1 


Purchased  1860.    Mortar  Schooner. 
Purchased  1860.     Sold. 
Purchased  1814.     Sold  15  May,  1831. 
Purchased  1814.     Sold  1816. 
Built  1842.    Launched  1848.     Destroyed  at  Nor- 
folk, Va.,  1861. 

Captured  at  sea,  1814. 

Sold  1815. 

Sold  1849. 

Sold. 


3 
2 

14 
1 

44 


14    Purchased  1818. 


Purchased  1813. 
Purchased  1846. 
Purchased  1856. 


Built  1836.    Receiving  Ship,  Washington,  1874. 

Laid  up. 
Purchased  1864.     Sold. 
Purchased  1860.     Sold. 
Captured  170H.     Recaptured  in  West  Indies,  1798. 

Original  name,  Le  Croyable. 
Purchased  1807.     Lost  off  Newport,  R.  I.,  1811. 
Purchased  1798.     Sold  1801. 
'Transferred  from  State  Department,  1814.     Sold 

1816. 
Purchased  1860.     Sold. 
Pur(!}ui8e«1  1860.     Sold. 
Built  1864.     Sold. 

Built  1855.     Receiving  Ship,  Portsmouth,  N.  H., 

1874.     Laid  up,  Portsmouth. 
Built   1826.      Launched    1847.     Used   as   Marine 

Barracks  at  Norfolk,  1874.     Sold  1875. 
Built  1828.     Receiving  Ship,  Leacrue  Island,  1874. 
Built  1843.     State  School  Ship,  New  York,  1874. 
Purchased  18(10.     Sold. 
Purchased  1860.     Sold. 
Built  1855.     At  Annapolis  Naval  Academy,  1874 

Gunnery  Ship. 
Purchased  1860.     Mortar  Schooner.     Sold. 
Built  1815.     Sold  1818. 
Built  1842.     Training  Ship. 
Built  1814.     Sold  1824. 
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Name,  Tons      GvnK.  ReniarVf. 

Savannah 1475  Built  1842.     Launched  1842.    Razeed.     In  ordi 

nary,  Norfolk,  Va..  1874. 

Scorpion 2  Purchased  1812.    Captured  5  September,  1814. 

Scourge 16  Captured  1 804.     Sold  1 812.    Originally,  Transfer. 

a  Privateer. 

Scourge,  2nd. 10  Captured  1812.     Capsized  10  August,  1813. 

Sea  Foam 264         3  Purchased  1860.     Sold. 

Sea  Gull,  2nd 100        2  Purchased  1838.     Lost  oflf  Cape  Horn,  1839 

SeaGull— Steam  Galliot,  160        3  Purchased  1822.     Sold  1840. 

Seahorse 1  Purchased  1812.     Burned  1814. 

Shark 177       12  Built  1821.     Lost  at  Columbia  River,  1840. 

Shark 87         1  Built  1 864.    Name  changed  to  George  W.  Rodgers. 

Shepark  Knapp 838         -s  Purchased  1860     AVrecked  at  Cape  Haytien,  18 

May,  1863. 

Somers 2  Purchased  1812.    Captured  12  August,  1814 

Somers,  2nd 269       10  Built  1842.     Sunk  off  Vera  Cruz,  1846. 

Sophronia 217        3  Purchased  1860.    Mortar  Schooner. 

Southampton 667        4  Built  1842.     Storeship.     Sold. 

Spark 800       14  Purchased  1814.     Sold  1826. 

Spark,  2nd 1  Purchased  1831.     Sold  1833. 

Spitfire,  2nd 102       ..  Bomb  Ketch.     Purchased  1805.     Broken  up  1820. 

Spitfire,  8rd 286       12  Purchased  1814.    Sold  1816. 

Stonewall 80        1  Captured  1864.     S<5ld. 

Stromboli 192  Bomb  Barge.     Purchased  1846.    Sold. 

Superior 44  Built  1814.     Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Supply 547        4  Purchased  1846.     Laid  up,  New  York,  1874. 

Surprise — Ketch 12  Purchased  1815.    Condemned,  New  Orleans,  1820. 

Sylph 800       16  Built  1813.     Broken  up  1820. 

Sylph,  2nd 1  Purchased  1831.     Lost  in  West  Indies,  1831. 

Syren 250       16  Built  1 803.     Captured  at  sea,  1814. 

Tampico 80         1  Captured  1 846.     Sold  1849. 

Taney 1  Built  1846.     Transferred  from  Treasury  Depart- 
ment and  returned  to  it. 

T.  A.  Ward 234         3  Purchased  ]  8H0.     Mortar  Schooner. 

Tchefonta— Block  Ship,  1500      22  Built  1814.     I^old  on  stocks. 

Terrier 61         3  Purchased  1822.     Sold  1825. 

Tickler 50       . .  Bomb  Ketch.     Purchased  1812.     Solu  1818. 

Ticonderoga 17  Purchased  1814.     Sold  1824. 

Tigress 1  Purchased  1812.     Captured  4  September,  1814. 

Tom  Bowline 260       12  Purchased  1814.     Sold  1818. 

Torch 260       12  Purchased  1814.     Sold  1816. 

Torpedo Purchased  1814.     Sold  1818. 

Trippe 1  Purchased  1812.     Burned. 

Troup 16  Purchased  1812.     Sold  1815. 

Trumbull,  8rd 400      24  Built  1798.     Sold  1801. 

TruxJtun S31       10  Built  1842.     Lost  at  Tuspan,  1846. 

Two  Sisters 64        1  Built  1864.    Sold. 

United  States 1576      44  Built  1 797.     Destroyed  at  Norfolk,  Va.,  186-. 

Valparaiso 402       . .  Built  1 864 .     Sold. 

Velocity Built  1863.    Captured  at  Sabine  Pass,  21  January, 

1863. 

Vengeance 92  Bomb  Ketch.     Purchased  1805.     Broken  up  1818. 

Vermont 2633       10  Built   1848.    Receiving  Ship,  New  York,  1874. 

Laid  up.  New  York. 

Vesuvius 92       . .  Bomb  Ketch.     Purchased  1806.     Broken  up,  1829. 
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Vesuvius,  2nd. 239  Bomb  Ketch.     Purchased  1840.     Sold. 

Vincennes 700  18  Built  1825.     Sold  1867. 

Viper 10  Built  1804      Captured  at  sea,  1813. 

Virginia 2633  74  Built  1818.     Broken  up  on  stocks,  1874. 

Vixen 185  12  Built  1808.     Captured  at  sea,  1812. 

Vixen,  2nd 14  Purchased  1813.    Captured  at  sea,  1813. 

Wanderer 800  4  Purchased  1800.     Sold. 

Warren,  2nd 885  20  Built  1798.     Sulci  1801. 

Warieu,  8rd 697  18  Built  1825.     Sold  at  Panama,  utid  used  as  a  coi 

hulk  bv  Pacilic  Mail  Steamship  Company,  187' 

Washington 2250  74  Built  1816.     Broken  up  1843. 

Washington,  8rd 2250  74  BuiU  1814.     Broken  up  1843. 

Washington,  4th 10  Built  1843.     Transferred  from   Treasury   Depart 

ment.  and  returned  to  it,  1848. 

Wasp,  2nd 450  18  Built  1806.     Captured  at  sea,  1812. 

Wasp,  3rd 509  18  Built  1813.     Lost  at  sea,  1817. 

Wave 1  Purchased  1838.     Sold. 

Weasel i 53  3  Purchased  1822.     Sold  1825. 

Wild  Cat 48  3  Purchased  1822.     Lost  in  the  West  Indies,  1824. 

Wild  Cat 30  1  Built  1 864.     Sold. 

William  Bacon 183  3  Purchased  1 860.     Mortar  Schooner. 

William  Badger 334  1  Purchased  1860.     Sold. 

William  G.  Anderson. . .  593  7  Pivchased  1860.     Sold  1866. 

York  town 566  16  Built  1838.     Tx)st  at  Cape  de  Verde. 

rhvh:nuh  shrvich. 

Diligence 187  12  Built  1 798.     Returned  to  the  Revenue  Service. 

Eagle 187  14  Built  1798.     Sold  1801. 

General  Greene 98  12  Built  1798. 

Governor  Jay 187  14  Built  1798.     Returned  to  the  Revenue  Service. 

Pickering 187  14  Built  1798.     Lost  at  sea,  1800. 

Scammel 187  14  Built  1798.     Sold  1801. 

South  Carolina 12  Built  1798.     Returned  to  the  Revenue  Service, 

Virginia,  2nd 187  14  Built  1 798.     Returned  to  the  Revenue  Service. 

Abraham 700  . .  Paddle.    Purchased  1862-63.    Sold  30  Sept.,  IStKi 

Abeona 206  6  Paddle.    Purchased  1864-65.    Sold  17  Aug.,  l^x 

Acacia 300  4  Screw.     Purchased  1863-64.     Sold. 

A.  C.  Powell 65  1  Screw.     Purchased  1861-62.     Sold  20  June,  1S6:». 

Adams 615  ..  Screw.     Built  1874.     Pacific  S<]u;Klrnn. 

Adela 583  6  Paddle.    Purchased  1863-64.    Sol<l  ;•  0  Nov..  IN"..";. 

Admiral 1248  5  Screw.     Purchased   1863-64.      Name  chanireHl  !<» 

Fort  Morgan,  1  September,  1864. 

Advance 880  4  Paddle.     Purchased  1864-65.     Name  chanj^eti  to 

Frolic. 

Agamenticus 1085  4  Iron-clad.  Built  1861-62.  Renamed  Terror.  Re- 
building at  Camden. 
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A^awam 974        8    Puddle.     Built  1801-62.    Sold  1807. 

Alabama 1201        9    Paddle.     Purchased  1862-63.    Sold. 

Alarm Fowler  Wheel.    Built  lb74.    Torpedo  boat 

Alaska 1122       12     8crew.     Built  1808.    Pacific  Squadnm. 

A Ihatros 878        4    Screw.    Purcliased  1861-62.     Sold  8  Sept,  1865. 

Alert 831       10    Screw.     Built  1806. 

Alert 541       ..     Screw.    Built  1874.    Asiatic  Squadron. 

Alert,  2nd 65        2    Screw.    Purchased  1863-64.    5lame  changed  to 

Watch,  1  October,  1865. 

Alexandria 60        2    Paddle.    Purchased  1 863-64.  Sold  17  Aug.,  1865. 

Alfred  Robb 75        4    Screw.    Purchased  1861-62.    Sold  17  Aug.,  1865. 

Algoma 483        2    Screw.      Built    1864-65.      Originally    bquando. 

Broken  up  1875. 

Algonquin 974      10    Paddle.    Purchased  1868-64.     Sold  21  Oct,  1869. 

Alleghany 1000       ..     Horizontal  Hunter  Paddles.    Built   1845.    First 

vessel  with  au  iron  hull  in  the  United  States* 

Navy.    Converted  into  Screw,  lb51.    bold  15 

Hay,  1869. 

Alliance 615       . .     Screw.    Built  1874.    North  Atlantic  Squadron. 

Alpha Screw.    Purchased  1864-05.    Sold  1 5  bept.,  1865. 

Althea 72        1     Screw.    Purchased  18o3-64.    Sunk  by  torpedo,  12 

March,  1865. 

Amaranthus 182        8    Screw.    Purchased  1864-65.     Sold  5  Sept.,  1865. 

Ammonoosuc 3200      23    Screw.      Built  1864.     Now  Iowa.     Laid  up  at 

Boston. 

Anacosta 21 7        1     Screw.    Purchased  1858.    Sold  20  July,  1805. 

Anemone 150        4     Screw.    Purchased  1804-65.    Sold  25'Oct,  1865 

Antelope 173        0    Paddle.    Purchased  1803-64.    Sold. 

Antietam 24U0      21     Screw.    Built  1870.    Store  ship.  League  Island. 

Antona 565        4    Screw.    Purchased  1803-04.    Sold  30  Nov.,  1868. 

Arapahoe 2348      18    Screw.    Built  1804-65.    Not  built 

Arapahoe 2200        8    Screw.    Built  1803-64. 

Arctic. . : 255       . .     Screw.    Purchased  1855.    Sold. 

Arethusa 195        2    Screw.    Purchased  1604-65.    Sold  3  Jan.,  1866. 

Argosy 219        8    Paddle.    Purchased  lb03-64.    Sold  17  Aug.,  1868. 

Aries 820        7    Screw.    Purchased  1803-64.     Sold  1  Aug.,  Id05. 

Arizona 950        2    Paddle.    Purchased  1862-63.    Destroyed  by  lire, 

27  February,  1865. 

Arkansas 752        6    Screw.    Purchased  1868-64.    Sold  20  July,  1865. 

Aroostook 507        4    Screw.    Built  1861-62.    Sold  September,  ltt69. 

Ascutney 974        8    Paddle.    Built  1801-62.    Sold. 

Ashuelot 780        0    Paddle.    Built  1805.    Asiatic  Squadron. 

Aster Tug.    Purchased  1868-64.    Wrecked  8  Oct,  1864. 

Atlanta 1006        4    Ironclad.    Captured  1804-65.    Sold  4  May,  1862. 

Augusta. 1310        8    Paddle.    Purchased  1801-62.    Sold. 

Augusta  Dinsmore 850        2    Screw.    Purchased  1863-64.    Sold  5  Sept,  1868. 

Avenger. 750        7    Ram.    Built  1803-64.    Sold  29  November,  1805. 

Azalia 176        2    Screw.    Purchased  1864-05.     Sold  10  Aug.,  1«68. 

Baltimore 500        2    Paddle.    Purchased  1863-64.    Sold  23  June,  1865- 

Banshee 533        5    Paddle.    Purchased  1803-04.    Sokl  30  Nov.,  1«08. 

Barrataria . .       . .     Grounded  and  destroyed,  7  April,  1803. 

Baron  de  Kalb 611      18    Ironclad.    Purchased  l»61-62.    Sunk  by  torpedo, 

July,  1863. 

Bat 580       8    Screw.    Purchased  1864-65.    Sold  25  Oct,  1865. 

Benefit Paddle.     Purchased  1804-65.     Charter  expired 

1805 ;  returned  to  owners. 

Benton 1000      16    Iron-chid.    Built  1861-62.    Sold  29  Nov.,  1865. 

Berberry 163        4    Screw.    Purchased  l»64-65.    Sold  1 0  J  uly,  1868. 

Bermuda 1285        8    Screw.    Purchased  1863-64.    Sold  21  Sept,  1868. 
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Bienville 1558       10    Paddle.     Purchased  1861-62.     Sold  1867. 

Blgnonia 821         8     Screw.     Purchased  1864-65.     Bold  12  July,  IM 

Black  Hawk 902        8     Paddle.    Purchased  1862-68.     Destroyed  Dy  fin 

22  April,  1 8C»5. 
Bloomer 100         2    Paddle.     Purchased  1883-64.      Sunk  and  wrecl 

sold,  1865. 
Blue  Light 85         1     Screw.     Purchased  1863-64.     Laid  up.  New  I^n 

don. 
Bon  Homme  Richard,  2d.8713      20    Screw.     Built  1864-65.    Not  built 
Boxer 444         8    Paddle.      Purchased   1866.      Originally   Tristan 

Shandy.     Bold. 
Brilliant 226        4    Stem- wheel.    Purchased  1862-63.     Sold  17  Aog. 

1868. 

Britannia. 495        4    Paddle.    Purchased  1868-64.     Sold  10  Aug..  186S 

Brooklyn 2070      20    Screw.    Built  1858.    Repairing  at  Kew  Ycirk. 

Buckthome. 128        1     Screw.    Purchased  1863-64.    Bold  1860. 

Burlington 814       ..     Built  1875.     Laid  up  at  League  Isl&nd. 

Cactus ; 176        1     Screw.    Purchased  1863-64.    Sold  20  June,  1865. 

Cairo.. 612       ..     Iron-clad.    Purchased  1861-63.     Western  Flotilk, 

sunk  by  tor])edo,  12  December,  1862. 

Calhoun. 608        4     Paddle.    Purchased  1861-62.    Sold  1 865. 

Calypso 630        6    Screw.    Purchased  1868-64.    Bold  80  Nov.,  1865. 

Camanche 496        2    Iron-clad.    Built  1865.    Laid  up  at  Mare  Islaud. 

1874. 

Cambridge 858        5    Screw.    Purchased  1861-62.    Bold  20  June,  1865. 

Camelia 198        2    Screw.    Purchased  186^-64.    Bold  15  Aug.,  1865. 

Canandaigua. 955      10    Screw.    Built  1861-62.    Repairing,  New  York. 

Canonicus 550        2    Iron-clad.  Built  1861-62.   AtPensacoUu   Laid  up. 

Canonicus 1084        2    Ironclad.    Built  1864-65.    At  Pensacola,  1874. 

Carnation 82        2    Screw.    Purchased  1 863-64.    Sold  10  Aug.,  1865 

Carondelet 512      18    Iron-clad.    Built  1861-62.  Western  Flotilla.  Sold 

80  November,  1865. 

Carrabasset 292        6    Paddle.    Purchased  1 868-64.    Bold  1 6  Aug.,  18C5. 

Casco 614        2    Ironclad.      Built  1863-64.     Re-named  Hcn>  »i 

Washington,  1874.    Broken  up  1^75. 

Catalpa 1900        3    Screw.  Purchased  1864-05.   Yard  Tug,  New  York. 

Catawba. 1034        2    Iron-clad.    Built  1801-62. 

Catskill 496        2    Iron-clad.    Built  1861-62.    Brandon,  James  Rircr. 

Cayuga. 607        6    Screw.    Built  1861-62.    Sold  25  October,  1865. 

(Jeres 144        1     Screw.    Purchased  1861-62.    Sold  25  Oct,  1865. 

Chj^mpion 115        4    Paddle.    Purchased  1863-64.    Sold  29  Nov.,  18<r>. 

Chatham Paddle.    Purchased  1864-65.     Sold  2  Sept,  lbi;5. 

Chattanooga 8000        8    Screw.     Built  1863-64.    Sunk  by  ice  at  League 

Island,  and  sold  27  January,  1872. 

Chenango 974        8    Paddle.    Built  1861-62.    Sold. 

Cherokee 606        6    Screw.    Built  1863-64.    Sold  1  August,  1866. 

Chickasaw 450        4    Iron-clad.    Built  1861-62.    Sold. 

Chicopee 974        8    Paddle.    Built  1861-62.    Sold  1867. 

Chillicothe 803        2     Iron-clad.     Built  1861-62.     Sold  29  Nov.,  18a>, 

ChiTlicothe 203         3    Iron-clad.     Built  1863-64.     S«»ld  29  Nov.,  lJ>»;o. 

Chimo 614         2    Iron-clad.     Built  1863-64.    lie-named  Piscataqua, 

at  Washington,  1874. 

Chippewa 507        4    Screw.    Built  1801-62.    Sold  80  November,  lS<k1 

Choctaw 1000       ..     Paddle.    Purchased  1861-62.     Sold  1866,  at  New 

Orleans. 

Chocura 507        4     Screw.    Built  1861-62.    Sold  1867. 

Cimarron 860       10    Paddle.     Built  1863-64.     Sold. 

Cinimerone 860       10    Paddle.    Built  1801-62.     Sold  1866. 

Cincinnati 512       . .     Iron-clad.    Purchased  1861-62.     Sold  1866. 
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Circassian 1750        5    Screw.    Purchased  1862-63.    Sold  22  June,  1868. 

Clara  Dolson 1000       . .     Paddle.      Captured   1861-62.     Western  Flotilla. 

Returned  to  owner,  1865. 

Clematis 296        8     Screw.    Purchased  1864-65.     Sold. 

Clifton 892        6    Paddle.     Purchased  1861-62.    Captured  at  Sabine 

Pass,  1863. 

Clinton 50       . .     Screw.    Purchased  1864-65.     Sold. 

Clover 128        2    Screw.    Purchased  1863-64.     Sold  21  Sept.,  1868. 

Clyde 294        2    Paddle.    Purchased  1863-64.    Sold  25  Oct.,  1865. 

CoBur  de  Lion 60        2    Screw.    Built  1861-62.    Returned  to  Light-House 

Board,  1865. 

Cohassett 100        2    Screw.    Built  1861-62.    Yard  Tug,  Boston. 

Cohoes 483        2    Iron-clad.    Built  1863-64.     Broken  up  1874. 

Cohoes 614        2     Iron-clad.    Built  1864-65.     Broken  up  1874. 

Collier 177       ..     Paddle.    Purchased  1864-65.    Sold  15  Aug.,  1865. 

Colossus. 2127       10    Screw.     Building  1866.     Originally  Kalamazoo, 

On  the  stocks. 

Colorado 3400      40    Screw.    Built  1855.    Receiving  Ship,  New  York. 

Columbia Iron-clad.    Wrecked  off  North  Carolina,  1863. 

Columbia,  8rd Purchased  1862-63.     Sold  1867. 

Columbine 131        2    Screw.     Purchased  1862-63.    Captured  23  May, 

1864. 

Commodore 80        4    Paddle.    Purchased  1868-64.    Name  changed  to 

Fort  Gaines,  1  September,  1864. 

Commodore  Barney 613        4    Paddle.    Purchased  1861-62.     Sold  20  July,  1868. 

Commodore  Hull 876        8    Paddle.    Purchased  1861-62.    Sohl  27  Sept.,  1865. 

Commodore  Jones 542        6    Paddle.    Purchased  1862-63.    Destroyed  by  tor- 
pedo, 6  May,  1864. 

Commodore  McDonough  534        6    Paddle.    Purchased  1861-62.     Foundered  23  Au- 
gust, 1865. 

Commodore  Morris 582         1     Paddle.    Purchased  1861-62.     Sold  12  Julv,  1865. 

Commodore  Perry 513        4    Paddle.     Built  1861-62.     Sold  12  July,  lt65. 

Commodore  Read 650        6     Paddle.    Purchased  1863-64.     Sold  20  July,  1865. 

Commodore  Truxton Purchased  1862-63.    Sold. 

Conemaugh 955        8    Paddle.    Built  1861-62.    Sold  1867. 

Conestoga Iron-clad.      Built    1861-62.      Western    Flotilla. 

Sold  80  November,  1865. 

Confiance 1880      12    Screw.    Not  built 

Connecticut 1800        5    Paddle.    Purchased  1861-62.    Sold  21  Sept.,  1865. 

Connecticut 1800       1 1     Paddle.    Purchased  1864-65.     Sold  2 1  Sept.,  1 865. 

Contoocock 2200        8    Screw.    Built  1868-64.    Name  changed  to  Albany, 

and  sold  1872. 

Comubia 600        8    Paddle.    Purchased  1863-64.     Sold  25  Oct,  1865. 

Covington 224        8    Paddle.    Purchased  1863-64.     Captured  5  May, 

1864. 

Cowslip 220        3    Paddle.    Purchased  1868-64.    Sold  1866. 

Cricket 151         6     Purchased  1862-63.     Sold  17  August,  1868. 

Crocus Screw.    Purchased  1863-64.    Wrecked  on  Boty '8 

Island,  August,  1863. 

Crusader 549        8    Screw.    Purchased  1858.    Sold. 

Curlew 196         6     Purchased  18(i2-63.     Sold  17  August,  1868. 

Currituck 193        5    Screw.    Purchased  1861-62.    Sold  15  Sept.,  1865. 

Dacotah 998        6    Screw.    Built  1858.    Broken  up  at  Mare  Island, 

1870. 

Daffodil 160        2    Paddle.    Purchased  1862-68.    Sold  1867. 

Dahlia 50       . .     Paddle.    Purchased  1862-63.    Sold  1 7  Aug.,  1865. 

Dai-ching 520        7    Screw.    Purchased  1863-64.    Grounded  and  des- 
troyed, 26  January,  18C5. 
60       ..     Paddle.    Purchased  1862-63.    Sold  17  Aug.,  1865. 
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Dandelion Ill         2  Screw.    Purchased  18r.2-63.     Sold  15  Aug.,  18W 

Darlington 800       ..  Puddle.    PurchaBed  18(51-62.     Sold, 

Dawn 891         8  Screw.    Purchased  1861-62.     Sold  1  Nov.,  1865. 

Daylight 682        4  Screw.    Purchased  1861-62.    Bold  25  Oct.,  1865. 

Delaware 857        8  Puddle.    Purchased  1861-62.    Sold  12  Sept.,  1865. 

Delta Screw.    Purchased  1864-65.     Sold  5  Sept.,  1868. 

DeSoto 1600        9  Paddle.    Purchased  1861-62.    Sold. 

Detroit 1880      12  Screw.    Purchased  1864-65.    Not  built. 

Diana Screw.    Purchased  1862-63.     Captured  in  Archi- 
pelago River,  1863. 

Dictator 1750        2  Iron-clad.    Built  1861-62-64.     Laid  up,  Leiigiie 

Island. 

Dispatch 658       . .  Screw.    Purchased  1 855.    Sold. 

Dispatch 750        4  Screw.    Purchased  1 878.    Special  senrice. 

Don 890        8  Screw.    Purchased  1 864-65.    In  serrice. 

Donegal 1124       ..  Paddle.    Purchased  1864-65.    Bold  27  Sept,  1868. 

Draffon 118        1  Paddle.    Purchased  1861-62.    Sold  20  July,  1868. 

Dunbarton 686        4  Paddle.    Purchased  1864-65.    Sold  1867. 

Dunderberg 5090      10  Iron-clad.    Built  1861-62.     Sold   by  contnurtor, 

1866,  to  French  Imperial  Government,  and  re- 
named the  Rochambeau. 

Kastport 700        8  Paddle.    Built  1861-62.   Grounded  and  destroyed, 

26  April,  1864. 

E.  B.  Hall 192        4  Screw.    Purchased  1861-62.    Sold  20  Jane,  1865. 

Edith 400        2  Screw.    Purchased  1847.   Lost  on  California  Coast 

Elk 162        6  Paddle.    Purchased  1868-64.    Sold  24  Aug.,  1865. 

Ella. 280        2  Paddle.    Purchased  1861-62.    Sold  15  Sept.,  1865. 

Ellen 841        4  Paddle.    Purchased  1861-62.    Sold  2  Sept.,  1865. 

Ellis 2  Paddle.    Purchased  1861-62.    Sold. 

Emerald. 80       . .  Screw.    Purchased  1864-65.    Ferry-boat  at  Naiy 

Yard,  Portsmouth,%1874. 

Emma 850        8  Screw.    Purchased  1 863-64.    Sold  1  Nov.,  1865. 

Emma  Henry 521        1  Paddle.    Purchased  1864-65.    Name  changed  to 

Wasp,  1865. 

Engineer 142        1  Paddle.    Purchased  1886.    Rebuilt  1855. 

Kngineer 200       ..  Paddle.    Purchased  1«55.     Bold- 
Enterprise 615       . .  Screw.    Built  1874.    Repairing,  Washington. 

Eolus 844        8  Paddle.    Purchased  1864-65.    Sold  1  Aug.,  1865. 

Epervier 831       10  Screw.    Purchased  1864-65.    Not  built. 

Epsilon Screw.    Purchased  1864-65.    Sold  12  Jnly,  18^ 

Essex 614      17  Iron-clad.     Purchased  1861-62.     Sold  29  Kot. 

1805. 

Essex 615       . .  Screw.    Built  1874.    Repairing,  Leagne  Island. 

Estrella Screw.    Purchased  1864-65.     Sold  lb«7. 

Etlah 483         2  Iron-clad.     Built  1863-64-66.    Sold  1876. 

Eureka. Screw.    Purchasevi  1862-63.    Sold  15  Sept,  1868. 

Entaw 974         8  Paddle.     Purchased  1801-62.     Sold  18G7. 

Exchange 211        7  Paddle.    Purchased  1868-64.    Sold  17  Aug.,  1865. 

Fahkee 699        8  Screw. 

Fairplay 800        4  Screw. 

Fairy 173         8  Paddle. 

Fawn 174         7  Paddle. 

Fern 2  Screw. 

Flag 9G3        9  Screw. 

Flambeau 900        2  Screw. 

Florida 12C1        9  Paddle. 

Forest  Rose. 203        6  Screw. 

Fort  Donelson 900        7  Paddle. 


Purchased  1863-64. 
Purchased  1862-63. 

Purchased  1864-65. 

Purchased  1863-64. 
Purchased  1862-63. 
Purchased  1861-62. 
Purchased  1861-62. 

Purchased  1801-62. 
Purchased  1862-63. 

Purchased  1864-65. 


Sold  10  Ang.,  1861. 
Sold  17  Aug.,  1865. 

Sold  17  Aug.,  1865. 

Sold  17  Aug.,  1865. 
Sold  17  Aug.,  1865. 
Sold  12  July,  1865. 
Sold  13  July,  1865. 

Sold. 
Sold  17  Aug.,  1865. 

Sold  25  Oct,  1865. 
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Ufame,  Tom. 

Fort  Donelson 900 

FortGainea. 80 

Fort  Henry 619 

FortHindman 28G 

Fort  Jackson 1770 

Fort  Morgan 1248 

Fortune 806 

Franklin 8680 

Frolic 614 

Fulton,  l8t 2000 

Fulton,  2nd 

Fuscbia 180 

Oalatia. 1244 

G§ilena 910 

Gamage 187 

Gamma 

Gazelle 117 

General  Bragg 700 

General  Bumsids. 201 

General  Grant 204 

General  Lyon 1200 

General  Pillow 600 

General  Price 700 

General  Sherman 187 

General  Taylor. 1 50 

General  Thomas. 184 

Genessee. 803 

Geranium 223 

Gertrude 850 

Gettysburg 618 

Gladiolus. 97 

Glance 80 

Glasgow 252 

Glaucus 1244 

Glide 233 

Glide 137 

Governor  Buckingham. .  886 

Grampus 800 

Grand  Gulf 1200 

CraniteCitj 315 

Grape  Shot 26 

Great  Western 

Orossbeak 196 

Ouerriere 2200 

68 


Chins. 

5  Paddle. 

4  Paddle. 

6  Paddle. 

7  Paddle. 
. .  Paddle. 

5  Screw. 
2  Screw, 


Remarks, 

Purchased  1863-64. 
Purchased  1864-65. 
Purchased  1861-63. 
Purchased  1863-64. 
Purchased  1862-63. 


Sold  25  Oct.,  1865. 
Sold  15  Aug.,  1865. 
Sold  15  Aug.,  1865. 
Sold  17  Aug.,  1865. 
Sold  27  Sept.,  1865. 
Sold  5  Sept.,  1865. 


Purchased  1864-65. 

Built  1863-64.     Special  bervice.  Gulf  of 
Mexico,  1874. 
61     Screw.    Built  1854.    Receiving  Ship. 
. .     Paddle.    Purchased  as  A.  D.  Vance,  1864.    Laid 

up,  Washington. 
30    Paddle.    Built  1814.    Blew  up,  1829. 
..     Paddle.    Built  1835.     Launched  1837. 

3  Screw.    Purchased  1863-64.    Sold  15  Sept.,  1868. 

11  Screw.    Purchased  1863-64.    Sold  13  Oct.,  1865. 

8  Screw.    Built  1873-79.    European  Squadron. 

6  Paddle,    Purchased  1864-65.    Sold  17  Aug.,  1865. 

1  Screw.    Purchased  1864-65.    Sold  25  Oct,  1865. 
6  Paddle.    Purchased  1863-64.    Sold  1 7  Aug.,  1865. 

2  Ram.    Captured  1861-62.    Western  Flotilla.    Sold 

1  September,  1865. 
6    Paddle.    Purchased  1864-65.    Returned  to  War 

Department,  1  June,  1868. 
6    Paddle.    Purchased  1864-65.     Returned  to  War 

Department,  1865. 

1  Paddle.    Purchased  1862-63.     Sold  17  Aug.,  1865. 

2  Ram.    Cnptured  1861-63.    Western  Flotilla.   Sold 

29  November,  18G5. 

..     Ram.    Captured  1861-62.    Western  Flotilla.   Sold 

30  September,  1865. 

6    Paddle.    Purchased  1864-65.    Returned  to  War 
Department,  1  June,  1868. 

1  Paddle.    Built  1845.    Sold. 

6    Paddle.    Purchased  1864-65.    Returned  to  War 
Department,  1  June,  1865. 

4  Screw.    Built  1861-62.    Sold  1867. 

8    Paddle.    Purchased  1863-64.     Sold  16  Oct,  1865. 
8    Screw.    Purchased  1863-64.    Sold  80  Nov.,  1865. 

2  Paddle.    Purchased  1863 — as  Margaret  and  Jessie. 

Sold  May,  1879. 
8    Screw.    Purchased  1864-65. 
..     Screw.     Purchased  1864-65. 

Lf'ague  Island. 
6    Paddle.    Purchased  18tf3-64. 
11     Screw.    Purchased  1863-64. 
6    Screw.    Purchased  1864-65. 
6    Paddle.    Purchased  1862-63.    Destroyed^by  lire 

at  Cairo,  Illinois,  February,  1^03. 

6  Screw.  Purchased  1863-64.  Sold  13  July,  1865. 
..  Paddle.  Purchased  1863-64.  Orij^nnallylon.  Sold. 
11     Screw.     Purchased  1803-64.     Sold  80  Nov.,  1865. 

7  Paddle.    Purchased  1863-64.     Captured  6  May, 

1864. 
..     Screw.  Captured  1861.   Originally  Tug  New  York. 
..     Purchased  1801-63.    Western  Flotilla.    Sold  29 

November,  1865. 
6    Paddle.    Purchased  1864-65.    Sold  17  Aug.,  1865. 
20    Screw.    Built  1868-64.    Sold  1872. 


Sold  15  Sept,  1865. 
Navy  Yard  Tug, 

Sold  June,  1869. 
Sold  12  July,  1865. 
Sold  15  Aug.,  1805. 
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Name,  Tana. 

Harcourt 68 

Harriet  Lane. ....  • 619 

Hartford 2000 

Uarvest  Moon 646 

Hassalo 2200 

Hastings 293 

Hatteras 1100 

Heliotrope 288 

Hen  chick  Hudson 400 

Henry  Brinker 103 

Uetzel 801 

Hibiscus 400 

Hollyhock 800 

Hollyhock 800 

Home 713 

Honduras 876 

Honeysuckle 23i 

Housatonic 1240 

Howquah 397 

Hoyt 19 

Hunchback 617 

Huntress 138 

Huntsville 817 

Huron 641 

Huron 607 

Hyacinth 50 

Hydrangea 224 

Ibex 236 

Ida 104 

Idaho 2638 

niinois 2200 

Indianola. 442 

I.  N.  Beymour. 133 

Intrepid 330 

Ion 230 

loFco 074 

Iris 400 

Iris 483 

Iron  Age 828 

Iroqut  is G95 

Isaac  hmith 453 

Isononiia r>03 

Itasca r,07 

luka 940 

Ivy 50 

.Jacob  Bell 229 

.lames  Adger 1151 

Jasamine 220 


Ouns. 


Remarht, 


. .     Screw.    Purchased  1864-65.    Sold  8  Oct.,  1867. 
4    Side- wheel.     Purchased   1861-62.      Captured  at 

Galveston,  Texas,  1  January,  1868. 
18    Screw.    Built  1858.    Repairing,  Boston. 
3    Paddle.    Purchased  1863-64.     Bunk  by  torpedo. 

1  March,  1865. 
8    Screw.    Purchased  1868-64.    Never  bnilt 
8     Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
8    Side-wheel.    Purchased  1861-62.     Sunk  by  Ala- 
bama, 11  January,  1803. 
1    Paddle.    Purchased  1863-64.    Sold  20  Jane,  1865. 
. .     Screw.    Purchased  1862-63.     Sold  12  Sept,  It^e.^ 

1  Screw.    I*nrchased  1861-62.     Sold  20  Julv,  186.->. 

2  Paddle,     li^ilt  1861-62.    Returned  to  Coast  Stir 

vey,  1865. 
6    Screw.    Purchased  1864-65.    Sold. 

8  Paddle.    Purchased  1863-64.     Sold  6  Oct,  1865. 

3  Paddle.    Purchased  1864-65.    Sold  6  Oct,  1865. 
3     Screw.    Purchased  1863-64.     Sold  5  Sept,  18fi3. 

3  Paddle.    Purchased  1863-64.     Sold  5  Sept,  1  si;5. 
2    Screw.    Purchased  1863-64.    Sold  15  Aug.,  1865. 

9  Screw.    Built  1861-62.    Sunk  off  Charleston  by 

torpedo,  17  February,  1664. 

4  Screw.    Purchased  1863-64.    Sold  10  An^.,  1865. 
..     Screw.    Purchased  1864-65.    Sold  10  Auj<.,  lt<6o. 

4    Screw.    Purchased  1861-62.    S.>ld  13  Julv,  1865. 

6    Paddle.    Purchased  1804-65.    Sold  17  Aug.,  1865. 

4    Screw.    Purchased  1861-63.    Sold  80  Koy.,  1866^ 
..     Screw.    Built  1874.    AV  recked  1S79. 

4    Screw.    Built  1801-62.     Sold  14  June,  1869. 
. .     Screw.     Purchased  1862-63.    Sold  17  Aug.,  1865- 

2    Screw.    Purchased  1863-64.    Sold  25  Oct,  1865. 


6 
1 

8 

20 
2 
2 


8 


8 

6 
9 
8 

4 
4 


Paddle.    Purchased  1864-65.     Sold  17  Auj?.,  1865. 
Screw.     Pun  hased  1863-64.     Sunk  by  torpedo,  23 

April,  1S(.r,. 
Screw.     Built   lSOt-65.      Converted   isto   sailing 

vessel  and  sold  in  East  Indies. 
Screw.     Built  18G3-64. 

Iron-clad.    Built  1801-62.    Captured 24  Feb.,  1 861 
Paddle.    Purchased  1861-62.     Sold  20  June,  1865. 
Screw.     Built  1874.    Torpedo  boat 
Paddle.    Purchased  1863-64.    Re-named  Grampos. 
Paddle.     Built  18G1-62.     Sold. 
Paddle.     Built  1847.     Sold  1850. 
Screw.    Purchased  1863-64.      Originally  Shiloh. 

Sold  1874. 
Paddle.    Purchased  1861-62.    Destroyed  on  Coart 

of  North  Carolina,  11  January,  1804. 
Screw.     Built  1858.    Repairing  at  ^lare  Island. 
Screw.  Purchased  1861-62.  Captured 20  Jan.,  186S. 
Paddle.     Purchased  1864-65.     Sold  13  Julv,  1J<C5. 
Screw.    Built  1861-62.    Sold  80  Kovember,  1865. 
Screw.    Purchased  1863-64.     Sold  1  Aug.,  1SG5. 
Screw.    Purchased  1862-63.    Sold  17  Aug.,  1865. 


3    Paddle.     Purchased  1861-62.     Lost  6  Nov.,  1865. 

9    Paddle.    Purchased  1801-62. 

2    Screw.    Purchased  1863-64.     Sold  1866. 
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Name.  Tarn,     Chins.  Remarks, 

Java 2490      21     Screw.    On  the  Stocks,  New  York  Navy  Yard. 

Jean  Sands 139       . .     Screw.    Built  18G4-65.    Yard  Tug,  Norfolk. 

John  Hancock 3«2       . .     Screw.     Built  1850.     Sold. 

John  L.  Lock  wood 180        2    Paddle.     Purchased  18(51-62.     Sold  15  Sept.,  ISCi.*). 

John  P.  Jackson 777        C    Paddle.     Purchased  18G1-62.     Sold  5  Oct.,  18G5. 

Jonquil 90        2    Screw.     Purchased  1863-64.     Sold  21  Oct.,  1868. 

Judge  Torrence 600       ..     Paddle.    Purchased   1861-62.     Western  Flotilla. 

Sold  17  August,  1865. 

Juliet 157        6    Screw.     Purchased  1862-63.     Sold  17  Aug.,  1865. 

Juniata 828        8     Screw.    Built  1861-62.    Kepairinjr,  League  Island. 

Juniper 116        2    Screw.    Purchased  1864-65.    Sold  9  Nov.,  1865. 

Kalamazoo 3200        4     Iron-clad.     Built  1863-64.      Re-named   Colossus. 

On  stockH,  1ST4. 

Kanawha 507        4    Screw.     Built  1861-62.    Sold  1866. 

Kansas 410        3    Screw.     Built  1863  64.    Laid  up,  Kittery  Yard. 

Katahdin 507        ^     Screw.     Built  1861-62.     SoKl  3:)  November,  1865. 

Katarina 112        2    Screw.     Purchased  1864-65.     S:)ld  25  Oct.,  1865. 

Not  known  at  Nnvv  Department. 

Kate. 242        6     Paddle.    Purchased '1864-65.     Sold. 

Kearsarge 095        6    Screw.     Built  1861-62.    North  Atlantic  Squadron. 

Kennebec 507        4    Screw.     Built  1861-62.     Sold  30  November,  1865. 

Kensington 1052        3    Paddle.     Purchased  1801-02.     Sold  12  July,  1865. 

Kentucky 800       11     Purchased  1 862-03.     Sold. 

Kenwood 232        6     Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 

Keokuk 677       ..     Iron-clad.      Built  1862-63.     Sunk  in  battle  off 

Charleston,  S.  C,  7  April,  1863. 

Keosauqua 2200        8    Screw.    Built  1863-04.    Not  built 

Kewaydin 2490      21     Screw.      Re-named    Pennsylvania.      On    stocks, 

Boston. 

Keystone  State 1864        9    Paddle.    Purchased  1861-62.     Sold  15  Sept.,  1868. 

Key  West 207        9    Paddle.     Purchased   1863-64.     Burnt  to  prevent 

capture,  4  November,  1864. 
Kickapoo 540        4    Iron-clad.     Built  1861-62.    Re-named  Kewaydin. 

Sold  in  1874. 

Kineo 507        4    Screw.    Built  1861-62.     Sold. 

King  Philip Paddle.    Purchased  1861-62.     Sold  15  Sept.,  1868. 

Kinsman Purchased  1862-63.     Snagged  and  sunk,  23  Feb- 

ruarv,  1863. 

Klamath 483        2    Iron-clad.    Built  1863-64.    Sold  1874. 

Koka 483        2    Iron-clad.     Built  1863-04.     Broken  up  1874. 

Kosciusco Ram.     Purchased  1861-62.     Sold. 

Laburnum 181        4     Screw.     Built  1 864-65.     Sold. 

Lackawanna 1026      10    Screw.     Built  1861-62.     Pacific  Squadron. 

Lady  Sterling 8    Paddle.     Built  1804-65.     Sold. 

Lafayette 1000        8    Ram.    Purchased  1861-62.     Sold  1866. 

Lancaster 2120      22    Screw.     Built  1858.     Repairing,  Kittery  Yard. 

Lancaster Ram.    Purchased  1861-62.    Sunk  by  Vicksburg 

Batteries. 

Larkspur 125        2     Screw.     Purchased  1863-64.     Sold  10  Aug.,  1865. 

Laurel 50        1     Screw.     Purcliased  1862-63.     Sold  1 7  Aug.,  1868. 

Lavender 68       ..     Screw.     Purchased  1863-64.     Wrecked  12  June, 

1864. 

Lehigh 496        2     Iron-clad.    Built  1861-62.    Brandon,  James  River. 

Lenapee 964        8    Paddle.    Built  1861-62.    Sold. 

Leslie ..100  2  Screw.  Built  1861-62.  Returned  to  War  Depart- 
ment, June,  1865. 

Lexington 600        7    Iron -clad.     Purchased  1861-62.     Sold  17  Aug., 

1865. 
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Name.  Tonn. 

Leyden JJOii 

Lilac Vi\) 

Lilian «30 

Lily 50 

Linden 177 

Lioness 

Little  Ada 190 

Little  Rebel. 

Ijodona 860 

I^uisiana 295 

Louisville 468 

Lupin 68 

Mackinaw 974 

Madawasca. 2840 

Madge 218 

Magnolia 843 

Mahaska 832 

Maliopac 580 

Malvern 627 

Manayunk 550 

Mahattan 550 

Manitou 2000 

Maratanza 786 

Marblebead 507 

Maria 170 

Marietta 479 

Marietta 479 

Marigold 115 

Marion 910 

Marmora 207 

Martin 25 

Mary  Sanford 757 

Massachusetts 765 

Massachusetts 2107 

Alassasoit 974 

Mattahessett 974 

Maumee 593 

Mayflower 306 

Memphis 791 

Mendota 974 

Mercedita 776 

Mercury 187 

Meredosia 1380 

Merrimac 3200 

Merrimac,  4th 684 


Gvnn. 


Hemarlin. 


♦> 


1 


6 


Screw.     Built  1864-65.     Yard-tug,  Portsmonth. 

Screw.     Purchaswl  1863-64.     Sold   12  July,  186«' 

Paddle.     Built  1864-65.     Sold  80  Nov.,  1865. 

Screw.    Purchased  1862-63.     Sunk    by  collision 
3  May,  1863. 

Screw.     Purchased  1862-63.     Snagp^cd  and  suok 
22  February,  1864. 
..     Ram.     Purchased  1861-62.     Sold. 
2    Screw.     Purchased  1864-65.     Sold   12  Aug.,  Ib6d 
..     Ram.     Captured  1861-62.     Sold  29  Nov.,  1865. 

7  Screw.    Purchased  1862-63.     Sold  20  June,  1865 
4     Screw.     Purchased    1861-62.      Used,   as  pcJwder- 

boat  off  Fort  Fisher,  23  December,  1864. 
13    Iron-clad.    Purchased  1861-62.     Sold. 
. .     Screw.    Purchased  1863-64.     Sold  28  Oct,  1865. 

8  Paddle.    Built  1861-62.    Sold  1867. 

23    Screw.    Built  1865.    Re-named  Tennessee.     Flag 
ship  North  Atlantic  Squadron. 

2  Screw.    Purchased  1861-62.     Sunk  off  Frying-Pte 

Shoals,  11  October,  1863. 

3  Paddle.    Purchased  1861-62.     Sold  12  Jan.,  1865. 
6    Paddle.     Built  1861-62.    Sold. 

2  Iron  clad.      Built  1861-62.    At   Brandon,  James 

River. 

3  Paddle.     Purchased  1863-64.     SoH  25  Oct.,  1868. 
2    Iron-clad.     Built  1861-62.     Now  Ajax,  1874. 

2  Iron-clad.      Built  1861-62.     At   Brandon,  James 

River. 
15    Screw.    Built  1870.    Name  changed  to  Worcester. 
Laid  up,  Norfolk,  Va. 

6  Paddle.     Built  1861-62.    Sold. 

4  Screw.     Built  1861-62.    Sold. 
Screw.     Built  1863-64.     Sunk  by  collision,  186-. 
Iron-clad.     Built  1861-62.     Sold  17  April,  187:<. 
Iron-clad.     Built  1863-64. 
Screw.     Purchased  1863-64.     Sold  1866. 
Screw.     Built  1874.     South  A-tlantic  Squadron. 
Stern-wheel.      Purchased  1862-63.     Sold  17  Au- 
gust, 1868. 

. .     Screw.     Purchased  1864-65.     Sold  10  Aug.,  1865. 

3  Screw.     Purchased  1863-64.     Sold  10  Auir.,  186^. 
..     Screw.     Built  1848.    Transferred  from  War  De- 
partment.    Re-named  Farralones  and  sold  1866. 

40     Screw.    Building  1866.    Originally  Ptissaconawaj. 
On  the  stocks,  Portsmouth,  N.  Y. 
8     Paddle.     Built  1861-62.     Sold  1867. 
8    Paddle.     Built  1861-62.    Sold  1867. 

4  Screw.     Built  1861-62.     Sold  8  June,  1819. 

2     Screw.    Built  1863-64.     Practice-ship,  Cadet  En- 
gineers, 1874. 
4     Screw.    Purchased  1801-62.     Sold  8  Jone,  1869. 
8    Paddle.     Built  1861-62.    Sold  1867. 

7  Screw.    Purchased  1861-62.    Sold  28  Oct,  1865. 
2    Paddle.    Purchased  1861-62.     Sold  1873. 

12    Screw.    Not  built. 

40    Screw.    Built  1855.    Captured  at  Norfolk  by  the 

Rebels. 
6    Paddle.    Purchased  1863-64.    Foundered  Febro- 

ary,  1865 


2 

o 

2 
2 
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Name.  Tons.     Oun$.  Remarks. 

Ketacomet 074  8  Paddle.    Built  1861-62. 

Meteor 221  6  Paddle.    Purchased  1863-64.    Sold  6  Oct,  1865. 

Miami 730  7  Paddle.     Built  1861-62.    Sold  10  Aug.,  1865. 

Miantonomoh 1225  4  Iron-clad.     Built  1861-62.    Rebuilding,  1874,  at 

Michigan 450        8    Paddle.     Built  1844.    On  Lake  Erie. 

A  ignonnette 50       . .     Screw.    Purchased  1862-63.    Sold  17  April,  1873. 

Milwaukee 970        4     Iron-clad.     Built  1861-62.     Sunk  by  torpedo,  28 

March,  1865. 

Milwaukee 970        4     Iron-clad.     Built  1864-65.     Sunk  by  torpedo,  28 

March,  1865. 

Mingo   974        8     Paddle.     Built  1861-62.     Sold  1867. 

Minnesota 3200      40    Screw.     Built  1855.    Training  Ship. 

Minnetonka 2490      21     Screw.     Bnilt  1870.    Re-named  California.    Sold 

May,  1875. 
Mississippi 10    Paddle.    Built  1841.    Destroyed  at  Port  Hudson 

14  March,  1863. 

Missouri 1700       10    Paddle.     Built  1841.     Burned  at  Gibraltar,  1843 

Mist 233        7    Paddle.    Purchased  1864-65.    Sold. 

Mistletoe 60       . .     Screw.     Purchased  1862-63.     Sold  29  Nov.,  1865. 

Moccasin 192        3    Screw:    Purchased  1864-65.    Sold  5  Oct.,  1865. 

Modoc 483        1     Iron-clad.     Built  1865.     Broken  up,  1875. 

Mohawk 464        5    Screw.    Purchased  1858.    Sold  1 864. 

Mohican 910        8    Screw.     Built  1858.    Rebuilding  at  Mare  Island. 

Mohongo 1034      10    Paddle.     Built  1863-64.    Sold  November,  1870. 

Monadnock 1091        4    Iron-clad.    Built  1 861-62.    Laid  up,  Mare  Island. 

Rebuilding. 

Monarch ...     Ram.     Purchased  1861-62.    Sold. 

Mondamin. 2348      18    Screw.    Purchased  1864-65.    Not  built. 

Monitor 776        2    Iron-clad.    Built  1861-62.    Original  type  of  tur- 

reted  vessels.    Foundered  oflf  Cape  Hatteras,  21 

December,  1862. 

Monocacy 747-      . .     Paddle.    Built  1864-65.    Asiatic  Station. 

Monongahela 960      11     Screw.    Built  1861-62.    Laid  up.  Mare  Island,  Cal. 

Montauk 496        2    Iron-clad.    Built  1861-62.     Navy  Yard,  Wash- 
ington. 
Montauk 844        4    Ironclad.      Built   1864-65.      Repairing  at  New 

York,  1874. 

Monterey 52        1     Screw.  Purchased  1863-64.  Yard-tug,  Mare  Island. 

Montgomery 787        5     Screw.    Purchased  1861-62.     Sold  10  Aug.,  1865. 

Monticello 655        7    Screw.    Purchased  1861-62.     Sold  1  Nov.,  1865. 

Moodna 677        2    Iron-clad.    Built  1861-62.     Sold. 

Mooso 189        6    Paddle.    Purchased  180:^64.    Sold  17  Aug.,  1865. 

Morse. 513        2    Paddle.    Purchased  1861-62.     Sold  20  July,  1865. 

Moshulu 2000      15    Screw.   Built  1867.  Re-named  Severn.    Sold  1877. 

Mound  City 512      13    Iron-clad.    Built  1861-62. 

Mount  Vernon 625        3    Screw.    Purchased  1861-62.    Sold  12  July,  1865. 

Mount  Washington. Paddle.    Purchased  1861-62.     Sold  21  June,  1868. 

Musroota 1030      10    Paddle.     Built  1863-64.     Sold  8  May,  1869. 

Myrtle 50       . .     Screw.    Built  18(J2-6S.     Sold  17  August,  1865. 

Mystic 464        5    Screw.     Purchased  1858.    Sold. 

Mystic 641        7    Screw.    Purchased  1863-64.    Sold  20  June,  1868. 

Nahant 496  2  Iron-clad.    Built  1861-62.    At  League  Island. 

Naiad 185  8  Paddle.    Purchased  1864-65.    Sold  17  Aug.,  1 868. 

Nansemond 340  4  Paddle.    Purchased  1863-64.    Sold  12  Sept,  1868. 

Nantasket 523  7  Screw.    Built  1867.     Broken  up. 

Nantucket 496  2  Iron-clad.     Built  1861-62.    At  Annapolis, 

Napa 614  2  Iron-clad.    Built  1863-64.    Broken  up. 
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Name,  Tom. 

Narcissus 101 

Narragansett. 910 

Naubec 488 

Naumkeag 250 

Nausett 483 

Neosho 523 

Neptune 1243 

Nereus 1244 

Neshaminy 8200 

Nettle 50 

Nevada 2011) 

Newbern 948 

New  Era 157 

New  Ironsides 3486 

New  London 221 

New  National 379 

Niagara. 4580 

Nina ,  806 

Niphon 475 

Nipsic 615 

Nita 210 

Norwich 431 

Nyack 410 

Nyanza 203 

Nymph 171 

Octorara 829 

Oleander 263 

Oleander 206 

Omaha 1122 

O.  M.  Pettit 105 

Oneida 1023 

Oneota 1034 

Onondaga 1250 

Ontario 2490 

Oriole 137 

Osceola 974 

Osjige 523 

Osage. 623 

Ossipec 828 

OtsL'go 974 

Ottawa 507 

Ouachita 720 

Owasco 507 

Ozark 578 

Ozark 578 

Palos 306 

Pampanoosuc 2809 


Gum. 


Remarks. 


5 
1 


Screw.    Purchased  1863-64.    SunK  by  torpedo,:) 
December,  1864. 

Screw.    Built  1858.     Laid  up  at  Mare  Island. 

Iron-clad.   Built  1863-64.    Re-named  Minnetonka. 
]iroken  up,  1874. 
6    Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 
2    Iron-clad.     Built  1863-64.     Broken  up,  1874. 

Iron-clad.     Built  1861-62. 

Screw.    Purchased  1863-64.     Sold   12  July,  1868. 

Screw.     Purchased  1863-64.     Sold. 

Screw.     Built  1863-64.     Not  built. 

Screw.    Purchased  1862-63.     Sold. 

Screw.     Built  1870.     Sold  June,  1874. 

Screw.    Purchased  1863-64.     Sold. 

Purchased  1862-63.    Sold  17  August,  1865. 

Iron-clad.      Built   1861-62.     Burned    at  League 
Island. 

Screw.    Purchased  1861-62.     Sold  8  Sept,  1865. 

Paddle.    Purchased  1863-64.-  Returoed  to  ownen, 
1 865. 

Screw.    Built  1855.    In  ordinary,  Boston. 
2    Screw.    Purchased  186a  64.    Torpedo-boat,  New- 
port, R.  I 

Screw.    Purchased  1863-64.     Sold  17  April,  1865. 

Screw.    Built  1863.  Rebuilt.    European  Squadron. 

Paddle.    Purchased  1863-64.     Sold  25  May,  186a 

Screw.    Purchased  1861-62.     Sold  10  Aug.,  1865. 

Screw.    Built  1862-63.    Laid  up.  Mare  Island. 

Paddle.    Purchasecl  1863-64.     Sold  15  Aug.,  1865. 
8    Paddle.    Purchased  1864-65.     Sold  17  Aug.,  1865. 


2 

U 
11 
10 

•  • 

23 
6 
6 

18 

5 
1 

12 


9 
6 
4 
5 
3 
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6    Paddle.     Built  1861-62.    Sold  1866. 
2    Paddle.    Purchased  1864-65.     Sold  5  Sept,  1868. 
. .     Screw.     Purchased  1862-63.     Sold  5  Sept.,  1865. 
12     Screw.     Purchased  1868.    Ordinary,  Kittery  Yard. 
2     Paddle.     Purchased  1801-03      Sold  2  Sept.,  1865. 
9     Screw.     Built  1861-62.     Run  down  and  sunk  in 

Yeddo  Bay,  24  January,  1870. 
2     Iron-clad.     Built  1862-63. 
4     Iron-clad.     Built  1861-62.     Sold. 
21     Screw.     Re-named  New  York.      On  the  stocks. 

New  Y^'ork. 
6     Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
8     Paddle.     Built  1862-63.     Sold  1867. 
2     Iron-clad.     Built  1861-62.     Sunk   by  torpedo,  29 

March,  1865.   Subsequently  raised  and  sold,  1867. 
2     Iron-clad.     Built  1863-64.     Sunk  by  torpedo,  S'J 

March,  1865. 


8     Screw.     Built  1861-62. 
8     Paddle.     Built  1861-3. 
cember,  1864. 
Screw.     Built  1861-62. 


4 

14 

4 

2 
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Laid  up,  Boston. 
Sunk   by  torpe<lo,  9  De- 
Sold  25  October,  186r». 

Paddle.    Built  1868-64.    Sold  25  Septeml>€T.  IMi^V 

Screw.     Built  1861-62.     Sold  28  October,  1868. 

Iron-clad.     Built  1861-62.     Sold  29  Nov.,  18G5. 

Iron-clad.     Built  1864-65. 

Screw.     Built  1866.     Asiatic  Squadron. 
Screw.     Built  1863-64.      Re-named  Connecticut 
On  the  stocks. 
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NatM.  Ttmt.     Qunt.  Jlfniarki. 

Panola 507        4    Screw.    Built  lf«l-(i2.    Solil  30  November,  1865. 

Pansy 50       . .     Screw.    Purcliust-d  ]e02-03.    Sold. 

Passaconaway. 3200         4     Iron-ctiKl.     Built  18(i;i-i)4.     Re-immLil  Massachu- 

KttlH.    Oil  llie  stocks,  ia74. 

Passaic 4Se        2    Iron-clad.    Built  HjlJl-62.    Beceiving ship,  WsBh- 

in-ton.D.C. 

Putapeco 844        3    Ironclad.    Built  18ltl-63.    Sunk  by  torpedo,  15 

Janua^,  1860. 

Patroon 183         G     Screw.     Purchased  1881-02.     Sold. 

Paul  Jones 868         6     Paddle.     Built  1801-62.     Sold  18G7. 

PaulJoue8,Jr. SO        I    Steam  Launch.    Built  1803-04.    Sold  IT  August, 

1865. 

Pawaec 878  4  Screw,  Built  1858.  Converted  into  sailing  ves- 
sel.   Store-ship,  Port  Royal. 

Pawpaw 175        8    Paddle.    Built  lB«3-e4. 

fawtuxet. 074         8     Paddle.     Built  1802-63.     Bold  1867. 

Peacock 1880       la     Screw.     Built  1864-05.     Not  built 

Pembina 507        4    Screw.    Built  1861-63.    6old  30  Novembw,  1868. 

Penguin 386        6    Screw.    Purchased  1861-02.    Sold  18  8epL,  1866. 

Penobscot. B07         4     Screw.     Built  1801-62.     Sold  10  October,  1800. 

Penaacola 2000      22    Screw.    Built  1858.    Flog-ship.  Pacific  Squadron. 

Peony  180         3     Screw.     Purchased  1804-05.     Sold. 

Peoria     674        8    Paddle.    Built  18^2-03.    Sold. 

PeoHta 283       14     Paddle.     Built  1863-64.     Bold  17  August,  18C5. 

Pequot 6U3        4    Screw,     linilt  iMH-t/>.    Bold  1860. 

Pen 158        8    Paddle.     Pui■,■l,;l^.-,M^i;l  iir,.    Sold  17 Aug.,  1868. 

Periwinkle 387        3    Screw.    Purchased  1804-05.    Bold. 

Peterhoff Screw.     PurchuBcd    1802-63.     Sunk   by   collision 

off  North  Carolina,  6  March,  1864. 

Petrel  3nd 226        6    Screw,    Purchased  1802-08.    Captured  22  April, 

1884. 

PetriU 200         1     Paddle.    Captured  1847.    Sunkoff Alvarado,  1846. 

Philadelphia. 500         S     Paddle.     Purchased  1801-62.     Sunk  bj  torpedo, 

Philippi. 311  2  Paddle.  Purchased  1803-64.  Destroyed  in  Mo- 
bile Bay,  5  August,  1804. 

Phlox 317         3     Poddle.     Purchased  1804-65.    At  Naval  Academy, 

Annapolis. 

Pilgrim 108        3    Screw.     Built  1863-04.    Yard  tug.  League  Island, 

l^ink 184         1     Screw.      Purchased   1863-64.      Lost  on   Dauphin 

Islund,  September.  1865. 

Pinta 300         3     Screw.     Built  1803-04.     Navy  Yard,  Norfolk. 

Piscataqna 2400       21     Screw.     Built  1804-65.     Re-named  Delaware.     In 

ordinary. 

PitUbui^ 513      13    Iron-clad,    Built  1861-02.    Sold  20  Nov.,  1805, 

Planter 300         2     Paddle.     Captured  1881-03.     Sold. 

Plymouth 1122      13    Screw.    Purchased  1858.    Laid  up,  Kittery  Yard. 

Pocahontas 004        5    Screw.    Purchased  1808.    Sold. 

Poinsett 230  3  Paddle.  Built  1840.  Transferred  from  War  De- 
partment, and  sold  1845. 

Pontiac 074        8    Paddle.    Built  180I-Q2,    Sold  1807. 

Pontoosuc 074        8    Paddle.    Built  1861-02.    Sold  1806. 

Poppy 93         a     Screw.     Purchased  1863-64.     Bold. 

Port  Fire. 85  1  Screw,  Purchased  1868-64,  Broken  up  at  Ports- 
mouth, N.  H, 

Port  Royal 803        8    Paddle.    Purchased  1861-02,    Sold  18G0, 

Potomska 287        B    Screw.    Purchased  1801-62.    Bold  10  Aug.,  1805. 

Powhatan 3182       17     Poddle.     Built  1850.     North  Atlantic  Squadron. 

PrairieBird 171        6    Screw.    Purehased  1863-63.    Sold  17  Aug.,  1805. 

Preston. 138       , .     Screw.    Purehased  1864-65,    Bold  80  Nov.,  1805. 
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Name.  Tom. 

Primrose 94 

Psincess  Royal 828 

Princeton,  Ist 672 

Princeton,  2nd 

Proteus 1254 

Pulaski 395 

Puritan 1870 

Pushmataha 2000 

Quaker  City 1600 

Queen 680 

Queen  City 212 

Queen  of  the  West 

Quinnebaug 910 

Quinsigamond 2127 

Ranger 541 

Rattler 165 

lied  Rover 

Reindeer 212 

Reliance 90 

Republic 90 

Resaca 900 

Rescue Ill 

Resolute 90 

Rhode  Island 1517 

Richmond 2000 

Rio  Bravo 325 

Roanoke 3400 

Rocket 127 

Rodolph 217 

Uoraeo 175 

Rose 62 

R.  R.Cuyler 1202 

Sachem 197 

Saco 410 

Sacramento 1367 

Sagamore 507 

Saginaw 453 

Sampson 600 

Sandusky 479 

Sangamon 490 


Oufut. 


Bemaris. 


2    Screw.    Purchased  1862-63.    Sold  17  March,  1871- 
7    Screw.    Purchased  1868-64,    Sold  12  8ept^  1865^ 
. .     Screw.    Built  1848.   First  screw  vesflel  of  war  ever 
built    Broken  up. 

10  Screw.    Built  1851.    Sold  9  October,  1866t 

11  Screw.    Purchased  1863-64.     Sold  13  July,  1865. 

1  Paddle.    Purchased  1858.     Sold  at  Montevideo, 

1863. 

2  Iron-clad.    Built  1861-62.     Broken  up.     Rebuild- 

ing at  Chester. 
16    Screw.    Built  1867.    Re-named  Congress.    Ordi- 
nary, Kittery  Yard. 

9    Paddle.    Purchased  1861-62.    Sold  20  June,  1865. 

7  Screw.    Purchased  1863-64.    Sold  13  Oct,  1868. 
9    Paddle     Purchased  1863-64.     Captured  24  June,. 

1864. 
Ram.    Purchased  1861-62.    Grounded   and  cap- 
tured, 14  February,  1863. 

8  Screw.    Built  1864-65     European  Squadron. 

4    Iron-clad.      Built  1863-64.      Re-named  Oregon. 
On  the  stocks,  1874. 


6 


Screw.    Built  1874.    Pacific- 
Paddle.    Purchased  1862-^8.    Wrecked  and  aban- 
doned, 80  December,  1864. 
1     Paddle.    Purchased  1862-63.    Sold  29  Nov.,  1865. 
6    Paddle.    Purchased  1863-64.    Sold  1 7  Aug.,  1875. 
1     Screw.    Purchased  1861-62.    Captured  23  Aug., 

1863. 
1     Screw.    Purchased  1864-65.    Sold  1  Aug.,  1865. 
10    Screw.    Built  1864-65.    Sold  187-. 
1     Screw.    Purchased  1861-62.     Fire-tug,  Washing- 
ton Navy  Yard,  1872. 
Screw.     Purchased  1861-62.     Sold  23  June,  1868. 
Paddle.    Purchased  1861-62.     Sold  1807. 
Screw.     Built  1858.    Flag-ship,  Asiatic  Squadron. 
Paddle.    Purchased   1875.    Turned  over  to  War 

Department,  June,  1879. 
Screw.    Built  1855.    Converted  into  a  three  tur- 

reted  monitor.    Laid  up  at  New  York. 
Screw.  Purchased  1863-64.    Yard-tug,  New  York. 
Paddle.    Purchased  1863-64.    Sunk  by  torpedo, 

1  April,  1865. 
Paddle.    Purchased  1862-63.    Sold  17  Aug.,  1865. 
Screw.    Purchased.    Yard-tug.  Pensacola. 
Screw.    Purchased  1861-62.    Sold  15  Aug.,  1865. 
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7 

14 
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6 

6 
1 
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Screw.    Purchased  1861-62.    Sold. 

8  Screw.    Built  1865.    Laid  up.  Mare  Island. 

9  Screw.    Built  1861-62,    Wrecked  in  East  Indies, 

19  June,  1867. 

4    Screw.    Built  1861-62.    Sold  1866. 

4  Paddle.  Built  1858.  Wrecked  in  Pacific,  29  Oc- 
tober, 1870. 

.     Paddle.    Purchased  1861-62.    Sold  17  Aug.,  1865. 

2    Iron-clad.     Built  1861-62.    Sold  17  April,  1878. 

2  Screw.  Built  1861-62.  Re-named  Jason.  At 
Philadelphia. 
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Name,  Tons,     Ouns,  Remarks. 

Sain  Jacinto 6    Screw.     Built  1848.     Lost  in  West  Indies,  1  Janu- 
ary, 1865. 

Santiago  de  Cuba 1567       10    PadSle.    Purchased  1861-62.    Sold  21  Sept.,  1805. 

Saranac 1288      11     Paddle.     Built  1848.    Sunk  June,  1875. 

Sassacus 974        8    Paddle.     Built  1861-62.   Sold. 

Satelette. 929        2    Paddle.    Purchased  1861-62.     Captured  23  Au- 
gust, 1863. 

Saugus 550        2    Iron-clad.  Purchased  1862-63.   Laid  up  at  Wash- 
ington. 

Scorpion,  2nd 339        3    Paddle.    Purchased  1846.    Sold  1848. 

Scotia 507        4     Screw.    Built  1861-02.    Sunk  by  torpedo,  14  Aprils 

1865.     Raised  and  sold  25  October,  1865. 

Scourge,  8rd 230        3    Screw.    Purchased.     Sold  1848. 

SeaGulL 150        3    Paddle.     Purchased  1822.     Sold  1840. 

Sebago 832        fi     Paddle.     Built  1801-62.     Sold. 

Selma 590        4     Paddle.    Purchased  1864-65.     Sold  18  Aug.,  1865. 

Seminole 801         3     Screw.     Built  1858.     Sold  20  July,  1870. 

Seneca 507        4    Screw.    Built  1861-62.     Sold. 

Serapis. 1380       12    Screw.     Not  built. 

Shakamaxon 3200        4    Screw.    Built  1803-04.     Re-named  Nebraska,  and 

broken  up  at  Philadelx)hia  Navy  Yard.     On  the 
stocks,  1874. 

Shamokon 1030       10    Paddl(\     Built  1863-64.    Sold  21  October,  1869. 

Shamrock 974        8    Paddle.     Built  1861-62.     Sold. 

Shawmut 410        3     Screw.     Built  1863.     Laid  up,  Norfolk. 

Shawmut 593        3     Screw.     Built  1864-65.     North  Atlantic  Squad- 
ron, 1874. 

Shawnee 483        2    Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Shawsheen 180        2    Paddle.     Purchased  1861-62.    Bold. 

Shenandoah- 929       11     Screw.    Built  1861-62.    Flag-ship,  South  Atlantic 

Squadron. 

Shiloh 614        2    Iron-clad.     Purchased  1863-64.      Re-named  Iris. 

At  New  Orleans,  1874. 

Shokokon.    700        6    Paddle.    Purchased  1803-64.     Sold  25  Oct.,  1865. 

Signal 190        6     Stem-wheel.      Purchased  1862-63.      Captured  6 

May,  1864. 

Silver  Cloud 190        6    Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 

Silver  Lake 212        6    Stern-wheel.    Purchased  1862-63.    Sold  17  Aug., 

1865. 

Siren. 232        8     Paddle.    Purchased  1864-65.    Sold  17  Aug.,  1865. 

Snowdrop 125        3    Screw.    Purchased  1863-64.    Yard-tug,  Norfolk. 

Snowdrop 125        2    Screw.     Purchased  1864-65. 

Somerset. 521         6    Paddle.    Purchased  1861-62.    Sold. 

Sonoma 955        0    Paddle.    Purchased  1801-02.    Sold  1867. 

Sorrel 68  Built  1 863-64.    Laid  up  at  League  Island. 

Southfield 751         4     Paddle.    Purchased  1801-02.    Sunk  by  Rebel  ram, 

19  April,  1»04. 

South  Carolina 105        0     Screw.    Purchased  1801-02.    Sold  1800. 

Sovereign 440        2     Paddle.    Purchased  1802-03.    Sold  29  Nov.,  1805. 

Speedwell 300        2     Screw.     Built  1803-04.    Laid  up  at  Washington. 

Spirea 400        0     Screw.     Purchased  1804-05.     Sold  5  Oct.,  1 8(J0. 

Spitfire,  4th 228        3    Paddle.    Purchased  1840.    Sold  1848. 

Springfield 140        0     Paddle.     Purchased  1802-63.    Sold  17  Aug.,  1805. 

Spuyten  Duyvil 110  Screw.     Purchased   1804  05.      Broken   up.  New 

York. 

Squando 014        2     Iron-clad.      Built   1803-04.      Re-named   Algoma» 

and  broken  up,  1874. 

Standish 300        2     Screw.     Built  1803-04.     League  Island. 

Stars  and  Stripes 407        4     Screw.     Purchased  1861-62.    Sold  10  Aug.,  1865. 
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State  of  Georgia 1204        9     Paddle.     Purcliiiaed  1861-62.     Sold  25  Oct.,  1865. 

St.  Clair 203        4    Stern-wheel.     Purchased  1862-63.     Sold  1 7  Aug., 

1865. 

St  Clair 203        8    Paddle.    Purchased  1864-65.     Sold  17  Aug.,  1865. 

Stepping  Stones. 226        1     Paddle.    Purchased  1861-62.     Sold  12  July,  1865. 

Stettin Screw.    Purchased  1861-62.     Sold  22  June,  1865. 

Stevens' War  Steamer... 4688        6    Screw.     Built  1848.     Commenced    1842.      First 

placed  on  the  Navy  list,  1858.  Relinquished  to 
Mr.  Stevens,  1864.  By  him  presented  to  the 
State  of  New  Jersey.  On  the  stocks  at  Hobo- 
ken,  1874. 

Stockdale 181         6    Paddle.     Purchased  1863-64.     Sold  24  Aug.,  1 865. 

Sumter 464        5    Screw.    Purchased  1858.    Sold. 

Sumter Paddle.     Sunk  by  collision,  24  June,  1863. 

Suncock 483        2    Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Sunflower 294        2    Screw.     Purchased  1863-64.    Sold  10  Aug.,  1865. 

Susquehanna 2213      23    Paddle.     Built  1848.    In  ordinary.  New  York. 

S  u  wanee 1030       10    Paddle.    Built  1 803-64.     Wrecked. 

Swatara 910        8    Screw.    Built  1864-65.    Asiatic  Squadron. 

Sweetbrier. 240        2    Screw.     Purchased  1863-64     Sold  25  Oct,  1865. 

Switzerland. 500'      ..     Ram.     Purchased  1861-62.     Sunk  by  Pittsburg 

batteries,  25  March,  1863. 

Tacony 974        8    Screw.    Built  1861-62.    Sold. 

Taghkanic 1380      12    Screw.    Not  built. 

Tahgayuta. 2200        8    Screw.    Built  1863-64.     Not  built. 

Tahoma 507        4    Screw.    Built  1861-62.     Sold  1867. 

Tallahatehie 171         6    Paddle.     Not  built. 

Tallahoma 974        8    Paddle.     Built  1862-68.    Sold. 

Tallapoosa. 650       . .     Paddle.    Built  1 863.    Dispateh  vessel. 

Taw  ah 108        8    Paddle.    Purchased  1863-64.     Burned  to  preveiit 

capture,  11  November,  1864. 

Teazer 90        2    Screw.    Captured  1861-62.     Sold  23  June,  1868. 

Tecumseh 1034        2    Iron-clad.     Built  1861-62.     Sunk  by  torpedo.  5 

August,  1864. 

Tempest 101       . .     Paddle.     Built  1864-65.    Sold  27  Nov.,  1 865. 

Tennessee 1275         2     Paddle.     Captured  1861-02.     Sold  1807. 

Tcimessee 1273        6     Iron-clad.     Built  1864-65.     Sold  27  Nov.,  1867. 

Tensas 150        2     Paddle.    Purchased  1863-64.     Sold  1 7  Aug.,  1865. 

Theta Tender.     Built  1864-65.     Sold. 

Thistle 50       . .     Screw.    Purchased  1862-63.    Sold  1 7  Aug.,  1865. 

Thomas  Freeborn 269         2    Paddle.    Purchased  1861-62.     Sold  20  July,  1865. 

Thunder Tender.     Built  1864-65.     Sold  8  August,  1865. 

Ticonderoga 1019       11     Screw.     Built  1861-62.     Special  service. 

Tioga 819         6    Paddle.     Built  1861-62.    Sold  1867. 

Tioga 819        8    Paddle.    Built  1863-64.    Sold. 

Tippecanoe 1034        2    Iron-clad.     Built  1861-62.     Re-named  Wyandotte. 

At  League  Island. 
Tippecanoe 1034        2    Iron-clad.    Built  1864-65.     Re-named  Wyandotte 

At  League  Island. 
Tonawanda 874        4    Iron-clad.    Buil   1861-62.    Re-named  Amphitrite. 

Rebuildmg,  1874. 
Tonawanda 1564        4    Iron-clad.    Built  1864-65.    Re-named  Amphitrite. 

Repairing  at  Wilmington,  1874- 

Trefoil 370        2     Screw.     Built  1804-65.    Sold. 

Trenton 2300      11     Screw.  Built  1876.   Flag-ship  European  Squadron. 

Triana 350        2     Screw.     Built   1863-64.     Yard-tug,  Washington. 

D.  C,  1874. 
Triana 300        2    Screw.      Built  1864-65.      Yard-tug,  Washington, 
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Name,  Tans.     Ountt.  Remarls. 

Tristam  Shandy 444         3     Paddle,    liuilt  1804-05.    Name  changed  to  Boxer, 

12. June,  1«65. 

Tritonia 202        1     Paddle.    Purchased  1 803-04.     Sold  1800. 

Tritonia 202         2     Paddle.     Built  1804-05.     Sold. 

Tulip 183         5     Screw.    Purchased  1803-04.     Blew  up  and  sunk, 

J I  November,  1804. 
Tunxis 014        2     Ironclad.      Built    1803-04.      Re-named    Otsego. 

Broken  up,  1874. 

Tuscarora 720        0    Screw.     Built  1801-02.     Laid  up.  Mare  Island. 

Tuscumbia 505         3     Iron-clad.     Built  1801-02.     Sold  29  Nov.,  1808. 

Tyler 000        9     Paddle.     Purchased  1801-02.     Sold  1  Sept.,  1808. 

Underwriter 841  4  Paddle.  Purchased  1801-02.  Captured  1  Feb- 
ruary, 1804. 

Umpqua. 483        2    Iron-clad.     Built  1803-04.     Sold  at  New  Orleans, 

1874. 

Unadilla 507        4     Screw.    Built  1801-02.     Sold  9  Nov.,  1809. 

Uncas 192        3     Screw.    Purchased  1801-02.    Sold  1803. 

Union 950       . .     Horizontal  Submerged  Paddle.     Built  1841.     Sold 

1858. 

Union,  2nd 1114        4    Paddle.    Purchased  1802-03.     Sold  25  Oct.,  1865. 

Unit : 56       . .     Screw.     Built  1804-06.     Sold  12  July,  1805. 

Valley  City 190        6  Screw.    Purchased  1861-62.    Sold  15  Aug.,  1865. 

Vandalia 981         8  Screw.    Rebuilt  1874.    North  Atlantic  Squadron. 

Vanderbilt 4000      15  Paddle.    Built  1802-03.    Presented  to  the  United 

States  by  Mr.  Vanderbilt     Sold  18  Feb.,  1878. 

Verbena. 104        2  Screw.    Purchased  1864-05.     Sold  20  July,  1805. 

Vicksburg 880        0  Screw.    Purchased  1863-04.     Sold  12  July,  1805. 

Victoria 254        3  Screw.    ]»urchased  1861-62.     Sold  30  Nov.,  1865. 

Victory 160        0  Paddle.     Purchased  1803-04.     Sold  17  Aug.,  1805. 

Vindicator 750        4  Ram.     Built  1803-04.    Sold  29  November,  1805. 

Violet 146        2  Screw.     Purchased  1868  64.     Lost  on  Cape  Fear 

Bar,  4  August,  1864. 

Virginia,  2nd 581         7  Screw.     Purchased  1863-64.     Sold  30  Nov.,  1865. 

Vixen Paddle.    Purchased  1840.    Sold. 

Volunteer 5  Paddle.     Purchased  18()4-05.     Sold  29  Nov.,  1865. 

Wabash 3200      40    Screw.     Built  1855.     Receiving  Ship,  Boston. 

Wachusett 095        0     Screw.     Built  1801-02.     Pacific  Squadron. 

Wampanoag 2135  12  Screw.  Built  1804.  Re-named  Florida.  Inor- 
dinary, New  London. 

Wamsutta 270        5     Screw.     Purchased  1801-02.     Sold  20  July,  1805. 

Wando 045         3     Paddle.     Purchased  1804-65.     Sold  30  Nov.,  1805. 

Wanoloset 2200         8     Screw.     Built  1803-04.    Not  built 

Wasp  521         3    Paddle.      Purchased  January,  1805.      Originally 

Emma  Henry.     Sold  January,  1870. 

Wassuc 483         2     Iron-clad.     Built  1803-04.     Broken  up,  1875. 

Watauga 2200         8     Screw.     Built  1808-^.     Not  built 

Watch 05         2     Screw.      Purchased    1804-05.      Originally   Alert 

Sold  21}  .lune,  1865. 

Wateree 974  8  Paddle.  Built  1801-02.  Destroyed  by  an  earth- 
quake. 

Water  Witch 255       . .     Paddle.     Built  1845.     Captured  3  June,  1804. 

Water  Witch,  2nd Paddle.     Built  1845. 

Water  Witch,  8rd Paddle.     Built  1840. 

Water  Witch,  4th Paddle.     Built  1852.    Captured  by  Rebels. 

Wave 229        6    Paddle.     Built  1803-64.    Captured  6  May,  1864. 

Waxsaw , 483        2    Iron-clad.      Built    1863-64.       Re-named    Niobe. 

Broken  up,  1874. 
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Name.  Tons,     Guru,  RemarJcH. 

Wcebawken 840        2    Iron-clad.    Built  18(51-62.    Sunk  oflT  Morris  IsUnd, 

6  December,  1«03. 

Western  World 441         5    Screw.    Purchased  1861-62.     Sold  23  June,  186S. 

Westfield. 891         6    Paddle.     Purchased  1861-62.     Blown  up  in  Gal- 
veston Bay,  1  January,  1863. 

W.  G.  Putnam 149        2    Paddle.    Built  1861-62.    Sold  20  June,  1868. 

W.  N.  Brown 800        1     Paddle.     Purchased  1862-63.    Sold  17  Aug.,  1865. 

Whitehead 136        1     Screw.    Purchased  1861-62.     Sold  10  Aug.,  1868. 

Wilderness 390        3    Paddle.    Purchased  1864-65.     Sold  7  Sept,  1865. 

Willamette 2200        8     Screw.    Built  1 863-64.    Sold. 

Winnebago 970        4    Iron-clad.      Built  1861^2.     Re-named    Tornado. 

Sold. 

Winnebago 540        4    Iron-clad.     Built  1868.   Sold  1874. 

Winnipec 1080       10    Paddle.     Built  1868-64.    Sold  17  June,  1860. 

Winona 607        4    Screw.    Built  1861-62.    Sold  30  November,  1868. 

Winooski 974        8    Paddle.     Bu ill  1862-63.    Sold. 

Winooski 974      10    Paddle.     Built  1864-65.    Sold. 

Wissahickon 507        4    Screw.    Built  1861-62.    Sold  25  October,  1865. 

Wyalusing 974        8    Paddle-    Built  1861-62.    Sold  1867. 

Wyandank 399        2    Paddle.    Purchased  1861-62.     Store-hulk,  Naval 

Academy.    Broken  up. 

Wyandotte 550        2    Screw.    Purchased  1858.    Washington  Navy  Yard. 

Wyoming 726        6    Screw.    Built  1858.    European  Station. 

Yankee 328        3    Paddle.    Purchased  1861-62.    Sold  1 5  Sept.,  1865. 

Yantic 410        3    Screw.     Built  1864.    North  Atlantic  Squadron. 

Yazoo 483        2    Iron-clad.    Built  1863-64.     Sold  and  broken  up, 

1874. 

Young  America 173        1     Paddle.    Purchased  1861-62.    Sold  12  July,  1865. 

Young  Rover 418        5    Screw.    Purchased  1861-62.    Sold  22  June,  1865. 

Yucca. 878        2    Screw.    Purchased  1864-65.     Sold. 

Yuma 483        2    Iron-clad.    Built  1863-64.     Sold  at  New  Orleans, 

1874. 

Zeta Screw.     Purchased  1864-05.     Sold. 

Zouave 127        1     Screw.    Purchased  1861-62.     Sold  12  Juiv,  l>t>i>. 


RECOGNITION  BY  CONGRESS 

OP 

OATJiATSTT  SEIIVIC3ES  OF  OFTTCEBS  JlKD  OTHERS 

OP   THK 

Navy  and  AIaeixe  Cobps. 


•  ■  • 


HeioltUum  requesting  the  President  to  present  a  gold  medal  to  Captain  Thokas  Truxtuh; 

and  respecting  the  conduct  of  Midshipman  James  Jabtis. 

That  the  President  of  the  UDited  States  be  requested  to  present  to  Captain  Thomas 
Truxtun,  a  gold  medal,  emblematical  of  the  late  action  between  the  United  States' 
frigate  Constellation,  of  thirty-eight  guns,  and  the  French  ship  of  war  La  Vengeance, 
of  fifty-four;  in  testimony  of  the  high  sense  entertained  by  Congress  of  his  gallantry 
and  good  conduct  in  the  above  engagement,  wherein  an  example  was  exhibited  by  the 
captain,  officers,  sailors,  and  marines,  honorable  to  the  American  name,  and  instructiye 
to  its  rising  navy. 

That  the  conduct  of  James  Jarvis,  a  midshipman  in  said  frigate,  who  gloriously 
preferred  certain  death  to  an  abandonment  of  his  post,  is  deserving  of  the  highest 
praise,  and  that  the  loss  of  so  promising  an  officer  is  a  subject  of  national  regret 

Approved  March  29,  1800. 

Resolution  expressing  the  sense  of  Congress  on  the  gallant  conduct  of  Lieutenant  Stsbbtt, 
tJie  officers,  and  crew  of  the  United  States^  sch/xmer  Enterprise, 

That  they  entertain  a  high  sense  of  the  gallant  conduct  of  Lieutenant  Sterett,  and 
the  other  officers,  seamen,  and  marines,  on  board  the  schooner  Enterprise,  in  the  cap- 
ture of  a  Tripolitan  corsair  of  fourteen  guns  and  eighty  men. 

That  the  President  of  the  United  States  be  requested  to  present  to  Lieutenant  Bterett 
a  sword,  commemorative  of  the  aforesaid  heroic  action;  and  that  one  mouth^s  pay  be 
allowed  to  all  the  other  officers,  seamen,  and  marines,  who  were  on  board  the  Enter- 
prise when  the  aforesaid  action  took  place. 

Approved  February  8, 1802. 


JUsolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Stepheit 
Dkcatur,  the  officers^  and  crew  of  the  United  States^  Jcetch  Intrepid^  in  aUaeking^  in  the 
harbor  of  Tripoli,  and  destroying^  a  Tripolitan  frigate  of  forty-four  guns. 

That  the  President  of  the  United  States  be  requested  to  present,  in  the  name  of 
Congress,  to  Captain  Stephen  Decatur,  a  sword,  and  to  each  of  the  officers  and  crew  of 
the  United  States^  ketch  Intrepid,  two  months'  pay,  as  testimony  of  the  high  sense 
entertained  by  Congress  of  the  gaMantry,  good  conduct,  and  services  of  Captain 
Decatur,  the  officers  and  crew,  of  the  said  ketch  in  attacking,  in  the  harbor  of  Tripoli, 
and  destroying,  a  Tripolitan  frigate  of  forty-four  guns. 

Approved  Novefnber  27, 1804. 
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Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Commodore  Edward 

Preble,  the  officers,  seamen,  and  marines  of  his  squadron. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Coiumodore 
Edward  Preble,  and  throuirh  him  to  the  officers,  petty  officers,  seamen,  and  marines,  at- 
tached to  the  squadron  under  his  command,  fur  their  gallantry  and  good  conduct  dis- 
played in  the  several  attacks  on  the  town,  batteries,  and  naval  force  of  TripolL  in  the 
year  1804. 

That  the  President  of  the  United  States  be  requested  to  cause  a  gold  medal  to  be 
struck,  emblematical  of  the  attacks  on  the  town,  batteries,  and  naval  force  of  Tripoli 
by  the  squadron  under  Commodore  Preble^s  command,  and  to  present  it  to  Commodore 
Prcblu  in  such  a  manner  as,  in  his  opinion,  will  be  most  honorable  to  him:  and  that 
tlio  President  be  further  requested  to  cause  a  sword  to  be  presented  to  each  of  the 
commiscioned  officers  and  midshipmen  who  have  distingaished  themselves  in  the  sev- 
eral attacks. 

That  one  montlf  s  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  and  marines,  of  the  squadron,  who  so  gloriously  sapported  the 
honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander,  in  the  sev- 
eral attacks. 

That  the  President  of  the  United  States  be  also  requested  to  commtinicate  to  the 
parents,  or  other  near  relatives,  of  Captain  Richard  Somers,  Lieutenanta  Henry  Wad^ 
worth,  James  Decatur,  James  R.  Caldwell,  Joseph  Israel,  and  Midshipman  John 
Sword  Dorsey,  the  deep  regret  which  Congress  feel  for  tiie  loss  of  those  gallant  men, 
wliose  names  ought  to  live  in  the  recollection  and  affection  of  a  grateful  country,  and 
whose  conduct  ought  to  be  regarded  as  an  example  to  future  generations. 

Approved  March  8, 1805. 


Resolutions  relative  to  the  hriUiant  aehiecetfienta  of  Captains  Hull,  Decatur,  Joirss, 

Lieutenant  Elliott. 

1.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  Hull,  of  the  frigate  Constitution,  Captain  Decatur,  of  the  frigate  United 
States,  and  Captain  Jones,  of  the  sloop  of  war  Wasp,  each  a  gold  medal,  with  suit- 
able emblems  and  devices;  and  a  silver  medal,  with  like  emblems  and  devices,  to  each 
commissioned  officer  of  the  aforesaid  vessels,  in  testimony  of  the  high  sense  entertained 
by  Congress  of  the  gallantry,  good  conduct,  and  services,  of  the  captains,  officers, 
and  crews,  of  the  aforesaid  vessels,  in  their  respecti\e  conflicts  with  the  British  frig- 
ates, the  Guerriere  and  the  Macedonian,  and  sloop  of  war  Frolic ;  and  the  President  Is 
also  requested  to  present  a  silver  medal,  with  like  emblems  and  devices,  to  the  nearest 
male  relative  of  Lieutenant  Bush,  and  one  to  the  nearest  male  relative  of  Lieutenant 
Funk,  in  testimony  of  the  gallantry  and  merit  of  thos«  deceased  officers,  in  whou^  their 
country  has  sustained  a  loss  much  to  be  regretted. 

2.  That  the  President  of  the  United  States  be,  and  ho  hereby  is,  requested  to  present 
to  Lieutenant  Elliot,  of  the  Navy  of  the  United  States,  an  elegant  sword,  with  suit- 
able emblems  snd  devices,  in  testimony  of  the  just  sense  entertained  by  Congress  of 
his  gallantry  and  good  conduct  in  boarding  and  capturing  the  British  brigsDetroit 
and  Caledonia,  while  anchored  uniier  the  protection  of  Fort  Erie. 

Approved  January  29,  ItilS. 


Resolution  requesting  the  President  of  the  United  States  to  present  medals  to  Captain  Wil- 
liam Bainbridge,  and  the  officers  of  the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  William  Bainbridge  of  the  frigate  Constitution,  a  gold  medal,  with  suitable 
emblems  and  devices;  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
commissioned  officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  by 
Congress  of  tlie  gallantry,  good  conduct,  and  services  of  Captain  Bainbridge,  his 
officers  and  crew,  in  the  capture  of  the  British  frigate  Java,  after  a  brave  and  skilful 
combat. 

Approved  March  8, 1813. 
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An  act  rewarding  the  offi/r^r%  and  crew  of  the  frigate  Constitution^  and  the  officers  and  crew 

of  the  Wasp. 

Be  it  enaetedy  <fcc.,  That  the  President  of  tlie  United  States  be,  and  he  is  hereby 
authorized  to  have  distributed,  as  prize  money,  to  Captain  Isaac  Hull,  of  the  frigate 
Constitution,  his  officers  and  crew,  the  sum  of  fifty  thousand  dollars,  for  the  capture 
and  destruction  of  the  British  frigate  Guerriere:  and  the  like  sum,  in  like  manner,  to 
Captain  William  Bainbridge,  his  officers  and  crew,  for  the  capture  and  destruction  of 
the  British  frigate  Java :  and  the  sum  of  twenty-five  thousand  dollars  in  like  manner, 
"»  Captain  Jacob  Jones,  of  the  sloop  of  war  Wasp,  his  officers  and  crew,  for  the  cap- 
ture of  the  British  sloop  of  war  Frolic :  and  that  the  sum  of  one  hundred  and  twenty- 
five  thousand  dollars,  out  of  any  money  in  the  treasury  not  otherwise  appropriated, 
be,  and  the  same  is  hereby,  appropriated  for  the  purposes  aforesaid. 
Approved  March  3, 1813. 


An  act  to  reward  the  officers  and  crew  of  the  shop  of  war  Ilomet^  and  Lieutenant  Elliott, 

and  his  officers  and  companions. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have 
distributed,  as  prize  money,  to  Captain  James*  Lawrence,  late  of  the  sloop  of  war 
Hornet,  his  officers  and  crew,  or  their  widows  and  children,  the  sum  of  twenty-five 
thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig  Peacock ;  and  to 
Lieutenant  Elliott,  and  his  officers  and  companions,  or  their  widows  and  children,  the 
sum  of  twelve  thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig 
Detroit;  and  that  the  sum  of  thirty-seven  thousand  dollars  be,  and  the  same  is  hereby, 
appropriated  to  the  purpose  aforesaid,  to  be  paid  out  of  any  money  in  the  treasury  not 
otherwise  appropriated. 

Approved  July  13,  1813. 


Resolution  relative  to  the  brilliant  achievement  of  Lieutenants  Burrows  and  McCall. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Lieutenant  William  Burrows,  and  to  Lieutenant  Edward  R.  McCall,  of  the 
brig  Enterprise,  a  gold  medal,  with  suitable  emblems  and  devices;  and  a  silver  medal, 
with  like  emblems  and  devices,  to  each  of  the  commissioned  officers  of  the  aforesaid 
vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry  and 
good  conduct  of  the  officers  and  crew  in  the  conflict  with  the  British  sloop  Boxer,  on 
the  fourth  of  September,  in  the  year  eighteen  hundred  and  thirteen.  And  the  President 
is  also  requested  to  communicate  to  the  nearest  male  relative  of  Lieutenant  Burrows, 
the  deep  regret  which  Congress  feel  for  the  loss  of  that  valuable  officer,  who  died  in 
the  arms  of  victory,  nobly  contending  for  his  country's  rights  and  fame. 

Approved  January  G,  1814. 


Beaolution  directing  a  sword  to  he  presented  to  the  nearest  male  relation  of  Midshipman 

John  Clark. 

That  the  President  of  the  United  States  bo  requested  to  present  a  sword  to  the 
nearest  male  relation  of  Midshipman  John  Clark,  who  was  slain  gallantly  combatting 
the  enemy  in  the  glorious  battle  gained  on  Lake  Erie,  under  the  command  of  Captain 
Perry,  and  to  communicate  to  him  the  deep  regret  which  Congress  feels  for  the  loss  of 
that  brave  officer. 

Approved  Fdrruary  19, 1814. 


Beiolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Thomas 
Macdonouoh,  the  officers^  seamen,  marines^  and  infantry  serving  as  marines^  on  hoard  the 
United  States  squadron  on  Lake  Champlain. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Thomas  Macdonough,  and,  through  him,  to  the  officers,  petty  officers,  seamen,  marines 
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and  infantry  serving  as  marines,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  splendid  victory  gained  on  Lake  Cbamplain,  on  the  eleventh  of  Septem- 
ber, in  the  year  one  thousand  eight  hundred  and  fourteen,  over  a  British  squadron  of 
superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  he 
struck,  emblemetical  of  the  action  between  the  two  squadrons,  and  to  present  them 
to  Captain  Macdonough  and  Captain  Robert  Henley,  and  also  to  Lieutenant  Stephen 
Cassin,  in  such  manner  as  may  be  most  honorable  to  them ;  and  that  the  President  be 
further  requested  to  present  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
of  the  commissioned  officers  of  the  navy  and  army  serving  on  board,  and  a  sword  to 
each  of  the  midshipmen  and  sailing-masters,  who  so  nobly  distinguished  themselves 
in  that  memorable  conflict. 

That  the  President  of  the  United  States  be  requested  to  present  a  silver  medal,  wiUi 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  Peter  Gamble, 
and  of  Lieutenant  John  Stansbury,  and  to  communicate  to  them  the  deep  r^ret 
which  Congress  feels  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the 
recollection  and  afifection  of  a  grateful  country. 

That  three  months'  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  marines,  who  so  gloriously 
supported  the  honor  of  the  American  flag  on  that  memorable  day. 

Approved  October  20,  1814. 


Hesolutions  expressive  of  tJie  sense  of  Congress  of  tJu  gaUant  conduct  of  Captain  Oliybr  H 
PuiRRY,  the  officers,  seamen,  marines^  and  infantry  acting  as  suehj  on  hodrd  his  BquadrtnL 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby^resented  to  Captaia 
Oliver  Hazard  Perry,  and  through  him  to  the  officers,  petty  oflScers  yseamen,  marines, 
and  infantry  serving  as  such,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  glorious  victory  gained  on  lake  Erie,  on  the  tenth  of  September,  in  the 
year  eighteen  hundred  and  thirteen,  over  a  British  squadron  of  superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  emblematical  of  the  action  between  the  two  squadrons,  and  to  present  them  to 
Captain  Perry  and  Captain  Jesse  D.  Elliott,  in  such  manner  as  will  be  most  honorable 
to  them ;  and  that  the  President  be  further  requested  to  present  a  silver  medal,  with 
suitable  emblems  and  devices,  to  each  of  the  commissioned  officers,  either  of  the  navy 
or  army,  serving  on  board,  and  a  sword  to  each  of  the  midshipmen  and  sailing-masters 
who  so  nol)ly  distinguished  themselves  on  that  memorable  day. 

That  the  President  of  the  United  States  be  requested  to  present  a  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  John  Brooks,  of 
the  marines,  and  a  sword  to  the  nearest  male  relatives  of  Midshipman  Henry  Laub, 
and  Thomas  Claxton,  Jr.,  and  to  communicate  to  them  the  deep  regret  which  Congress 
feel  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the  recollection 
and  affection  of  a  grateful  country,  and  whose  conduct  ought  to  be  regarded  as  an 
example  to  future  generations. 

That  three  months'  pay  be  allowed,  exolusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  such,  who  so  gloriously  sup- 
ported the  honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander, 
on  that  signal  occasion. 

Approved  January  6,  1814. 


Besolutum  relative  to  the  brilliant  achievement  of  Captain  Jambs  Lawrence,  in  the  eapturr 

of  the  British  vessel  of  war^  the  Peacock, 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Captain  James  Lawrence,  a  gold  medal,  and  a  silver  medal  to  each  of  the 
commissioned  officers  w^ho  served  under  him  in  the  sloop  of  war  Hornet,  in  her  conflict 
with  the  British  vessel  of  war,  the  Peacock,  in  testimony  of  the  high  sense  entertaintti 
by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and  crew  in  the  capture 
of  that  vessel ;  and  the  President  is  also  requested  to  communicate  to  the  nearest  rtU- 
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tive  of  Captain  Lawrence  the  sense  which  Congress  entertains  of  the  loss  which  the 
naval  service  of  the  United  States  has  since  sustained  in  the  death  of  that  distin- 
guished officer. 

Approved  January  11, 1814 


BesalutioM  expremve  of  the  sense  of  Congress  relative  to  the  mctory  of  the  Peacock  over 

tlie  Epervier, 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Lewis 
Warrington,  of  the  sloop  of  war  Peacock^  a  gold  medal,  with  suitable  emblems  and 
devices,  and  a  silver  medal,  with  like  emblems  and  devices,  to  each  of  the  commis- 
sioned officers,  and  a  sword  to  each  of  t)ie  midshipmen,  and  to  the  sailing-master,  of 
the  said  vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry 
and  good  conduct  of  the  officers  and  crew,  in  the  action  with  the  British  brig  Epervier, 
on  the  twenty-ninth  day  of  April,  in  the  year  one  thousand  eight  hundred  and  fourteen, 
in  which  action  the  decisive  effect  and  great  superiority  of  the  American  gunnery  were 
80  signally  displayed. 

ApproMd  October  21, 1814. 


JSesolution  exprestite  of  the  sense  of  Congress  relative  to  the  capture  of  the  British  sloop 

Beindeer^  hy  the  American  sloop   Wasp. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Johnston 
Blakely,  of  the  sloop  Wasp,  a  gold  medal,  with  suitable  devices,  and  a  eilver  medal, 
with  like  devices,  to  each  of  the  commissioned  officers,  and  also  a  sword  to  each  of  the 
midshipmen,  and  the  sailing-master  of  the  aforesaid  vessel,  in  testimony  of  the  high 
sense  entertained  by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and 
crew,  in  the  action  with  the  British  sloop  of  war  Reindeer,  on  the  twenty-eighth  of 
June,  in  the  year  one  thousand  eight  hundred  and  fourteen,  in  which  action  determined 
bravery  and  cool  intrepidity,  in  nineteen  minutes  obtained  a  decisive  victory,  by 
boarding. 

Appr^ed  November  8, 1814. 


Besolutions  expressive  of  the  high  sense  entertained  by  Congress  of  the  gallantry  and  good 
conduct  of  Commodore  D.  T.  Patterson,  and  Major  D.  Carmick,  and  of  the  qffleers^ 
seamen^  and  marines^  under  their  command^  in  the  defence  of  New  Orleans. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Commodore 
D.  T.  Patterson,  of  the  officers,  petty  officers,  and  seamen,  attached  to  his  command, 
for  their  prompt  and  efficient  co-operation  with  General  Jackson,  in  the  late  gallant 
and  successful  defence  of  the  city  of  New  Orleans,  when  assailed  by  a  poweiful  British 
force. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Msgor  Daniel 
Carmick,  of  the  officers^  non-commissioned  officers,  and  marines,  under  his  command, 
in  the  defence  of  the  said  city  on  the  late  memorable  occasion. 

Approved  Fdruary  22, 1815. 


Betalution  requesting  the  President  to  present  medals  to  Captain  Jambs  Biddlb,  and  the 

officers  of  the  sloop  ofwa/r  Hornet. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
commissioned  officer  oi  the  said  sloop  of  war,  in  testimony  of  the  high  sense  enter- 
tained by  Congress  of  the  gallantry,  good  conduct,  and  services,  of  Captain  Biddle,  his^ 
-officers  and  crew,  in  capturing  the  British  sloop  of  war  Penguin,  i^ter  a  brave  and 
skilful  combat. 

Approved  February  22, 1816. 
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Betotution  requesting  the  President  to  present  medals  to  Captain  Stawart  and  the  officers  of 

the  frigiUe  Constitutum. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present  to 
Captain  Charles  Stewart,  of  the  frigate  Constitution,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each  com- 
missioned officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  bj  Con- 
gress of  the  gallantry,  good  conduct,  and  services,  of  Captain  Stewart,  his  officers  and 
crew,  in  the  capture  of  the  British  vessels  of  war,  the  Cyane  and  the  Levant,  after  a 
brave  and  skilful  combat. 

Approved  February  22,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  doop  of  ioar  Hornet^  for  the  capture  and  de- 
struction of  the  British  docp  of  war  Penguin, 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  his  offi- 
cers and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  the  capture  and  destruction 
of  the  British  sloop  of  war  Penguin;  and  that  the  sum  of  twenty -five  thousand  dollars, 
out  of  any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  here- 
by, appropriated  for  the  purpose  aforesaid. 

Approved  February  28, 1816. 


An  act  rewarding  the  ofpjMTs  and  crew  of  the  Constitution  for  the  capture  of  the  BritUk  deep 

of  war  Levant. 

That  the  President  of  the  United  States  be,  and  he  hereby  is,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  Charles  Stewart,  late  of  the  frigate  Constitation. 
his  officers  and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  uie  capture  of  the 
British  sloop  of  war  Levant ;  and  that  the  sum  of  twenty-five  thousand  dollars,  oat  of 
any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  hereby,  ap- 
propriated for  the  purpose  aforesaid. 

Approced  April  26,  1816. 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Lieutenant  Duncan, 

of  the  United  States  Navy. 

That  the  provisions  of  the  joint  resolutions  of  Congress,  passed  October  twenty, 
eighteen  hundred  and  fourteen,  entitled  ^^  Resolutions  expressive  of  the  sense  of  Con- 
gress of  the  gallant  conduct  of  Captain  Thomas  Macdonough,  the  officers,  seamen,  and 
marines,  and  infantry  serving  as  marines,  on  board  of  the  United  States  squadron  on 
lake  Champlain/^  be  so  construed  and  extended  as  to  include  the  name  of  Silas  Dun- 
can, a  lieutenant  in  the  navy  of  the  United  States,  in  testimony  of  the  sense  which  ift 
entertained  by  both  Houses  of  Congress,  of  the  distinguished  gallantry  and  good  con- 
duct of  the  said  Lieutenant  Duncan,  in  an  action  with  the  enemy's  forces,  on  the  sixth 
of  September,  eighteen  hundred  and  fourteen,  on  the  same  lake. 

Approved  May  13,  1826. 


Joint  resolution  of  thanks  to  the  offijcers^  sailors  and  marines  of  the  UfUted  States  Navy. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered  to  the  officers,  sailors, 
and  marines  of  the  navy  of  the  United  States,  for  the  zeal  and  ability  with  which  their 
duty  during  the  late  war  with  Mexico,  and  especially  their  efficient  co-operation  with 
the  army  of  the  United  States  in  the  capture  of  Vera  Cruz  and  the  Castle  of  San  Juan 
de  Ulloa,  was  performed. 

That  the  President  of  the  United  States  be  requested  to  cause  the  foregoing  resolu- 
tion to  be  communicated  to  the  officers,  sailors,  and  marines  of  the  Navy  of  the  United 
States  in  such  terms  as  he  may  deem  best  calculated  to  give  efiect  to  the  object 
thereof. 
•    Approved  August  7, 1848. 
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A  joint  resolution  directing  the  presentation  of  a  medal  to  Commander  Duncan  N.  Ingka- 

HAM. 

That  the  President  of  the  United  States  be,  and  he  is  hereby  requested,  to  cause  to 
be  made  a  medal,  "with  suitable  devices,  and  presented  to  Commander  Duncan  N. 
Ingraham,  of  the  Navy  of  the  United  States,  as  a  testimonial  of  the  high  sense  enter- 
tained by  Congress  of  his  gallant  and  judicious  conduct  on  the  second  of  July,  eight- 
een hundred  and  fifty-three,  in  extending  protection  to  Martin  Koszta,  by  rescuing  him 
from  illegal  seizure  and  imprisonment  on  board  the  Austrian  war-brig  Hussar. 

Approved  Augtut  4, 1854. 


A  resoltUion  conferring  tM  rank  of  senior  flag-officer  on  the  active  service  list  of  the  United 

States  Navy  on  Captain  Charles  Stewakt. 

That  the  President  of  the  United  States,  by  and  with  the  advice  and  consent  of  the 
Senate,  be,  and  he  is  hereby,  authorized  and  empowered  to  confer  on  Captain  Charles 
Stewart,  of  the  United  States  Navy,  in  recognition  of  his  distinguished  and  meritori- 
ous service,  the  conmiission  of  senior  fiag  officer  of  the  United  States  Navy,  on  the 
active  service  list 

Approved  March  2, 1850. 


A  resolution  giving  the  thanks  of  Congress  to  the  officers^  soldiers^  and  seamen  of  the  Army 
and  Navy  for  their  gallantry  in  the  recent  brilUant  victories  over  the  enemies  of  the  United 
States  and  the  Constitution. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered,  to  the  officers,  sol- 
diers, and  seamen  of  the  Army  and- Navy  of  the  United  States,  for  the  heroic  gallantry, 
that  under  the  providence  of  Almighty  God,  has  won  the  recent  series  of  brilliant  vic- 
tories over  the  enemies  of  the  Union  and  the  Constitution. 

Approved  February  22, 1862. 


XTPOIT  BEOOMHENDATION   OF  THE   PRESIDENT. 

A  reac^fution  tendering  the  thanks  of  Congress  to  Captain  Samuel  F.  DuPont,  and  officers, 
petty  officers,  seamen,  and  marines  under  his  command,  for  the  victory  at  Port  HoyaL 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Samuel  F. 
DnPont,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  attached 
to  the  squadron  under  his  commnad,  for  the  decisive  and  splendid  victory  achieved  at 
Port  Royal  on  the  seven tn  day  of  November  last 

Approved  Fein-uary  22, 1862. 


A  resolution  expressive  of  the  thanks  of  Congress  to  Captain  A.  H.  Foote,  of  the  United 
States  Navy  and  to  the  officers  and  men  under  his  command  in  the  western  flotilla. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due,  and  are  hereby 
tendered  to  Captain  A.  H.  Foot«  of  the  United  States  Navy,  and  to  the  officers  and  men 
of  the  western  flotilla  under  his  command,  for  the  great  gallantry  exhibited  by  them 
in  the  attack  upon  Forts  Henry  and  Donelson,  for  their  efficienry  in  opening  the  Ten- 
nessee, Cumberland,  and  Mississippi  rivers  to  the  pursuits  of  lawful  commerce,  and  for 
their  unwavering  devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest 
difficulties  and  dangers. 

Approved  March  19, 1862. 


A  resoltUion  expressive  of  the  thanks  of  Congress  to  Lieutenant  J.  L.  Wobden,  of  the 
United  States  Navy,  and  to  the  officers  and  men  under  his  command  in  the  Monitor. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due  and  are  hereby  ten- 
dered to  Lieutenant  John  L.  Worden,  of  the  United  States  Navy,  and  to  the  officers  and 
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men  of  the  iron-clad  gunboat  Monitor,  under  bis  command,  for  tbe  skill  and  gaUantiy 
exhibited  by  them  in  the  late  remarkable  battle  between  the  Monitor  and  the  rebel 
iron-clad  steamer  Merrimac. 

Skc.  2,  Beit  further  rewlved^  That  the  President  of  the  United  States  be  requested 
to  cause  this  resolution  to  be  communicated  to  Lieutenant  Worden,  and  through  him 
to  the  officers  and  men  under  his  command 

Approved  Juty  11, 1862. 


UPON    RECOMMBNDATION    OF    THE    FBBSIDENT. 

A  resolution  of  thanks  to  Captain  David  G.  Fabraout,  of  the  United  States  JVo^,  imd  to 

the  offijcers  and  men  under  hie  command. 

That  the  thanks  of  the  people  and  of  the  Congress  of  the  United  States  are  due  and 
are  hereoy  tendered  to  Captain  David  G.  Farragut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command,  composing  his  squadron  in  the  Gulf  of  Mex- 
ico, for  their  successful  operations  on  the  lower  Mississippi  river,  and  for  their  gallantry 
displayed  in  the  capture  of  Forts  Jackson  and  St  Philip,  and  the  city  of  Kew  Orleans, 
and  in  the  destruction  of  tbe  enemy^s  gunboats  and  armed  flotilla. 

Sec.  2.  And  he  it  further  resolved^  That  the  Secretary  of  the  Navy  be  directed  to  com- 
municate this  resolution  to  Captain  Farragut,  and  through  him  to  the  officers  and  men 
under  his  command. 

Appror>ed  July  11,  1862. 


UPON  RBCOMMBKDATION  OF  THE  FBE8IDEKT. 

A  resolution  tendering  the  thanks  of  Congress  to  Captain  Louis  M*  Goldsbobough,  atid 
officers^  petty  officers^  seamen,  and  marines  under  his  command,  for  the  victory  at  Boanote 
Inland, 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Louis  M. 
Goldsborough,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  at- 
tached to  tne  squadron  under  his  command,  for  the  brilliant  and  decisive  victofj 
achieved  at  Roanoke  Island  on  the  seventh,  eighth,  and  tenth  days  of  February  last 

Approved  Jidy  11, 1862. 


UPON  RECOMMENDATION  OP  THE  PRESIDENT. 

Joint  resolution  tendering  the  thanks  of  Congress  to  Captain  Andrew  H.  Foots,  of  the 

United  States  Navy. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  tendered  to  Captain 
Andrew  H.  Foote,  of  the  United  States  Navy,  for  his  eminent  services  and  gallantry  at 
Fort  Henry,  Fort  Donelson,  and  Island  Number  Ten,  while  in  command  of  the  naval 
forces  of  the  United  States. 

Sec.  2.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to 
transmit  a  certified  copy  of  the  foregoing  resolution  to  Captain  Foote. 

Approved  July  16.  1862. 


Joint  resolution  tendering  the  thanks  of  Congress  to  Commander  John  L.  Wordbn,  of  the 

United  States  Navy, 

That  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to.  advance  Commander  John  L.  Worden  one  grade,  in  pursuance  of  tbe 
ninth  section  of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty  two, 
that  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Commander  John  L. 
Worden  for  highly  distinguished  conduct  in  conflict  with  the  enemy  in  the  remarkable 
battle  between  the  United  States  iron-clad  steamer  Monitor,  under  his  command,  and 
the  rebel  iron -clad  frigate  Merrimac,  in  March,  eighteen  hundred  and  sixty-two. 

Approved  February  3, 1863. 
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Joint  resoltUian  tertdering  the  thanki  of  Congress  to  Commodore  Chables  Henby  Davis, 
and  other  officers  of  the  Navy^  in  pursuance  of  the  recommendation  of  the  President  of  the 
United  States. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  given  to  the  following  officers 
of  the  United  States  Navy,  upon  the  recommendation  of  the  President  of  the  United 
-tates,  viz:  Commodore  Charles  Henry  Davis,  for  distinguished  services  in  conflict 
with  the  enemy  at  Fort  Pillow,  at  Memphis,  and  for  successful  operations  at  other 
points  in  the  waters  of  the  Mississippi  river;  Captain  John  A.  Dahlgren,  for  dis- 
tinguished service  in  the  line  of  his  profession,  improvements  in  ordnance,  and  zealous 
and  efficient  labors  in  the  ordnance  branch  of  the  service ;  Captain  Stephen  C.  Rowan, 
for  distinguished  services  in  the  waters  of  North  Carolina,  and  particularly  in  the 
capture  of  Newberii,  being  in  chief  command  of  the  naval  forces;  Commander  David 
D.  Porter,  lor  the  bravery  and  skill  displayed  in  the  attack  on  the  post  of  Arkansas, 
which  surrendered  to  the  combined  military  and  naval  forces  on  the  tenth  of  January, 
eighteen  hundred  ja,nd  sixty-three;  Rear  Admiral  Silas  H.  Stringham,  now  on  the 
retired  list,  for  distinguished  services  in  the  capture  of  Forts  Hatteras  and  Clark ;  and 
that  a  copy  of  tliis  resolution  be  forwarded  to  each  of  the  above  officers  by  the 
President  of  the  United  States. 

Approved  February  7, 1868. 


Joint  resolution  tendering  the  thanks  of  Congress  to  Captain  John  Rodoebs,  of  the  United 
States  Navy  for  eminent  sJciU  and  zeal  in  the  discharge  of  his  duties. 

That,  in  pursuance  of  the  recommendation  of  the  President  of  t^ie  United  States,  and 
to  enable  him  to  adranee  Captain  Rodgers  one  grade  in  pursuance  of  the  ninth  section 
of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty-two,  the  thank» 
of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  John  Rodgers  for  the 
eminent  skill  and  gallantry  exhibited  by  him  in  the  engagement  with  the  rebel  armed 
iron-clad  steamer  *'  Fingal,"  alias  '*  Atlanta,"'  whilst  in  command  of  the  United  States 
iron-clad  steamer  'Weehawken,"  which  led  to  her  capture  on  June  seventeenth, 
eighteen  hundred  and  sixty-three ;  and  also  for  the  zeal,  bravery,  and  general  good 
conduct  shown  by  ehis  officer  on  many  occasions. 

Approved  December  23, 1863. 


A  resolution  of  thanks  of  Congress  to  Commodore  Cadwaladeh  Ring  gold,  the  offijcers  and 

crew  of  the  United  States  ship  **  Sabine,'*'' 

That  the  thanks  of  Congress  are  hereby  tendered  to  Commodore  Ringgold,  the 
officers,  petty  officers,  and  men  of  the  United  States  ship  "  Sabine,"  for  the  daring  and 
skill  displayed  in  rescuing  the  crew  of  the  steam  transport  '*  Governor,"  wrecked  in  a 
f^aleon  the  first  day  of  November,  eighteen  hundred  and  sixty-one,  having  on  board  a 
battalion  of  United  States  marines  under  the  command  of  Major  .It>hn  G.  Reynolds, 
and  in  the  search  for,  and  rescue  of,  the  United  States  line-of-battle  ship  **  Vermont," 
disabled  in  a  gale  upon  the  twenty-sixth  of  February  last,  with  her  crew  and  freight 

Sec.  2.  That  the  Secretary  of  the  Navy  be  directed  to  communicate  the  foregoing 
resolution  to  Commodore  Ringgold,  and  through  him  to  the  officers  and  men  under 
his  command. 

A}jpiofd  March  7, 1864. 


Joint  Resolution  tendering  the  thanks  of  Congress  to  Admiral  Pobtbr. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Admiral  David  D. 
Porter,  commanding  the  Mississippi  squadron,  for  the  eminent  skill,  endurance  and 
gallantry  exhibited  by  him  and  his  squadron,  in  co-operation  with  the  Army,  in  open- 
in  jj  the  Mississippi  River. 

Approved  Apnll9^  1864. 


9»4  GENERAL  NAVY  REGISTER. 

A  resolution  tendering  the  thanke  of  Ccngrees  to  Captain  Joon  A.  Winslow,  United  Staxee 
Na/oy^  and  to  the  officers  arid  men  under  his  eommandy  on  board  the  United  States  steamer 
SeanargSy  in  her  confiict  with  the  piratical  craft  the  Alabama^  in  compliance  with  the 
Presidents  reeommendation  to  'Congress  of  the  fifth  of  December^  eighteen  hundred  and 

sixty-four. 

That  the  thanks  of  Congress  are  due,  and  are  hereby  tendered,  to  Captain  John  A. 
Winslow,  of  the  United  States  Navy,  and  to  the  officers,  petty  officers,  seamen  and 
marines  of  the  United  States  steamer  Kearsarge,  for  the  skill  and  gallantry  exhibited 
by  him  and  the  officers  and  men  under  his  command  in  the  brilliant  action  on  the 
nineteenth  of  June,  eighteen  hundred  and  sixty-four,  between«that  ship  and  the  pirat- 
ical craft  Alabama,  a  vessel  superior  to  his  o-wn  in  tonnage,  in  guns,  and  in  the  number 
of  her  crew. 

Approved  Deeemher  20, 1864. 


A  resolution  tendering  the  thanks  of  Congress  to  Lieutenant  Williak  B.  Cushikg,  of  the 
United  States  Nofoy^  and  to  the  offijcers  and  men  who  assisted  him  in  his  gaUant  andperU- 
ous  achievement  in  destroying  the  rebel  steamer  AUbermarle^  in  compliance  with  the  Presi- 
dent's recommendation  to  Congress  of  the  fifth  of  December ^  eighteen  hundred  and  sixty- 
four. 

That  the  thanks  ot  Congress  are  due,  and  are  hereby  tendered,  to  Lieutenant 
William  B.  Cashing,  of  the  United  States  Navy,  and  to  the  officers  and  men  under  his 
command,  for  the  skill  and  gallantry  exhibited  by  them  in  the  destruction  of  the  rebel 
iron-clad  steamer  Albemarle,  at  Plymouth,  North  Carolina,  on  the  night  of  the  twenty- 
seventh  of  October,  eighteen  hundred  and  sixty-four. 

Approved  December  20, 1864. 


A  resolution  tendering  the  thanks  of  Congress  to  Rear-Admiiral  David  D.  Porteb,  and  to 
the  officers^  petty  officers^  seamen^  and  marines  under  his  command,  for  their  gaUantry  and 
good  conduct  in  the  recent  capture  of  Fort  Fisher, 

That  the  thanks  of  Congress  are  hereby  presented  to  Rear- Admiral  David  D.  Porter, 
and  to  the  officers,  petty  officers,  seamen,  and  marines  imder  his  command,  for  the  un- 
surpassed gallantry  and  skill  exhibited  by  them  in  the  attacks  upon  For£  Fisher  and 
the  brilliant  and  decisive  victory  by  which  that  important  work  has  been  captured 
from  the  rebel  forces  and  placed  in  the  possession  and  under  the  authority  of  the 
United  States,  and  for  their  long  and  laithful  services  and  unwavering  devotion  to  the 
cause  of  the  country  in  the  midst  of  the  grcateat  difficulties  and  dangers. 

Sec.  2.  And  be  it  further  resolved,  That  the  President  of  the  United  States  be  requested 
to  communicate  this  resolution  to  Admiral  Porter,  and  through  him  to  the  officen,  sea- 
men, and  marines  under  his  command. 

Approved  January  24, 1865. 


A  resolution  tendering  the  thanks  of  Congress  to  Vice- Admiral  David  G.  Parragut,  end 
to  the  officers^  petty  officers,  seamen^  and  marines  under  his  command^  far  their  gaUantry 
and  good  conduct  in  the  action  in  Mobile  Bay  on  the  fifth  August,  1864. 

That  the  thanks  of  Congress  are  eminently  due,  and  are  hereby  tendered,  to  Vice- 
x\.dmiral  David  G.  Farragut,  of  the  United  States  Navy,  and  to  the  officers,  petty  offi- 
cers, seamen,  and  marines  under  his  command,  for  the  unsurpassed  gallantry-  and  skill 
exhibited  by  them  in  the  engagement  in  Mobile  Bay  on  the  fifth  day  of  August, 
eighteen  hundred  and  sixty-four,  and  for  their  long  and  faithful  services  and  unwaver- 
ing devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and 
dangers. 

Sec.  2.  That  the  President  of  the  United  States  be  requested  to  communicate  this 
resolution  to  Vice-Admiral  Farragut,  and  that  the  Secretary  of  the  Navy  be  requested 
to  communicate  the  same  to  the  officers,  seamen,  and  marines  of  the  Navy  by  general 
order  of  his  department. 

Approved  Febrvary  10,  186G. 


PROMOTIONS,  RETIREMENTS  AND  CASUALTIES 


ftlNCE  JAIVUART  1,  1880. 


ipwLomortioi^H. 


Abbott,  John  S« 

Lieutenant,  27  July,  1881. 

Amory,  £•  JL. 

Lieutenant-Commander,  2d  Jan.,  1881. 

Arms,  Ijymaii. 

Master,  80  August,  1881. 

Angnr,  Jobn  P.  J. 

Lieutenant,  10  January,  1881. 

Badger,  Oscar  €• 

Commodore,  15  November,  1881. 

Bates,  'N.  1a. 

Medical  Lsspector,  15  July,  1881. 

Beanmont,  J.  €• 

Rear- Admiral,  25  November,  1881. 

Benson,  William  8. 

Ensign,  7  August,  1881. 

Book,  George  HI. 

Lieutenant-Commander,  28  May,  1881. 

Bostwick,  F.  n. 

Ensign,  30  August,  1881 

Bowyer,  John  HI. 

Master,  28  May,  1881. 

Bradford,  R.  F. 

Captain,  15  November,  1881. 

Broiiangli,  William  !V. 

Knsijni,  7  August,  18S1. 

Bnford,  M.  B. 

Lieutenant-Commander,  30  Aug.,  1881. 
Ball,  James  II. 

Lieutenant,  22  April,  1881. 

Bnrdick,  WilUam  L. 

Ensign,  27  July,  1881. 

Case,  Frank  B. 

Ensign,  15  November,  1881. 

Chapman,  James  II. 

Assistant  PavniHstfT,  22  March,  1881. 


dhester,  C.  II. 

Commander,  15  November,  188L 

Clark,  I^ewis. 

Commander,  29  March,  1881. 

Coehran,  Geoi^e. 

Pay  Inspector,  80  August,  1881. 

Colwell,  John  C. 

Master,  1  June,  1881. 

Constant,  W.  M. 

Ensign,  80  August,  1881. 

Conway,  William  C. 

Lieutenant,  12  March,  1881. 

Cook,  F.  A. 

Commander,  1  October,  1881. 

Cooper,  IS.  II. 

Rear-A«lmiral,  15  November,  1881. 

Crosby,  Freeman  II. 

Lieutenant,  7  August,  1881. 

Dana,  W.  S. 

Commander,  7  August,  1881. 

Denfleld,  George  W. 

Ensign,  22  April,  1881. 

Dodd,  Arthur  W. 

Ensign,  29  March,  1881. 

Bombangh,  H.  M. 

Ensign,  1  October,  1881. 

Dorn^  Fdwin  J, 

Master,  7  August,  1881. 

Brnry,  H.  £. 

Passed  Assistant  Paymaster,  9  March, 
1881. 

Bnnn,  Berber  O. 

Ensign,  12  March,  1881. 


Edes,  Benjaiuin  Ij. 

Lieutenant-CommaiKler, 
1881. 
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Emmoiis,  George  T. 

Master,  15  November,  1881. 

Flske,  B.  A. 

Master,  2  February,  1881. 

Flynne,  JLucian. 

Master,  22  April,  1881. 

Franklin,  Samnel  R. 

Commodore,  28  May,  1881. 

Grant,  Albert  W. 

Ensign,  17  May,  1881. 

Halpine,  IV.  J.  Ia.  T. 

Ensign,  1  October,  1881. 

Harris,  II.  T.  B. 

Paymaster,  18  July,  1881. 

Harrington,  P.  F. 

Commander,  28  May,  188L 

Harrison,  H.  W. 

Ensign,  11  June,  1881. 

Heath,  Frank  R. 

Ensign,  28  May,  1881. 

Hilbnm,  William. 

Lieutenant,  14  September,  1881. 

Hodges,  Benjamin  W. 

Ensign,  24  February,  1881. 

Hoff,  William  B. 

Commander,  7  August,  1881. 

Holmes,  Frank  H. 

Master,  24  February,  1881. 

Houston,  E.  8. 

Lieutenant-Commander,     29     March, 
1881. 

Hoxsey,  T.  D. 

Passed  Assistant  Paymaster,  18  Jan., 

1881. 

Hunker,  Jacob  J. 

Lieutenant,  15  November,  1881. 

Hntter,  George  £. 

Master,  27  July,  1881. 

Hutehins,  Hamilton. 

Master,  22  May,  1881. 

Ide,  George  £• 

Lieutenant-Commander,  1  Oct.,  1881. 

Impey,  1i.  £• 

Lieutenant-Commander,  14  Sept.,  1881, 

Jeffries,  Alfred. 

Ensign,  7  August,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  18  March,  1881. 


Jonett,  li.  P. 

Lieutenant,  80  August,  1881. 

Krafft,  J.  €.  P.  de. 

Commodore,  1  October,  1881. 

I«ansdale,  Philip  T. 

Ensign,  1  June,  1881. 

I«eaeh,  Boynton. 

Lieutenant,  7  August,  1881. 
Idttlefleld,  €.  W. 

Passed  Assistant  Paymaster,  14  July. 

1881. 

liongnecker,  Bdwln. 

Lieutenant-Commander,  7  Aag.,  188L 

liOomis,  J.  Porter. 

Paymaster,  80  August,  1881. 

Lnee,  Stephen  B. 

Commodore,  25  November,  1881. 
liUdlow,  Nieoll. 

Commander,  14  September,  1881. 
Lull,  E.  P. 

Captain,  14  September,  1881. 
liyman,  €•  H. 

Lieutenant,  11  June,  1881. 

Maehette,  Henry  C 

Paymaster,  16  June,  1881. 

MeCauIey,  £dward  T* 

Commodore,  7  August,  1881. 

Matthews,  £•  O. 

Captain,  7  August,  1881. 

mead,  William  W. 

Lieutenant-Commander,     12     March, 
1881. 

Mentz,  Geors^e  W. 

Lieutenant,  25  November,  1881. 
Merriam,  G.  A. 

Lieutenant,  28  May,  1881. 

Milton,  John  B. 

Lieutenant,  80  August,  1881. 

Miller,  Jos.  IV. 

Captain,  28  May,  1881. 

Moore,  Andrew  M. 

Surgeon,  1  April,  1881. 

IVicolson,  John  O. 

Master,  1  October,  1881. 

Nicholson,  J.  \%\  A. 

Uear-Admiral,  1  October,  1881.. 

IVoell,  York. 

Master,  25  November,  1881. 

JVorton,  Charles  8. 

C.iptain.  1  Octohor.  1881. 
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JVofttrand,  W.  II. 

i  Master,  7  August,  1881. 

Nye,  H.  €•  T. 

Lieutenant,  1  October,  1881. 

OllTer,  James  H. 

Ensign,  14  September,  1881. 

Parker,  James  P. 

Ensign,  10  January,  1881. 

Parker,  John  F. 

Master,  17  May,  1881. 

Peacock,  Darid. 

Master,  14  September,  1881. 

Perr  J,  Ttaomas. 

Lieutenant-Commander,  25  Nov.,  1881. 

Peters,  George  II. 

Master,  10  January,  1881. 

Peterson,  Artlinr. 

Passed  Assistant  Paymaster,  1  Sept., 
1881. 

Phjrthain,  R.  I^. 

Captain,  25  November,  1881. 

Baj,  W.  P. 

Lieutenant,  21  February,  1881. 

Beamey,  l«aEarns  1«. 

Lieutenant,  2  February,  1881. 

Reich,  Henry  F. 

Master,  29  March,  1881. 

Reynolds,  £diiln  I^. 

Master,  1  October,  1881. 

Rooney,  William  B.  A. 

Master,  11  June,  1881. 

Ross,  John  W« 

Surgeon,  17  August,  1881. 

Bush,  William  B. 

Ensign,  25  November,  1881. 

Salter,  T.  G.  €. 

Lieutenant,  7  August,  1881. 


Sehenck,  Casper. 

Pay  Director,  80  August,  1881. 

Seott,  Bernard  O. 

Master,  80  August,  1881. 

SellVidge,  Thomas  O. 

Captain,  24  February,  1881. 

Sicard,  Montgomery. 

Captain,  7  August,  1881. 

Smith,  Henry  B. 

Passed  Assistant  Paymaster,  6  Dec.^ 
1880. 

Spotts,  James  H. 

Rear-Admiral,  28  May,  1881. 

Stewart,  J.  W. 

Master,  12  March,  1881. 

Tanwell,  William  G. 

Surgeon,  15  July,  1881. 

Thomas,  E.  B. 

Lieutenant-Commvnder,  7  Aug.,  1881. 

Toppan,  Francis  W. 

Lieutenant,  29  March,  1881. 

Tyler,  II.  B. 

Ensign,  22  May,  1881. 

Tail,  A.  n. 

Lieutenant-Commander,  16  Nov.,  1881 . 

Wackenshaw,  H.  €. 

Ensign,  2  February,  1881. 

Wales,  P.  8. 

Medical  Director,  14  October,  1881. 

Whitfield,  William  E. 

Master,  7  August,  1881. 

Winslow,  Francis. 

Lieutenant,  17  May,  1881. 

Wise,  WUliam  €• 

Commander,  24  February,  1881. 

Wright,  A.  H. 

Conmiander,  25  November,  1881. 


RBXDEUBB  XJLSnt. 


Carter,  8.  P« 

Commodore,  6  Augost,  1881. 

Cook,  T. 

11  October,  1881. 

Cntter,  George  £• 

Pay  Director,  Chief  Bureau  o^  "''^vi- 
sions, 80  August,  18S1. 

]>aTis,  George  Leonard. 

Pay  Lispector,  17  January,  1881. 


Fairfax,  B.  HclV. 

Rear-Admiral,  1  October,  1881. 

Fleteher,  Arthur  II. 

Lieutenant. 

Howell,  J.  C. 

Rear- Admiral,  25  November,  1881. 

King,  J.  W. 

Chief  Engineer,  26  August,  1881. 
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l«awtoii,  E. 

Chief  Engineer,  8  March,  1881. 

Nicliolsoii,  SomerTlll. 

Commodore,  22  January,  1880.  Re- 
stored to  Active  List  next  after  Com- 
modore C.  H.  Wells.  Retired  7 
April,  1881,  after  40  years  service. 

Rodgers,  €•  R.  P. 

Rear-Admiral,  16  November,  1881. 


I  Saffbrd,  L.  T. 

11  October,  1881. 

SteTens^  Thomas  H. 

Rear-Admiral,  27  May,  1881. 

Taylor,  William  £. 

Medical  Inspector,  14  January,  1881. 

Whiting,  W.  D. 

Captain,  7  August,  1881. 

Williams,  L.  J. 

Medical  Director,  14  October,  1881. 


Anton,  A. 

Chief  Engineer,  10  September,  1881. 

Breese,  R«  Randolph. 

Captain,  18  September,  1881. 

Browne,  Samnel  T. 

Paymaster,  15  Jime,  1881. 

£de8,  Benjamin  I^. 

Lieutenant-Commander.  Killed  by  ex- 
plosion at  Newport,  R.  L^  29  Ang.^ 
1881. 

GroTe,  Thomas  O, 

Lieutenant,  27  July,  1881. 

House,  Jerome  B. 

Lieutenant,  9  January,  1881. 

nnnter,  Henry  €• 

Lieutenant,  10  June,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  21  June,  1881. 

I«ewis,  Robert  F.  R. 

Captain,  23  February,  1881. 


Matthews,  £•  8. 

Surgeon,  16  August,  1881. 

MeCrea,  Edward  P. 

Captain,  October,  1881. 

MeDongal,  Charles  J* 

Commander,  28  March,  1881. 

Preston,  William  H. 

Passed  Assistant  Paymaster,  8  Mticiiv 

1881. 

Spalding,  layman  G. 

Lieutenant    Killed  by  explosion  of  a 
torpedo  at  Newport,  R.  I.,  29  Aag^ 

1881. 

Spragne,  J.  P. 

Chief  Engineer,  15  September,  188L 
SteTens,  H.  H. 

Assistant  Engineer,  24  April,  1881. 

Terrell,  Thomas  €• 

Lieutenant,  16  May,  1881. 

Thomson,  Curtis  H. 

Passed  Assistant  Paymaster,  18  Jnbr* 

1881. 

Whitiakcr,  J.  W. 

Chief  Engineer,  9  March,  1881. 


Bnrnett,  John  C. 

Passed  Assistant  Paymaster,  8  Aug., 
1881. 

Bnsbee,  Perrin. 

Master,  81  May,  1881. 

Deerinf;,  Charles  W. 

Master,  21  May,  1881, 

He  Blois,  Thomas  A. 

Lieutenant,  1  February,  1881. 


Gatewood,  R. 

Cadet  Engineer,  19  August,  1881. 

Hichelson,  Albert  A. 

Master,  80  September,  1881. 

Shaw,  Samnel  F. 

Burgeon,  81  March,  1881. 
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Except  otherwise  stated. 


Bell,  John  A. 
Blisli,  John  B* 

Cahoon,  James  B. 
Chase,  Henry  S* 
dlemento,  A.  B« 

Bongheity,  John  A* 
Brayton,  PereiTal  !#• 

Garrett,  I^elgh  O. 
Garrett,  I«eroy  M. 
Gibbons,  John  H* 
Gibson,  John. 
Gill,  WUliam  A. 

Hayden,  £•  £• 
Harlow,  Charles  H« 
Hood,  Joh<l. 

Jnngen,  Charles  W* 
Kellogg,  F.  mi. 


l4opez«  Bobert  F« 

Marsh,  C.  C. 
Menifee,  Daniel  P. 
Miner,  Bandolph  H. 
Mndd,  John  A. 

Pnreell,  John  Ij. 

Bipley,  Charles  8. 
Bobinson,  Herbert  J. 

Sehwerin,  Bennie  P* 
Sloan,  Bobert  8. 
Sno^den,  Thomas. 

Thom,  William  A. 
Tillman,  £dwin  H. 

Todd,  WUson  Ia. 

4  June,  1880,  to  take  position  next 
after  J.  J.  Enapp. 

Winterhalter,  Albert  G. 

18  June,  1879,  to  take  position  nexl 
after  W.  G.  David, 


APPOINXBB. 


Bennett,  F«  M. 

Assistant  Engineer,  10  June,  1881. 

BeTington,  M* 

Assistant  Engineer,  10  June,  1881. 

Bryan,  B.  C. 

Assistant  Engineer,  10  June,  1881. 

Bnll,  G.  H. 

Assistant  Engineer,  20  June,  1880. 

Bntterworth,  James. 

Chief  Engineer,  10  March,  1881. 

Canaga,  A.  B. 

Passed  Assistant  Engineer,  10  March, 
1881. 

Carr,  C.  A. 

Assistant  Engineer,  10  June,  1881. 

Cooloy,  M.  £• 

Assistant   Engineer,  20  June,  1881. 


Craig,  Thomas  C. 

Assistant  Surgeon,  9  July,  1881. 

Eaton,  W.  C. 

I'assed  Assistant  Engineer,  22  March^ 

1881. 

£dgar,  John  M. 

Assistant  Surgeon,  9  July,  1881. 

Griffin,  B.  S. 

Assistant  Engineer,  20  June,  1880. 

Hnnt,  A*  M. 

Assistant  Engineer,  10  June,  1881. 

Isbester,  B.  T. 

Assistant  Engineer,  10  June,  1881. 
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iTens,  N •  K. 

Assistant  Engineer,  10  Jane,  1881. 

Jaggard,  W.  H. 

Assistant  Surgeon,  9  July,  1881. 

Iieach,  Philip. 

Assistant  Surgeon,  0  July,  1881. 

McCartney,  I>*  P* 

Chief  Engineer,  27  August,  1881. 


HelTille,  G.  IV. 

Chief  Engineer,  4  Maich,  1S81. 

Spangler,  H.  W. 

Assistant  Engineer,  20  June,  1880. 


Wbitaker,  Harry  nr. 

Assistant  Surgeon,  9  July,  1881. 


THE  ISTAYY  OP  the  IJOT:TED  STATES. 


Oondensed  from  ihe  Nftv>-  RogiBtor  for  1881,  and  iho  Annual  Beport  of  the  Secretary  of  the  Navy, 

l>eoorabor,  1881. 


There  were  in  the  service  in  1881,  65  naval  steam  vessels,  all  screw  propellers  except 
six,  besides  23  wooden  sailing  vessels,  24  iron-clad  vessels,  two  torpedo  boats  and  25 
tugs.  Total  139,  of  which  about  57  were  in  efficient  service.  The  number  of  guns  is 
1,033. 

The  active  list  of  the  navy  is  composed  of  1  admiral,  1  vice-admiral,  12  rear-admirals, 
25  commodores,  50  captains,  90  commanders,  80  lieutenant-commanders,  280  lieu- 
tenants, 100  masters,  100  ensigns,  82  midshipmen,  130  cadet-midshipmen,  and  142 
cadet-midshipmen  on  probation  at  the  Naval  Academy,  all  of  whom  are  officers  of  the 
line. 

Of  the  staff  there  are  1  surgeon-general,  15  medical  directors,  14  medical  inspectors, 
^0  surgeons,  79  passed  assistant  surgeons,  10  assistant  surgeons,  1  paymaster-general, 
12  pay  directors,  12  pay  inspectors,  49  pa3rma8ter8,  29  passed  assistant  paymasters,  19 
assistant  paymasters,  1  engineer-in-chief,  69  chief  engineers,  100  passed  assistant  engi- 
neers, 35  assistant  engineers,  73  cadet  engineers,  and  79  cadet  engineers  on  probation 
at  the  Naval  Academy ;  24  chaplains,  12  professors  ot  mathematics,  1  secretary  for  the 
admiral,  and  1  for  the  vice-admiral ;  1  chief  constructor,  10  naval  constructors,  5  assist- 
ant constructors,  and  10  civil  engineers. 

The  warrant  officers  consist  of  51  boatswains,  55  gunners,  53  carpenters,  42  sail- 
makers,  and  41  mates. 

The  retired  list  is  composed  of  officers  of  the  tme  as  follows;  42  rear-admirals,  20 
commodores,  12  captains,  10  commanders,  15  lieutenant-commanders,  8  lieutenants,  11 
masters,  5  ensigns,  2  midshipmen.  Staff  officers,  viz.:  2f2  medical  directors,  1  medical 
inspector,  2  surgeons,  5  passed  assistant  surgeons,  7  assistant  surgeons,  9  pay  directors, 
2  pay  inspectors,  3  paymasters,  2  passed  assistant  paymasters,  1  assistant  paymaster,  19 
chief  engineers,  19  passed  assistant  engineers,  24  assistant  engineers,  8  naval  con- 
structors, 8  chaplains,  7  professors  or  mathematics,  10  boatswains,  5  gunners,  13  car- 
penters, and  10  sailmakers. 

The  active  list  is  therefore  composed  of  1,103  officers  of  the  line,  693  officers  of  the 
staff,  and  242  warrant  officers — total  2,038  officevs  of  all  grades. 

The  retired  list  is  composed  of  125  officers  of  the  line,  117  officers  of  the  staff,  88 
warrant  officers,  and  0  professors  of  mathematics. 

There  were,  July,  1881,  in  the  service,  provided  for  by  the  Navy  Appropriation  Act 
for  the  fiscal  year  1882,  7,500  enlisted  men  and  boys. 

The  Marine  Corps  consists  of  77  officers  and  1,500  enlisted  men. 
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Admiral « 

Vloe-Admlral^ » 

Bear-Admirals - 

€k>mmodoree * 

CaptalnB..~ 

Oommanders.^ 

Lieutenant-Oommanders— 

First  four  years  after  date  of  oommlBslon. . 

After  four  years  from  date  of  commlaeloii. 
Lieutenants— 

First  five  years. 

After  five  years. 

Masters — 

First  llTe  years 

After  five  years.. 

Ensigns^ 

First  five  years. 

After  five  years 

BUdshlpmen » 

Cadet-Mldstalpmen 

Males. 


Medical  and  Pay  Directors  and  Medical  and  Fay  Inspectors  and  Chief 

f^iglneers,  having  the  same  rank  at  sea ^ 

Fleet  Surgeons,  Fleet  Paymasters,  and  Fleet  Engineers. 

Surgeons,  Paymasters,  and  Chief  .l!bglneers— 

Flnt  five  years  after  date  of  commlBftloiu....... — 

Second  five  years. ~ 

Third  five  years. 

Fourth  five  years 

Aftw  twenty  years. 

Faflsed  Assistant  Surgeons,  Passed  Assistant  Paymasters,  and  Past 
Assistant  Engineers— 

First  five  years  after  date  of  appointment — 

After  five  years 

Assistant  Surgeons,  AssistAnt  Paymasters,  and  Assistant  Engineers- 
First  five  years  after  date  of  appointment. 

After  flve  years. » 

Chaplains — 

First  Ave  years. ~. 

After  live  years. 

Boatswains,  Gunners,  Carpenters  and  Sall-makors — 

First  three  years 

Second  throe  years 

Third  three  years 

Fourth  three-years 

After  twelve  years 

Cadet  Engineers  (after  examination) 

Naval  Constructors — 

First  Ave  years ^ 

Second  five  years. 

Third  Ave  years. 

Fourth  five  years 

After  twenty  years 

Assistant  Naval  Constructors — 

First  four  years. 

Second  four  years 

After  eight  years 


At  Sea. 


$13,000 
9,000 
6,000 
6,000 
4,600 
3,600 

93)0 
8,000 

2,400 
3,600 

1,800 
3,000 

1,300 

1,400 

1,000 

600 

300 

4,400 
4,400 

3,800 
3,300 
3,500 
3,700 
4,300 


3,000 
3,200 

1,700 
1,900 

3,500 
3,800 

1,200 
1.300 
1,400 
1,600 
1,800 
1,000 


On  Shore 
Duty. 


618,000 
8,000 
6,000 
4,000 
8,600 
3,000 

2,400 
2,600 

2,000 
2,200 

1,500 
1.700 

1,000 

1.300 

800 

600 

700 


2.400 
2,800 
3,300 
3,600 
4.000 


1,«)0 
2,000 

1,400 
1,600 

2,000 
2,300 

900 
1,000 
1,3(J0 
1.300 
1,6(10 

3,200 
3,400 
3,700 
4,000 
4,200 

2,000 
2.300 
2,600 


On  LasTe 

or  Waiting 

Orden. 


fl3,0l» 
6,000 
4,000 
3,000 
3.800 
3,306 

34)06 
3,306 

IJS» 
1.800 

1,300 
1.400 

806 

IvOQO 
600 
500 
600 


3.000 
2.400 
2,600 

2.800 
3.000 


1.500 
l,7dl> 

IfiOO 
1.200 

1.600 
l.flOb 

TOO 
Ht« 
900 

l.O0»» 

2.2r>^ 
2.400 
2.T00 

:t.noo 

3.200 

IJStX 
I.7i« 


Secretary  to  Admiral  and  Vice- Admiral $2,500 

Secretaries  to  Commanders  of  Squadrons 2.000 

Secretary  to  Naval  Academy 1,800 

Clerks  to  Commanders  of  Squadrons  of  Vessels,  750 

First  Clerks  to  Commandants  of  Navy  Yards 1,600 

Second  Clerks  to  Commandants  of  Navy  Yards,  1,200 

Olork,  Mare  Island  Navy  Yard 1,800 

Clork  to  Commandants  Naval  Stations..... 1,500 


Clerks  to  Paymasters  at  Navy  Yards- 
Boston,  New  York,  Philadelphia  and  Wash- 
ington  ^ .„|1.6W 

Mare  Island _ .17.  l.S» 

Kittery,  Norfolk  and  Pcnsaoola. ^ 1.400 

At  other  Stations - 1.300 

The  pay  of  Seamen  is  $2.58.  and  of  ordinary  Seamec 

$210  per  annum. 


Note.— The  navy  ration  is  commuted  at  30  cents  per  day.    The 'navy  spirit  ration  was  totally  ahoUabed 

July  1,1870. 

Navy  omcers  are  retired  after  40  years  service,  on  their  own  application;  and  thej aro x«dR»d  in  aaj 
rfifio  after  62  years  of  age,  with  some  exceptions.  The  compensation  of  retired  offloers  la  T6  per  oeot  of 
tho  artlvo  pay  of  the  same  rank,  or  50  per  cent,  (according  to  the  oauses  of  retirement.) 
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Colt's  Patent  Fire  Arms  Go.     W.  &  G.  Scott  &  Son. 
C.  O.  BonehilL  J.  P.  Glabrongh  &  Bros  and  Parker 

BUEECH  LOADIlia  QUITS, 

RELOADING  IMPLEMENTS  AND  GUN  GASES 


Liberal  Discount  made  to  Officers  of  the  Army  and  Navy. 


HARTLEY  Sc  GRAHAM, 

19  Maiden  Zane,  NEW  YOB.K, 


RAYMOLD  &  WHITLOCK. 

IMPORTERS    AND    MANUFACTURERS    OF 

MILITARY  EQUIPMENTS, 

nieilTS  TEMPUR,  i.  0. 0.  F..  ERMMPMEIIT.  IIIID  PYTHIIIR  REGIILIIIS. 

GOLD  AND  SILVER  FRINGES,  TASSELS,  LACES, 

EMBROIDERY,  BULLION,  FILE,  AND  CORDONNET, 
No.  39  WEST  14th  STREET,  NEW  YORK. 

0^We  cordially  commend  the  above  gentlemen  to  the  trade  and  the  public. 

HARTLEY    <fc   GRAHAM. 


METALLIC  AMMIUVmON,      Cillll  WADS,  Blaek  and  Pink  Uge, 

BDC  AXS  CI»TSAL  ?XSI^  ALL  SIZES.  OVASAKTUS  BITFISXOB  TO  AST  DCFOBTXD. 

Dm  ITtm  WK  COMPM 


PBICS  USTS  WITS  SISCOTnTTS  TO  TES  JOBBINGS  TBABB  QV  iSSUGASBSL 


•  m  • 


PERCUSSION  CAPS. 

P.  G.  TRIMMED  EDGE,  W.  PROOF. 

P,  L.  GROUND  EDGE,  W.  PROOF,  FOIL  LINED, 

Equal  to  any  imported. 
D.  W.  P.  GROUND  EDGE,  W.  PROOF,  CENTRAL  FIRE, 

Equal  to  any  imported. 
MUSKET,  PAPER  AND  TIN  BOXES. 

BERDAN,  ORCUTT  AND   WESSON  PRIMBB& 

BULLET  BREECH  CAPS. 


PAPER   AIVO   BRASS   SttOT   SHEIXS. 


CELEBRATED  "U.  M.  0."    SIZES  8,  10,  12,  14,  Ifi,  20.  CENTRAL  PIRK. 


BERDAN    SOLID  ANVIL. 

STURTEVANT  MOVABLE  ANVIL. 

BUFFENGTON,  MOVABLE    ANVIL. 

BERDAN   PRIMER. 
KBNNBY^  PATENT  INDENTATION  TO  PREVENT  WADS  FROM  STARTING. 


HAETLET  &  GRAHAM,  Agents, 


STEATEaOS: 

A   SERIES  OF 

AMERICAN  GAMES   OF  WAR, 

BASED  UPON  MILITARY  PRINCIPLES  AND  DESIGNED  FOR  THE  ASSIST- 
ANCE  BOTH  OP  BEGINNERS  AND  ADVANCED  STUDENTS  IN  PROSE- 
CUTING  THE  WHOLE  STUDY  OP  TACTICS,  GRAND  TACTICS,  STRAT- 
EGY,  MILITARY  HISTORY,  AND  THE  VARIOUS  OPERATIONS  OP 
WAR ;  ILLUSTRATED  WITH  NUMEROUS  DIAGRAMS ;  TO  WHICH  IS 
APPENDED  A  COLLECTION  OP  STUDIES  UPON  MILITARY  STATIS- 
TICS AS  APPUED  TO  WAR  ON  FIELD  OR  MAP. 

BY 

CHARLES   A.    L.    TOTTEN, 

FIRST  LIEUTRNANT,  FOURTH  UNITKI)  8TATB8  ARTILLXRT. 


The  undersigned  have  now  ready  *•  The  American  Game  of  War ''  styled  "  Strat^ros,'' 
and  are  prepared  to  ship  the  same  to  such  as  desire  to  avail  themselves  of  an  invalua- 
ble assistance  in  militai^  study. 

The  outfit  of  men,  boards,  diagrams,  rules,  tables  and  a  very  numerous  miscellany  of 
ntensils,  etc.,  connected  with  the  playing  of  the  several  independent  games  or  studies 
comprehended  under  the  general  title  of  Fltrategos,  is  very  extensive  and  complete,  and 
is  gotten  up  in  the  most  substantial  and  attractive  manner,  and  its  various  uses  will 
appeal  to  the  wants  of  all  classes  of  military  men. 

To  THE  Gekebal  Militart  Publio  the  ^ame  comes  as  a  universal  assistant,  an 
outfit  presenting  all  the  diversified  susceptibilities  of  the  tableau  and  the  panorama. 
It  will  lend  aid  in  all  kinds  of  military  "  object "  study,  and  prove  as  useful  to  the 
priixUe  student  as  to  those  who,  at  large  posts  or  in  large  organizations,  can  afford  to 
study  its  capacities  collectively. 

To  Professors  of  Military  Science  and  Tactics  at  various  national  colleges 
and  the  numerous  military  schools  throughout  our  country,  the  publishers  desire  par- 
ticularly to  recommend  this  outfit. 

Its  system  of  games  was  the  result  of  study,  UTuiertakentohile  the  inventor  was  yet  actively 
etujayed  upon  the  duty  of  military  instruction^  at  the  Massachusetts  Agricultural  College, 
in  Amherst,  Mass.,  1875-78.  It  was  there  tested  in  many  of  its  applications  and 
methods,  and  its  merits  fully  established. 

Selections  from  Report  of  the  Regular  Army  Board. — Speaking  of  the 
Ta/stical  Game:  '*  It  is  the  opinion  of  the  Board  that  this  contrivance  furnishes  a  valua- 
ble adjunct  to  the  volumes  of  tactics  in  the  instruction  of  ofiicers  and  non-commissioned 
officers,  both  as  a  means  of  imparting  information  and  of  testing  proficiency."  Refer- 
ring to  the  Topographical  Blocks :  *'  These  are  to  be  used  in  conjunction  with  others 
(tactical  side  up,)  Jto  illustrate  the  various  principles  oi  Strategy ^nf^ordm^  to  the  various 
text- books  and  authorities  upon  these  subjects  the  same  ready  illustration  that,  with 
their  tactical  face  up,  they  do  to  the  manuals  of  tactics." 

Of  the  ^^ Battle  Game  "  the  Board  states :  "  While  this  game  presents  no  problems 
that  may  not  be  more  fully  considered  and  more  perfectly  solved,  by  the  use  of  the 
finer  appliances  and  more  elaborate  rules  of  the  ^Advanced  GamCy^  its  simple  methods 
ffioe  it  a  convenience  which  may  secure  it  a  considerable  use.  It  furnishes,  at  the  least,  a 
diversion  of  a  highly  military  character,  well  calculated  to  stimulate  discussion  of  pro- 
insional  questions" 


Of  tbe  '*Advanct:d  Game'*''  this  Board  reports,  that  "its  rules  and  method  of  pro- 
cedure are  in  general  like  those  of  the  European  Qames;^'  but  referring  to  tbeonlj 
Knsriish  translation  of  these,  it  goes  on  to  state  that  the  most  noteworthy  points  of 
difference  are : 

"1st.  A  much  greater  fullness  and  explicitness  in  tbe  rules  for  tbe  guidance  of  the 
referee. 

"  2n(l.  A  more  minute  analysis  of  the  conditions  of  actual  conflict;  a  more  accurate 
detennination  of  the  ratios  representing  chances  of  success,  etc.;  a  more  elaborate  sys- 
tem of  tables. 

"  3rd.  The  presentation  in  the  tables  not  only  of  material  for  decision  in  tbe  gamOi 
but  also  of  valuable  professional  information,  in  form  convenient  for  references  in  study. 

"  It  is  believed  that  each  of  these  differences  renders  the  game  better  in  itself  as  a 
means  ol  instruction,  or  more  fitted  for  use  in  the  conditions  of  service  of  the  United 
States  Army." 

AUGUST  V.  KAUTZ,  Col.  8th  laft'y,  Brevet  Hainr  Gen.,  U.  &  A. 
WM.  II.  FRENCH,  Col.  4th  Art'y  Brevet  Major  Gen.,  U.  8.  A. 
J.  C.  KELTON,  Lieut  Col.  A.  A.  G.,  Brevet  Brier.  Gen.,  U.  8.  A. 
R  8.  HASBROUCK,  Capt.  4th  Art'y,  Brevet  Major  U.  8.  A. 
J.  B.  CAMPBELL,  Capt.  4th  Art'y,  Brevet  M^jor,  U.  &  A. 
CARL  F.  PALFREY,  1st  Lieut,  of  Engineers. 


PRICE  lilST  OF  OAM£S  ANO  Af  AT£RIAI^ 

Na«  !•  Complete  Ontflt,  as  per  Text-book,  18,200  men  on  each  side, 

2  sets  of  instruments,  etc %^M  0# 

Ho*  ftm  Complete  Outfit 9  as  per  Text-book,  extra  fine,  rosewood  men, 

extra  instruments,  etc 75  0# 

No.  8.  Af  edlnm  (1-2)  Mzed  Outfit,  40,000  men  on  each  side,  1  set 

instruments,  etc 35  0# 

Ho.  4.  Medium  (1-3)  sized  Outfit,  extra  fine,  2  sets  of  instruments, 

etc 50  •• 

Ho»  5*  Tbe  Battle-Gamo,  complete,  4  boards,  1  corps  on  a  side 85  0# 

Ho*  6.  The  Battle*Oame,  small  (1-4)  size,  1  board,  1  division  on  a 

side 7  5# 

No.  7.  The  Tactical  and  Topoipraphical  Game,  complete...   ID  0# 

(Nos.  5  or  6  and  7  are  included  in  eacb  of  tbe  sets  numbered  1,  2,  3  and  4,  but  are 
■old  separately,  for  tbe  convenience  of  purchasers.  Each  set  contains  the  Text-booki 
complete.) 

Text»B€lo]sB,  complete  in  2  volumes. 9S  0# 

For  prospectus  giving  full  particulars,  with  report  of  the  Regular  Army  Board, 
letters  of  recommendation,  etc.,  send  to  tbe  publishers, 


D.  APPIiETOX  A  CO.,  XEW  YORK. 
HARTIiEY  A  GRAHAM,  IffiW  YORK. 


Publishers  of  the  Game  Apparatus  and  Outfit,  MeSBN.  Rartley  A 

Nos.  17  and  19  Maiden  Lane,  New  York  City. 

Of  the  Book  of  Rules,  Tables  and  Statistics,  (in  two  volumes,)  Mf  ■■■•  Du 
Appleton  ds  €jO.^  Nos.  1,  8  and  5  Bond  Street,  New  York  Oily. 


MARLIN 


I 


XjA.XSST    .A.XT3D    BSSX. 


MANUFACTTJEED  BY 


mARiaini  aruks  go. 

NE"W   HAVEN,   CONN. 

UAKEBS  OP  THE 

Celebrated  Ballard  Rifles, 

WITHOUT  QUESTION  THE  BEST  MAQAZIBE  RIFLE  EVEE 

PBODUOED. 

40  Cal^  «0  Oralns  Powder,  9BO  OnOnB  I^ad.    49  4Jal.,  lutus 
^•Tcminent  Cartrldee. 

Send  for  DeMrlpUve  UM. 

BOZ.S   A.GIxaTTS: 

SOHOVBRIiIlVO,  DAXiT  A  OALSS, 

84  and  86  CHAMBEES  STREET, 


A  Musket  Calibre  Gatling  Gun  is 
Mounted  on  a  Tripod.  This  Gun  fires 
over  one  thousand  shots  per  minute 
with  great  accuracy,  and  is  the  most 
rapid  firing  Gun  in  the  world.  It  is 
simple  in  construction  and  not  liable 
to  get  out  of  order. 

The  Gatling  is  also  mounted  on  Gun 
Carriages,  and  can  easily  be  trans- 
ferred to  the  rail  of  a  ship  or  bow  of 
a  small  boat. 

All  Calibres  from  0.42  inch  to  1.45 
inch  are  made. 

For  price  and  full  particulars. 

Address, 

GATLINQ  GUN  CO. 

UARTFORD,  COJ^N.,  U.  S,  A, 


THE  SUN   FOR  1881. 


Everybody  reads  The  Sun.  In  the  editions  of  this  newspaper 
throughout  the  year  to  come  everybody  will  find: 

I.  All  the  world's  news,  so  presented  that  the  reader  will  get  the 
greatest  amount  of  information  with  the  least  unprofitable  expenditure 
of  time  and  eyesight.  The  Sun  long  ago  discovered  the  golden  mean 
between  redundant  fullness  and  unsatisfactory  brevity. 

II.  Much  of  that  sort  of  news  which  depends  less  upon  its  recognized 
importance  than  upon  its  interest  to  mankind.  From  morning  to 
morning  The  Sun  prints  a  continued  story  of  the  lives  of  real  men 
and  women,  and  of  their  deeds,  plans,  loves,  hates^  and  troubles. 
This  story  is  more  varied  and  more  interesting  than  any  romance  that 
was  ever  devised. 

III.  Good  writing  in  every  column,  and  freshness,  originality,  accu- 
racy, and  decorum  in  the  treatment  of  every  subject. 

IV.  Honest  comment.  The  Sun's  habit  is  to  speak  out  fearlessly 
about  men  and  things. 

v.  Equal  candor  in  dealing  with  each  political  party^  and  equal 
readiness  to  commend  what  is  praiseworthy  or  to  rebuke  what  is  blam- 
able  in  Democrat  or  Bepublican. 

VI.  Absolute  independence  of  partisan  organizations,  but  unwaver- 
ing loyalty  to  true  democratic  principles.  The  Sun  believes  that  the 
Government  which  the  Constitution  gives  us  is  a  good  one  to  keep. 
Its  notion  of  duty  is  to  resist  to  its  utmost  power  the  efforts  of  men  in 
the  Bepublican  party  to  set  up  another  form  of  government  in  place  of 
that  which  exists.  The  year  1881  and  the  years  immediately  following 
will  probably  decide  this  supremely  important  contest  The  Sun  believes 
that  the  victory  will  be  with  the  people  as  against  the  Rings  for  mono- 
poly, the  Rings  for  plunder,  and  the  Rings  for  imperial  power. 

Our  terms  are  as  follows: 

For  the  Daily  Sun,  a  four-page  sheet  of  twenty-eight  columns,  the 
price  by  mail,  postpaid,  is  55  cents  a  month,  or  $6.50  a  year;  or,  includ- 
ing the  Sunday  paper,  an  eight-page  sheet  of  fifty-six  columns,  the  price 
is  65  cents  a  month,  or  $7.70  a  year,  postage  paid. 

The  Sunday  edition  of  The  Sun  is  also  furnished  separately  at  $1.20 
a  year,  postage  paid. 

The  price  of  The  Weekly  Sun,  eight  pages,  fifty-six  columns,  is  $1  a 
year,  postage  paid,  For  clubs  often  sending  $10  we  will  send  an  extra 
copy  free.  Address, 

I.  W.  ENGLAND, 
PvbJisher  of  The  Sun,  y^ew  York  CU/g. 


SPORTSMEN'S  TELESOOPIO  TRUNK 

Made  of  solitl  sole  leather,  with  heiivy  iioii  tVaiiic  iiiul  roniers,  lofkc-if 
by  means  of  lock  biu;kles  on  stout  straps,  with  ease  inside  complete  to  lit 
any  j»:un.  Tray  in  top  to  keep  linen  from  other  clothing:;  will  ciirry  shells 
and  outfit  for  extended  hunting;  trip,  the  coutttnts  being  always  held 
firmly  in  i)lace  makes  it  a  splendid  Sportsmen^s  an<l  Tourists'  Trunk. 
When  packed  to  fullest  capacity,  it  is  15  inches  high  by  15  inches  wide, 
length  30  or  32  inches  as  ordered.        I^rice,  $25.00* 

X^  Send  Stamp  for  New  Catalogue, 

A  full  Stock  of  Canvas  and  Leather  Goods  alwajrs  on  hand. 

TuonNwdisoisr  &  soisrs, 

p.  0.  Box  1016.  SOI  Broadway,  New  Ywrh. 


CISTABMSHIID  ltt48. 


General  Engraver, 

ALSO. 

ARTISTIC  DESIQNER  AND  ENGRAVER  ON  WOOD  DIES  AND  HEDALS, 

WECSma  NOTES,  CABDS,  BUILDINQS,  CBESTS,  COLLEGE  ITOTSS,  &c. 

MACHWERY,  PORTRAITS.  ILLUSTRATIONS  FOR  CATALOGUES.  &c. 
ARMS,    CRESTS,    Ike.  ,     KNGRAVED     ON     STONK. 

182    BROADlTirAT, 

NEAV    YORK. 


ra,  MERRIILl  i  CONDIT, 


130  and  132  CHAMBERS  STREET, 


BROADWAY  andr42nd  STREET, 


67th  STREET  and  6th  AVENUE, 


]XETV     ITOJEtK: 


ACKER,  EDGAR  &  CO. 

YONK£BS,  y.  r. 


89  RUB  DE  CHATEAUDUX,  PARIS. 


9 


HAVANA  CIGARS, 


^tlMli^ 


ARMY  AND  NAVY  STORES. 


GRAND  HOTEL, 

BROADWAY,  CORNER  31st  STREET, 
NE-V^   YORK, 

WITHIN  ONE  BLOCK  OF  THE  ABHY  AND  NAVT  GliVB. 

SPECIAL  RATES  TO  THE  ARMY  AND  NAVY. 
HENBT  MILFOBD  SMITH, 

PBOPRIETOB, 


STURmtllT  HOUSE, 

One  Block  from  the  Armr  aad  Navy  Club, 

BROADWAY,  28th  and  Zm  STREETS, 

Rates  Reduced. — Rooms  with  Board,  $2.50,  $3.00 
and  $3.50  per  day  Rooms  on  Enropean  Flan,  $1.00  per 
day. 


MANDFACTURING  OPTICIAN 

41  UNION  SQUARE,  BROADWAY  &  17tli  ST. 


THE  LARGEST  AND  FINKST  8T0CK  OF 


nELD,  MARINE,  OPERA  AND  TOURISTS*  GLASSES 


IN  THIS  COUNTRY. 


Rochet  Aneroid  Barometers  for  Altitudes, 
Spectacles  and   Eye   Glasses^  Filled  to  the  most   Peenliar   Eye* 

Inspection  invited  and  correspondence  solicited.    Descriptive  Catalogue  by  enclosing 
stamp. 


UNION"   SQUA.RE,    NE^^   YORK, 


fJHEEI  MOSIC,  MOSIC  BDmiS 


AND 


mmmi  wmwmmM  (ti  all  mwm. 

SOLE  MiEIITS  II  THE  ORITED  STXTES  FOR  TRE  GEIEBRITED 

Send  for  full  Price  List  and  Illustrations. 


AUTHORIZED 


FOR 


POST   SCHOOLS 


The  following  Text  Books  have  been  i)re8crib3d  by  the  War  Depart- 
meut — General  Order  No.  «'3iS— for  use  in  the  Po^t  Schools  of  the  Army. 

S(PEJTOE(BIAJT  CO(PY  (BOOKS, 

CHA(BTS  OF  WfRlTlJiG  and 

THEO(BY  OF  (PEJTJi£AJ7SHI(P, 

SWIJTTOjrS  QEOG(RA(PHIES, 

SWIJiTOJT'S  C0J7QSJ73EQ  HISTOCRY 

OF  THE  JJ7ITEQ  STATES. 


*^* Correspondence  with    reference  to  snpplying    these   Books   will 

receive  prompt  attention. 


& 


7 S3  &  755  BROADWAY,  NEW  YORK, 


EEMINGTON'S 

MILITARY, 

SPORTING  and 

HUNTING 

PEilTIi  RIFLE, 

SIMPLEST, 

MOST  EFFICIENT, 

INDESTRUCTIBLE 


Adopted  by  the  Valted  Statea  GoTcrDment  In  the  Navr  and 
Frontier  Service. 

■O  Shots.    dS  Cal..  TO  Oraln  Standard  Government  Cartridges. 

PRICES Carbine,   $39.     Frontier   KldcB,  •SS.    Sportlns  and 

Hnntlng  Kifle*.  93T. 

Dtacoant  to  tbe  Trade  onir- 

Send  for  Cntnlogue  and  Price  Lists. 

E.  REMINGTON   &  SONS, 

IP.  o.  BOX  3984.1  ^^'i  Bi-oadway,  Ncio  York. 


SHANNON,  MLLLER  8c  CBANE, 


No.   46   MA.I3DElSr    L.AJSrE, 

EW    YORK, 


Cork  and  Felt  Helmets, 

MILITABTT  GOODS, 

EQUIFIENTS  FOR  OITICEBS  OF  ARIT,  NAVY  AKD  NATIONAl  GUABD, 

8WORD8,  BELTS,  SHOULDER  STRAPS, 

Epaulettes^  Chapeauz^  Fatigue  and  Dress  Hats  and  Caps,  kz. 


GOLD  A  HID  SILVER  TRIMMIN6S.  LACES.  FRINGES.  Ac. 


Ml   GRAND  STREET,  NEW  YORK, 

MANtJFACTUBEES  OF  THE 

New  ReplalioQ  Cork  and 


1j^  ^5E 


For  the  Army,  Navy  and  National  Guard, 

EPAULEHES,  SHOULDER  KNOTS  AND  SHOULDER  STRAPS, 


And  all  kinds  of  Equipments  for  the  Army  and  National  Onard 
of  the  various  States,  constantly  on  band  and  made  to  order  at 
sliort  notice* 


T  :e3:  E 


OliD,  PROSPEROUS,  SAF£,  LiARGE, 

STRONG,  PUREI.Y  MUTUAIi. 


:ii; 


.TY-PIVE  YEARS'  BUSINESS  EXPERIENCE. 


'♦  »  •■ 


ASSETS, «39,000,000 

fillJRPIiIJS, 7,600,000 

45,000   POIilCIES  IN  FORCE. 

$1979000,000  INSURANCE  IN  FORCE. 


TEN     FA.OT8. 


1.— A  JjATge  and  Strong  Company. 

The  New  York  Life  has  Age  and  the  Stability  which  age  and  success  brings. 
It  has  been  in  operation  over  thirty-five  years,  and  at  the  beginning  of  1 880  had  over 
45,000  policies  in  force,  covering  over  $127,000,000  in  insurance.  For  the  security  of 
these  policies  the  Company  held  nearly  $39,000,000,  being  $124.66  for  every  $100  of 
liabilities  by  the  State  Standard. 

2.— A  Purely  Mninal  Company. 

The  New  York  Life  is  one  of  the  few  purely  mutual  life  companies  in  this 
country,  a  company  owned  and  managed  by  the  policy  holders  themselves,  in  their 
own  interests,  with  no  stockholders  to  share  the  profits  or  interfere  in  the  management 
to  the  prejudice  of  the  insured.  It  affords  insurance  at  current  cost  with  ahioluU 
$eeurity. 

3. — A  liiberal  and  Pros^ressivc  Company. 

The  New  York  Life  in  ISQO  originated  and  introduced  the  n<ni-/or/eiture  smtem  of 
jMiUcies^  since  adopted,  in  part  or  in  some  form^  !)y  every  life  Company.  It  anticipated 
the  New  York  State  Law  on  the  subject,  in  time  by  over  nineteen  years,  and  in  liberality 
to  the  insured  by  giving  more  than  the  law  requires. 

4. — A  Rapidly  Growlns^  Company. 

The  last  ten  years  include  the  six  years  of  depression  that  followed  the  panic  of 
1873;  yet  during  these  ten  years  tlie  increase  in  the  Company's  assets  has  been  nearly 
three-fold,  and  the  increase  in  surplus  and  interest  receipts  over  threefold.  During 
this  time  the  annual  disbursements  to  policy  holders  have  risen  from  $2,588,303  to 
$4,818,490,  and  have  aggregated  the  inconceivable  sum  of  forti/  million  dollars 
($40,801 ,262.)  Its  interest  receipts  alone  have  been  upward  of  fifteen  millions  and 
bare  more  than  paid  its  death  losses. 


5.— A  Solid  and  ¥igorou8  Company. 

The  New  York  Life  has  held  its  business,  in  spite  of  the  **  hard  times,*'  better 
than  any  other  prominent  company.  The  falling  off  among  these,  from  the  higbot 
point  reached  since  the  panic  of  1873,  has  been  nearly  twenty  per  cent,  on  an  avenge, 
both  of  income  and  insurance  in  force ;  while  in  the  New  York  Life  the  falling  off 
has  been  only  about  two  per  cent,  of  income,  and  less  than  one-half  of  one  per  cent  of 
insurance  in  force. 

6.— A  Wide-Awake  Company. 

The  New  York  Life  has  issued  over  140,000  policies,  insurinfar  over  $420,000,00(1 
It  has  received  over  $85,000,000  in  premiums  and  nearly  $20,000,000  in  interest  and 
rents.  It  has  paid  over  $20,000,000  in  death  claims,  and  returned  over  $31,000,000  to 
living  policy  holders.  The  amotint  of  ila  present  assets^  plus  its  payments  to  policy  hdim 
and  their  families^  exceeds  the  sum  received  from  them  hy  nearly  ciss  r.iilUon  dollars. 


7.— A  Well  managed 

Its  management  was  never  more  vigorous,  skillful  and  prudent  than  at  present 
Its  report  for  the  year  ending  January  1st,  1880,  shows  almost  unparalleled  prosperity— 
a  largo  increase  in  assets;  a  large  increase  in  nun  lus;  a  large  increase  in  premioii 
receipts;  a  largo  increase  in  interest  receipts;  a  large  increase  in  policies  and  imiB^ 
ance,  issued  and  in  force ;  and  a  decrease  in  death  losses,  resulting  m>m  a  careful  lelee- 
tion  of  lives  and  consequent  low  mortality  rate. 

8.— A  Company  with  A  "So.  1  Seenrities. 

The  securities  of  the  New  York  Life  are  of  the  very  highest  order,  the  tnterot 
on  which  is  collected  when  due.  The  entire  amount  of  its  uncollected  interest,  ioclading 
the  amount  accrued  or  earned  but  not  yet  due,  upon  its  investments,  January  Ist,  1S9K 
was  but  $317,98U.l  1.  This  was  only  about  eight-tenths  of  one  per  cent,  of  the  Company^ 
entire  assets^  being  the  lowest  ra^io  of  any  prominent  company  and  in  notable  contrast  with 
some.  At  the  date  above  given  its  bonds  and  stocks  were  worth  nearly  a  miUioi 
dollars  more  than  cost. 

O.— A  Pmdent  Company. 

In  estimating  its  liabilities,  the  Company  employs  the  severest  standanl  used  Is 
this  country.  Security  being  the  sine  qua  non  in  life  insurance,  the  Nkw  Tori:  Lm 
calculates  its  reserve  fund  on  the  supposition  that  it  will  be  able  to  realize  in  fdtoie 
but  four  per  cent,  interest,  and  thus  keeps  this  fund  over  four  million  dollars  larger 
than  is  required  by  the  law  by  which  its  solvency  is  tested.  Hence,  no  unusual  Iosscb. 
no  sudden  depression  in  the  prices  of  securities,  no  panic,  no  bard  times,  nor  all  of 
these  combined  can  so  reduce  its  surplus  as  seriously  to  embarrass  the  Company. 

10. — A  Good  Company  to  Insure  in. 

The  policies  of  the  New  York  Life  are  notable  for  their  freedom  from  Texatios 
restrictions ;  the  customs  of  the  Company  with  respect  to  payment  of  premiums,  etc, 
are  plainly  stated,  and  eflforts  are  made  to  encourage  and  to  enable  every  honest  policT 
holder  to  keep  up  his  policy;  in  the  settlement  oif  claims  by  death  the  greatest  libe- 
rality consistent  with  justice  is  ever  shown,  as  the  grateful  acknowledgments  of  hun- 
dreds of  beneficiaries  abundantly  testify.  By  its  ]it»eral  construction  of  the  policj 
contract  in  cases  that  might  have  been  resisted  on  technical  grounds  it  has  gamed  thi 
reputation  of  being 

^«A  Non-Contesting  Company.'* 

MORRIS  FRANKLIN,  President  THEODORE  M.  BANTA,  Oaskm. 

WILLIAM  H.  BEERS,  Vice-President.  D.  O'DELL,  3fq}H  of  Affeneses. 

CHARLES  WRIGHT,  M.  D.  ) 

[Medical 
HENRY  TUCK,  M.  D.  \ 


TO  THE  TEACHERS  AND  OFFICERS  AT  MILITARY  POSTfiL 

THE    MOST    rorULAH    AND    SUCCESSFUL 


OF  THE  DAY,  ARE  PUBLISHED  BY 


3m  AM^MMM^mmm   &s&  m^ 


1,  3  and  5  BOND  STREET,  NEW  YORK. 

AMONG    WHICH    ARE 

Appleton'B  New  Readers— five  volumes.      T/ie  Most  Popular  Series  ever  pubUshetL 

The  Model  CJopy  Books— with  Gliding  Copies. 
Quackenbois'  New  American  Hibtory. 

Quackenbos'  Illustrated  Lessors  in  our  Language, 
btickney's  Language  Lines. 
Krusi's  Drawing  Series. 

Appleton  s  Systematic  Geographies. 
Appleton's  AnthmetiCb. 

Harknesa'  Latin  Series. 
And  hundreds  of  others  for  all  grades  of  schools  and  every  department  of  stud/. 

Send  for  Circulars,  Price  Lists,  '*  Educational  Notes,"  Catalogues,  etc 


RECENTLY   ISSUED a 

CHILD'S  BOOK  OF  LANGUAGE.  A  Graded  Series  of  Lessons  and  Blanks,  in 
Four  Numbers.  By  J.  H.  Sticknky.  I.  STORIES  lx\  PICTURES.  H.  STUDIES 
IN  ANIMALS.  III.  STUDIES  IN  PLANTS.  IV.  STUDIES  OF  WORDS.  The 
set,  for  examination,  25  cents ;  Teachers*  edition,  25  cents. 

BALLARD'S  WORD- WRITER.  An  Exercise-Book,  designed  to  accompany  "Words, 

and  How  to  Put  Them  Together."    10  cents. 
BALLARD'S  PIECES  TO  SPEAK,  and  How  to  Speak  Them.    Parts  I  and  XL 

20  cents  each. 

PRIMARY  COPY-BOOKS.   Model  Series.   Six  Numbers,  with  Wakeman's  Sliding 

Copies.    For  examination,  6  cents  each. 
A  CLASS-BOOK  HISTORY  OF  ENGLAND.    Illustrated  with  numerous  Wood 

Cuts  and  Historical  Maps.    By  the  Rev.  David  Morris.    lamo,  cloth.    Forexamina- 

lion,  75  cents.  

SBUSI'S  EASY  DRAWING  LESSONS,  for  Kindergarten  and  Primary 

Schools.    Three  Series,  i a  Cards  each.    Sample  number,  10  cents. 
SCIENTlFtO  AGRICULTURE.    By  Professor  N.  T.  LuproN,  Vanderbilt  Univer^ 

sity,  Nashville,  Tenn.    Sample  copy,  30  cents 
GRE£K  FOR  BEGINNEjEIS.    By  Rev.  Joseph  B.  Mayor,  M.  A.,  ProL  of  Classical 

Literature,  King's  College,  London.     Edited  by  ProL  £.  G.  Coy,  Phillips  Academy, 

Andover,  Mass.    Sample  copy,  75  cents. 
THE  FIRST  THREE  BOOKS  OF  HOMER'S  lUAD.    With  Notes,  Critical 

and  Explanatory,  etc.    By  Henry  Clark  Johnson,  A.  Id.,  LL.  B.,  late  Head  Master  of 

St.  Paul's  (Cathedral)  School. 

NEARLY   READY: 

APPLETON'S  AMERICAN  STANDARD  GEOGRAPHIES.    Based  on  the 

Methods  of  Progressive  Educators,  and  giving  special  prominence  to  the  Industrial, 

Commercial,  and  Practical  Features.    Two  Books. 
IiETTERS  AND  LESSONS  IN  LANGUAGE.    By  J.  11.  Stickney.    Part  I. 

Invention.    Part  XL  Conversation.    Part  IIL  Literature. 
FIRST  SIX  BOOKS  OF  VIRGIL'S  JENEID.    With  Notes  and  Vocabulary.   By 

Professor  Frieze.  

THE  ART  OF  SCHOOL  MANAGEMENT.    By  Professor  J.  Baldwin,  Principal 

Missouri  State  Normal  School,  Kirksville,  Mo. 
APPLETON'S  SCHOOL  READING  CHARTS,  for  Primary  Instruction. 
THE  ORTHOEPIST:  A  Manual  of  Correct  Pronunciation  of  English. 
HISTORY  OF  GREECE.    By  T.  T.  Timayenis. 

D.  APPLETON  &  CO..  Pablishers. 

!•  3  ana  5  Bond  Street,  HEW  FORMu 


BALTIMORE  &  OHIO  RAILROAD. 

The  "GSEAT  NATIONAL  BOUTS"  between 

BOSTON,  PHILADELPHIA,  RICHMOND, 

NEW  YORK,  BALTIMORE,  WA8HINCTOM, 

AND  ALL  POINTS 
AND 

Oinoinnati,  Zanesville,  Chioaso,  Sandoskyy 

Pittsburg.  Newark*  Benance,  Indjpnwolis, 

Wheeling^  €k>ltiinbiis,  Mansfleldt  St.  Ijoais, 

Louisville,  Kansas  City,         Omahai  ICilwaiikee^ 

AND  ALL  POINTS 


THIS  DOUBLE-TRACKED  LINE, 

WWti  Its  Steel  Bails  on  Ston    Ballast.  Magnificent  Iron  Bridges,  Gorgeoos  Mountain 
Beaatiful  Landscapt  and  Pictnresqne  Views,  incomparabl/  the  finest  by  rail  in  tba  world* 


NEW  AND  HiGNIFIOENT  HOTELS  AND  SCMMEB  BESOBTS, 

At  oonTenient  distances,  Ownio  avd  Mahaoid  bt  thb  Ck>icpAVT,  are  replete  with  all  the 

improTements  known  to  this  enlightened  age. 

>B^Its  complete  equipment  with  all  the  modem  appliances  that  oondnceto  Spud,  Savitt  ssd 
OmaroBT,  are  characteristic  features  of  Tms  Favobitb  Kodtb. 


This  is  the  01TL7  EOUTE  between  the  EAST  &  WEST, 

JBV^BirirVIVG  ITS  THROUGH  TBJIH3  YEA  WASHIHGTOH  ORT/ 


TAO.K  T=yrS    -AJNTID    i:MTOI^X«fl:-A.TIO^T 

Can  be  obtained  at  Offices  of  the  Ciompanj,  as  below : 

BOSTOIf  T— No.  219  W  sbington  Street. 

IIW  TOB&.— No.  315  Broadwaj.     Depot— Foot  fDesbroases  Street.     Dspor— Foot  of  OoarW 

landt  Street 
PHILABBLPHIA,— Nos.  1100  and  838  Chestnut  Street.    Dbfot— P.,  W.  A  B.  B.  B,  comer  of 

Broad  Street  and  Waslungto    Avei  ne 
BALTIMORE*— No.  149  West  Baltimore  Street,  Souti  east  comer  of  Calvert    Camdkh  Statioi— 

Howard,  Eutaw  and  0.  jcden  Streets. 
WASHINGTON.— Nob.  619  and  1351  Pennsylvania  Aventi ':  oppodte  Willard's.    Dkpot— Xew 

Jersey  Avenue  and  0  Street. 
RICHMOND.— No.  826  Main  Street    Dbpot— R.  F.  A  P  B  R ,  comer  Eighth  and  Byrd  Stresti. 
CUICAliO- No.83ClarkSt    Palmer  House.   Grand  Paafic  Hotel.   Dbpot— Exposition  Building. 
€01<UMBIJH.— Union  Depot 

OINriN  ^  ATI  —No.  173  Gibson  House,  Walnut  S  .    Grand  Hotel     Dbpot— Pearl  and  Plum  Sti. 
PITTSBURGH.— Smithfield  Street  and  Fifth  Avenue.    DiPOi'-^jirant  and  Water  Streets. 

And  at  Principal  Ticket  Offices  in  New  England,  (ha  Vorthwost^  Waet^  Southwest  and  Sovth. 

WM.  M.  CLEMENTS,  L.  M.  COLE, 

Master  of  Tranaporiatum,  General  TiekH  AfoL 


CflRROLLTON  HOTEL, 

BALTIMORE,  LiaST  &  GERMAN  STS. 

The  Iargest,  linm  Built  ind  Most  Gdniitnieiit  Hotel  ik  the  Cm. 

Bates  $3  and  $2.50  per  Daj,  according  to  Location  of  Iloom. 

PEIIINENT  BOmiO  BY  THE  MONTH  AT  FROM  140  OPiROS. 

Special  Arrangements  will  always  be  made  satisfactorily 
for  PamllleSt  or  for  Parties,  by  Telegraph. 

DINNER  TICKETS  $8.00  PER  DOZEN. 

Officers  of  the  Army  and  Xavy,  and  Marine  Corjis,  may  alwayn 
rely  upon  the  best  of  accomodations,  at  20  per  cent,  diycoiini  i>n 
aflvertisod  transient  rates,  and  the  undersigned  takes  Dir  UIk-iIv 
of  referring  to  his  personal  rerard  in  the  General  Army  Register 
as  the  beat  evidence  that  Army  and  Navy  patronage  is  especially 
solicited,  and  will  be  properly  cared  for. 

F.  W.  COLEMAN, 

MaHaffer. 


THE! 


ANSON    &   DEKI.EY   ACTION, 


BQWBE^M  MQMiT  MZTMJfSi&^  mi§l. 


IS  THE  BEST  HUMMERLESS  CUN  IN  THE  WORLD. 


X^K.  lOES. 


Xo.  1,         .         .       f  100.00 
Xo.  2,         .         .         150.00 


Xo.  3,        .         .       ^20<).n() 
Xo.  4,        .        .  3C0.00 


SCH0VERLIN6,  DALEY  &  GALES, 

5*l54r  a.ii<l  fs50  Clia.ml>ei*(S  ft^treet, 


Ew  iron 


% 


STRYKER  &  CO. 


MANUFACTURERS  EXCLUSIVELY  OF 


AKD  SE^LLUBd  Ur 


ALL  IDS  OF  EQUIPMENTS, 

431   BROOME  STREET. 


ITE'W    -rOE-K. 


RAYMOLD  &  WHITLOGK, 

39  West  14th  Street,  near  6th  Avenue, 


liA.ITTJT'A.OXXTIlBRS     OF     'JHB 


MILITARY  EQUIPMENTS 

FOR   THE 

AHMY,   NAVY   AND    NATIONAL    GUARD, 


OfllccrN^  TriintniiifiB  of  Best  Quality  and  Style 
at  Reasonable  Prices. 


We  cordially   roiiimeiid    the  above    firm    to   the    tmili 
and  public. 

HARTLEY   &   GRAHAM. 


WILLIAM  K.  BOYLE, 


CORNEE  BALTIMORE  &  ST.  PAUL  STS. 
BALTIMORE,   MD. 


All    kinds    of   work    <'x«i>ii<ed    with    iiC4-nrn<>]',   promplneaa 
Rnd  dlfipatch. 


SAMUEL  HUNT  &  SONS, 

MANUFACTURERS  AND  DEALERS  IN 


)  iiiimii-uu) 

TRUNKS,  TRAVELING  BAGS,  &c. 
202  W.  BALTIMORE  ST. 

BALTIMORE,    MD. 


Ie8ss&  CHARLES  SGRIBM'S  S0N8 

Have  mucll  pleasure  in  announcing  that  they  will  begin  in  October  the  publication 
of  a  work  which  they  believe  will  prove  the  most  important  of  recent  contributioDfl 
to  American  History.    Under  the  general  title  of  the 

CAMPAIGNS  OF  THi:  CITII.  WAR, 

they  will  issue  a  series  of  volumes,  contributed  at  their  solicitation  by  a  number  of 
leading  actors  in  and  students  of  the  great  conflict  of  18G1-^G5,  with  a  view  to 
bringing  together,  for  the  first  time,  a  full  and  authoritative  military  history  of  the 
suppression  of  the  Rebellion. 

The  volumes  will  be  duodecimos  of  about  250  pages  each,  illustrated  by  mapt 
and  plans  prepared  under  the  direction  of  the  authors.  They  will  appear,  aa  lartft 
possible,  in  the  chronological  order  of  the  campaigns  of  which  they  treat;  and  bj 
their  preliminary  and  concluding  chapters  will  be  so  far  connected  that  the  completed 
work  will  practically  cover  the  entire  field  of  the  war.  The  price  of  each  volume 
will  be  $1.00. 

The  following  volumes  are  now  ready,  or  far  advanced  in  preparation,  and  viU 
appear  at  short  intervals : 

I.— The   Outbreak    of  Rebellion.      By  John  G.  Nicolay,  Esq.,  Private 

Secretary  to  President  Lincoln. 
II.— From    Fort   Henry  to   Corinth.    By  the  Hon.  M.  F.  Force,  late 

Brigadier-General  and  Bvt.  Maj.  GenU  U.  S.  V.,  etc.,  Treasurer  of  the  Soriety 

of  the  Army  of  the  Tennessee. 
III.— The    Peninsula.      By  Alexander  8.  Webb,  Bvt  Maj.  Gen.  U.  S.  A.; 

Assistant  Chief  of  Artillery,  Army  of  the  Potomac,   1801-'r»2;    afterward 

Chief  of  Staff,  Anny  of  the  Potomac,  etc. 
IT.— The  Army  under  Pope.    By  John  C.  Hopes,  Esq.,  of  the  Milliter} 

Society  of  Massachusetts,  etc. 
¥.— The  Antielnm  and  Frederickshurg.    By  Francis  Winthrop  Palfrev. 

late  Colonel  20th  Mass.  Infantry,  Bvt.  Brig.  Gen'l  U.  S.  V.,  etc. 
¥1.— ChancellorsTille  and    Gettysburg.      By  Abner  Doubleday,  BtI 

Major  Genu  U.  8.  A.  and  Major  GenU  U.  S.  V. 
¥11.— The  Army  of  the  Cumberland.    By  Henry  M.  Cist,  Brevet  Briga- 
dier Gen'l  U.  S.  V.;  A.  A.  G.  on  the  staff  of  Major  Geiri  Rosecrans,  and  the 

staff  of  Major  Gen'l  Thomas;  Corresponding  Secretary  of  the  Soticty  of  the 

Army  of  the  Cumberland. 
IX.— The  CauipaiKU  of  Atlanta.     By  the  Hon.  Jacob  D.  Cox,  Ex-Governor 

of  Ohio;  late  Secretary  of  the  Interior  of  the  United  Slates;  Mafor  General 

U.  S.  v.,  etc. 
X.— The  March  to  the  Sea.     Franklin  and   NashTille.     By  the 

Hon.  Jacob  D.  Cox. 
XI.— The  Campaigns  of  Grant  in   Tirginia.      By  Andrew  A.  Hum 

phreys,  Brigadier  General  and  Bvt.  Major-General   U.  S.  A;    late  Chief  ol 

Engineers,  etc. 

Tol.  TIII9 — The  missiSBippi,  and  one  other  volume,  completing  the  series, 
are  in  course  of  preparation,  and  their  contents  and  authors  will  be  announced 
in  a  short  time. 

WILL  BS  PUBLISHED  IN  OCTOB&B,  VOLUUSS  I  and  II. 

The  Onthreak  of  Rebellion.  By  John  G.  Nicolay.  With  eight  maps.  $1.00. 
From  Fort  Henry  to  Corinth.    ByM.F.  Force.    With  eight  maps.    $l.tH>. 

%*  These  books  will  be  for  sale  by  booksellers,  or  will  bo  sent  prepaid,  upon 
receipt  of  price,  by 

CHARLES  SCBIBHEB'S  SONS.  M  743  aoil  745  BROADWAY.  NEW  70RL 


LIST  OF  ADVERTISEMENTS. 


AMKUKTriON,  (Metallic,)  &c. 
Hartley  &  Graham,  New  York. 

BooK»,  &c. 

lyison,   Blukeman,  Taylor  «fc    Co., 

New  York. 
D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 
Scribner's  Sons,  New  York. 
T.  H.  8.  Hamersly,  Washington. 

Clothing,  (Militaby.) 

Stryker  &  Co.,  New  York. 

Equipments,  (Military,)  &c. 

Raymold  &  Whitlock,  New  York. 

Engratek. 

A.  Demarest,  New  York. 

Games  op  War,  (Strategos,) 

D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 

GuKB,  (Breech-Loading.) 

Hartley  &  Graham,  New  York. 

E.  Remington  &  Sons,  New  York. 
Schoverling,  Daly  &   Gales,   New 

York. 

Providence  Tool  Company,  Provi- 
dence, K.  I. 

Hammerless  Breach-Loading,  New 
York. 

Gatling  Gun  Co.,  Hartford,  Conn. 

Martini  Repeating  Rifle,  New 
York. 

Helmets,  (New  Cork  and  Felt.) 
Ravniold  *k  Whitlock,  New  York. 
Shannon,  M  iller  &  Crane,  New  York. 
Baker  &  McKenney,  New  York. 


j  Hotels. 

Sturtevant  House,  New  York. 
Carrollton  Hotel.  Bultimore. 
Grand  Hotel,  New  York. 
The  Ebbitt,  Washington,  D.  C. 

Insurance 

New  York  Life  Ins.  Co.,  New  York. 

Military  Goods,  &c. 

Raymold  &  Whitlock,  New  York. 
Shannon,  Miller  &  Crane,  New  York. 

Music,  (Sheet,)  and  Instruments. 
Wm.  A.  Pond  &  Co.,  New  York. 

Newspaper. 

The  Sun,  New  York. 

Optician. 

H.  Waldst^in,  New  York. 

PRurriNo,  (Book  and  Job.) 

William  K.  Bo^le,  Baltimore. 

Railroad. 

Baltimore  and  Ohio. 

Rifles,  (Repeating.) 

E.  Remington  &  Sons,  New  York. 
Hartle    &  Graham,  New  York. 
Schoverling,  Daly  &  Gales,  New  York. 

Strategos. 

D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 

Trunks,  &c. 

Thomson  &  Sons,  (Telescopic,)  New 

York. 
Samuel  Hunt  &  Sons,  (Harness,  &c.) 
Baltimore. 

Wines,  Cigars,  &c. 

Acker,  Murrall  &  Co.,  New  York. 


i 


i 


p 


i 


This  book  should  be  returned  to 
the  Library  on  or  before  the  last  date 
stamped  below. 

A  fine  of  five  cents  a  day  is  incurred 
by  retaining  it  beyond  the  specified 
time. 

Please  return  promptly. 


:7Uf  JBt-t*.^- 


